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GE^fERAL    STTMMARY. 

Att.T  llu'  1st,  scvt'ivly  colli  wciilher,  with  tenipcratun^s  below- 
zero  on  a  lew  davs,  prevaileil  for  a  decade.  Weather  condi- 
tions during  the  remainder  of  the  month  were  relatively  mild, 
but  freezing  temperatures  on  most  nights  prevented  growth. 
N'ery  low  temperature  on  the  Sth  caused  widespread  damage  to 
peach  buds,  which  had  been  rendered  more  susceptible  to  injury' 
than  usual  by  the  unseasonably  warm  weather  in  the  preceding 
month,  in  central  and  western  districts  practically  all  buds 
examined  had  been  killed.  Apples  and  other  fruits  were  also 
injured,  but  to  an  undetermined  extent.  The  severe  cold  and 
icv  roads  so  impeded  deliveries  of  tobacco  as  to  cause  the  tem- 
porary closing  of  some  local  markets.  Except  for  lack  of 
moisture,  the  w(>ather  that  followed  this  cold  spell  was  favora- 
ble for  handling  tobacco.  Winter  grains  were  protected  by 
fairly  heavy  snow  cover  daring  most  of  the  cold  period. 

Rainfall  was  heavy  on  the  first  day,  but  generally  scattered 
and  deficient  thereafter.  Snow  covered  the  saturated  soil  on 
tlie  'Sd  and  was  followed  by  two  weeks  without  precipitation  of 
consequence.  During  the  long  dry  interval  the  snow  went  ofi' 
with  complete  absorption,  and  drainage  so  reduced  the  moisture 
content  of  the  top  soil  that  the  frequent  freezes  and  thaws  of 
the  second  and  third  decades  had  little  effect  in  lifting  winter 
grains.  Only  on  the  heavier  clay  soils  was  there  anj^  apparent 
injury.  Moderate  temperatures  after  the  1 2th  favored  livestock, 
especially  young  lambs,  which  began  to  appear  later  in  the 
month.  Except  for  occasional  light  showers,  the  weather  on 
most  days  during  this  period  was  suitable  for  cleanup  work  on 
the  farm  and  for  construction  activities.  Preparations  began 
for  burning  tobacco  plantbeds.  The  soil  remained  somewhat 
too  wet  for  plowing,  and  temperatures  below  freezing  at  night 
also  discouraged  this  work.  Some  run-off  that  slightly  aft'ected  Hl^ 
streams  resulted  from  the  rains  of  the  1st,  but  later  precipita- 
tion generally  pas.^ed  into  the  soil  without  appreciable  loss. 

TEMPERATtTRE . 

Daily  mean  temperatures  on  the  1st  and  in  the  period  13th- 
;nst  ranged  from  5"^  to  20"  above  normal  Maxima  of  55 ''  to 
(')5^  were  registered  on  the  17th.  18th,  23d  and  24th.  In  strik- 
ing contrast  to  this  unseasonable  warmth  was  the  decade  2d- 
1 1th,  when  daily  deficiencies  ranged  from  10'"  to  36°  and  minima 
were  near  or  below  zero  on  seven  days.  The  lowest  tempera- 
tures on  the  6th,  8th,  and  lOth  varied  between  —5"  and  -  20° 
at  most  stations.  They  were  below  zero  at  many  stations  on 
the  5th,  Sth,  and  l!th.  Extremes  for  the  State  were  70"  at 
Danville,  Greenville  and  Leitchfield  on  the  24th,  and  -23°  at 
St.  .John  on  the  Sth. 

PRECIPITATION. 

Precipitation  averaged  about  30  per  cent  less  than  (he  normal 
amount  for  this  month.  Several  extreme  western  stations  re- 
ported between  5  ()  and  G.O  inches.  Elastward  from  this  district 
of  heavy  rain  amounts  fell  off  to  less  than  2.0  inches  in  the 
lower  Big  Sandy.      Jn   most   central   districts  and  westward   to 

the  lower  Ciiiiiberlaiid  from  3.0  to  .1.0  inches  occurred.  The  raountain  section  and 
the  eastern  bluegrasp  region  received  from  1-5  to  3.0  inche.'i.  The  range  for  the  State 
was  between  1  4^!  inclies  at  (ireenup  and  5.70  inches  at  Paducah.  Moderate  to  heavy 
rain  occurred  generally  on  the  Ist-3d.  followed  on  the  4th  by  snow  ranging  from  3.0  to 
6  0  inches.  Light  to  moderate  showers  fell  iu  all  districts  in  the  periods  lS-20th,  27-2Sth, 
and  3i!th-31st.     Tlnmder.stoims  were  reported  by  a  few  .station.-;  on  the  1st  and  27th. 


MISCELLANEOUS. 

j;iiTrn:-A  moderate  incren.se  In  staire  occurred  in  the  Ohio  from  the  Iki  to  4tli 
but  the  rtvor  soon  declined  to  pool  stages  and  so  remained  until  the  end  ol  the 
month.  It  filled  with  Ice  in  the  iipi-er  secUon  by  Uio  9th,  and|vaii  ffrim  onoliaU  to 
three-fourths  full  of  light  ice  in  the  middle  reaches  untll^the  16tli.  Navigation  wa.i 
suspended  between  Cincinnati  and  Louisville  from  the  10th  to  the  13th.  It  was  not 
fully  restored  until  the  16th. 


PRESSURE,  WIND,  HUMIDITY  AND  SUKSHINE. 
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COMPARATIVE   DATA  FOR  JANUARY. 


Temperature. 


1941.... 
1942 . . . . 
Period 


26.0 
38.0 
30.0 
36.1 
32.0 
40.4 
34.4 
37.2 


I     I 


2.72 
2.08 
2.91 


Number  of  days. 
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CLIMATOLOGICAL  DATA:  KEN'IUCJKY  SECTION. 


January.  1942 


^Uimatological  Data  for  January,   1942. 

Temperature,  in  degrees  Fahe. 


a      WESTERN    DIVISION 

feeaver  Dam  

Calhoun 

Earllngton 

Ford's  Ferry.  Dam 

Gilberts  vUle 

Greenville 

Hartford,  [near]  .  •  ■ 

Henderson 

Hopkinsville 

Love'.acev:lle 

Mayfield. 

Murray 

Owensboro 

Ownneboro,  Dam  46 
Priflncah 

Prlnc'lon 

Fvunisev.  Lock 
KuS3eli 


I  iiiontown,  Dam  49. 
CENTRAL  DIVISION 

Addison,  Dam  45 

Anchorage 

Bowling  G 

Brownsville,  Lock  6  t 

Bnrnside 

Ciirrollton.Lockl 

Clermont 

Cold  Spring,  Dam  36 

Danville 

Dix  Dam 

Eadsville 

Eubank 

Frankfort,  Lock 
Gest.Lock 
Glasgow 
Grant,  Dam  38 

Greensbnrg  

High  Bridge,  Lock 

Irvington 

LaGrange 

Lancaster 

Leitchfii-ld 

Lexington 

Little  Hiclunan,  Lock  s 

Lockport,Lock 

LonisviLLE  

Do    Bowman  Field 
Mammoth  Cave....  .. 

Monticello    ■  ■ 

Munfordville 

St.  John 

Saivisa,  Lock  6 
Shelbyville 
Smith's  Grove 

Stearns  

Taylorsville 
Tyrone,  Lock  5 
VVilliamstowu 
Woodbury,  Lock  4 

EaSTERN   DIVISIO 

\^shland 

Berea 

College  Hill,  Lork  l 

Cynthiana 

Falmouth 

Farmers   

Flemingsburg 
Ford,  Lock  10 
Gravsoii    —    ... 
'.r.^nup.Dam  30 

11:/:. rd 

il  ■■.•\i  liiHrg,Lockl4 

Jenkins'.;:!!!:!::!; 

Louisa 

Lynch,  [near]. .. 
Maysvilk-  Dam  33 
Midri'fHboro  

'•! I  Sttrling 

II  ii>i.Dam35 


.  Lock  12 


Jyner 

Valley  View,  Lock  9  . . . 

Vanncbiirg.Dam  32 

Williamsburg 

Willow.  Lock  13 

Winche.<<ter   •  ■  • 

State  averages  and  ex 


All  temperature  data 

The  departures  from  norm  , 

>ied  in  determiningsectioii  1)1    : 

Roforonfe  letters.  *,  ".  '  ,  ::  i  ^  :ir,  - 
♦  Also  on  other  dates.  +i-  laciJM  m 
•Rainfall  record  by  U.  S.  Knginei^n 


Eldred  G,  Young. 

R-  C.  Bennett. 

Krick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C   R.  Lovell. 

W.  R.  Carson,  Sr. 

George  Street. 

W.  K.  Morris. 

Blaine     alone. 

Mr.s.  Joe  Pavne. 

Ralph  li.  Wear. 

Henry  .-;.   Berry. 

Lockmaster. 

Joe  Lagore   * 

S.  .)■  Lowry. 

Lockmaster. 

Wm.  Shelton. 

Lockmaster. 

Lockmaster. 

U.   K.    Barret. 

Mrs.  LillieG.Cansey- 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

R.  P.  Amos. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co., 

.)oe  Norlieet. 

Mrs    Katie  Payne- 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  Betrie  K.  H.  Alcorn. 

Lockmaster. 

L.  0.  Stiles. 

J.  C.  ogg. 

Kentucky  Utilities  Co. 

D.  Lem  Hughes 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmater. 

U  S    Weather  Bureau. 

U.  S.  Weather  Bur.-»u 

Ivan  J.  Ellsworth. 

£.  O.Cooper. 

Chester  Williams. 

Sisters  of  Loretto. 

Lockmaster. 

WillaS.  A.  Ratta. 

C.  W.  Gurnsey. 
Airway  Station. 
J,  D.  Brown. 
Lockmaster. 

Miss  Nettie  B.  Simpson- 
Lockmaster. 

Robert  Johnson. 
Lockmaster. 

D.  II.  >  enter. 
Loekma.'te; . 
S.  M.  Hill. 
Jessie  Oldham. 

Mrs   Corda  C  Ptamper. 

C.  A .  ftl  sscock. 

Lockrn.ister. 

Jlrs.  Ruby  A.  Burton. 

Lockmaster. 

II.  A.  Haily. 

Lofkniiister 

■las.  T.  (iolf. 

11   J.   Howard. 

Zeb  Hcston. 

•lam  sS.  .Mien. 

Lockmaster. 

Malt  he  v/  Woodson. 

W.  R.  McKee. 

Garret  Combs. 

I/Ockmaster. 

E.  C.  Fraley. 

U-  S.  Weather  Bureau. 

Canev  Run  Com.  Center. 

R-  W    Jones. 

I.ockiTiaster. 

J.  W,  crooke. 

I.ockiiiahter. 

Lockmaster. 

Wade  I  y  West- 

Lockmaster. 

Airway  Station. 


mputnd  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all 

I'.ro'vnaville  and  Woodbury  are  Locks  on  the  Green  River;  other  Locks  ar 

■r  of  days  missing;  for  example,  b  represents  two  days.  etc. 

i"a\is  and  summaries  T    precipitation  is  less  than  0.01  inch  rain  ormelten  snow 

(■  I.agore  at  Padn^ah  No.  2. 


"^■yi^m^ 


.\.\M   AKV,     i;tJ-. 


M.I.MA'rOLOClK-Al.    DATA:    K  KNTl'TK  V    S|(Xri'l()N 


llVx^n-ii  Dirifion 

Ueftvor  nam 

Calhoun 

KarliuKtoii    '■■ 

Korils  Kerry  nam  60" 

GtlbertsvUle' 

■im-nville 

Uai-tfoi-d 

Hemlorson •• 

(I()pkinsvin»>'>   

LovolivcoviUi- 

Miiytioia 

Murray  " 

Oweusboro  ' 

Owensboro,  Usim  46''    

I'adupftli* 

Prini'eton    

Humgey,  Lock  No.  2  » 

Russellville  « 

riiiontown.  Dam  49* 


Central  Divhim 

AiWisoii,Dara-15.  ' 

Anchorage  

Bowlin?  Green  *  ........ 

BowlinR Green  No-  2».... 

BrownsviUf.LockNo.  6«. 

Burnside*  ■  — 

Carrolltoa Lock  No.  I*--. 

Clermont 

C"ld  Spring,  Dam  3&' 

Danville^ 

Dix  Dam,  Burgin. 

Kadsviile^ 

Kubank •  •  ■ 

Krankfort.LockNo-  4-... 

Gest,  Lock  No.  3*. 

Glasgow 

( trant,  Darn  SS" 

Kreensburg  ^ 

High  Bridge,  Lock  No.  r- 

frvington  

LaGrange 

liiinciister^ 

Leitchtield  - 

Lexington  t 

Littlp  niclviiuiu    LockXo 
Lockport,  Lock  No.  2  " . . . 

U)UISVII.!,F.^  i 

Do.  Bowman  Field... 

Mammoth  Cave'-'- ■  ■ 

Monticello  ^ 

Munfordville  ^ 


jipltHtiou  for  January,   104S. 
l)uy  ol'  Dionlh 


10  Ml     12     18 


.44 

.24 

.  2/ 

.52 

.:-i2 

.29 

.22 

45 

4( 

.(12 

07 

in 

50 

.... 

Dim  . 


Salvisa,  Lock  No  6  't . . . 

Shelbyville 

Smith's  9rove  •• .  —  . . 

Stearns  "* 

Taylors  ville 

Tyrone.  Lock  No.  5  -t . . 

Willianistown  

Voodbiiry.Loc'.c  No.4'- 


.S.  l.nol  T. 
.G. 11.94     .. 


Ashland  2. 

Berea   

CoUeL'p  Hill,  Lock  No.  11 

CyntliinnM- 

R'almoutli- 

Farmers'  

Flomii'Kslniri:'-  

Ford  Lock  Xo.  10 -t 

Grayson- ; 

'^reonup  D::m    80- 

Hazar,!'^ ...... 

Heidelber?.  Lock  No.  14* 

Jackson  * 

Jenkins*   

Louisa^ 

Lvnch  [near]   

Maysville,  Dam  33* 

Middlpshoro      — 

Mount  Sterling 

OneontaDani  !» 2 

Paintsville   *. 

Pikeville" 

Pi 


L. 

.■fil 

1,. 

7(1 

i, 

K. 

q) 

0. 

fi') 

0 

1^ 

K. 

fiS 

K. 

74 

K. 

.Hfi 

B 

■n 

Quicksand* 

'^"venna.    Lock  Nc 

Richmond*    

Tyner 

ValU-y  View.  Lock 
Vaiicebnrg.  Dn-n  N 


Kxcppt  a.<  nthprwise  indicated  oh5pr\a,i 
'First-order  Wpathor  Rnrean  station  :  r 
amonnt  then  recorded  is  for  tiip  nn-fno 

f .  Trace,,  or  prpcipitation  l"s  tir.i   :  ■ 
Lock  10.  TJiTi  ll-ii^e    Kv   ■   o.|i-,i;i*;, 
Kentucky:  'S'  Salt-  '(i'  lirppTi,     '' 
•"Airport  station.    Data  for  21  lionr-  ;'i 
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a 

1   20 

.(;. 

\.m 

K 

l.l.'S 

0 

afi 

1  • 

<5r 

i< 

q-: 

K 

1  27 

T 

.02[  .02 


16 

17 

18 

19 

19      . 

.46    T. 

T 

.271  .02 


.90!  05|. 
.4-1  .021. 
1.24     .       . 


.67    .01;  T. 
.fil  ....I   •■ 


.291  .0.5  . 


:?.i 


m 

3.  US 
8.21 
ft.  70 
8.<iS 
3.f)l 
2.B4 


3.26 
2.56 
4-65 
3.79 
8.56 
8.33 
2.28 
8. 44 
1.62 
3.16 
2  09 
3.10 
2.86 
2.S4 
2.23 
4.11 
2.16 
3.60 
3.22 
3.26 
2.28 
2  .-22 


3. 07 
2.73 
2.58 
3.06 
4  43 
g.07 
3.85 
3  48 
3.33 
3.18 
3.18 


2.90 
1.8S 
4.00 


3.11 
2.4s 
2.3s 


.1.5... .|  .04t 


nd  precipitation  rpconlpd  i^  for 'M  hours  ending  at  time  of  observation 
nless  otherwise  indicated.  'Precipitation  measured  in  the  morning: 
ng-gage.  'Inclnded  in  the  nexi  following  nieasuTeraent. 

wrpncpbnrij.  Kv.  :  T  ock  fi.  Vprsa<llpp.  Ky,  Lock  8.  Nicholasville,  Ky. 
1  is  located  is  indicated  as  follows:  (B)  Big  Sandy ;  (I)  Licking;   K. 


CLiMATULOGLCAL  DATA:    KEN'J'LCK  Y   HEUTlUN 


January,  1942 


Daily  Temperatures  for  January,   1942. 


Western 
er  Dam   . . . 


May  field  ... 
Murray  — 
Owensboro  . 
Padueah  .■• 


Central  Dicisii 


\  Maximum  ... 

•  '  Minimum.... 
)  Maximum  ... 

■  (  Minimum  — 
>  Maximu)!)  . . . 

■  /  Minimum 

*  Maximum  . . . 

■  '  Miuimum 

I  Maximum  . . . 
I  Minimum  — 
)  Maximum  . . . 

■  (  Minimum 

j  Maximum  . . . 

(  Miuimum 

s  Maximum  . .. 

S  Maximum  . . . 

'  Miuimum 

j  Maximum  . . . 

•  I  Minimum.... 
J  Ma,ximum  .   . 

'  (  Minimum 

J  Moximum  . . . 

■  I  Minimum 

J  Maximum  . .. 

■  I  Minimum 


Aiicliorage 


Greensburg... 


Mammoth  Cav 


Shelbyville   ... 
Smith's  Grove 


k'illiamstown  . 


l..\  nch  [near] 
Maysville  .... 


)  Maximum  . . 

/  Minimum... 

)  .Maximum  . . 
'  Minimum  — 

',  Maximum  •  . . 
*  Minimum . . . , 

I  Maximum  . . , 

'  Minimum 

(  Maximum  . . , 
I.  Minimum 

)  Maximum  . . , 

(  Minimum 

)  Maximum  . . . 

'  Minimum 

J  Maximum  . . . 

I  Minimum 

)  Maximum  . . . 
/  Minimum 

j  Maximum  ... 

I  Minimum 

I  Maximum  . . . 

/  Minimum 

j  Maximum  . . . 
/  Minimum 

I  Maximum  . , . 

*  Minimum 

Field  :Maximum... 
Minimum 

S  Maximum... 

(  Minimum.  . .. 

S  Maximum  . . . 
(  Minimum  — 

j  Maximum  . . . 

I  Minimum 

■  Maximum  .  . . 
""  (  Minimum 

:Maximum  ... 

:  Miuimum  — 
;Maximum  ... 

'.Minimum  — 

J  Maximum  . . . 

■■■■•  (Minimum.... 

'   division. 

j  Maximum  . , . 

'  Minimum 

\  Maximum  . . . 
'  Minimum 

I  Maximum  . . . 

I  Minimum,... 

I  Maximum  . . . 

I  Minimum 

J  Maximum  . . . 

I  Minimum 

(  Maximum  .  . . 
'  Minimum 


Mount  SttTli 


(*ippapa.ss 
Qnir.k.sand 


Williamsburi? 


:  Maximum  . , 

:  Minimum... 
J  Maximum .  . 
I  Mi  nimum . . . 
)  Maximum  . . 
'  Minimum. . . 

.Maximum. . 

:Minimum. . . 

iMayimum  . . 

:Minirauni   , . 

•  Maximum  . . 

:Minimum... 

:Maxlmum .  . 

:Minimum.. . 
,  j  Mnximuin  . 

'  Minimum. . 


4C:    21;    20     11 

621     51!    28J    22' 
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13 
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14  I  15      16  1   17      18 
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-16 
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If) 

11 

ir 

21 
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10 

2.1 

36     47i     fO 
2i    -Ml    2U| 

35;   4S|    4s; 


-10  0  2-2  24  31 

13  35  IN  49  63! 
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GBNERAIi   STTMMAKY. 

Weather,  considorably  colder  than  the  average,  with  frequent 
snowy  days,  rendered  the  month  inclement  and  unfavorable  for 
outdoor  activities.  Practically  no  plowing  was  accomplished, 
and  less  than  the  usual  progress  could  be  made  with  other  early 
spring  preparations.  Except  for  a  few  days  with  rather  low 
temperatures,  following  the  let  and  17th,  it  was  rarely  cold 
enough  to  endanger  young  lambs  where  reasonably  sheltered. 
All  livestock  required  heavy  mid-winter  feeding.  Moderate  to 
heavy  rains  on  the  -Jth  and  Kith  saturated  the  ground  surface 
for  a  few  days,  otherwise  soil  drainage  continued  fairly  good 
and  served  to  offset  the  effect  of  the  freezes  and  thaws.  In  the 
last  decade  dny  temperatures  were  so  low  that  only  superficial 
thawing  occurred,  therefore  lifting  of  grains  from  this  cause  re- 
mained at  a  minimum.  Grains  on  the  heavy  clay  soils  showed 
some  injury,^  but  in  general  their  condition  was  regarded  as  good 
at  the  end  of  the  month.  Temperatures  favorable  for  growth 
occurred  only  for  a  day  or  two,  hence  grains  remained  in  a  dor- 
mant state  throughout  the  month.  There  was  some  snow  pro- 
tection in  central  and  western  districts  from  the  24th  to  2Gth, 
and  in  the  southeastern  counties  from  the  24th  to  2Sth. 

Very  little  could  be  done  in  preparing  for  tobacco  plantbeds, 
and  this  was  limited  to  getting  ready  for  burning.  Frozen 
ground  most  of  the  time  during  the  last  two  weeks  prevented 
burning  and  sowing  of  beds.  Rather  frequent  showers  and 
several  days  with  moderate  temperatures  in  the  first  two  weeks 
favored  the  completion  of  stripping  and  marketing  tobacco. 
Dirt  roads  deteriorated,  but  there  v\'as  little  interference  by 
weather  conditions  to  traffic  on  paved  highways.  Further  ex- 
amination of  peach  buds  indicated  from  20  to  50  per  cent  of 
damage  in  the  extreme  western  districts.  The  month  closed 
abnormally  cold,  with  fruit  buds  entirely  dormant  and  all  vege- 
tation in  mid-winter  condition. 


TEMPERATURE. 

Average  temperature  ranged  from  ;^.0'^  below  normal  in  the 
Purchase  to  G.O"^  below  in  the  eastern  mountain  section.  Brief 
coid  and  warm  periods  alternated  during  the  first  16  days,  after 
which  temperatures  continued  low  until  the  end  of  the'month. 
Daily  deficiencies  in  the  cold  decade  varied  between  6^'  and  20"-'. 
In  central  and  western  sections  the  coldest  day  was  the  19th, 
with  the  lowest  readings  varying  between  5"  'and  10°.  Some 
eastern  districts  experienced  their  coldest  weather  on  the  3d, 
with  minima  of  2°  to  6°.  Extremes  for  the  State  were  67'-^  on 
the  5th  at  Leitclifield  and  2°  on  the  19th  at  Mammoth  Cave. 

PRECIPITATION. 

Precipitation  averaged  slightly  more  than  three-fourths  of  the 
normal  amount  for  this  month.  Normal  or  somewhat  greater 
amounts  occurred  in  the  section  from  the  lower  Green  River 
westward,  where  monthly  totals  ranged  from  3.0  to  4.0  inches. 
Most  northern  and  central  districts  received  from  2.5  to  3.0 
inches  and  eastern  sections  from  1.5  to  2.5  inches.  The  range 
for  the  State  was  between  1.32  inches  at  Paintsville  and  3.98 
inches  at  Ilopkinsville.  Snow  fell  on  14  days,  but  amounts  were 
generally  light.     The  heaviest   fall    occurred   on   the   23d-24th, 

when  most  of  the  State  received  from  2  0  to  5.0  iiuhes.  In  the  oxtrc^nio  iiorlhorn 
counties  the  snowfall  was  very  liglit.  visually  le.-s  tliau  10  iiifh,  A  few  southeastern 
counties  had  from  fi.O  to  8.0  inches.  ^Moileiiite  rains  visited  all  sections  in  the  period 
4-Vth;  and  moderate  to  henvy  rain  on  the  id-l7th.  wil!i  2-l-liour  amoinits  exceeding  1.0 


inch  ftt  many  stations.    Llgrht  snow  or  rain  occurred  gonnralb 
with  tlnindcrstorm  were;  4,  6,  a. 


MISCELLANEOUS. 

J!ircn:~A  modoreto  ri.se  that  began  In  the  Ohio  on  the  Cth  culminated  on  the  I^Uj, 
with  stapces  ranging  from  26  to  30  feet  along  the  border  of  tlie  State.  The  heavy  ruins 
of  the  16-17th  Ciinged  another  moderate  rise  that  credited  with  Htages  uf  equal  height 
from  the  22d  to  241h. 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo 

Cincinnati  ■ 
Kvansville- 
l>ouisville.  • 


Ohio 
.Ind. 
..Ky. 


30.51 
80.41 
aO.47 


29.28 
29.22 
29.23 
29.21 


COMPARATIVE   DATA  FOR  FEBRUARY. 
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1900 

1901 .-. 

U)(i2 
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190.5   

1900 .-   .  . 

19i7 

1908 

1909 
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1911 

1912 ....•••• 
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1914 •■••  . 

1915.... 

1916.... 

1917.... • 

1918 • 

1919 • 

1920 

1921 

1922 

1923.... •••    . 

1924 • 

1926 •••    

1926.    ...    ...    

1927 

1928 

1929 • 

1930 • 

1931 

1932 

1933 

1934.... 

193.5 

1936 

1937 

1938 

1939... 

1940 

1941 

1942 

Period 

t,54  Vear  average 


Temperature. 


34.1 
45.6 

42.2 
42.2 
37.7 
34.6 
25.9 
37.4 
39.8 
37.4 
26.2 


27.9 
37.5 
35.2 
27.9 
34.7 
35.7 
35.6 
42.4 
32.9 
42.0 
29.7 
34.8 

41.9 
35.0 
34.8 
39.3 


31.2 
45.1 
41.6 
46.7 
87.5 


Precipitation        Numberof  days- 


4.14 
1.74 
2.99 
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3.20 
3.68 
4.67 
2.56 
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CLIMATOLOGICAL  DATA:  KENTUCKY    SECTION. 


February.  1942 


Climatologicai  Data  for  February,  1942. 


Temperature,  in  degrees  Falir. 


PreciDitation  in  inches  Number  of  days 


WESTERN   DIVISION 

Beaver  Uam  

Calhoun 

Earliogtoa 

Ford'e  Ferry,  Dam  50. 

GUbertsviUe 

Greenville  

Hartford,  [near] 

Henderson 

Hopkinsville 

Lovei»ceville 

Mayfleld 

Murray 

Owensboro 

Owensboro,  Dam  46... 

Padncah   

Princeton 

Rumsey.  Lock   2t 

KuBsellville 

tniontown,  Dam  49... 

CENTKAL  DIVISION. 

Addibon,  Dam  45 

Anchoragtt 

Howling  Green 

Brownsville,  Locke  t- 

Kurnside  

C:irrolitoii,Lock  1 

Clermont  

Cold  Spring,  Dam  36  .. 

Danville   

Dix  Dam.  Burgin 

Eadsville  

Eubank 

Frankfort,  Lock  4 

Geat.  Lock  3 

Glasgow 

Grant,  Dam  38 

Greensburg  

High  Bridge,  Lock?... 

Irvington    

LaGrangc  

Laucaster 

Leitchlicld 

Lexingtc 


Ohio  • 

McLean  

Hopkiua 

Crittenden... 

Marshall 

Muhleuburg 

Ohio 

Henderson. . . 
Christian.  ... 

Ballard  

Graves 

Calloway.  ... 

Daviess 

Daviess  

McCracken   . 

Caldwell 

McLean 


Union  , 


Bullitt 

Campbell   

Boyle   

Mercer 

VVavne 

Pufa.ki. 

Franklin 

Henry 

Barren 

Boone  

Green  

Jefsamine   . . , 
Breckinridge  . 

Oldham  

Garrard  

Grayson  

Fayette 


Little  Hickman,  Lock  8   Jessamine 

Lockport.  Lock  2 Henry 

LocisviLi.E   ,  .Ic-tlerson  . . 

Do    Bowman  Fielfl.  '   lefferson  .. 

ManiiMotli  tJav.-. K'imonson 

MontiffUo    —  !  Wavne  •••• 

Munfordville Haft  

St. John !  Hurdin  .... 

Saivisa,  Lock  6 '  Mercer.  . . . 

Shelby  viile Shelby. 

Smith's  Grove Wi 

Steams  MeCreary 

Taylorsville    —    Spencer 

Tyrone,  Lock  5 Anderson. 

■'.Villiamstowu Grant. 

Woodbury, Lock  4i Butler. 

E/lSTERN   DIVISION. 

Ashland   

Berea 

College  Hill,  Lock  11  . 

Cynthiana 

Falmonth 

Farmers   

FlemiuRsburg 

Ford.  Lock  10 


Greenup,  Dam  30 

Hazard 

Heidel  berg.  Lock  14 

Jackson  

Jenkins 

Loaisa 

Lynch,  [near] 

Maysville  Dam  33 

Middiesboro  

Monnt  Stirling 

Oneonta.Dam  35 

Paliitsville 

Pikeville 

Pippapass 

C^uicksaud 

Uavenna,  Lock  12 

Richmond 

Tvner 

Valley  View. Lock 9... 

Vanoehnrg.Dam  82 

Williamsburg 

Willow.  Lock  13 

Winchester   ■-. 

State  averages  and  ex 


Boyd 

Madison. . 
Madison. . 
TLirrison  . 
Pendleton 
Rowan  ... 
Fleming.. 
Clark  .... 
Carter  ... 
Greenup.. 
Perry  .... 

Breathitt  . 
Letcher.  . 
Lawrence 
Harlan .  . . 
Mason    ... 


ell 


Montgomery 

Campbell 

Johnson   

Pike 

Knott 

Breathitt 

Estiil    

Madison 

Madison  

Madison 

Lewi.s 

Whitley 

I/ee 

Clark   

ironies  


34.6 
"36.2-  3.9 
35.6:- 


31. ej-  6.4 

34. s!-  ilA 
36.0-  8.2 
37.2-  31 
'37.0!-  3  0 


32.4  -  3.0 

si'hJ-'ij^s 

M  2' 

32.21 

31.9  -  4.7 


34. 4|.. 
34.3  .. 
.33.4!-  6.8 


67 


2.831-0.35 
3.82  0.00 
8.52-0  01 
3.23i+0.70 

3.31i 

3. 59+0. SI 

2.45i 

3.0.^+0.3- 
3.98+0.31 
3  85  +0.  1: 
3.77+0.3! 
3,22-0.08 
2.55  -0.30 
2.82  +0.20 
3.  80+0.49 
3.15  -0.3: 
2.62— o.m 
2.50  -0.9! 
4.03+1-71 

3.08+0.42 
2.82-0.U4 
3.11  -0.51 
2.43  -1-54 
2.71-1.09 
2  39-0.21 

3.061 

2.47+0.06 


.09- 


2.7o;-0.27 
2.97| 


1.5!  - 

2.541-0.50 

2.791-0.74 

2.49+0.24 

2  52-1.09 

2.05-0.43 

3.06-0  08 

2  35! 

1.98  — O.CR 
2.861-0.  .52 
2.82  -Of  0 
2.02  — 
3. 15i+0.28 

2  581-0. 9- 

2.88| 

3.02! 

2.84! 

2.571-1.0; 
2.92'-0.70 
2.82- 

3  37-0.08 


3.06  -0.04 
3.18i+0.4 
2. 92: -0.59 


3.16+0.17 


2.3 

1.951-1.02 

2,ini  .. 

1.851-1 
2.07|-1.3n 


1.85 
1.9) 
1.791-2  03 
1.761-1.00 


1  85' -1.85 
2.60—0.47 
2.4!'- 


2  20 
8      17 

3  18 


11 

6 

10 

10 

in 

15 

5 

8 

14 

6 

5 

7 

10 

lu 

in 

12 

6 

■4 

11 

0 

16 

10 

7 

5 

Eldred  G.  Young. 

R.  C  Bennett. 

Hriek  Southworth. 

I.ockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson,  Sr. 
Georee  Street. 
W.  K.  Mon-is. 
Blaine      alone. 
Mr.-!.  Joe  I'avne. 
Ralph  B.  Wear. 
Henry  S.  Berry. 
Lockmaster. 
Joe  Lagore   * 
8.  J.  Lowry. 
Lockmaster. 
Wm.  Shelton. 
Lockmaster. 

Lockmaster. 

V.  K.  Barret. 

Mrs.  Lillle  G.  Causey. 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

R.  I'.  Amos. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co., 

Joe  Noriieet. 

Mrs.  Katie  Payne- 

Lockmaster. 

Lockmaster. 

L.  B.  Turner. 

Lockmaster. 

Mrs.  Bettie  K.  H.  Alcorn. 

Lockmaster. 

L.  O.  Stiles. 

J.   C.    .!gg. 

Kentucky  TTtilities  Co- 

D.  Lem  H'  gbes 

U.  S.  Weather  Bureau. 

Lockmaster, 

Lockmater, 

U  S    W>'ather  Bureau. 

0.  S,  Weather  Run-iui, 

Ivan  J,  Ellsworth, 

E.  O  Cooper. 
Chester  Williams. 
Sisters  of  Loretto. 
Lockm.Hster. 
WillaS.  A.  Ratta. 

C.  W,  Ournsey. 
Airwav  .Statiun. 
J.  D.  Brown, 
Lockni.aster, 

Miss  Nettie  B.  Simpson. 
Lockmaster, 

Robert  Johnson. 
Lockmaster. 

D.  II,  lenter. 
Lockmaster. 
S,  M,  Hill, 
Jessie  Oldham. 

JIrs   Corda  C  Stamper. 

«',  A,  Gl  sscock. 

Lockmaster. 

Mrs.  Ruby  A.  Burton. 

Lnckiiiaster, 

II,  A,  Haily. 

Lockmaster. 

■las,  T.  Cioff. 

K   J.  Howard. 

Zeb  Heston. 

Jam  s  S.  Allen. 

Loclcm. aster. 

Matthew  Woodson, 

W,  R.  McKcf. 

Lockmaster." 

!■:.  C.  Kraley. 

n,  S.  Weather  [bureau- 

Cancv  I'nn  Com,  Center. 

U,  W',  Joni'S, 

Lockmaster, 

,1,  W.  Crooke, 

Lockmn.stPr. 


All  temperature  data  are  taken  from  self-registering  thermomc 

The  departures  from  normal  temperature  and  precipitation  arc 

used  ill  determininssection  or  division  means.  '  I(i!in-.i- 

Reference  lett<^rs,  \  •■,  ",  appearing  in  the  table  indicate  niii 

+  .Mso  on  otlier  dates.    +t  Received  too  late  to  be  includiTl  i 

•Rainfall  record  by  U.  S.  Engineers;  temp<Tature  rccor.l  by 


inpiucd  only  for  such  st 
IT  of  days  missin?:  lor  ■ 
le  r  ngnre  al  Pailii"ali  N( 


■  ten  or  more  years  of  1 


pss  than  0.01  inch  rain  ormelted  f 


i!)-r2 


CIJMATOI.OCK'AI.   DATA;   KENTUCKY  SKCTION 


H'cv.'iTd  niviaioi 

lloavor  Pam 

Cullioun 

Krti-linifton    " 

Kords  Forry  Www  50' 

GUbortsvillo' 


iroiM 


.•iUo. 


Hartford 

Heudersou 

Ilopkinsvillt)"   

Lovolai'eville 

Mftyfield 

Murray  ' 

v)vveusboro  * ... 

Owousboro,  Dam  46*    

I'adiuali* 

rriiicoton 

Uiiiiisi'v,  Lock  No.  2  *  ... 

l!nsM>11ville2 

riiioiitowu.  0.im  49'. .. .. 

Cmlrnl  Dirishi 

Addison, Dmii  45.  '^ 

Aiuliorast) 

BowIiufT  Greeu  ' 

BowliiurOreon  No-  2'.... 
Urownsville.Lock  No.  C'. 

Burnside'  

C:urolUou  Lock  No.  1'.... 

Clermont 

Cr.ld  Spring,  Dam  36' 

Danville' 

Dix  Dam,  Bnrgin 

KadsvlUe  ' 

Kubank ■• ... 

I'rankfort,  Lock  No.  1'^. . . 

(Jest,  Lock  No.  3 '^ 

Glasgow 

(Jrunt,  I);im  :?S'- 

firetMisburg  - 

High  Bridge,  Lock  No.  7  = 

Irvinston   

LaGrange 

liauciister^ 

LeitchSeld  ' 

Lfistinirton  i 

Little  Hiclimiiii,  Lock  No. 

Lockport,  Lock  No .  2  ' 

Louisvii.i.e' t 

Do.  Bowman  Field 

Mammoth  Cave- 

Sloruicelio  2 

Munfordville  ^ 

?l.  .John 

Salvisa.LockNoen 

Shelbyville  

Smith's  ;;i-ovc  '*..... 

Stearns"* 

Taylorsville 

Tyrone,  Lock  No.  5  H , 

Williamstown  

.Voodhiiiy,  Lock  No.4''. . . . 

Eastern  Divisior 

Ashl.ind' 

Berea   

CoUejienm,  Lock  No.  11' 

Cyntliianii ' 

Palniouth-   

Farmers-  

Ford  Lock  No.  io' « t .' .' .' ." .' .' . 

Gravson- 

i:reenup  Dam   30^ 

Hazard- . . 

Heididberg.  Lock  No.  14'. 
Jackson^'-  

Louisa^ 

Lynch  [near]   

Maysville,  Dam  33'^ 

Middiesboro 

Mount  Sterling 

Oneouta  Dam  35  ' 

Paintsvillf.  « 

P.keville" 

Pippapass    — 

Quicksand- 

Kiivcniia.    Lock  No.  12-... 


Tv 


Vii'w.  Loclc  Nr 
Yimci'Mivs.  Dam  No.; 
Williamsburg'^. 
Willow,  Lock  No.  13'' 
Winchester  *• 


Uiiily  Pi'Moipittttlon  lor  February,  1049. 

Day  of  month 


M 

.(). 

T 

.T. 

.O, 

r. 

■V. 

.o. 

M. 

M. 

T 

T. 

(), 

r. 

() 

r. 

<}. 

G. 

... 

37 

2,i 

..!0 

.12 

.21 

' 

.60 

T. 

.SI 

.0-; 

04 

.09 

on 

17 

.41 

,S7 

27 

fi7 

•J9 

.S3 

.30 

9     10     U     12     18     U     16     16     17     18     19     20     21 


.Of, 

.30 

fi,"! 

m 

.4(1 

.20 

.;•(« 

.If. 

T. 

n? 

.3(; 

.3(5 

l.'iO 

.11 

.Oh 

.Ih 

.82 

.23 

.30 

.04 

.411 

(ifi 

.n 

'1'. 

.... 

.38 

,if> 

.46 

.ifi 

.45 

..'.4 

■/<■ 

1.13 

.HA 

.17 

.35 

.34 

3H 

.4,=! 

1? 

.24 

■  iV 

43 

.15 

.02 

..52 
.47 

.06 

.29 

.Uo 

.12 

.30 

.10 

.40 

.45 

.07 

.51 

'.'si 

.  Sft 

.Of 

.q4 

■  in 

.n:' 

.18 

16 

.01 

.2.1 

.20 

Of! 

.13 

.1.-; 

.36 

.IH 

15 

.2fi 

.11 

9.H 

46 

.OP 

.50 

.IC 

■  41 

:o. 

•^1 

.47 

.01 

64 

3f 

.20 

.65 

.11 

.1« 

9q 

IS 

.22 

.39 

.07 

Except  as  otherwise  indicated  obser.  m  ioi.^  :,y..  -.nt^ 
'First-order  Weather  Bureau  statio;i :   ;■     ^  '       ;;  ■ 

amount  then  recorded  is  for  Che  nr.  ..  ,' 

T.  Trace.,  or  precipitation  !'\ss  tham'  'i  i  ini 
Lock  10.  Red  Hnnse    Kv.  :  Oneonta.  nalifornia.  Ky. 
Kentuckv:  'R'  Sal*--  'R>  Green:  '  O  i  rnmberland: 
'  '.\irport  station.    Data  for  24  hour?  ending  at  12.30  e 


.74    .02 

.RSi .... 

r.    .04 


28     24     26     20     27     28 


-.30 


.04 


T. 

T. 

'1'. 

.02 

.01 

01 

■r. 

■r. 

.02 

.01 

2.  BR 
8.B2 
8.62 
8.2H 
3.81 
8.60 
2.49 
a. 03 
8.98 
8.85 
3.77 
3.22 
2. 6.-5 
2.82 
8. HO 
3.15 
2.CJ 
2,/)0 
4.03 


2.43 
2.71 
2.89 
3.08 
2.47 


2.35 
1.98 
2.S6 


2.58 
2.88 
3.02 
2.84 
2.57 
2.93 
2.82 
3.37 
2.79 
2.85 
2.62 
3.06 
3.18 
2.92 


176 
2.49 
1.82 
2.57 
3.16 
2.08 
2.31 
1.95 
2.10 
1.85 
J.  07 


].(!5 

2.14 

1.8S 
2.60 
2.41 

'2'69 
■2. 18 

2.77 
2.00 

1.84 


■ally  made  lat<?  m  the  afternoon,  near  sunset,  and  prenipitation  recorded  U 

i  ror  the  24-^lTour  ceriod,  midnight  to  midnisrht  unless  otherwise  indicated. 
*r>    i.     ~^"*^?'Pitationmea.sured  with  recording  ffage.  *Iuchided 

tPost  office  addresses  as  follows: -Lock  .5.  Lawrenccbnr?.  Ky.  :     T  ock  6. 
River  drainage  area   in  which  station  is  located  is  indicated  as 

T>  lennesspp:  'O>0h;o:  '^V  Mississippi 

.  m  .  90th  meridian  time  ad.iusted  to  day  tl;ey  occur. 


I  for  24  hours  ending  at  time  of  observation 
■Precipitation  measured  in  the  morning: 
in  the  next  following  measurement. 
VerR.qilles.  Ky.  Locks.  Nicholasville,  Kv 
follows:  (B)  Bi,??andv:  (I)  Licking:   K. 


CLIMATOLOGICAL  DATA:  KENTUCKY  SECTION 


February,  1942 


Daily  Temperatures 

for  February 

194S. 

stations. 

1 

2 

3 

4 

6 

« 

7 

_! 

10 

^ 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Mean 

Western 

Divisinn. 

Beaver  Dam  .... 

(Maximum... 

30 

83 

37 

61 

65 

59 

88 

44 

42 

38 

32 

43 

52 

59 

61 

54 

54 

32 

30 

88 

44 

53 

63 

42 

32 

34 

35 

46 

43.6 

■■■'  1  Minimum... 

24 

15 

18 

27 

43 

33 

32 

80 

24 

30 

25 

25 

28 

23 

35 

44 

29 

10 

6 

18 

17 

22 

33 

25 

20 

25 

24 

28 

25-6 

Calhoun   

(  Maximum  ... 

SO 

33 

39 

52 

63 

38 

44 

40 

37 

83 

42 

68 

60 

66 

54 

53 

80 

36 

43 

53 

43 

34 

35 

37 

45 

''43.1 

••••  i  Minimum.... 

26 

19 

22 

80 

85 

31 

8- 

2b 

32 

27 

24 

30 

20 

87 

45 

32 

18 

10 

23 

20 

20 

27 

24 

27 

26 

SO 

Earlin^on 

S  Maximum  ... 

30 

30 

88 

53 

66 

57 

38 

43 

41 

37 

32 

44 

66 

61 

54 

64 

64 

34 

33 

38 

48 

66 

61 

41 

33 

32 

37 

_4S 

44:5 

■•■•  (  Minimum.... 

■20 

20 

22 

31 

39 

37 

34 

32 

27 

32 

20 

19 

27 

24 

34 

46 

33 

17 

5 

19 

15 

20 

30 

20 

24 

26 

26 

26.8 

Hreenvilte 

i  Maximum... 

35 

32 

42 

54 

05 

02 

4>1 

43 

40 

37 

32 

42 

64 

59 

66 

64 

54 

32 

30 

30 

40 

55 

64 

42 

SO 

3! 

30 

46 

44.2 

1  Minimum.... 

24 

10 

18 

28 

41 

84 

31 

30 

25 

30 

24 

18 

2(i 

23 

41 

43 

30 

16 

5 

IG 

15 

21 

33 

25 

17 

23 

23 

28 

25.1 

rienderson 

1  Maximum  . . . 

29 
24 

30 
15 

40 
21 

65 

57 
84 

39 
33 

44 
29 

34 

27 

34 

30 

32 
25 

42 
23 

83 

28 

59 
28 

45 

40 

54 
45 

49 

28 

29 

15 

31 
6 

21 

46 
18 

55 
24 

50 
84 

38 
26 

31 
24 

31 
25 

11 

46 
20 

42.7 

'■  ■    1  Miuiumra.... 

20.6 

Hopkinsville   ... 

\  Maximum  ... 

80 

34 

40 

55 

65 

54 

40 

44 

43 

37 

38 

44 

40 

00 

53 

56 

45 

35 

31 

88 

45 

50 

49 

38 

32 

33 

35 

47 

43.7 

••••  (  Minimum.... 

20 

21 

25 

32 

45 

49 

34 

32 

32 

28 

21 

28 

26 

39 

34 

18 

10 

21 

2! 

29 

35 

28 

24 

26 

43.7 

Lovelaceville.... 

\  Maximum  . . . 

30 

38 

51 

51 

64 

01 

40 

43 

41 

35 

35 

47 

56 

01 

68 

51 

60 

34 

31 

40 

51 

58 

65 

40 

34 

37 

30 

50 

45.8 

■■■■  )  Minimum.... 

25 

19 

29 

37 

44 

40 

36 

31 

32 

33 

25 

21 

26 

26 

34 

46 

31 

17 

11 

24 

20 

27 

40 

27 

24 

23 

27 

24 

28.6 

MayfieW 

j  Maximum... 

31 

37 

20 

50 

52 

63 

02 
38 

40 

42 
30 

42 

38 

33 
25 

45 
24 

43 

59 

57 

66 

61 

82 

32 

50 

67 

53 

48 

32 

3H 

li 

47 

"45.1 

••••  *  Minimum.... 

24 

29 

40 

48 

35 

3" 

31 

29 

31 

40 

45 

ai 

16 

12 

22 

28 

31 

20 

24 

25 

2i 

•28.  9 

)  Maximum  . . . 

26 

85 
20 

50 
28 

T. 

63 

48 

60 
38 

39 
32 

43 
31 

tl 

41 
30 

38 
20 

45 
22 

03 
28 

58 
32 

.s 

55 
47 

52 
31 

17 

31 
11 

38 

48 
22 

59 
28 

60 
40 

43 
26 

31 
25 

32 
26 

S7 

26 

40 
29 

45.8 

■■'■  /  Minimum.... 

29.2 

Owensboro 

\  Maximum  . . . 

29 

80 

37 

49 

61 

52 

44 

47 

37 

36 

37 

40 

61 

57 

49 

56 

45 

35 

28 

36 

42 

52 

47 

34 

37 

33 

30 

46 

42.3 

••••  /Minimum.... 

23 

15 

22 

36 

42 

S3 

29 

25 

29 

24 

21 

30 

26 

30 

43 

29 

15 

0 

19 

18 

27 

38 

24 

27 

25 

27 

26 

26.9 

Paducah 

\  Maximum  .    . 

57 

37 

50 

53 

65 

60 

40 

43 

43 

37 

34 

44 

55 

01 

57 

55 

49 

33 

34 

38 

48 

68 

54 

44 

45 

34 

37 

49 

46. 9 

■•••  )  Minimum.... 

20 

22 

30 

88 

44 

37 

36 

32 

32 

32 

27 

26 

30 

29 

40 

44 

31 

17 

13 

20 

22 

30 

40 

28 

20 

27 

29 

27 

,30.0 

Princeton 

J  Maximum... 

30 

37 

45 

5a 

65 

60 

39 

44 

41 

37 

34 

44 

55 

59 

67 

54 

53 

.31 

33 

37 

49 

55 

55 

42 

32 

34 

37 

47 

46.0 

••••  (Minimum.... 

26 

19 

25 

44 

36 

33 

31 

32 

25 

21 

29 

28 

40 

45 

30 

17 

8 

21 

17 

25 

89 

2^ 

24 

25 

24 

27.7 

RiisselU-ille§§.... 

(Maximum  ... 

36 

32 

41 

54 

60 

52 

49 

42 

44 

40 

32 

42 

59 

59 

54 

53 

32 

30 

30 

45 

54 

48 

SO 

30 

34 

30 

45 

"42.9 

■•■•  1  Minimum.... 

25 

19 

19 

26 

38 

30 

37 

81 

20 

26 

27 

20 

28 

30 

SO 

30 

33 

22 

9 

20 

25 

18 

24 

22 

22 

"25.7 

Central  Division. 

Ancliorage 

S  Maximum  ... 

34 

31 

30 

48 

60 

50 

36 

42 

35 

36 

31 

88 

88 

55 

48 

54 

64 

33 

24 

32 

37 

41 

41 

37 

35 

33 

37 

41 

39,9 

■■••  (Minimum.... 

24 

13 

17 

23 

42 

85 

32 

29 

22 

30 

27 

23 

2- 

20 

36 

33 

15 

8 

14 

16 

21 

27 

17 

27 

27 

27 

24.8 

Bowling  Green.. 

S  Maximum  ... 

84 

33 

40 

52 

05 

01 

51 

43 

10 

47 

39 

41 

51 

59 

55 

55 

65 

38 

30 

40 

43 

53 

48 

45 

33 

33 

44 

45.1 

■■■■  '  Minimum.... 

27 

19 

20 

28 

43 

38 

31 

82 

20 

37 

2f: 

22 

28 

29 

34 

<7 

37 

21 

11 

19 

19 

24 

31 

27 

21 

27 

26 

31 

28.1 

)  Maximum  .  . . 

31 
20 

32 
10 

3-' 
22 

48 
22 

02 
44 

56 
41 

41 
34 

44 
20 

33 
23 

38 
33 

35 
28 

s 

45 
24 

68 
19 

56 
28 

55 
40 

55 
36 

36 
22 

28 
10 

35 

47 
22 

43 
29 

40 
27 

32 
18 

32 
29 

29 

41 
31 

".'. 

'42.1 

Clermont 

■  ■  ■    (  Minimum .... 

"26.7 

Danville 

S  Maximum  . . . 

37 

34 

32 

49 

03 

62 

48 

40 

40 

41 

42 

37 

40 

57 

59 

50 

56 

44 

28 

32 

38 

40 

43 

39 

37 

30 

36 

39 

■' 

43.5 

'  Minimum .... 

23 

15 

13 

24 

40 

31 

30 

20 

31 

20 

26 

19 

25 

33 

42 

34 

18 

0 

13 

14 

17 

25 

24 

If 

25 

23 

28 

.'■'■ 

24.4 

DixDam 

J  Maximum  . . . 
■■■•  I  Minimum.... 

33 

30 

32 

47 

61 

60 

45 

40 

42 

41 

39 

39 

41 

50 

56 

54 

54 

46 

2- 

32 

37 

44 

41 

41 

37 

33 

36 

38 

'■'■ 

42.1 

20 

17 

15 

27 

42 

43 

33 

22 

85 

29 

27 

21 

23 

33 

45 

37 

22 

10 

16 

10 

19 

29 

26 

15 

29 

20 

31 

20.6 

Eubank  

j  Maximum  . . . 

40 

44 

33 

45 

62 

50 

41 

39 

50 

47 

37 

37 

44 

56 

50 

55 

55 

43 

28 

33 

39 

48 

47 

48 

24 

29 

33 

34 

42  7 

■■••  (Minimum.... 

21 

17 

in 

24 

38 

39 

30 

36 

20 

26 

19 

22 

80 

42 

34 

20 

8 

14 

13 

28 

28 

24 

14 

2.3 

23 

8 

24  2 

Frankfort 

\  Maximum  . . . 

32 

32 

32 

40 

61 

58 

45 

41 

38 

39 

37 

40 

39 

56 

52 

54 

53 

37 

28 

34 

40 

45 

40 

38 

40 

37 

40      .. 

41.8 

••■•  (Minimum.... 

24 

!3 

13 

21 

41 

89 

32 

30 

21 

30 

27 

21 

18 

20 

29 

44 

34 

20 

14 

13 

18 

26 

25 

1^' 

18 

27 

301      . . 

24.2 

Glasgow   

J  Maximum  . . . 

33 

32 

35 

49 

65 

65 

46 

43 

50 

51 

40 

40 

49 

58 

47 

56 

56 

40 

27 

38 

41 

48 

53 

47 

32 

30 

33 

88 

■■ 

44.3 

1  Minimum .... 

20 

16 

20 

30 

45 

45 

33 

32 

37 

28 

20 

27 

25 

31 

45 

35 

21 

ir 

19 

21 

3! 

27 

24 

2.=; 

05 

80 

■■27.7 

Greensburg 

j  Maximum  . . . 

32 

2f 

35 

52 

63 

00 

40 

41 

48 

49 

39 

40 

45 

58 

58 

55 

56 

42 

28 

3P 

43 

49 

47 

35 

31 

35 

40 

■ 

44. 0 

(  Minimum 

20 

Ifi 

10 

25 

40 

39 

30 

32 

29 

37 

28 

20 

25 

22 

28 

49 

80 

21 

8 

15 

16 

20 

29 

20 

1.' 

25 

25 

SO 

20.4 

IrvingtOTi 

j  Maximum  ... 

29 

30 

3.5 

48 

01 

55 

38 

40 

36 

39 

32 

37 

45 

47 

64 

53 

33 

20 

33 

42 

47 

40 

37 

31 

29 

37 

41 

40.5 

••••  (  Minimum.... 

21 

12 

19 

20 

40 

S3 

31 

29 

23 

30 

25 

19 

27 

23 

38 

44 

30 

15 

0 

1" 

!5 

30 

24 

27 

25 

27 

25  0 

Leiteh field  

i  Maximum  . . . 

40 

31 

35 

49 

07 

60 

40 

43 

41 

40 

34 

42 

52 

60 

53 

64 

55 

34 

31 

."0 

30 

52 

48 

41 

34 

33 

30 

45 

43  9 

■■"  (  Minimum.... 

24 

14 

19 

27 

41 

35 

32 

30 

23 

31 

25 

20 

27 

44 

53 

41 

31 

15 

IP 

17 

21 

31 

25 

2f 

25 

2r 

28 

;.' 

2-,.  9 

Lexington   

\  Maximum  . . . 

27 

30 

32 

44 

50 

57 

34 

40 

39 

39 

31 

36 

41 

65 

53 

41 

40 

27 

31 

38 

33 

?.? 

SO 

38 

37 

39-  0 

■■■■  (  Minimum.... 

20 

16 

13 

17 

41 

34 

32 

23 

20 

29 

27 

20 

19 

24 

30 

41 

30 

0 

14 

15 

IP 

20 

21 

19 

25 

25 

29 

2.-.1 

Louisville 

S  Maximum  ... 

28 
21 

30 

15 

32 
20 

50 
29 

59 
43 

54 
.14 

33 

40 
28 

37 
25 

36 
30 

31 
27 

30 
26 

39 

50 

fO 
43 

54 
41 

32 

32 
14 

25 
11 

32 
22 

38 
20 

43 
20 

39 
31 

30 
25 

23 

u 

38 
2R 

41 
SO 

39.2 

•••■  (Minimum.... 

27.1 

Do.  Bowman  Field  :}laximum  . . . 

27 

30 

32 

50 

00 

53 

39 

40 

35 

37 

36 

38 

50 

47 

53 

41 

37 

25 

30 

38 

42 

.^9 

37 

38 

3? 

38 

40 

39.3 

-Oiimmum 

2ii 

14 

19 

25 

44 

38 

29 

24 

30 

20 

24 

27 

23 

39 

41 

34 

24 

10 

19 

18 

21 

2« 

'.--4 

'^1 

27 

29 

20 

20  0 

Mammoth  Cave- 

(  Maximum  . . . 

28 

30 

40 

52 

65 

64 

35 

33 

48 

40 

32 

40 

49 

59 

51 

55 

37 

30 

29 

43 

.52 

4.=: 

0 

34 

41 

• 

i|.3 

•  ■  ■  ■  (  Minimum 

24 

13 

12 

22 

38 

42 

32 

20 

2? 

23 

2"^ 

17 

25 

2«! 

42 

33 

25 

2 

"7 

P 

13 

24 

2^ 

.. 

222 

-it     John 

S  Maximum  . . . 

31 
22 

32 
11 

32 
11 

47 
32 

01 
41 

51 

30 

40 
29 

41 
27 

3J 

38 
29 

31 
23 

37 
12 

43 
24 

65 
22 

50 
29 

53 
41 

50 
SO 

34 

!5 

2S 
3 

13 

41 
15 

47 

,'. 

00 

21 

42.  1 



■•••  (  Minimum.... 

22.0 

Slielbyville   

S  Maximum  . . . 

31 

30 

30 

45 

59 

63 

41 

39 

3( 

33 

S5 

37 

5n 

47 

55 

53 

:U 

21 

30 

3P 

42 

38 

37 

30 

31 

37 

40 

39.2 

■"■'  (  Minimum.... 

24 

12 

14 

24 

42 

40 

31 

27 

on 

2,T 

21 

20 

33 

33 

1> 

r 

14 

14 

20 

20 

2^ 

17 

20 

20 

27 

24.3 

Smith's  Grove  .• 

'  Maximum  .  . . 
■■"  (Minimum.... 

30 

34 

37 

51 

04 

56 

30 

45 

PO 

11 

3  1 

12 

48 

57 

50 

6" 

40 

3C 

-.'3 

4.' 

52 

45 

34 

SO 

32 

8=. 

43 

42.4 

20 

18 

2n 

82 

40 

33 

32 

30 

2r 

,90 

28 

21 

28 

28 

37 

40 

3? 

ir 

Q 

19 

20 

24 

34 

18 

]F 

2^ 

25 

30 

25.9 

Stearns 

: Maximum  ... 

20 

2R 

32 

44 

60 

54 

33 

39 

56 

42 

31 

3S 

45 

57 

51 

47 

47 

80 

35 

39 

50 

48 

38 

2' 

30 

30 

34 

40.9 

■■■■   :  Minimum.... 

20 

15 

13 

2!' 

37 

S2 

3! 

2r. 

21 

30 

26 

23 

18 

25 

3". 

43 

32 

12 

7 

13 

H 

19 

?8 

"I 

19 

21 

23 

27 

23.5 

Taylorsville   ■••• 

:  Maximum  . . . 

30 

32 

31 

40 

OO 

55 

37 

42 

37 

37 

34 

39 

40 

57 

5n 

53 

54 

35 

20 

33 

41 

45 

4? 

38 

SO 

31 

34 

39 

10. 3 

:  Minimum.... 

2J 

12 

14 

28 

40 

35 

31 

27 

21 

30 

25 

2? 

22 

20 

31 

42 

32 

17 

6 

14 

14 

22 

Iti 

23 

13 

20 

2'. 

27 

23- 5 

Williamstown  . .. 

j  Maximum  . . . 

41 

SQ 

27 

44 

50 

R2 

60 

40 

32 

37 

36 

32 

38 

5S 

61 

52 

54 

36 

30 

29 

34 

37 

38 

37 

30 

3.5 

35 

38 

3". 7 

Etixlern 

•••:  1  Minimum.... 
^h'iHion. 

2S 

11 

10 

23 

4u 

36 

32 

26 

19 

27 

26 

18 

17 

26 

37 

41 

33 

19 

6 

'^ 

13 

2! 

22 

24 

20 

25 

27 

80 

23.7 

Ashland   

j  Maximum  . . . 

30 

30 

33 

42 

57 

00 

52 

30 

36 

42 

42 

35 

41 

53 

53 

64 

52 

47 

26 

30 

35 

42 

42 

.10 

3P 

35 

36 

30 

41.3 

■■•■  (Minimum.... 

28 

20 

8 

20 

40 

32 

33 

SI 

11 

28 

30 

21 

13 

22 

20 

40 

36 

27 

9 

12 

10 

14 

18 

2.5 

27 

27 

28 

31 

23.8 

Berea 

)  Maximum  . . . 

32 

27 

32 

40 

00 

59 

44 

37 

46 

47 

39 

30 

54 

54 

64 

50 

44 

20 

81 

35 

4'? 

47 

33 

31 

34 

30 

41   7 

■■'■  (  Minimum.... 

20 

12 

8 

28 

39 

40 

29 

28 

18 

32 

7" 

23 

15 

7" 

34 

42 

32 

18 

10 

10 

15 

27 

2.3 

14 

22 

21 

22 

22.7 

Farmers 

1  Maximum  . . . 

3.S 

29 

30 

41 

59 

PO 

51 

SC 

^l 

42 

41 

30 

42 

54 

51 

54 

56 

44 

27 

31 

85 

43 

42 

30 

35 

37 

41.8 

"■■■  1  Minimum.... 

25 

19 

6 

19 

40 

35 

34 

30 

30 

29 

21 

13 

20 

20 

42 

30 

20 

7 

11 

8 

15 

21 

20 

14 

2S 

31 

23.5 

Heidelberg 

1  Maximum  . . . 
••■■  1  Minimum.... 

84 

27 

38 

43 

62 

69 

56 

41 

48 

44 

41 

38 

42 

f8 

.''2 

57 

44 

30 

34 

37 

47 

■15 

43 

37 

35 

30 

48.4 

27 

20 

7 

20 

42 

81 

34 

34 

19 

83 

30 

28 

12 

18 

21 

28 

38 

3'' 

8 

10 

8 

13 

27 

11 

25 

2f 

32 

23.0 

I.yn.h  [near]  .   . 

j  Maximum  . . . 

:: 

.. 

MaysviUe 

i  Maximum  . . . 

84 

28 

30 

46 

50 

67 

49 

38 

34 

39 

39 

30 

39 

63 

.5'! 

54 

55 

38 

24 

29 

.33 

40 

41 

41 

SO 

34 

30 

"4n.\ 

■"■  (  Minimum.... 

25 

19 

8 

19 

41 

35 

35 

29 

20 

28 

28 

25 

14 

21 

27 

44 

24 

8 

14 

11 

16 

20 

27 

20 

28 

2S 

31 

24- 5 

Middlesboro 

(  Maximum  . . . 
•■■•  (  Minimum.... 

:: 

:.':;:: 

Mount  Sterling  . 

;. Maximum  ... 

37 

29 

80 

44 

5( 

58 

43 

37 

39 

39 

34 

34 

39 

,53 

51 

51 

,52 

3.5 

22 

30 

3.3 

41 

43 

4P 

35 

30 

.34 

80 

33.8 

•■■   ;  Minimum.... 

24 

16 

10 

20 

40 

40 

S3 

80 

19 

32 

27 

20 

17 

22 

31 

43 

34 

21 

8 

13 

13 

1" 

25 

25 

25 

27 

20 

S^C' 

25.0 

I'ikeville .. 

j  Maximum  .  . . 

32 

33 

46 

02 

58 

41 

43 

61 

46 

41 

35 

44 

5S 

53 

1^2 

02 

51 

31 

32 

3: 

45 

50 

38 

37 

3? 

30 

37 

43.  5 

■■"  (  Minimum.... 

27 

16 

10 

26 

30 

30 

25 

34 

3? 

21 

17 

23 

27 

48 

38 

19 

13 

14 

1." 

17 

22 

29 

2* 

27 

2» 

30 

25.4 

Pippapass    

)  Maximum  ... 

34 

28 

30 

4S 

61 

58 

53 

42 

48 

45 

35 

44 

60 

5f 

55 

48 

37 

32 

38 

45 

48 

40 

30 

33 

34 

35 

44.0 

■■■■  (  Minimum.... 

26 

18 

8 

25 

89 

35 

34 

32 

10 

39 

3f 

?8 

14 

22 

26 

40 

3S 

S3 

9 

11 

11 

10 

21 

27 

14 

24 

27 

30 

21.6 

Qnicksiind 

; Maximum .  .■ 

Sf, 

32 

33 

45 

03 

Of 

47 

44 

50 

47 

40 

39 

4-; 

58 

64 

5P 

OO 

47 

?0 

35 

39 

47 

4f> 

44 

37 

31 

34 

34 

41.1 

•■■■    iMinimum.... 

26 

16 

7 

21 

35 

32 

33 

2? 

20 

32 

29 

27 

13 

11 

24 

38 

38 

24 

^ 

11 

10 

14 

2(1 

2P 

7 

24 

26 

SO 

22.6 

Kichinond 

..,   : Maximum  ... 

36 

28 

35 

47 

60 

55 

38 

40 

45 

40 

38 

30 

45 

5S 

55 

53 

4?i 

-12 

3( 

30 

38 

42 

32 

36 

85 

30 

37 

40.7 

:Miniraum 

28 

16 

15 

25 

41 

45 

33 

30 

21 

34 

28 

26 

20 

28 

40 

45 

37 

30 

9 

18 

17 

24 

28 

20 

18 

27 

25 

30 

27.2 

'J.ynor  ......   .... 

....    .Maximum... 
'Minimum  — 

Wjllianisb'.irg  ■  •  ■ 

:. Maximum .  .. 

37 

k\ 

34 

4.5 

63 

69 

48 

41 

.54 

50 

46 

38 

45 

47 

,50 

53 

,^0 

48 

38 

37 

40 

40 

49 

40 

35 

32 

S4 

SO 

"440 

IMinimura.... 

20 

19 

12 

31 

40 

48 

33 

3? 

2! 

39 

29 

27 

18 

20 

28 

43 

39 

26 

10 

23 

13 

18 

25 

28 

18 

22 

25 

29 

20  4 

Winchester 

S  Maximum  .. 

30 

y* 

SO 

44 

59 

65 

41 

37 

40 

40 

^1 

33 

40 

54 

52 

52 

64 

40 

74 

29 

35 

41 

41 

37 

35 

30 

30 

37 

39.0 

■■■■  (  Minimum... 

23 

16 

12 

27 

39 

39 

31 

28 

18 

30 

26 

24 

19 

27 

30 

42 

32 

10 

9 

15 

14 

?5 

24 

1^ 

25 

'^ 

•)0i      .   i      .   1         1     0,1.  K 

m  Timtmmentsaro  read  in  t 
*.'•''  etc.  indicate  re.«iipcti 
B  O  Loiiisvillo,  3-27  42  1100 


reding  dn.T.  on 


ilmosi  always  occurs 
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U.  S.  DLPARTMl- NT  OF  COMMERCE.  WEATHER  BUREAU 


IHt  UHUr', 


<Ji^ll^t.Koi|Jf  Of  ,i_^,^Qj3 


CLIMATOLOGICAL    DATA 


Is  K  N  T  II  C  K  Y    S  K  CTlO'i^  . 

J.   L.  KFNDALL: 


Vol.  XLVII        Louisville,  Ky.,  Mahch,  1942 


No. 


OENBRAL  SUMMARY. 
Except  for  short  periods  of  moderate  cold  at  the  bet^inning  and 
ond  of  tlie  month,  weatlier  considerably  warmer  than  the  aveiage 
l)revaiK  (1.  Slow  growth  of  grains  and  grass  commenced  at  the 
end  of  the  (irst  decade  and  continued  until  checked  by  freezing 
temperatures  in  the  hist  week.  Several  days  of  fair  weather  in 
the  llrst  week  made  possible  the  sowing  of  most  tobacco  plant- 
beds  and  permitted  some  plowing.  Frequent  rains  prevented 
further  progress  until  the  period  18th  to  25th,  when  plantbed 
sowing  was  completed.  Potato  planting  and  the  earlier  phases 
of  gardening  began  at  this  time,  but  rain  later  on  interfered 
with  seasonal  advancement.  Because  of  wet  soil,  such  activities 
occurred  mostly  in  the  regions  with  upland  drainage  and  on  the 
sandy  lands  of  the  western  counties.  Very  little  work  that  re- 
quired stirring  of  the  ground  could  be  performed  in  the  districts 
with  the  cold  heavy  types  of  soil.  The  character  of  the  soil  in 
relation  to  drainage  also  had  a  determining  effect  on  the  initial 
growth  of  grains.  Wheat,  rye,  and  barley  reached  a  size  of  3  to 
()  inches  on  the  warmer  limestone  soils  of  the  bluegrass  region, 
but  merely  started  in  the  west  and  central  districts  with  the 
heavy  clays.  The  same  variation  occurred  in  the  early  develop- 
ment of  pastures.  Very  little  early  gardening  was  accomplished. 
The  abnormal  warmth  of  the  third  week  encouraged  some  plant- 
ing, but  the  weather  near  the  end  was  much  too  cold  and  gen- 
erally too  wet  for  such  work.  Some  tobacco  plants  were  coming 
up  in  the  last  week.  Grains  showed  the  effects  of  winter  injury 
on  the  heavier  soils,  but  were  not  much  affected  on  the  better 
drainage.  For  this  reason  wheat  exhibited  some  irregularity  in 
size  and  condition.  On  the  drier  uplands  it  started  with  plants 
usually  vigorous  and  well  rooted.  On  account  of  soil  almost 
continuously  too  wet  to  be  worked,  plowing  and  early  gardening 
were  behind  at  the  end  of  the  month.  Fruit  buds  expanded 
in  the  warmth  of  the  third  week,  and  there  was  some  blossoming 
of  peaches,  pear.s  and  plums  in  the  extreme  western  counties. 

TEMPERATURE. 

Temperatures  averaged  considerably  above  normal.  The 
weather  was  generally  warmer  than  the  average  from  the  5th 
to  •26th.  On  the  7th,  several  days  about  the  middle  of  the 
month,  the  20th,  and  the  24-26th  daily  mean  temperatures 
ranged  from  10"^  to  25^  above  the  seasonal  levels.  On  the  16th, 
which  was  the  warniest  day,  most  stations  reported  maxima 
above  80".  Minimum  temperatures  were  usually  moderate  for 
this  month.  Ihe  coldest  weather  occurred  in  the  first  week, 
when  minima  ranged  from  20°  to  25"-'  at  most  stations.  Ex- 
tremes for  the  State  were  85"^  at  Pikeville  on  the  IGth  and  15° 
at  Lynch  on  the  3d. 

PRECIPITATION. 

Precipitation  aveiaged  neai  the  noimal  amount      Thedistri- 

Lut  jn  o-icr  tlH  "^tite -na-- conipaiatnclv  unifi  n  1      ^l    t?     tirisi       l\t  1  fiom  ,  o  to 
6  0  inches      In  '-omt  '-outhern  rountie-.  part    r  tl  la]  i  in     r  ,r 

the  upptr  Ohio  amounts  ranged  fiom  3  Oto  4  II   i    i  I    tl     l  i  n  j 

an  i  1(  uei  (^recn  rners  from  6  0  to  7  0    nchi_s  i   i_  1       i        i    i^ 

hftwecn  3  02  inche' at  \alle\  \  itw  a  id  7  61  II    1         tli   i   I  ^    j  , 

ram  ftll  inthP  peiiods2  3(1    '1  t  ':!rt   in(i  SOtl    i    t       M     Ir    t    t     I         %,  \ 

on  the  ■<  10th    li  17th   and  2"  'bth      ^i->ttieU!i     \     ■- )   l|    ,  tl     rth       1  ,      \ 

fall   ringmsr  fiom  9  0  to  -0  11  ( 1        f    (iiirelmtlip    1    ti     tii     itif''*      ^     ul     r  li,r 
Otnpi  extreme  PaslHin  C(juntus  I     i-i\  e  i  ti    n    i  i  to  s      j  jj      |  ^. 

MaiL  the  trttlsnowtall  \an(  ll^t^      i  a  tn  e  in  1     0  i        s      n     i    ^        tftlUi   now 
was  iLpor  cd  on  the  2d      I'nss  «  i  h  thu  id  r  tirn  s  w  er       11     i2   ij   it    ij   u 
MISCELLANEOUS 
"\firch  Ifi    1142  —  V  tornado  Msitel    Muhlenb-^Tp     G  av^on    Hnrdm    and   Nelson 
counties     Ine  storm  moved  irom  southwest  to  northeast  from  its  nrst  appea'anre  at 
0  40  p    111   in  "^Uihlenb-'rgc  ountvto  itsdisaptiearanreil'^ut  -  20p   m    north  ot  Birds 


town.  Nelson  f'ouiily.  The  path  ranged  from  100  yards  to  onn  and  one-fourth  inlle« 
mtiimoiiH.  There  was  a  short  Ki'ctlon  of  about  three  inlleh  In 
ectlon  about  8;)  miles  long  throiitfli  (Jraynon  Into  llardln.  n"(\  a 
■IsoM  County.  Kleven  ponons  were  killed  and  18  injured  in  Muli- 
iliout  GO  injured  in  (Jrayson;  2  Itilled  and  '20  injured  in  llardln, 
nijurcd  In  Nelson  County.    A  preliminary  estimate  plaeed  the 

/,'M'  i  I  Ml   lati^  rise  in  the  Ohio  River  on  the  border  of  she  state  eresfcd  in  tlie 

ii'r  .si'ciion  oil  th(^  l9-'20th  and  in  the  lower  stretches  from  tlie  aist  to  25th.  Crf*t 
tes  somewhat  above  Hood  levels  ocourred  in  the  Kvansville  and  Cairo  soctiong,  but 
d  heights  were  not  reached  elsewhere.  Unmage  was  confined  to  partial  drowning 
(inter  crops  on  the  low  bottoms  along  the  lower  section  of  the  river. 


wide,  ail 
Miihleiil 

1  was 

erir,  t 

six  mile 

lonlielk', 
total  d]i' 

:V: 

PRKSSDRE,  WIND,  HUMIDITY  AND  SUNSHINE, 


Cincinnati 
Evimsville. 
Louisville-  • 


111. 

...Ohio 

....Ind, 
Ky. 


29.91  30.84    31 

29.89  30. 28 

29.90  30.  27 
29.90  -30.24 


29.38 
29.01 
29.24 
29.01 


M- 


8    10.1    32 

9.7   33 

10.  4|  36 

8    T0.6|  42 


COMPARATIVE   DATA  FOB  MARCH. 


1890 

1891 

1892 

189;j 

1894 

1895 

1896 

1897 

1S9S 

1899 

1900 

1901 

1902 

1903 

1904 

1905 

191<C 

19  17 

1908 

1909 

1910 

1911 

1912 ••■• 

1913 

1914 

1915.... 

1916.... 

1917.... 

1918 

1919 

1920 

1921 

1922 

1923.... 

1924 

1925   . . 

1926 

1S27 

1928 

1929 

1930 

1931 

1932         

1933 

1934 

1935.... 

1936 

1937.... 

193S 

1938.... 

19!() 

1941 

1942 

Penod   .. 

t54  Vear  average 


Temperature. 


43.9 
42.8 
46.4 
47.2 
52.5 


54.9 
51.8 

44.8 
55.0 
40.  0 
41.3 
40.5 
41.8 


40  3 
56.7 
49.4 
45.6 
41.5 
49.2 
40.2 
48.4 
45.6 
52.0 
44- 5 
41.4 
41.2 
46.0 

54' 6 


49.4 
43.9 
40.5 


Precipitation        Number  of  days. 


6.16 
7.94 
7.59 
8  10 
2.58 
3.50 
4.44 
4.43 
6.26 
4.45 
6.37 
2.28 
5.42 
5.14 
0.79 


2.11 
3.39 
6.52 
1.97 
5.65 
4.85 
5.75 
8.11 
5.27 
3.05 
3  59 


4.95 
5.52 
4.83 
9.56 
4.85 
1.43 
6. 29 
5.78 


8 

12 

7 

15 

9 

12 

7 

15 

8 

15 

10 

5 

20 

6 

12 

14 

7 

13 

7 

h 

12 

3 

19 

7 

12 

6 

15 

^-^^^^^ml  HiMnn' f.irn'Mif^yr-- 
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CLIMATOLOGICAL  DATA:  KEN'IUCKY  SECTION. 


March.  1942 


CUmatologrical  Data  for  March 

1942. 

Counties 

1 

1 

Temperature,  in  c 

egree 

sFahr 

Precipitation  in 

inches 

Number  of  days 

p 

.■^t-ations 

t 
S 

li 

c 

1 

i 

1 

li 

3 

1 

S 
2-3 

si 

il 

1 

li 

1 

1 

£ 

1 
0 

Observers 

WESTERN   DIVISION 

Beaver  Dam  

S^.;n-::::..:::: 

441 

437 
420 
356 
431 
519 
640 
382 
524 
479 
364 
412 
420 
404 
341 
529 
384 
590 
357 

352 

700 
500 
410 
705 
480 
474 
489 
955 
770 
622 
1177 
504 
490 

500 
581 
544 
646 
850 
1032 
635 

5ti0 
485 
459 
558 
800 
910 
600 
777 
520 
825 
607 
1400 
489 
524 
943 
.504 

534 

1070 
Oil 
684 
600 
668 
870 
593 
589 
540 
869 
663 
776 

1566 
.'.84 

4000 
524 

1128 
930 
497 
620 
636 

1035 
732 
631 
926 
8'iO 
671 
52S 
939 
646 
964 

30 
38 
48 
13 

25 

20 
46 
13 

16 
45 
14 
22 
35 
25 
29 
14 

14 
42 
46 
25 
51 
43 

4 
16 
18 
18 

2 

47 
46 
32 
15 
17 
49 
40 
44 

16 
46 
58 
32 
32 
69 

7 
4 
13 

46 
27 
49 
4 
6 
36 
24 
39 
25 

25 
39 
32 
24 
53 
35 
17 
26 
12 
22 
18 

7 

18 
16 
39 

2 
44 
43 
49 
20 

8 

6 

8 
16 
23 
45 

0 
29 
2.3 
45 
22 

5 

''49.3 
•49.2 
48.5 

4-  1.7 
+  0.8 
+  1.1 

82" 
81' 
60 

16 
16 

16 

20" 
24" 
21 

1 
1 
1 

40" 
39 
43 

5.18+0.94 
8.96+1.39 
5.20+0.62 
5.62+0.49 

4.52 

4.94+0.55 

5.53    

7.53+2.12 
4.77-0. 10 
4.20-1.49 
5.43+1.40 
4.22-1.73 
6.65+2.28 
6.86+3.09 
4.33-0.18 
5.611  +  1.41 
5.3-  +0.87 
3.45-1.32 
4.91  +0.98 

4.87+0.91 

0.88 

1.84 
L47 
1.23 
0.88 
0.92 
1.46 
2.18 
0.95 
1.20 

l'09 
2.05 

1.11 
1.35 
1.40 
0.63 
1.32 

1.10 
1.52 
1.25 
C.7i 
1.29 
0.50 
1.22 
0.69 
1.10 
1.15 
0.81 
0.80 
1.18 
1.02 
0.97 
0.49 
0.60 
1.02 
1.54 
1.10 
0.75 
0.85 
1.43 
0.90 
0.92 
1.25 

0^54 

T. 
T. 
T. 
T. 

....... 

0.6 

V. 

T. 

T. 

T. 
4.7 
0.5 

T. 

"i'e" 

1. 

0.3 
0.5 
0.5 

T. 

T. 

T. 
•  •  -r^-  • 

l.S 
T. 
T. 
T. 

T. 

■"6:8 

"t" 

T. 
1  1 
T. 

"i.'f)' 
1.5 
2.0 
3.1 

T. 

T. 
1.1 

11 

12 
14 
12 
11 
11 
12 
10 
13 

9 
10 

9 
12 
13 
12 
11 
15 
15 
14 

15 
11 
11 
15 
12 
14 
12 
14 
12 
13 
18 
10 
12 
15 
14 
13 
14 
13 
13 
14 
15 
14 
14 
12 
13 
14 
14 
14 
13 
15 
15 
14 
14 
11 
13 
13 
12 
15 
13 

15 
16 
12 
11 
15 
11 
13 
13 

9 
12 
10 
13 

9 
10 
12 

7 
14 

13' 
13 
13 
13 
14 

9 
14 

10' 
14 
13 
14 
13 

14 
18 

6 
3 

14 
10 
10 

nvf. 

Eldred  G.  Young. 

K.  C.  Bennett. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C   R    Lovell 

Fords  Ferry,  Dam  50. 

Gilbertsvllle 

GreenviUe       

Crittenden 

Marshall 

Muhlenburg  

Ohio 

Henderson 

Christian 

"48.0 

+  0.7 

80' 

16 

21" 

1 

37" 

16 
13 
13 

15 
14 
10 

11 

4 

6 
11 

8 
11 
15 
14 

9 

11 
12 

7 

6 

9 
U 

s. 

nw. 

s. 

8. 

n. 
nw. 

Hartford,  [near] 

Henderson 

W.  R.  Carson,  Sr. 
George  Street. 

49.0 
49.0 
60.6 
50.6 
51.2 
486 

^51.  3 
50.2 

+  2.3 
+  0.2 
+  1.7 
+  0.9 
+  2.6 
+  2.1 

+  'l6 
+  2.5 

78 
80 
78 
76 
79 
79 

■■77.' 
80 

16 
16 
16 
lot 
16 
16 

i6 
16 

26 
24 

26 
21 
24 

"26" 
22 

1 

\ 

1 
1 

4 

1 

1 

41 
45 
41 
31 
32 
36 

"33" 
42 

L.r:<Maci.v.lle 

Mr..;.  Joe  Payne. 
Ralph  B    Wear 

ilurr  ly                  

Calloway. 

Henry  S.  Berry. 
Lockmaster. 
Joe  Lagore,  * 
S.  J.  Lowry. 

Oweiisboro,  Dum  46... 
Paducah   

navic'.HS 

Mci/r.ickeu   

15 
10 

is 

U 

"6 

8 
12 

13 

s. 

Ramsey,  Lock   2% 

McLean  .'.'. 

Li.giui 

47.0 

-  0.1 

81 

16 

21 

1 

36 

Lniontown,  Dam  49... 

CENTRAL  DIVISION. 

AddiBon,Dam45 

Breckinridge..... 

JeifiTBon 

Warren   

Edmonson 

Pulaski  

'■47.2 
51.2 

+  2.8 
+  2.8 

80" 
80 

16 
16 

21" 
25 

4 

It 

42" 
40 

11 
14 

6 

15 
9 

nw. 

Bowling  Green 

Brownsville,  Locke  J. 

6.15 
4. 56 
4.61 
3.40 
5.31 
2.97 
4.03 
4  89 
4.  04 
3.83 
3.66 
4,56 

3  45 
2  28 
4.17 
4.62 
4.21 

4  67 
8.63 

f  1.05 
-0,67 
-0.70 
-0.42 

+0.12 
+1.19 

-0.88 
-0.72 
0.00 
-2,34 
-0.74 
-0.90 
+0.32 
-0.26 

-0.92 

Mrs.  Liiiie  G.  Causer- 

Sarah  E.  Lewis. 

Carroll 

Bullitt 

Campbell    

BoTle 

«48;3 

49.2 
49.2 

Lockmaster 

80" 

"82' 
81 

24 

"ie" 

16 

20= 

■2i' 

24 

1 

4 
4 

46« 

■45" 

40 

13 

10 

8 

nw. 

R.  P.  Amos. 

Cold  Spring,  Dam  36  .. 

Danville    

DixDam,Bnrgin 

Eadivilli' 

Lockmaster. 
R.  P.  Coldiron 

15 
6 

14 
9 

4 

"7 

12 
16 

io 

14 

s. 
w. 

Mercer 

Kentucky  Utilities  Co., 
Joe  Norfjeet. 

Wayne  • 

Eubank 

Frankfort,  Lock  4 

Gest, Locks 

48.8 
48.0 

''50.5 

'■49^5 

47.2 

+  1.9 
+  '3!3 
+  ■3.' 4 
+  'o'4 

80 
81 

"79" 

"so' 
"si' 

16 
18 

16t 

"le" 
"ie" 

20 
22 

'22"' 

"21"' 

'2i' 

4 

4 

"'it' 
..... 

..... 

39 
43 

"il 

'36" 
"39" 

Franklin 

Lockmaster. 
Lockmaster. 

'4 

20 

4 

'2i 

w. 

Boone 

Lockmaster. 

Mrs.  Bettie  K.  H.  Alcorn. 

High  Bridge,  Lock?... 
Irvmgton    . . 

Jessamine  

Breckinridge 

Oldham 

7 
12 

10 

6 

14 

13 

sw. 

L.  0,  Stiles. 

J.    C.    Ogg. 

49.6 
46.4 

+  "3:2 
+  2.7 

"so 

80 

Leitchfleld                 

Grayson  

Fayette    

Jessamine  

Henry 

16 
16 

22 
23 

4 

40 
37 

6 

9 

16 

sw. 

D.  Lem  Hi  ghes 

Lexington 

Little  Hickman,  Lock  8 
Lockport,Lock2 

4.'ni-6'5i 

4.40  +0.C4 
4.78;  +  0.34 
4.48i+0.09 

U.  S.  Weather  Bureau. 

6 
"7 

■'7' 

"e 
4 
7 

11 

13 

11 

8 

Lockniater. 

48.6 
46.8 
45.6 

+  3.2 

82 
80 
82 

16 
16 
16 

29 
25 
16 

4 
4 

33 
39 
48 

9 
13 

'i4' 

'5' 

12 
11 
5 

"i 

6 
10 

16 

10 

20 
15 
13 
15 

io 

14 
13 

sw. 

sw. 
w. 

w. 

a. 
e. 

U  S   Weather  Bureau. 

Do    Bowman  Field. 

M,,mniothCHV,. 

Monticellu 

Edmonson 

4.33 
8.77 

Ivan  J.  Ellsworth. 

0.87 
1.08 
0.83 
1..50 
0.83 
0.95 
!.65 
1 .  If) 
1.32 
0.64 

0.95 
0.76 
1  31 
1.34 
1.12 
1  -An 

"o'e' 

T. 

1.5 

"3'2" 
2. ft 
1.2 
1.4 
0  5 

2  1 
T. 
2.0 

"f. " 
1.5 

"s'o  ' 

1.5 

6.0 
T. 

5  0 
24.0 

2.2 
20.5 

1.2 

'7!o  ' 

1,2 

6.0 
16.5 

9.3 

9.0 
T 

1.2 

0.2 
20 
0.3 
2.0 
1.5 
2.2 

Chester  Williams. 

Hardin 

45.8 

+  1.8 

78 

16 

20 

It 

37 

4.37-0.27 
4  721+0.54 

Sisters  of  Loretto. 

Mercer 

Lockmaster. 

Shelby 

46.6 
47.6 
47.2 

"47.6 

47'." 

48.4 
48.6 

+  2.0 

+  '1:9 
+  '4.0 

+  2.8 
+  2.0 

79 
80 
78 
80" 

"79" 

84 

82 

16 
16 
16 
16 

"iet 

16 

16 

22 
23 
22 
23" 

"23" 

27 
20 

4 

4 
4 

""i" 

24 
4 

39 
36 
39 
41" 

"35" 
45 

WillaS.  A.  Ratta. 

Smith's  Grove 

3.59 
3.86 
5.15 

+0."63 

C.  \V    Gurnsey. 

McCreary  

Airwav  Station. 

Taylorsville     

Tyrone,  Lock  6 

J,  D.  Brown. 

4a7+6.i3 

Woodbury,  Lock  it--.. 

EASTERN    DIVISION. 

'Ashland 

Lockmaster. 

Boyd 

3.82 
4.13 
4.45 
4.06 
4  57 

-0.50 
-0.86 
-0.14 
—0.14 

+n  js 

Robert  Johnson. 

College  Hill,  Lock  11  .. 

Lockmaster. 

Pendleton  

Kowan  



■;« 

11 

'12 

."'!.' 

S.  M.  Hill. 

"49  0 

+  4.0 

..'*:. 

16 

22" 

4 

37" 

3  95'     C  52 

Jessie  Oldham. 

4.'76'+0.47|  i.33 
3.6l!-0..55    0.81 
S. 23  +0.56    0,97 
3.92+0.24!  0.98 
4  23+0  03i  1.  25 

Mrs   Curda  B.  Stamper. 

Ford  Lock  10  

Glark    

C.  A.  Gl  'sscock. 

Gray.'Jon    ....    . 

Greenup,  Dam  30 

Ha?ard 

Lockmaster. 

12 

6 

8 

7 

■9 

8 
10 

10 
14 

19' 

il 
12 

17 

21 
10 

17 

9 

12 

3 

12 

12 

13 
11 

sw. 
sw. 

sw,' 

Mrs.  Ruby  A.  Burton. 

Perry              

42' 

Lockmaster. 

Heidelberg,  Lock  14.... 
Jackson 

Lee    

Breathitt 

48.4 

83 

16 

23 

4 

4',14-0.61 

4.01     

4.2?!-0.50 

0.98 
1.30 
135 
0.74 
0.95 
1.13 

'0,'8.3' 
070 
1  20 
1.36 
1.16 
1.67 
0,77 
1,10 

0.85 
123 
1,0s 
0.98 
0.67 
2.18 

H.  A.  Baily. 
Lockmaster. 

Jenkins        

Jas.  T.  Goff. 

Lawrence  ........ 

R.  J.  Howard. 

Lynch,  [near] 

Mavsvilfe  Dam  33 

40.8 
47.5 

'47.' 6 

+  '3.2 
+  "3!8 

68 

82 

"m" 

16 
16 

"ie" 

15 
22 

"23" 

4 

4 

31 

44 

'44' 

4.83 
3.93 

'4.'73 

-6.' 81 

-6.' 36 
n  79 

Jam  sS.  Allen. 

Bell     ...    

Lockmaster. 

Monnt  Sterling 

Montgomery 

Campbell. 

Matthew  Woodson, 
W.  R.  McKee. 

Paintsvllle 

"ie" 

16 
16 

"ie" 

"27" 
18 
21' 

"26" 

4 
4 

"47" 
45 
49' 

"88" 

4.40; 

4.51+0.19 

5.16 

4.291-1.58 
4, 10: +0.14 
3.59-0.80 

Garret  Combs. 

48.7 
49.2 
"48.0 

49:6 

+  '2'.8 

85 
83 
83" 

'83' ■ 

I'lppapa-'- 

Quicksand.,... 

Kavcnna.Lock  12 

Knott 

E.  C  Fraley. 

Breathitt 

IT.  S.  Weather  Pureau. 

Madison 

R.  W.  Jones. 

Tvnpr 

Madison     

Lockmaster. 

Valley  View,  Lock  9... 
Vanccbnrg.Dam  82... 

Williamsburg 

Willow  Look  13 

Madison  . 

49.8 

47.2 
48.3 

+  '2.'8 
+  '2:0 

"si" 

'79" 
85 

"ifi" 
ie' 

16 

22" 

'25' 
15 

■■4" 
...... 

3t 

"42" 

"38" 
49 

3.02:-i.r,6 
4,nn]-o,6i 

3. 76) -0.89 
4.45I+O.I5 

J.  W.  Crooke. 

Lewis  . 

Whitley  

Lee              

Lockmaster. 
Lockmaster. 
Wadelv  «'est. 

aark    

tremes  

Lockmaster. 

State  averages  and  ex 

\x\ 

"■"i 

Airway  .Station. 

All  temperature  data  are  taken  from  self-registering  tliermometers.  j  v        n  it 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record^  but  all  ''-"'^P|^™^f,j;""^^,f ., 
used  in  dot«rminingsection  or  division  means.  tltiimsey,  Brownsville  and  Woodbury  .are  Locks  on  the  Green  River; 

R(!ference  letters,  *,",".  appearing  in  the  table  indicate  number  of  days  missing:  for  example,  b  represents  two  days,  etc 
+  Also  on  other  daffls.    +lRfloeived  too  lai..  in  i„.  inrind...!  in  ncans  and  summaries  T    Precipitation  is  less  than  0.01 

•Rainfall  record  by  U.  S.  Engineers;  tcmiH  ;  ai  nrr  i.  lonl  by  .loc  Lagore  at  Paducah  No.  2. 


other  Locks  are  on  the  KentnckyRiver 
Hill  oriiu'lted  snow 


Mak 


(M.lMAI'OLOlilC-Al.    DATA;    KIONTUCKV    SKC'l'lON 


Daily  Preolpitatlon  for  March,  1949. 


H'esfci-ii  Diifiwon 

Beftvor  Dam 

Cnlhouii 

KarliiiKton    '  — 

Konls  Kerry  D.\m  50' 

OUbwtsviUo* 

HrnBiwille 

Hartford 

Ilemlorson 

llopkinsville*    

Lovelaceville 

Mayrtrtld 

Murray  ' 

Owt'iisboro  ' 

(hvi'iisboro,  Uiim  46'    

riiihionh'  

IMinoeton 

Uiuiisfy,  Lock  No.  2  ' 

Kussellville' 

riiioritovvn.  Dam  49' 


Ce.nlral  Div 
Addison, Diim  45.  »  .-• 

AnrlioraKf 

liowHug-  Cil 


BouliuKDroeu  No-  2'.... 

Hrownsville,  Lock  No.  6' 


Kurnside'' 

t':iiToUtoa Lock  No.  I'--.  . 

C'lormont 

C' 'Id  Spring,  Dam  36" 

Dauville' 

Dix  Paui.Burgiu. 

Eadsviile  - ■•• 

Kubauk  . .  — ■  •  — 

Frankfort,  Lock  No .  i'-- ... 

Gest,  Lock  No.S'' 

Glassrow • ■  ■  ■ 

Grant,  Dam  33' 

Greeiioburg  ' 

High  Bridge,  Lock  No.  T^. 

[rvinston    

LaGrange. 

Leitchfield   -. 

Lexiufjtoi 
Little  Hie 
Ldckpoit, 

Loiiisvili.k'  t 

Do.  Bowman  Field 

Mammoth  Cave" 

Monticello  ' 

Munfordvi  lie  ' 

51.  Jolui 

Snlvisa,Loc.kNo6'-'t 

Slieibvville 

Smith's  llrove  "........... 

Stearns  ** 

Tavlorsville 

Tyrone,  Lock  No.  5  '^t • . . 

Williamstoun 

Xoodbnry.Lock  No. 4-. 

Eastern  Dividon 

Ashland' 

Beroa   

College  Hill,  Lock  No.  ll"  . 

Cynthiana--' 

H-almouth-'   

Farmers'  

Flemiiigsburg'  

Ford  Lock  No.  10  -t 

Grayson- 

nreenupDam    30' 

Hazard' 

Heid'ilberg,  Lock  No.  14'... 

Jackson  ' 

Jenkins'   

Louisa' • 

Lynch  [near]   

Maysville,  Dam  33' 

Middlesboro      


.10 
05 

.1.5:  .02 

.171  T. 

.12  .16 

.20l  .30 

.10  .21 
.22 

.061  .  10 


Mu 


it  Sterling  . 


OneoutaDam  35' 

Paintsville   '. 

PlkeviUe" 

Pippapass    — 

Quicksand' 

Knvcniia.    Lock  No.  12', 

P,ichinoud'    

Tyuer 

Valley  View.  Lock  No.  9 
Viiiireburg.  D^iu  No.  32  ' 
W.lliamsburs--i     


9      10     11      12      13     14      IC      16     17      18      19     20     21     22     28 


.88  .20 
.99  .4B 
.801.47 
.26  1.26 


\\'\ 


Lock  No.  13'*. 


.031 


.97 
.45 
1.25 


5.18 
6.90 
5.20 


4.77 
4.20 
6.43 
4.22 
6.55 
6.«6 
4..3» 
5.61 
5.87 
8.45 
4. 91 


4.87 
4.86 
6.1.5 
4.10 
4.56 
4.51 
8.40 
6.81 
2.97 

4^89 
4.04 
3.83 
3.66 
4.66 
3.45 
2.28 
4.17 
4.62 
4.21 
4.67 
3.93 
4.06 
4.11 
4.40 
4.78 
4.48 
5.63 
4.83 
3.77 
3.94 
4.37 
4.72 


3.82 
4.13 
4.45 
4.0« 
4.57 
3.9S 
4.76 
3.61 
3.23 
3.92 
4.23 
4.14 
4.01 
4.25 
8.35 


5  1« 
4. 29 
4.10 
3.69 


.49 


.221... 


Except  as  otherwise  indicated  ob.^ervations  are  generallT  made  late  in  the  afternoon,  near  snn.spt.  and  preeinitation  recorded  is  for  24  hours  ending  at  time  of  observation 
'First-order  Weather  Biirean  station:  precipitation  is  lor  the  24-hnur  period,  midnisrht  to  raidnigrht  unless  otherwise  indicated.  'Precipitation  measured  in  the  morniuff: 
amount  then  recorded  is  for  the  precedin?  24  honrs.  tPrecipitation  measured  with  recording  gage.  *Inolnded  in  the  nexi  following  measurement. 

t.  Trace,  or  precipitation  I  '-s  ta  iti  I'.'ii  inch.  11'ost  oflice  adflips^^-s  ns  follows: -Lock  ."i.  r.MwrencebnrS,  Ky.  :    Lock  R.  VersailleP.  Ky.  Lock  8.  NicholasvUIe,  Ky. 

Lock  in.  \i<'<\  Ilonso    Kv   :  ilntjoiita.  PaliforniB.  Kv.  Kiyer  draiiiafre  area  in  which  station  is  located  is  indicated  as  follows:  (B)  Big  Sandy;  (L)  Licking;   K. 

Kentucky:  'S"  SaU  •  'G     Green:     ('     (•i-niherland  :     T»  Tennessee:  '0>Ohio:  'M>  \T1ssis.siDpi. 
•'Airport  station.    Data  for  24  hours  ending  at  12.30  a.  ni  .  'lOtli  meridian  time  adjusted  to  day  they  occur 


CLIMATOLOGICAL  DATA:  KENTUCKY  SECTION 


March,  1H42 


Daily  Temperatures  for  March,  1942. 


Stations. 

1       2 

3 

4 

6 

6 

7 

8 

9 

10 

1^ 

12 

^ 

14 

15 

16 

17 

18 

19 

1. 

21 

^ 

23 

24 

25 

1. 

27 

28 

29 

30 

31 

Mean 

]reg(em 

Diiyisinn. 

\  Maximiun  ... 

50 

47 

44 

66 

56 

62 

62 

60 

48 

69 

66 

63 

61 

72 

82 

69 

55 

64 

72 

66 

61 

76 

76 

70 

57 

57 

"62.  5 

Beaver  Pam  .... 

••••  fMiuimum.... 

•20 

30 

30 

22 

35 

22 

47 

39 

31 

29 

51 

27 

48 

4S 

62 

69 

42 

35 

28 

44 

39 

37 

28 

33 

40 

75 

49 

26 

24 

■-se-i 

j  Maximum  ... 

49 

42 

44 

66 

54 

61 

63 

61 

48 

48 

64 

69 

63 

58 

72 

81 

75 

66 

■■ 

72 

65 

63 

73 

75 

71 

55 

56 
29 

^A 

«60.3 

••••  )  Miuiramn.... 

24 

33 

33 

25 

38 

26 

48 

42 

32 

31 

50 

30 

47 

48 

61 

62 

44 

06 

33 

41 

39 

34 

40 

45 

57 

3S 

35 

8. 

"38.2 

)  Maximum  ... 

50 

43 

46 

58 

61 

63 

62 

59 

48 

6S 

66 

5S 

62 

59 

74 

80 

68 

67 

58 

72 

60 

63 

73 

76 

70 

00 

53 

48 

46 

61.0 

Karlington 

•■•■  )  Minimum.... 

21 

32 

32 

22 

37 

41 

47 

36 

32 

28 

48 

27 

38 

47 

68 

43 

36 

23 

33 

40 

38 

30 

36 

45 

61 

33 

25 

0- 

34 

24 

86.0 

Greenville 

J  Ma.ximum  . . . 

49 

11 

45 

57 

55 

60 

64 

6! 

4S 

69 

67 

64 

61 

60 

73 

80 

76 

■5^ 

64 

59 

CO 

70 

75 

71 

58 

^i 

56 

65 

44 

"61  0 

■•■■  1  Miuimum.... 

21 

80 

20 

35 

25 

43 

41 

80 

29 

40 

27 

47 

47 

52 

54 

41 

31 

29 

oX 

84 

38 

41 

60 

31 

24 

26 

34 

22 

■84  9 

FiendersoD 

1  Maximum  . . . 

60 

40 

&0 

58 

66 

50 

63 

58 

45 

68 

65 

59 

62 

56 

72 

78 

68 

56 

66 

65 

62 

76 

75 

76 

62 

61 

54 

55 

40 

44 

60.3 

1  Minimum  — 

2:i 

32 

31 

26 

37 

28 

47 

34 

32 

32 

54 

29 

44 

46 

51 

62 

43 

3S 

3" 

47 

40 

88 

35 

44 

49 

51 

32 

28 

29 

33 

27 

37. 7 

Hopkinsville   .. 

\  Maximum  ... 

50 

45 

48 

57 

63 

63 

63 

48 

46 

69 

62 

59 

67 

76 

60 

60 

50 

65 

71 

62 

59 

78 

75 

66 

55 

55 

57 

60 

62 

60,1 

••••  (  Minimum.... 

SO 

33 

32 

20 

34 

29 

i-s 

30 

32 

47 

33 

43 

43 

51 

60 

35 

.32 

49 

42 

36 

3.^ 

33 

42 

49 

46 

27 

30 

S6 

36 

Lov.'biwville... 

(Maximum... 

51 

46 

51 

CO 

59 

63 

64 

Cii 

54 

67 

67 

68 

60 

60 

76 

78 

72 

62 

68 

69 

66 

65 

74 

75 

77 

77 

67 

55 

68 

64 

50 

63  3 

■■"  (  Miuimum.... 

2-1 

32 

31 

2; 

35 

2r, 

48 

33 

33 

37 

61 

30 

49 

46 

53 

62 

42 

84 

31 

51 

39 

85 

33 

39 

39 

54 

35 

26 

28 

36 

38 

37  9 

)  Maximum  ... 

48 

45 

51 

56 

54 

61 

62 

60 

52 

66 

66 

65 

62 

62 

76 

76 

71 

61 

67 

67 

6.^ 

63 

72 

72 

73 

69 

66 

65 

68 

64 

47 

62. 0 

May  field 

■■••  (  Minimum.... 

26 

31 

31) 

36 

29 

47 

32 
66 

31 

39 

52 

34 

62 

47 

54 

64 

41 

33 

35 

50 

39 

36 

41 

45 

50 

52 

35 

30 

30 

36 

28 

39  2 

J  Maximum  ... 

49 

44 

it 

65 

57 

63 

62 

62 

67 

65 

63 

60 

62 

77 

79 

09 

68 

68 

69 

65 

61 

73 

76 

76 
60 

70 

64 

53 

54 

66 

45 

62  1 

Murray  

""  1  Minimum.... 

21 

32 

31 

31 

35 

31 

S3 

34 

32 

4i 

64 

35 

54 

60 

62 

65 

42 

S-j 

36 

51 

42 

45 

46 

63 

36 

31 

32 

32 

43 

40.4 

j  Maximum  ... 

48 

S8 

42 

56 

61 

61 

62 

53 

65 

66 

CO 

63 

67 

71 

70 

53 

62 

70 

66 

69 

69 

74 

74 

70 

66 

56 

53 

52 

42 

60  3 

Oweiisboro 

■•••  1  Minimum.... 

23 

30 

31 

24 

33 

26 

43 

40 

33 

36 

45 

3S 

43 

46 

50 

60 

41 

43 

21! 

43 

34 

33 

43 

48 

50 

SO 

26 

30 

30 

251     36  9 

\  .Niaximum  .   . 

49 

46 

51 

59 

57 

63 

62 

61 

06 

69 

67 

65 

61 

60 

77 

73 

61 

67 

69 

6(5 

65 

75 

75 

76 

72 

66 

55 

67 

57 

46 

"62.8 

I'aducah 

••••  (  Minimum.... 

20 

33 

SI 

30 

49 

34 

32 

54 

36 

47 

46 

62 

42 

36 

37 

53 

40 

40 

44 

46 

63 

36 

31 

39 

36 

32 

"39.8 

Princeton 

i  Mf.ximum.  .. 

50 

48 

47 
31 

58 
28 

67 

62 

V. 

61 

49 

69 

67 

64 

60 

62 

73 
52 

80 

08 

58 

66 

76 

67 

63 
34 

.33 

75 

74 
50 

71 

64 
32 

56 
2s 

56 
29 

55 
36 

44 
26 

62.2 
38.3 

••■•  1  Minimum.... 

22 

32 

36 

27 

49 

39 

80 

37 

53 

30 

45 

46 

64 

41 

33 

83 

51 

39 

44 

62 

Riissellville|§... 

J  Maximum  ... 

49 

35 

45 

54 

55 

62 

62 

63 

46 

71. 

56 

63 

57 

68 

71 

81 

60 

56 

66 

70 

60 

62 

72 

76 

74 

60 

53 

66 

68 

53 

46 

59.6 

••••I  Minimum.... 

21 

25 

29 

22 

25 

25 

28 

45 

28 

29 

38 

31 

30 

54 

51 

57 

44 

30 

30 

42 

3.T 

■35 

34 

42 

50 

49 

25 

26 

30 

26 

34.5 

Central  DhisiAm. 

S  Maximum... 

33 

53 

54 

67 

62 

59 

42 

en 

57 

56 

62 

60 

69 

80 

69 

50 

55 

71 

62 

61 

65 

74 

76 

60 

61 

50 

60 

43 

42 

''58.4 

Anchorage 

•••■  (  Minimum.... 

25 

21 

31 

24 

41 

42 

81 

27 

41 

80 

42 

54 

5(. 

57 

44 

46 

27 

37 

40 

37 

28 

32 

40 

48 

35 

25 

30 

31 

27 

"SP.l 

Bowling  Green. 

S  Maximum  ... 

48 

43 

44 

54 

65 

62 

62 

65 

50 

72 

70 

63 

62 

65 

77 

80 

76 

66 

74 

66 

64 

73 

77 

78 

73 

66 

55 

50 

65 

47 

62.8 

■•••  (Minimum.... 

25 

32 

32 

25 

36 

29 

4.5 

49 

3? 

42 

50 

33 

48 

61 

53 

60 

46 

34 

34 

44 

42 

45 

37 

37 

47 

53 

38 

28 

31 

39 

29 

39. 6 

S  Maximum  -  .  • 

50 

48 

42 

51 

51 

60 

R5 

62 

61 

65 

64 

62 

64 

59 

73 

7f 

76 

53 

60 

74 

71 

76 

80 

75 

57 

56 

56 

■■ 

62 

43 

b61.4 

Clermont 

"  ■    (  Jliuimmn .... 

20 

29 

34 

22 

30 

2r 

37 

53 

33 

28 

35 

3C 

45 

63 

61 

54 

.If 

37 

29 

36 

36 

34 

43 

37 

26 

28 

27 

28 

»35.2 

Danville 

\  Maximum  ... 

4fi 

44 

43 

55 

57 

(2 

68 

56 

66 

67 

61 

66 

73 

82 

76 

62 

62 

73 

72 

62 

66 

75 

76 

72 

69 

54 

oi 

50 

45 

62.6 

■"■  !  Minimum.... 

2r 

30 

30 

21 

S6 

25 

39 

40 

31 

44 

28 

43 

52 

4! 

58 

46 

38 

34 

35 

3! 

87 

38 

.^0 

40 

46 

36 

26 

28 

31 

27 

35.8 

DixDam 

•-11?=?.::: 

45 

46 

38 

53 

57 

59 

69 

66 

59 

59 

59 

69 

59 

63 

81 

59 

57 

71 

70 

60 

K5 

73 

76 

76 

65 

61 

65 

60 

43 

61.1 

30 

33 

32 

24 

46 

36 

26 

35 

33 

32 

42 

31 

44 

52 

53 

69 

48 

39 

8- 

41 

36 

37 

32 

39 

46 

41 

28 

32 

32 

28 

37.4 

Eubank  

\  Maximum  ... 

4" 

44 

47 

6C 

60 

57 

68 

66 

56 

6") 

61 

64 

64 

66 

75 

80 

75 

59 

60 

72 

73 

60 

6.' 

78 

75 

69 

62 

51 

57 

54 

43 

61.6 

/  .Minimum 

23 

23 

80 

20 

36 

24 

42 

41 

29 

33 

60 

28 

44 

52 

51 

61 

50 

36 

27 

49 

34 

42 

28 

31 

46 

48 

36 

23 

29 

S3 

2'- 

36.1 

Frankfort 

\  Maximum  . . . 

48 

43 

42 

52 

52 

58 

61 

63 

59 

59 

58 

64 

60 

65 

71 

81 

77 

51 

67 

71 

68 

60 

66 

72 

76 

73 

62 

49 

54 

48 

43 

60.1 

■••■  1  Minimum.... 

80 

30 

31 

22 

36 

23 

43 

48 

32 

29 

34 

31 

42 

63 

5! 

62 

45 

38 

S2 

35 

35 

32 

29 

35 

43 

37 

26 

33 

35 

27 

36.8 

J  Maximum  ... 

49 
22 

49 
32 

88 
32 

51 
32 

.M 

59 
25 

6r 
46 

62 
46 

61 
82 

28 

70 
51 

63 
80 

65 
49 

68 

5; 

79 
63 

79 
47 

61 
88 

61 

29 

71 
43 

41 

hi 

67 
30 

75 
34 

75 
40 

4t 

57 

62 
25 

64 
30 

''62.9 

■■■■  1  Minimum.... 

■"SS.  1 

Greensburg 

)  Maximum  ... 

49 

48 

41 

53 

5f 

60 

64 

62 

60 

70 

69 

63 

60 

65 

72 

SO 

77 

58 

63 

73 

67 

60 

77 

70 

59 

5.^ 

52 

45 

^61.7 

••••  (Minimum.... 

32 

21 

3-1 

24 

47 

46 

31 

31 

51 

28 

45 

53 

51 

61 

48 

38 

29 

42 

36 

.. 

36 

48 

37 

23 

23 

34 

26 

''37.3 

Irvington  

(  Maximum  . . . 

48 

41 

42 

55 

47 

59 

61 

59 

43 

63 

68 

59 

63 

60 

6s 

81 

68 

50 

58 

6( 

63 

59 

66 

76 

77 

66 

54 

64 

54 

49 

41 

68.4 

■  ■  •  ■  (  Minimum .... 

22 

80 

2i< 

il 

34 

26 

46 

39 

28 

31 

49 

28 

43 

48 

54 

64 

42 

35 

28 

44 

38 

36 

33 

37 

43 

49 

33 

25 

28 

31 

25 

36.0 

Leitch field  

(Maximum... 

.50 

45 

44 

65 

53 

62 

63 

61 

50 

71 

66 

62 

61 

61 

72 

80 

72 

55 

63 

73 

61 

62 

70 

77 

78 

69 

54 

62 

69 

60 

45 

61.3 

••••  (Minimum.... 

22 

30 

29 

2^ 

32 

28 

45 

48 

30 

81 

4S 

28 

45 

49 

52 

69 

42 

3S 

31 

43 

39 

34 

34 

37 

43 

48 

33 

25 

29 

33 

2f 

38.  0 

Lexington   

j  Maximum  ... 

48 

3.S 

SO 

51 

67 

69 

61 

39 

68 

55 

58 

67 

67 

71 

811 

64 

48 

67 

70 

59 

58 

63 

72 

62 

6; 

51 

66 

47 

42 

67.7 

••■•  1  Minimum.... 

30 

SO 

2f 

23 

28 

26 

42 

33 

30 

32 

36 

41 

51 

51 

57 

38 

87 

31 

39 

86 

34 

32 

35 

47 

62 

31 

25 

33 

27 

27 

36.  2 

Louisville 

j  Maximum  ... 

4fi 

36 

41 

53 

49 

57 

62 

62 

42 

60 

58 

66 

64 

61 

69 

82 

69 

48 

57 

7r 

62 

60 

66 

73 

76 

61 

5S 

50 

52 

44 

41 

67.5 

••••  (Minimum.... 

31 

32 

31 

29 

88 

34 

50 

34 

32 

37 

40 

8» 

43 

61 

52 

62 

42 

39 

37 

4.1 

41 

38 

41 

40 

61 

54 

S3 

32 

37 

32 

30 

39  G 

Do.  Bowman  ¥'<^^'^  :Maximum  ... 

47 

35 

41 

63 

4? 

57 

62 

60 

42 

60 

67 

56 

64 

60 

7C 

80 

52 

48 

57 

60 

60 

65 

74 

76 

5P 

66 

50 

51 

44 

40 

56.6 

:Minimum,... 

27 

30 

32 

25 

34 

2f 

47 

32 

32 

33 

40 

35 

44 

52 

51 

60 

45 

37 

81 

43 

41 

36 

35 

S""' 

4>' 

50 

31 

27 

32 

?0 

28 

37.0 

Mammoth  Cave 

S  Maximum... 

49 

34 

42 

52 

54 

60 

60 

61 

46 

70 

55 

64 

66 

66 

'2 

82 

62 

55 

(2 

72 

51 

60 

69 

75 

77 

65 

54 

61 

56 

52 

44 

58.7 

•  ■  •  ■  (  Minimum 

16 

28 

30 

18 

26 

23 

30 

33 

31 

SO 

83 

25 

32 

51 

50 

48 

41 

35 

26 

38 

41 

82 

2<) 

30 

3  7 

47 

45 

20 

2.'^ 

31 

23 

32.6 

Rt.  John 

\  Maximum  ... 

48 

45 

42 

52 

52 

68 

60 

50 

61 

63 

63 

59 

60 

59 

70 

78 

76 

56 

60 

69 

69 

61 

67 

72 

74 

72 

54 

51 

65 

5'^ 

43 

59.7 

—  (  Minimum 

20 

28 

28 

20 

29 

22 

47 

27 

29 

47 

25 

42 

48 

49 

56 

40 

33 

26 

89 

37 

34 

33 

SS 

40 

47 

33 

22 

25 

28 

23 

34.0 

Hhelbyville   

j  Maximum  . . . 

47 
27 

42 
29 

39 
31 

52 
22 

48 
32 

57 
24 

62 

41 

59 

45 

57 
31 

59 
29 

56 
40 

56 
30 

60 
41 

60 
49 

7C 
50 

79 
,'6 

73 
42 

48 
36 

5f 
29 

69 
37 

64 
39 

82 

65 
30 

33 

75 
45 

T. 

59 
35 

48 
24 

53 
30 

49 
31 

25 

68.1 

(  Minimum 

35.2 

Smith's  Grove  .- 

'  Maxi)num  .  . . 

.50 

38 

41 

52 

53 

60 

60 

64 

44 

69 

55 

64 

56 

66 

70 

80 

66 

58 

64 

69 

54 

60 

69 

74 

74 

58 

65 

66 

56 

54 

43 

59. 0 

■■'■  (Minimum.... 

23 

32 

28 

24 

30 

27 

47 

33 

30 

32 

38 

31 

50 

53 

63 

43 

3f 

31 

43 

35 

35 

34 

38 

43 

49 

29 

25 

31 

28 

26 

36  1 

Stearns 

:  Maximum... 

48 

36 

52 

45 

6t' 

58 

40 

67 

62 

65 

61 

69 

71 

78 

66 

51 

60 

I' 

69 

66 

73 

75 

60 

64 

51 

58 

68 

44 

68.  C 

■■■■  :Minimum.... 

26 

30 

29 

22 

34 

26 

44 

32 

27 

.32 

43 

35 

SO 

50 

55 

59 

44 

31 

44 

30 

35 

34 

14 

32 

26 

99 

28 

26 

35.8 

Taylorsville   .••■ 

: Maximum  ... 

49 

41 

39 

62 

50 

6,8 

63 

62 

62 

61 

61 

61 

60 

74 

80 

74 

:5i 

59 

71 

6S 

61 

77 

76 

60 

50 

5? 

46 

42 

''59.7 

■•■■   :Minimum.... 

2r, 

29 

80 

23 

83 

25 

42 

30 

30 

30 

31 

42 

50 

68 

59 

43 

35 

32 

40 

38 

35 

k 

41 

43 

34 

25 

3f 

82 

2f 

'•35.3 

Williamstown  .. 

Enslern 

Ashland    

J  Maximum  ... 

43 

42 

S6 

51 

50 

54 

68 

63 

58 

69 

54 

62 

■  64 

68 

79 

79 

64 

55 

68 

66 

66 

60 

70 

78 

72 

67 

63 

55 

48 

42 

69.  2 

••••  /Miniraitm.... 
(  Maximum  ... 

29 

28 

30 

23 

36 

27 

40 

40 

30 

29 

44 

3.'= 

89 

50 

48 

55 

43 

36 

29 

37 

38 

34 

31 

35 

43 

EO 

36 

25 

36 

32 

28 

36.2 

49 

88 

36 

48 

63 

65 

74 

70 

60 

56 

65 

55 

5?. 

72 

72 

84 

80 

60 

67 

or 

64 

69 

61 

65 

77 

72 

79 

60 

64 

50 

48 

60.7 

■  ■  ■  ■  (  Minimum .... 

30 

2S 

30 

30 

33 

29 

85 

31 

30 

32 

39 

38 

46 

48 

47 

60 

41 

38 

32 

44 

37 

35 

2: 

32 

41 

44 

35 

29 

32 

31 

36.2 

Rerea 

(  Maximum  . . . 

45 

45 

87 

49 

50 

55 

69 

67 

58 

62 

60 

61 

62 

66 

72 

82 

78 

62 

66 

72 

71 

59 

68 

72 

76 

73 

63 

60 

66 

83 

43 

61.0 

■■■■  (  Minimum.... 

22 

ai 

26 

20 

37 

25 

44 

42 

26 

SO 

47 

28 

42 

49 

60 

59 

47 

35 

32 

39 

37 

33 

PS- 

40 

47 

48 

40 

24 

29 

30 

26 

36.2 

Farmers 

1  Maximum... 

44 

43 

38 

51 

56 

72 

70 

59 

69 

61 

60 

61 

69 

77 

84 

80 

64 

55 

72 

70 

59 

62 

71 

78 

75 

72 

60 

65 

68 

45 

"62.3 

■■■■  1  Minimum.... 

30 

27 

8! 

22 

29 

31 

34 

30 

32 

32 

87 

40 

50 

52 

50 

62 

fll 

31 

41 

41 

34 

34 

33 

41 

45 

31 

29 

29 

30 

"35.6 

Heidelberg 

1  Maximum  . . . 

49 

47 

38 

50 

48 

58 

72 

65 

54 

60 

61 

65 

65 

70 

78 

83 

78 

62 

.59 

74 

67 

60 

63 

73 

78 

70 

69 

52 

58 

52 

41 

61.9 

1  Minimum 

30 

28 

31 

23 

31 

28 

28 

32 

30 

50 

30 

37 

50 

5f 

50 

61 

42 

33 

32 

44 

31 

32 

27 

32 

37 

43 

27 

SO 

29 

26 

35.0 

Lynfh  [near]  ... 

j  Maximum  . . . 

38 

37 

38 

36 

39 

41 

51 

53 

49 

49 

48 

53 

68 

57 

64 

68 

62 

57 

54 

64 

n9 

56 

66 

69 

63 

56 

68 

64 

4? 

1; 

38 

61  8 

■■■■  1  Minimum.... 

22 

20 

15 

15 

18 

20 

31 

34 

18 

19 

35 

44 

42 

4' 

50 

44 

25 

30 

S6 

28 

25 

29 

34 

46 

43 

86 

31 

2" 

29 

15 

29.. ■< 

Maysville 

(Maximum... 

43 

41 

37 

50 

63 

55 

71 

68 

56 

56 

60 

62 

68 

62 

6ft 

82 

80 

57 

56 

70 

70 

58 

60 

68 

78 

75 

71 

60 

50 

46 

44 

69.5 

■•■■  (  Minimum.... 

31 

27 

81 

22 

86 

25 

34 

41 

33 

32 

33 

38 

35 

48 

48 

51 

50 

40 

31 

82 

41 

37 

29 

27 

34 

44 

45 

29 

32 

83 

81 

85.5 

Middlesboro.... 

(Maximum... 
(  Minimum 

:: 

Monnt  Sterling 

; Maximum  ... 

46 

40 

86 

50 

62 

55 

69 

66 

56 

57 

67 

57 

69 

65 

74 

80 

77 

56 

55 

70 

6ft 

57 

61 

73 

76 

62 

68 

511 

52 

47 

42 

"esis 

:  Minimum 

80 

30 

28 

23 

37 

27 

39 

45 

20 

30 

40 

30 

41 

51 

53 

57 

50 

38 

32 

49 

36 

86 

34 

99 

40 

46 

43 

27 

33 

31 

2" 

36.5 

r-ikeville . 

(  Ma.Mimum.  .. 

49 

35 

35 

50 

47 

57 

72 

65 

60 

61 

65 

60 

73 

75 

82 

85 

74 

49 

61 

73 

61 

66 

74 

79 

69 

71 

F2 

61 

64 

45 

61 .8 

■■■■  1  .Minimum.... 

30 

29 

23 

27 

29 

31 

34 

32 

34 

35 

39 

50 

48 

53 

48 

42 

36 

86 

42 

41 

SO 

27 

31 

39 

41 

32 

31 

31 

?.2 

35.  6 

Pippai.^'^s   

i  Maxiranm  ... 

49 

45 

3i 

49 

48 

57 

69 

6'^ 

5-< 

58 

64 

66 

70 

74 

80 

83 

80 

69 

68 

74 

71 

60 

65 

73 

79 

74 

71 

49 

59 

66 

47      HH  0 

■■■•  (Minimum.... 

29 

29 

18 

SO 

28 

29 

32 

30 

31 

38 

33 

37 

51 

47 

53 

59 

41 

36 

3^ 

44 

35 

32 

2" 

32 

39 

47 

34 

28 

36 

2"  ^^^2 

Qnicksiind 

: Maximum. .. 

51 

4" 

36 

51 

48 

68 

72 

60 

61 

65 

64 

68 

7] 

81 

83 

78 

56 

59 

76 

(,a 

59 

66 

73 

79 

67 

73 

53 

S'* 

56 

6Pl  "62.6 

■•■■   IMinimum.... 

29 

28 

29 

21 

31 

30 

28 

30 

SS 

30 

30 

34 

51 

48 

50 

6' 

40 

34 

31 

43 

37 

2« 

95 

30 

32 

39 

31 

2? 

21 

29'  "33.4 

ttlcbmond 

,  :Mnximum  ... 

41; 

47 

40 

60 

50 

65 

65 

68 

58 

60 

60 

60 

60 

62 

75 

83 

72 

60 

68 

70 

65 

66 

60 

7? 

73 

76 

68 

54 

66 

50 

40      60  6 

■■■     :Minimura,... 

20 

.32 

30 

40 

38 

28 

44 

42 

34 

28 

47 

34 

44 

60 

62 

60 

50 

38 

34 

42 

40 

35 

38 

84 

48 

£2 

10 

25 

34 

37 

28      83. 6 

lyner  ......   .... 

.Maximum... 

•■•■    iMinirrium.... 

.. 

:: 

v\'illiamsl)nrg  . . 

.Maximum.  .. 

48 

47 

37 

49 

46 

60 

70 

64 

R2 

69 

6.5 

65 

69 

72 

72 

m 

76 

61 

i^o 

72 

67 

61 

66 

7? 

75 

70 

67 

F,2 

r.o 

60 

49|"62:7 

■■■■    :Minimuin.... 

25 

32 

29 

22 

34 

28 

87 

41 

31 

36 

41 

32 

47 

51 

61 

60 

60 

39 

86 

41 

43 

35 

30 

31 

37 

40 

"8 

^!; 

32 

2"      Sfi. 8 

Wlnche.<ter 

i  Maximum  .. 

44 

35 

48 

53 

60 

68 

60 

57 

56 

56 

68 

69 

63 

72 

79 

74 

66 

64 

69 

c:> 

(.0 

61 

71 

7"^ 

66 

67 

.^3 

il 

.10      6'.  8 

'  Minimum... 

2' 

30 

27 

2.S 

31 

22 

42 

42 

SO 

32 

Sfi 

33 

38 

46 

61 

55 

46 

36 

SI 

82 

_30 

31 

33 

33 

4.S 

49 

34 

27 

33 

_S2_ 

27'     36.5 

a  Instnnnt-ntsare  read  in  the  morninir:  the  maximum  temperature  than  read  is  charged  to  the  preoed 
'.'.'  etc.  indicate  respertirelv  1.2    3  etc     dav?  missiiiir  from  record. 
WHO  Lonisville.  4-27  42  l\W 


lost  always  ncciirs 
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Vol.  XLVII        Louisville,  Ky.,  April,  1942 


No.  4 


GENERAL    SUMMARY. 

The  dry  weallier  and  geiuTous  sunshine  of  the  first  weok  pcr- 
niitlod  spring  worlv  to  begin.  Abnormally  warm  weather  ad- 
vanced grains,  pastures  and  other  early  vegetation.  Peaches, 
plums  and  pears  began  to  bloom  in  central  and  western  districts. 
I'each  bloom  was  usually  scant  and  irregular,  because  of  damage 
to  buds  by  the  severe  mid-winter  weather.  The  more  resistant 
varieties  presented  from  one-fourth  to  one-third  of  the  normal 
bloom  in  some  western  orchards,  but  much  less  than  this  in 
central  and  northern  districts. 

Excessive  rains  in  the  northern,  central,  and  western  counties 
at  the  beginning  of  the  second  week  stopped  for  a  considerable 
time  all  work  that  required  stirring  of  the  soil.  Cool  weather 
that  followed  the  rains  delayed  growth.  Wheat  and  other 
grains  on  flat  lands  and  heavy  soils  suffered  from  the  effects  of 
too  much  water  during  this  period.  They  had  not  fully  recov- 
ered from  their  waterlogged  condition  in  the  preceding  month. 
The  warmth  of  the  first  week  brought  up  tobacco  plants,  but 
growth  had  been  very  slow.  Potato  planting  and  all  phases  of 
gardening  were  interrupted  for  a  week  to  10  days  by  the  rains. 
At  this  time  most  activities  and  growth  of  early  planted  crops 
were  at  least  two  weeks  behind.  Temperatures  below  freezing 
on  the  12th  and  again  in  the  period  19-20th  damaged  tree 
fruits  somewhat  and  caught  some  early  strawberry  blossoms. 
The  principal  strawberry  districts  had  milder  temperatures  and 
were  not  much  affected  by  the  last  freeze. 

Weather  favorable  for  farm  operations  and  in  the  main  for 
growth  prevailed  during  the  last  half  of  the  month.  Ihere  was 
no  rain  in  this  period  to  stop  the  plow  or  interfere  with  outdoor 
work  to  any  extent.  As  the  soil  drained  grains  and  pastures 
improved.  The  preparation  of  land  for  the  staple  crops  ad- 
vanced rapidly  and  was  almost  abreast  of  the  season  as  the 
month  ended.  Corn  planting  began  in  the  southwestern 
counties  during  the  last  week,  and  cotton  planting  was  pushed 
well  toward  completion.  Land  plowed  late  in  the  month  and 
not  conditioned  while  moist  developed  considerable  cloddiness 
that  rendered  the  seedbed  unsatisfactory.  Although  the  abnor- 
mal warmth  encouraged  the  planting  of  corn  in  all  sections, 
there  was  a  disposition  to  await  rain  to  insure  germination. 
Most  hemp  for  fiber  was  planted  near  the  end. 


TEMPER  ATITRE. 

The  temperature  averaged  considerably  above   the    seasonal 
mean,  but  varied  decidedly  in  short  periods  of  abnormal  warmth 

and  moderately  cool  weather.  The  deficiency  in  the  cool  intervals  was  less  pro. 
iiounced  than  the  excess  warmth  of  the  mild  periods.  Temperatures  from  the  2d  to 
6th.  14th  to  17th.  and  2.=!d  to  30th  ranged  from  7"  to  20°  above  normal.  Maximum 
temperatures  were  relatively  higher  than  minima,  due  largely  to  the  prevailing  sun- 
shine m  the  last  half  of  the  month.  Maxima  frequently  passed  80-',  and  reached  90" 
at  many  stations  on  the  last  day.  The  lowest  temperatures  occurred  in  the  western 
counties  on  the  1st  and  in  most  other  districts  on  the  12th.  Extremes  for  the  State 
were  95"  on  the  30th  at  Quicksand  and  18''  on  the  11th  at  Lynch. 


PRECIPITATION. 

Precipitation  for  the  Plate  averaged  about  three-fourths  of  the  normal  amount  for 
this  mouth.  Nearly  all  of  it  fell  in  the  period  7-lOth,  when  all  districts  except  the 
southeastern  counties  received  heavy  rains.  Heavy  to  exce.=sfve  rain  be«au  in  the 
western  coimties  on  the  8th,  moved  over  central  districts  on  the  9th,  and  reached  some 
eastern  stations  on  the  10th.  Falls  in  24  hours  ranging  from  1.0  to  l.einche'-.  on  the  sth 
and  2.0  to  4.0  inches  on  the  9th  occurred  at  many  western  and  central  stations.  Light 
scattered  showers  fell  on  the  13-Ut!i,  17-18th,  and  26-29th.  In  most  western  counties 
the  rainfall  varied  between  4.0  and  6.0  Inches.  In  ihe  centml  counties  and  eastward 
over  the  bluegrass  region  from  3.0  to  4.0  inches  occurred.  The  northeastern  counties 
and  a  northeast-southwest  belt  across  the  mountain  region  received  1.5  to  2  5  inches 
The  southeastern  mountain  counties  had  only  0.5  to  1.0  inch.    The  range  for  the  State 


wn,s  hetwpon  0,42  Inch  at  .IcniiliiB  and  0.82  Inches  nt  Hartford.  A  IriWio  of  hiiow  fell  itt 
most  nurthoast(^rn  stations  on  the  lltli.  l^ays  with  thundorslorniH  wens  3,  ft,  7.  tt,  t), 
27,  2t). 

MISCELLANEOUS. 

April  25, -At  this  time  (Iflvono  forest  (Ires  were  burning  In  the  southeastern 
founlios.    The  (ire  area  was  estimated  to  cover  8,000  acres.    Klevuu  (ires  were  buriilnif 

in  lliirliMi  r,iM'.lv  Hlnne. 

A""        V  -I lite  rise  In  the  Ohio  River  followed  the  heavy  rnlns  of  l)w  8-lOth. 

Sl:i;,'.>  1.1,1.  I  .1  '  I  ik'litly  exceeded  flood  levels  at  some  stations  In  the  Kvanavllle  and 
CiiiKi  s.  I  ii   It.  lr\  II,.    i^ih.     This  flooding  delayed  the  plowing  of  western  bottomlands. 


PRfcSSORE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo 111. 

Cincinnati Ohio 

Evansville Ind, 

Louisville Ky. 


.SO.  40  20 

30. 34  16 

30-88  20 

30.34  20 


m 


9.6  31 

8.1  25 

8.7|  29 

g.i  32 


COMPARATIVE   DATA  FOR  APRIL. 


1889 

IStiO .. 

1S91 

1892 

1393 

1891 

1895 

189n 

18(17 

1898 

1899 

1900 

1901 

19!i2 

19113 

1904 

1905 

1900 

19 '7 ..: 

1908 

1909 

1910.  .. 

1911 

1912 •••• 

1913 

1911 

1915..... 

1916.... 

1917 

1918 

1919 

1920 , 

UI21 

1922 

1923 

1924 , 

1925 

1928 

1927 

1928 

1929 ... 

!9:;0 ... 

1931 

1932 

1933 

19H4 

1935 

19:5n 

1937 

:m..'.'.'.'".^''.'.ll^'.'.y.'. 

1910 

1941 

1942 

Period 

t54  Vear  average 


68.0 
56.0 
58.0 
56.0 
57.2 
63.6 
55.5 
52.4 
57.2 
66.2 
50.9 
54.2 
55.4 
60.8 
56.7 
59.5 
48.2 
59- 8 

rs.  1 

55. 4 
53.8 
58.4 
55.3 
5.5.7 


56.8 
53.9 
56,7 
50.8 
58.2 
59.5 
54.8 
67.4 


58.9 
55.9 
56.4 
■'.5.7 
56.9 
55.. H 
53.1 
55.9 
59.3 
53.7 


1.61 

4.04 
2.52 
7.12 


Number  of  days. 


10 


2.64 
5.02 
4.07 
3.51 


3,17 
6.39 
4.20 

1^31     I 

4  52 

3.88 

4.74 

2.16 

4.42 


4.88 
3^01 


^nh^rm\  Hfirtn. 
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CLIMATOLOGICAL  DATA:  KENTUCKY     SECTION. 


April.  1942 


OUmatologicaJ  Data  for  April,  1942 

Temperature,  in  degrees  Fahr 


Precipitation  in  inches  Number  of  days' 


g| 


WBSTEBN   DIVISION 

Beaver  Dam   

Calhoun 

Earlington 

I'ord's  Ferry,  Dam  50 

Gilbertsville 

Greenville   

Hartford,  [near] 

Henderson 

Hopltiusville 

Lovelacev.Ue  

Mayfleld 

ilurray 

Owensboro 

Owensboro,  Dam  46.. 

Padocah   

Prluceton 

Ramsey,  Lock   2i 

Kussellville 

Uiiiontown,  Dam  49.. 

CENTRAL    DIVISION. 

Addison,  Dam  46 

Anchorage 

Bowling  Green 

Brownsville,  Lock  6  t 

Bnruaide  

Uarrollton,Lockl.  ... 

Clermont 

Cold  Spring,  Dam  35  ■ 

Danville    

DixDam.Burgin 

Eadsville  

Eubank 

Frankfort,  Lock  4  .  . . . 

Geat.Lock  8 

Glasgow   

Grant,  Dam  38 

GreeuHburg 

High  Bridge,  Lock?.. 

Trvington    

LaOrangc 

Lancaster 

Leitohfleld   

Lexington 

Little  Hickman,  Lock  8 

Lockport,Lock2 

Louisville  

Do    Bowman  Field. 
Mammoth  Cav(^....  ... 

MonticcUo    ■•■ 

Munfordvillo... 

St.  John 

Sftivisa,  Lock  6 

Shelbyville 

Smith's  Grove 

Steams  

Taylorsville     . .   . .   •  • 

Tyrone,  Lock  5 

Willianistowu 

Woodbury,  Lock  4t--- 

E«9TEnN   DIVISION. 

Ashland   

Berea 

College  Hill,  Lock  11  . 

Cynthiana 

Falmouth 

Farmers    

Fleiningsbnrg 

Ford,  Lock  10 

Gravson    

Greenup, Dam  30 

Hazard 

Heidelberg,  Lock  14... 

Jackson 

Jenkins 

Loaisa 

l-yncb.  [near] 

Maysville  Dam  33 

Middlesboro   

Mount  Sterling 

Oneontu.Dam  35 

PaintsMlle 

Pikeville 

Pippapass 

Quicksand 

Ravenna,  Lock  12 

Richmond 

Tyner 

Valley  View,  Lock  9  . . 
Vancebnrg.Dara  32... 

Williamsburg 

Willow,  Lock  13 

Winchester   ■•• 

State  averages  and  ex 


Ohio  • 

McLean 

Hopkips 

Crittenden... 
Marshall.--. 
Muhlenburg 
Ohio-..  ...   . 

Henderson.. . 
Christian.  ... 

Ballard  

Graves 

Calloway.  ... 

Daviess 

Daviess  

McOracken   . 

Caldwell 

McLean 

Logan 

Union 


Breckinridge. 

Jefferson 

Warren   

Edmonson  . .. 

Pulaski  

Carroll 

Bullitt 

Campbell   

Boyle   

Mercer 

Wayne 

Pula.ki 

Franklin 

Henry 

Barren 

Boone  

Green  

Jessamine  . . . 
Breckinridge  . 

Oldham 

Garrard 

Grayson  

Fayette    

Jessamine  .  . . 

Henry 

Jefferson 

Jefferson 

Edmonson  .  •  - 

Wayne  

Hart  

Hardin 

Mercer 

Shelby 

Warren  

McCreary  — 

Spenrer 

Anderson 


Boyd 

Madison 

Madison. . ... 
Harrison  . ... 
Pendleton  . . . 

Rowau  

Fleming 

Clark   

Carter    

Greeimp 

Perry   

Lee   

Breathitt  -  -  -  - 

Letcher 

Lawrence  . . . 

Harlan 

Mason   

Bell 

Montgomery . 
Campbell.  ... 
Johnson   .... 

Pike 

Knott 

Breathitt  . ... 

Estill   

Madison 

Madison  

Madison  — 

Lewis  

Whitley  

Lee    

Clark    

treraes  


2.2 


69.  -2  +  i 

59.2+2.1 
2.0 
60.81+  2.9 
61-0 

61.8!+  4.3 
58.6  +  2 


+  1.7 
+  ■3;? 
+  2.  3 


+  2.5 
+  1.9 


95 


+0.15 
-0.33 

+  0.8J 
+0.65 


+  0.22 
-0.49 
-0.  70 
+  0. 


-084 

-1 
-0.73 


3.01 


-2.89 
-0.53 
-056 


-0.97 


Eldred  G.  Young. 

R.  G.  Bennett. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C   R.  Lovell. 

W.  R.  Carson,  Sr. 

Georffe  Street. 

W.  IC.  Morris. 

Blaine  *  alone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Henry  S.  Berry. 

Lockmaster. 

Joe  Lagore.  * 

S.  J-  Lowry. 

Lockmaster. 

Wm.  Shelton. 

Lockmaster. 

Lockmaster. 

C.  E.  Barret. 

Mrs.  Lillie  G.  Causey. 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

R.  P.  Amos. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co., 

Joe  Norfleet. 

Mrs.  Katie  Payne- 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmsister. 

Mrs.  Bettie  K.  H.  Alcorn. 

Lockmaster. 

L.  O,  Stiles. 

J-  C.   Ogg. 

Kentucky  Utilities  Co. 

D.  Lem  Hi  ghes 

V.  S.  Weather  Bureau. 

Lockmaster. 

Lockmater. 

US    Weather  Bureau. 

U.  S.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  O.  Cooper. 
Chester  Williams. 
Sisters  of  Loretto. 
Lockmaster. 
WillaS.  A.  Ratta. 

C.  W.  Gurnscy. 
Airway  Station. 
J,  D.  Brown. 
Lockmaster. 

Miss  Nettie  B.  Simpson - 
Lockmaster. 

Lockmaster. 

D.  H.  (-enter. 
Lockmaster. 
S.  M.  Hill. 
Jessie  Oldham. 

Mrs  Corda  B.  Stamper. 

('.  A.  Gbsscock. 

Lockmaster. 

Mrs.  Ruby  A.  Burton. 

Lockmaster. 

H.  A.  Baily. 

Lockmaster. 

Jas.  T-  (ion. 

R.  J.  Howard. 

Zeb  Ileston. 

Jam  s  S.  Allen. 

Lockmaster. 

Matthew  Woodson, 

W.  R.  McKee. 

Lockmaster. 

E.  C.  Fraley. 

U.  S.  Weather  Bureau. 

Canev  Run  Com.  Center. 

R.  W".  Jones. 

Lockmaster. 

J.  W.  Crooke. 

H.  L.  Hignite- 

Lockma-ster- 

Lockmastor. 

Wadely  West. 

Lockmaster. 

-Mrway  Station. 


All  temperature  data  are  taken  from  self-registering  thermometers.  ,         nnnrtunra 

The  departures  from  normal  temperature  and  precipit-ation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record   hut  all  ''"'"P'V'f.r^I;?",?  „,?,„„_ 
used  in  determiningseetion  or  division  means.  titumsey,  Brownsville  and  Woodbury  are  Locks  on  the  Green  River;  other  Locks  are  o.n  tut  wemntKyKiver 

Reference  letters, '.  ''.'.  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days,  etc. 
t  Also  on  other  dates.    +t  Received  too  late  to  he  included  in  means  and  summaries  'I'    Prer'ipitatinn  is  less  than  0.01  1 

•Halnfall  record  by  U-  S.  Engineers;  temperature  record  by  Joe  Lagore  at  Padu^fah  No.  ?. 


ich  lain  ormelted  snow 


(,'1.I.M.\1'()I,(H<1(  Al.    DAIW.    K  I'.N'll  CK  V    .SI^nK  ).\ 


Dally  Preolpltatlon  for  April 

194S. 

StllliOMS 

Day  o(  month 

I 

2       S 

4 

6 

6 

7       8 

9 

10 

11 

12 

18 

M 

16 

16 

17 

18 

19 

20 

21 

22 

23 

24 

26  j  '."    ^  .'.       ■■      rj  1  80 

81 

1 

Wetlrrn  Division 

T. 

.09 
T. 

tv 

.03 
.09 
.01 
.10 
03 
.35 
.12 

t«.^ 

'.'oi 

.05 

'tv 

'.'07 
T. 

.60 
LOI 
.16 
.20 
.23 
.93 
1.19 
2.00 
..S3 
2.2,^ 
1-45 
.75 
.36 
.06 
.40 
1. 00 

V20 
.37 

1.01 

.27 
.24 
.33 
.13 
.12 
.87 
.43 

.-22 
.25 
.10 
T 

■.'25 
.45 
.16 

'.89 
.64 

1  49 
.24 
.97 

1.40 

2.'4n 
2.61 
.38 

Vii 
.70 
.13 
.08 

1.13 
.05 
.76 
T. 
.V^ 
.03 

.01 

.56 
.15 

'.'65 
.16 

'.'09 

2.8S 
•i.05 
2.00 
3.39 
2. 91 
3.60 
4.68 
1.80 
3.37 
.11 
2.4» 
2.73 

1  89 
2.60 
4.05 
2.42 
2.96 
2.92 
3. 64 

3.70 
2.95 
2.30 
2.36 

2  05 
.89 

2.35 
2.05 
1.40 
1.15 
1.70 

.98 
1.76 

1.'56 
1.85 
1.73 
1.32 
2.74 
2.17 
1.00 
3.10 
1.71 
1.55 

M-l 
1.31 
2.44 

.90 
1.52 
1.9'^ 

1  8'.i 

2  0(1 

1  fii 

L91 

I'w 

2.5S 

.71 
2.00 
1.5s 

2  00 
1.60 
1.22 
1  49 
1.13 
1.83 

.80 

i.24 
.74 

.74 
.40 
.8? 

2:51 
I.3.'-- 
.9V 
.11 

1.44 

1.60 

]92 

.n<i 
.IP 

l.Of 

.14 
.56 

2.49 
.2S 
.16 

1.20 
.57 
.24 

1.55 

.'ni 

.05 
.60 
1.02 
.04 
.33 
.88 
.67 
.31 

.85 
T. 
.95 
.83 
.60 
.41 
.42 
.23 
.77 
1.76 
.92 
.49 
68 
.96 
2  17 
l.OB 
.64 
1  05 
1.40 

.  12 
.05 
.45 
■  03 
T. 

^02 
.  0.' 
.411 
.69 
1.15 
28 
.77 
.90 

10 
.94 
.70 

.4(1 

2.06 
.21 
1.48 
.50 
.72 
1.97 
1.2."^ 
1.78 
1-0' 
141 
.48 
.49 
.48 
.37 

.76 

tv 

.01 

V08 
.03 
.03 

.06 
T. 
.24 
.15 
.07 
.10 
.07 
.S3 
.29 
.88 
T. 
T. 
.08 
.23 

".V6 

.18 

■is 

".n 

'.'05 

'.'OS 
.03 
■  23 

Via 

.04 
.13 
T. 
T. 

.03 

"65 
.04 

V'26 

<.27 
8.90 
4.94 

Calhoun G. 

Karllnifton    ».... G 

■f.' 

.08 
.04 
T. 

'tv 

::,;: 

Ollbortsvllli)'             T. 

Uiwnvillo U. 

Hartford T. 

tv 

'.'03 

f. 

'.'oi 

.07 
.02 

■r. 
'.'io 

.05 

'.'ii 
'f.' 

tv 

8.19 
8.S2 
4.88 
6.78 

llopkiusvillo*    C ■ 

.16 

.06 

.05 

T.H 

.... 

t.' 

.... 

MavHold M. 

4.4K 

Murrav  « T. 

T. 

t.' 

.01 
.02 
.08 

.'05 
.V2 
.06 
T. 

.... 

T 

';66 

■[78 

t.' 
.03 

f. 

.10 

tv 

.'is 

.46 

.02 

Vis 

T. 

.64 

.06 

.'08 
Vl3 

t. 

.03 

T. 

f.' 
T. 

t. 

.2S 
.26 
.87 
.06 
.02 

'!04 
.03 

Owensboro  » O. 

Owonsboro,  Dnm  46*    0. 

radupah" 0. 

8.26 
4.16 

4.87 
4.16 
4.02 
4.59 
4.59 

4.67 
4.06 
3.61 
3.47 
3.03 

Prinooton    G. 

HuuiBoy,  Lock  No.  2  » G. 

RMS,wllvillo  « G. 

'.'65 

(nioutowu.  Dam  49" O. 

.01 

tv 

■  17 

■T-- 

•  02 
f. 

.04 
T. 

Centrnl  Division 

.\ddi8on,Dam  45." G. 

Anehorage 0. 

Bowllnfc  Green  ' ■  ■  •  G  ■ 

BowlinB  Green  IjTo .  2» G ■ 

BrownsvillH,  Lock  No.  6* ....U. 

Buru<ide*                                            0. 

T. 
f.' 

t. 

.04 

.'62 
T. 
T. 

t. 

T. 

:i*' 

.03 

M 

■  05 
T. 

i-V 

.03 

T.' 

T. 

.'is 

,06 
T. 

tv 

.07 
.14 

.06 
.33 

.14 

t^.° 

."02 

.23 
T. 

.01 

.'20 

t. 

T. 
t. 

f.' 

T. 

t 
T. 

t.' 

T. 

't. 

t 
.15 

f. 

3.18 
2.70 
3.04 
2.84 
2.07 
2.85 
2.77 
2.75 
3.13 
3.00 
8.73 
2.96 

Cld  Sprius;, Dnm  36^. O. 

Danville^ K- 

DixDam,  Burgin... K. 

Eadsvillo- '■■ 

Kubank...... C. 

t.' 
.04 
.04 

.19 

Vc2 
.02 
T. 

.01 
.26 
.04 

iii 
f.' 

■f. 
T. 

.15 
.13 
.03 
.06 
.05 

.13 
.10 

Frankfort. Lock  No.  4^ K . 

Gest,  Lock  No.  3  2 K. 

Glasgow  ....-■•■.... G- 

Grant,  Diun  SS'' 0. 

Greensburg  ^ G . 

High  Bridge,  Lock  No.  7^ K. 

[rvington   0. 

LaGrange • J). 

T. 
.41 

t 

'.'02 

';o2 
1'. 

T. 
T. 

t 

.'06 

.04 

.02 
.03 
.01 

!04 
.02 
.03 

T. 

f. 

t.' 

t. 

■  02 

.04 

''02 
T. 
T 

^02 
.02 

t. 

T. 

.12 

Voe 

'^02 

'.'01 
.02 

T. 
'.'01 

tv 

'.'08 
.14 

Vol 
.01 

t 

T. 
.'06 

'!l0 

'.'bl 

Vol 
.02 

'.'65 

.02 

.10 

.06 

".\f> 

V23 
.04 
.05 
.16 

t.' 

Loi  tell  Held  " G . 

Le'^iiifftou  t  K, 

Little  Ilicivmaii,   Lock  No.  8M JC. 

Lockport,  Lock  No .  2  « K. 

L<)UISVII.[.e1  t 0. 

Do.  Bowman  Field 0. 

Mammoth  Cave'^ G. 

Mouticello' C. 

Munfordville  * G- 

^t     lotm               ■•                      S 

T. 

"m 

T. 

f. 

tV 

T. 

'.'6i 

.0.5 
.02 

'.'02 

T. 

3.95 
8. 11 
3.28 

■■3;7s 

4.11 

3.42 

1  94 

2  93 

Sftlvisa,  Lock  No  6  -t K. 

Shelbyville  S. 

Smith's  Grove  "..... .G. 

Stearns" C. 

?;;^^\:^  No.  5  n-.v.v.  ■.•.•.:.•.•.:.•.  1; 

VVilliaiastowii  L 

Xoodhury  Lock  No  4'       (! 

2  93 

8  05 
3-28 
0  65 
2.81 
2.79 
2.67 

Eastei-ii  Division 
A,shUmd2 O. 

Collese'  Hi'lV,  Lock'No.'  iV*' '.  .'.'.'.'.'.'.'.k'. 

CyntiiLinii '' L. 

Falniontli^ L. 

Farmers^  L. 

Flemingsburg'  ...^ ...-L. 

FordLockNo.  10 ''I K. 

'.02 

tv 

T. 

2.92 
2.94 
3.36 
2.,=i0 
2.66 
3.41 
2.82 
3.16 

Greenup  Dam   30" 0 

Hazard^^ ^ K. 

Heidalberg,  Lock  No.  14" K . 

Jackson'  IC 

Jenkins''   B 

2.42 
2.27 
0.54 
1.89 
1.47 
0.42 
182 
0.13 
1.73 

tv 

.02 
.04 

'.'is 

.13 

'.'06 

.If 
.2: 
.06 
.01 
.12 
.75 
.13 

.'29 
.07 
.05 
.08 
.90 

t. 

.'09 

::;• 

.'28 

Louisa^ B. 

.01 

., 

.03 

'.'63 
... 

t'.' 

.07 

Lynch[near]   ...^. -j 

T. 
T. 

.01 

'.'6i 

.02 

.04 

T 

".i)S 

T. 

t 

tV 

T. 

.'28 

Middlesboro     ..•■ r. 

Mount  Sterling .L. 

Oneonta  Dhiii  $5' •••....." 

Paintsvillp   « B. 

Pikeville" B. 

Pippapa.'is    —    ^  ■ 

.12 

.5.'^ 
.31 
T 
.OR 
4,=. 
.9.1 

i.ir 

'.'26 
.80 
.14 
.04 
.02 

.01 
.02 
.02 
.02 

.03 

.'02 
.07 

T. 

.'02 

tv 

V.' 

.... 

.... 

.08 
t. 

.... 

vv 

''62 

t. 

'.'10 
'.'2s 

•■■■ 

.... 

.... 
".'.'. 

.... 

t.' 

.11 
t. 

".'0% 

.04 
V69 

V62 
.88 

V62 

.09 
.03 
.30 

3.68 
2.27 
1.34 
0.61 
0.75 
1.34 
2.58 
8  03 

Qaickeiiud^ K. 

K^venna.    Lock  No.  12^ K. 

Richmond^    K 

.08 

Vallef  View.  Lock  No.  !) K 

Vanceburg,  Dam  No .  32  ^ 0 . 

Williamsbnva;^  '\ 

Willow,  Lock  No.  13'.    K 

Winchester  "........ K 

... 

"2.99 
1.84 
0.69 
n.58 
3.30 

Except  as  otherwi.ee  indicated  observation,'!  are  generally  made  late  in  the  afternoon,  near  iinnset.  and  precipitation  recorded  is  for  24  hours  ending  at  time  of  observation 
'First-order  Weather  Bureau  station;  precipitation  is  for  the  24-hour  period,  midnight  to  midnight  unless  otherwise  indicated.  ''Precipitation  measured  in  the  mornine- 
amount  then  recorded  is  for  the  preceding  24  hours.  tPrecipitation  measured  with  recording  gage.  'Included  in  the  next  followine  mefl.snremeTit  ' 


Trai-e.  nr  precipitation  less  than  0.01  inch 
Lock  10.   R.mI  lion se    Kv   :  Gneonta.  California.  Ky 

Kentuckv:  'S»  Sal'-  'G'  Green;  'C  Cumberland;     T)  Tenn&s.':ee;  (Oiohio:  ?M>  Mis.«issippi. 
** Airport  station.    Data  for  24  hours  ending  at  12.30  a.  m  .  90th  meridian  time  adjusted  to  day  thev  occur 


ext  following  measurement. 


pitation  measured  with  recording  gage.  'Included  

tPost  office  addresses  as  follows; -Lock  5.  Lnwrencebure.  Kv-  :    Lock  8,  Versailles.  Ky.  Lock'8.  Nicholaov'iTle  Ky 
River  drainage  area   in  which  station  is  located  is  indicated  as  follows:  (B)  Big  Sandy;  (1.)  Licking-  K 
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CLiMATULOGiCAL  DATA:   KENTUCKY   8KCT1UN 


April,  1942 


Daily  Temperatures  for  April, 

1942. 

Statious. 

1 

2 

_1 

4 

5 

A 

7 

8 

9 

10 

11 

12 

13 

14 

15 

^ 

" 

,. 

19 

20 

21 

22 

1 

24 

25 

2C 

Jl 

28 

29 

30 

31 

Mean 

Western  nhision. 
„            -^                         Maximum . .  • 

59 

72 

74 

81 

81 

80 

74 

66 

68 

57 

46 

67 

67 

~. 

80 

8=. 

79 

„ 

60 

60 

76 

82 

83 

85 

76 

86 

79 

90 

91 

74-0 

Beaver  Dam  

Minimum 

26 

89 

53 

42 

53 

58 

69 

4S 

46 

38 

36 

26 

44 

44 

46 

47 

56 

44 

38 

80 

36 

33 

37 

41 

44 

49 

51 

61 

52 

60 

44.4 

Maximum  . . . 

69 

72 

74 

81 

80 

80 

74 

C8 

62 

68 

65 

58 

58 

71 

80 

83 

81 

79 

6b 

68 

72 

84 

77 

84 

81 

86 

8C 

'■73.8 

Callioiin  

Minimum.... 

29 

40 

55 

45 

58 

53 

62 

44 

46 

40 

38 

31 

46 

47 

51 

68 

59 

46 

40 

37 

42 

40 

49 

54 

64 

62 

56 

64 

"47.9 

Karlington 

Maximum  ... 

60 
26 

li 

76 
55 

82 

79 
59 

57 

72 

62 

66 
43 

56 

55 

61 

53 
27 

57 
43 

79 
46 

81 
54 

86 
66 

84 

58 

75 
49 
75 

05 
41 

66 
36 

70 

76 
34 

82 
37 

85 
44 

86 
44 

74 

52 

87 

51 

S 

87 
59 

91 
60 

73.3 
46.8 

Minimum 

4b 

41 

Greenville 

Maximum  . . . 

59 

70 

74 

SO 

78 

73 

62 

68 

60 

53 

50 

65 

75 

SO 

83 

80 
58 

56 

64 

67 

74 

80 

80 

80 

75 

82 

SO 

85 

89 

72.6 

Miuimum.... 

2fi 

49 

63 

49 

56 

60 

59 

42 

46 

39 

36 

26 

42 

44 

61 

51 

4ft 

88 

84 

SS 

88 

37 

45 

45 

50 

52 

59 

54 

53 

45.8 

Henderson 

Maximum  . . . 

59 

70 

74 

79 

79 

69 

68 

55 

58 

57 
39 

55 

63 
29 

57 

75 
46 

62 

83 
57 

81 

57 

68 

f2 
39 

66 

36 

70 

40 

75 

82 
4( 

85 

^8 

70 

83 
52 

77 
62 

86 
62 

89 
61 

71.6 
46.8 

Minimum  — 

31 

40 

55 

45 

60 

49 

42 

44 

44 

38 

48 

58 

55 

Hopkiusville   

Maximum  . . . 

44 

59 

71 

80 

79 

79 

67 

75 

64 

65 

63 

54 

65 

78 

82 

82 

72 

63 

64 

68 

73 

SO 

82 

82 

75 

■84 

78 

86 

89 

71.7 

Minimum.... 

27 

28 

48 

51 

65 

59 

46 

52 

43 

40 

30 

41 

46 

50 

65 

57 

56 

42 

38 

44 

45 

46 

50 

60 

57 

63 

59 

66 

60 

47.3 

Lovelaceville 

Maximum  . . . 

60 

72 

75 

78 

78 

70 

64 

65 

60 

58 

5'J 

59 

77 

80 

83 

83 

80 

67 

67 

71 

78 

82 

82 

83 

72 

85 

81 

87 

85 

73.8 

Minimum.... 

42 

54 

51 

51 

62 

59 

43 

45 

40 

40 

30 

43 

J« 

61 

63 

53 

54 

46 

88 

44 

40 

43 

46 

43 

57 

49 

60 

59 

63 

47.9 

^  ,,                        )  Maximum  ... 

68 

68 

74 

77 

76 

74 

70 

59 

65 

59 

67 

56 

56 

74 

77 

62 

83 

77 

68 

65 

70 

75 

80 

80 

78 

71 

81 

77 

84 

84 

72.2 

MayfieM i  Minimum,... 

33 

42 

52 

52 

66 

62 

59 

46 

39 

40 

33 

44 

49 

55 

68 

65 

54 

43 

39 

48 

44 

47 

5S 

54 

66 

51 

59 

60 

63 

49.7 

Maximum  . . . 

58 

70 

73 

79 

78 

71 

65 

69 

56 

66 

57 
36 

64 

75 
50 

79 
55 

83 

56 

84 
58 

81 
56 

70 
44 

65 
42 

70 
49 

75 

81 

80 
55 

80 

71 
67 

84 

77 
61 

84 
61 

86 

72.9 

50.8 

Murray  

Minimum 

84 

43 

55 

54 

59 

60 

61 

44 

49 

40 

41 

45 

44 

40 

56 

,                          )  Maximum  . . . 

57 

70 

70 

79 

79 

78 

73 

62 

57 

55 

53 

57 

57 

74 

78 

81 

79 

74 

67 

66 

69 

75 

80 

82 

83 

76 

82 

80 

8J 

88 

71.8 

Dweiisboro ^ 

Minimum.... 

27 

36 

51 

48 

50 

53 

52 

40 

43 

38 

Sfi 

29 

43 

43 

49 

52 

57 

43 

38 

37 

89 

43 

42 

45 

50 

62 

51 

00 

56 

61 

46.4 

Maximum  .   . 

60 

72 

76 

80 

79 

76 

68 

50 

63 

60 

51 

54 

54 

78 

81 

84 

82 

-3 

66 

70 

73 

78 

82 

82 

68 

71 

84 

81 

87 

86 

72.3 

Paducali 

Minimum.... 

4fi 

38 

44 

51 

54 

52 

59 

44 

44 

41 

41 

33 

39 

47 

5n 

52 

53 

64 

46 

44 

44 

48 

42 

46 

48 

EO 

51 

63 

60 

62 

47.8 

Princeton 

Maximum... 
Minimum.... 

69 

70 

75 

80 
51 

79 

78 
60 

72 
59 

65 

69 

57 

55 
37 

50 
2i 

51 

75 
41 

79 
52 

81 
57 

81 

58 

50 

67 
40 

63 
36 

68 
45 

75 
43 

78 
45 

81 
60 

79 

74 
54 

83 
51 

79 
61 

85 
58 

88 

72.5 
48.0 

80 

40 

55 

55 

42 

47 

40 

40 

53 

63 

11   -11  ce              i  Maximum  ... 

68 

71 

72 

81 

79 

78 

73 

61 

70 

50 

49 

54 

55 

79 

78 

83 

85 

70 

61 

64 

69 

72 

79 

82 

88 

73 

84 

78 

83 

89 

72.1 

RussellvilleSi ^ 

Minimum.... 

2fi 

28 

38 

50 

52 

53 

53 

48 

47 

44 

89 

27 

27 

43 

49 

52 

56 

48 

44 

85 

86 

37 

37 

44 

45 

48 

52 

52 

66 

56 

44.0 

Central  Dii 

inimt . 

Anchorage 

Maximum... 

52 

71 
35 

64 

79 
40 

79 
68 

SO 
52 

75 
64 

54 
46 

51 
44 

51 
39 

89 
34 

59 
2S 

69 
34 

71 

79 
46 

81 

48 

78 
44 

51 

35 

11 

65 
28 

68 
35 

37 

78 

81 
45 

83 

71 

53 

81 
49 

72 

65 

84 

58 

64 

68.8 
43.1 

Minimum.... 

27 

41 

48 

Maximum  ... 

59 

V3 

76 

82 

80 

78 

74 

70 

70 

07 

50 

57 

55 

77 

82 

85 

81 

77 

71 

68 

74 

78 

82 

^S 

83 

80 

88 

83 

8b 

92 

75.4 

Bowling  Green 

Minimum.... 

8? 

86 

61 

54 

53 

54 

60 

49 

51 

46 

40 

31 

47 

47 

49 

52 

57 

50 

40 

PR 

45 

42 

■10 

49 

52 

61 

64 

54 

62 

48.7 

Clermont 

Maximum.  .. 
Minimum   ... 

56 

72 

71 

82 

80 

81 

65 

54 

55 

48 

59 

61 

74 

81 

84 

81 

79 

75 

73 

72 

74 

82 

84 

87 

86 

88 

93 

92 

•74.9 

Maximum  ... 

54 

7.3 

7-1 

80 

81 

79 

78 

74 

70 

64 

63 

58 

68 

72 

80 

81 

80 

73 

57 

62 

68 

72 

78 

80 

8? 

75 

86 

79 

85 

90 

"73!fl 

Danville 

>iinimum.... 

33 

34 

53 

42 

63 

51 

62 

45 

46 

39 

83 

2h 

34 

45 

44 

60 

51 

40 

32 

29 

35 

38 

40 

43 

45 

60 

48 

58 

59 

55 

44.2 

Maximum  . . . 

53 

70 

71 

SO 

80 

79 

78 

70 

59 

62 

47 

56 

63 

72 

80 

83 

81 

66 

63 

64 

69 

71 

79 

84 

85 

83 

86 

85 

85 

89 

73.1 

Dix  Dam 

Minimum 

85 

36 

65 

44 

63 

50 

62 

47 

48 

42 

36 

28 

83 

47 

46 

48 

53 

44 

36 

30 

85 

36 

39 

4." 

50 

45 

59 

54 

65 

44.9 

Eubank  

Maximum  . . . 

50 

69 

71 

78 

60 

76 

73 

71 

65 

62 

47 

56 

61 

70 

78 

83 

80 

TJ 

62 

60 

67 

70 

79 
40 

78 

82 

f^C 

78 

85 

77 

86 

91 

72.1 

Minimum.... 

2S 

62 

41 

68 

52 

60 

47 

48 

40 

34 

23 

33 

44 

42 

45 

48 

44 

83 

26 

32 

88 

42 

45 

49 

48 

58 

65 

53 

43.0 

Frankfort 

Maximum  ... 

54 

70 

70 

79 

79 

79 

77 

71 

63 

62 

46 

58 

63 

71 

79 

83 

79 

75 

58 

61 

70 

72 

83 

87 

79 

84 

81 

S"' 

91 

72.2 

Minimum.... 

82 

S3 

55 

39 

63 

44 

61 

43 

44 

40 

33 

27 

30 

47 

42 

45 

50 

41 

36 

29 

33 

32 

3f 

40 

41 

48 

48 

63 

53 

63 

42.8 

rl.=o.,^w                        (Maximum... 

63 

69 

70 

79 

79 

80 

77 

69 

68 

68 

47 

56 

56 

72 

77 

81 

83 

72 

70 

64 

70 

74 

79 

80 

83 

84 

85 

84 

86 

90 

73. 0 

Glasgow  

Minimum.... 

28 

36 

55 

43 

59 

53 

63 

60 

50 

41 

38 

27 

43 

16 

47 

51 

62 

47 

37 

32 

36 

35 

88 

45 

45 

50 

42 

62 

49 

58 

46.3 

Greensburg 

Maximum  ... 

53 

72 

69 

72 

80 

76 

69 

67 

66 

59 

75 

78 

go 

72 

63 

72 

76 

80 

83 

84 

78 

88 

81 

89 

98 

'■74.7 

Minimum.... 

27 

32 

55 

40 

67 

45 

62 

52 

60 

47 

37 

26 

82 

46 

43 

46 

46 

45 

36 

32 

34 

34 

87 

42 

41 

49 

4S 

60 

62 

66 

43.7 

Irvington 

Mr.xinium  ... 

55 

71 

60 

80 

79 

80 

74 

58 

54 

54 

47 

59 

57 

74 

80 

84 

79 

69 

5S 

66 

70 

73 

81 

85 

sr 

73 

86 

77 

89 

93 

72.0 

Minimum.... 

30 

88 

52 

43 

58 

55 

of 

43 

43 

38 

35 

26 

43 

45 

61 

52 

67 

40 

85 

29 

Sf 

40 

41 

46 

4fi 

62 

49 

67 

53 

61 

45.0 

Leitchfield 

Maximum  . . . 
Minimum 

58 
SO 

72 
34 

7.H 
51 

80 
4h 

80 
54 

'^ 

72 
58 

65 
44 

64 
43 

64 
42 

50 
3f 

57 
28 

57 
44 

45 

47 

82 
51 

81 
55 

42 

62 
36 

66 
31 

70 
89 

78 
■10 

78 
44 

4? 

84 
60 

54 

83 
65 

78 
69 

86 
54 

89 
60 

72.8 

45.7 

Maximum  . . . 
Minimum.... 

52 
81 

69 
34 

69 
4'i 

79 

42 

53 

n 

54 

78 
65 

55 
46 

68 
45 

51 
39 

46 
28 

56 
26 

34 

71 
46 

78 

60 

82 
54 

78 
52 

64 

39 

11 

63 
29 

68 
86 

71 

38 

45 

88 
51 

86 
49 

78 
64 

84 
61 

77 
57 

84 
63 

91 
69 

70.8 

44.3 

Louisville 

Maximum  . . . 

54 

71 

69 

80 

79 

78 

73 

48 

51 

52 

46 

57 

57 

71 

78 

81 

78 

64 

57 

64 

69 

71 

78 

81 

8-1 

72 

84 

73 

86 

90 

69.9 

Minimum.... 

3G 

44 

57 

46 

64 

6S 

45 

44 

45 

40 

37 

34 

42 

48 

58 

57 

5( 

42 

38 

37 

46 

46 

49 

53 

55 

60 

66 

63 

68 

65 

49.1 

Do.  Bowman  Field 

: Maximum  ... 

54 

71 

69 

79 

79 

75 

47 

51 

50 

45 

56 

59 

71 

78 

81 

78 

65 

68 

63 

69 

72 

80 

81 

K4 

71 

83 

73 

86 

90 

69.9 

;Miuinnnn.... 

32 

38 

48 

42 

60 

58 

44 

42 

44 

40 

38 

oo 

40 

47 

48 

53 

51 

40 

36 

32 

40 

40 

41 

45 

47 

55 

52 

69 

67 

61 

45.1 

Mammoth  Cave 

Maxinmm... 

60 

71 

73 

80 

80 

77 

74 

5^ 

69 

47 

4r 

56 

55 

73 

7'* 

83 

82 

70 

60 

64 

70 

78 

7f 

82 

84 

74 

85 

76 

86 

91 

71.  8 

Minimum.  ... 

29 

30 

,52 

42 

55 

58 

62 

45 

47 

10 

37 

27 

36 

43 

46 

47 

64 

44 

35 

28 

33 

36 

86 

43 

43 

50 

50 

60 

56 

57 

440 

St.  .John 

Maximum  .  .. 

57 

69 
32 

50 

77 
40 

76 
57 

76 

73 

58 

66 
41 

55 
43 

66 
36 

47 
33 

56 
25 

54 
41 

71 
43 

76 

45 

81 
47 

79 
51 

77 
39 

64 
33 

64 

27 

68 
37 

71 

37 

78 
44 

83 
43 

P3 
44 

80 
50 

82 
47 

64 

84 
62 

89 
56 

71.6 

42  8 

Shelby ville  

Maximum  . . . 

55 

69 

69 

78 

78 

78 

76 

67 

6r 

51 

48 

56 

61 

70 

78 

83 

77 

68 

54 

63 

61 

70 

77 

82 

82 

71 

83 

75 

84 

90 

70.1 

Minimum.... 

2S 

32 

48 

40 

6f 

50 

60 

42 

43 

38 

81 

26 

32 

45 

4f 

49 

53 

3-( 

82 

27 

37 

36 

41 

45 

46 

51 

49 

65 

51 

67 

42.9 

Smith's  Grove .. 

Maximum .  . . 

54 

70 

71 

79 

76 

72 

61 

69 

51 

47 

68 

55 

73 

77 

82 

60 

69 

61 

65 

72 

76 

SO 

80 

86 

73 

83 

7K 

87 

91 

71.8 

Minimum.... 

31 

sr 

53 

47 

5f 

56 

61 

50 

50 

39 

31 

28 

46 

46 

49 

52 

63 

47 

88 

32 

40 

30 

48 

50 

49 

54 

54 

52 

52 

58 

46.4 

Stearns...   

: Maximum  ... 

51 

70 

71 

80 

76 

80 

64 

70 

54 

60 

57 

60 

73 

79 

82 

83 

71 

59 

62 

f9 

78 

81 

86 

74 

87 

71 

86 

93 

72.4 

:Minimum  — 

30 

30 

60 

47 

55 

54 

60 

53 

53 

SO 

25 

37 

44 

46 

51 

5) 

44 

37 

3.'^ 

44 

46 

46 

49 

64 

5r 

57 

64 

58 

45.5 

Tajiorsville   

; Maximum  ... 

54 

69 

69 

. 

78 

68 

53 

54 

62 

71 

78 

83 

77 

61 

65 

70 

74 

80 

83 

74 

84 

77 

85 

91 

!'72.2 

:  Minimum.... 

3'"^ 

36 

61 

42 

42 

44 

38 

26 

44 

48 

51 

39 

33 

28 

86 

87 

38 

46 

4S 

50 

56 

51 

56 

P42.0 

WilliamsUiwn 

Maximum... 

54 

7fl 

63 

78 

80 

80 

79 

71 

48 

50 

46 

54 

62 

71 

82 

83 

80 

75 

55 

62 

66 

(9 

78 

P2 

R5 

8-i 

85 

80 

Sf 

92 

71.8 

Minimum.... 

32 

86 

42 

42 

60 

57 

61 

42 

42 

46 

36 

27 

8f 

47 

53 

56 

67 

38 

82 

30 

37 

40 

46 

f2 

65 

59 

5f 

57 

57 

59 

46  2 

EnMfrn    Da 

8/071. 

ABhland    

Maximum  . . . 

61 

71 

70 

76 

84 

85 

85 

77 

r'6 

54 

46 

Sfi 

60 

72 

80 

82 

80 

77 

56 

63 

68 

71 

78 

83 

86 

88 

81 

83 

85 

91 

-3.3 

Minimum.... 

31 

35 

49 

86 

60 

45 

5f 

15 

If 

4." 

32 

29 

32 

36 

42 

46 

48 

45 

35 

32 

32 

37 

;<6 

41 

4.' 

45 

52 

52 

55 

52 

42.2 

Berea 

Maximum  . . . 
Minimum.... 

4'. 
29 

69 
87 

71 
61 

79 
42 

81 
59 

78 
63 

59 

75 
46 

67 
45 

67 

48 
82 

55 
25 

63 
29 

70 
40 

78 
46 

48 

79 

48 

40 

62 
.=10 

27 

68 
32 

72 
33 

78 
89 

82 
42 

84 
44 

81 
50 

85 
48 

84 
58 

85 

5" 

91 

57 

72.  9 

42,7 

Farmers 

Maximum  . . . 
Jlinimum  . . . . 

6( 
32 

71 
87 

70 
48 

79 
36 

83 
54 

42 

58 

45 

46 

'4f 
42 

45 
83 

54 
26 

6) 
29 

71 
44 

79 
40 

81 

80 
47 

64 
3' 

6,' 
29 

69 

74 
82 

81 
84 

88 

87 
40 

85 
44 

% 

85 
54 

87 
51 

93 

50 

"'73.4 



40.8 

Heidelberg 

Maximum  . . . 
Minimum.... 

52 
29 

71 
25 

43 

83 
38 

85 
51 

80 
41 

83 
54 

76 
<9 

66 
49 

63 

45 

46 
40 

66 
24 

f,5 
29 

71 
46 

78 
40 

81 
43 

80 
45 

69 
42 

63 
36 

o^ 

67 
80 

73 
33 

S5 

85 
38 

84 

40 

44 

8- 
4f 

82 
54 

88 
62 

pa 

50 

74.0 

40.7 

Lynch  [near] 

Maximum  ... 

34 

61 

62 

6' 

44 

68 

69 

62 

64 

53 

50 

59 

51 

58 

64 

69 

65 

53 

69 

53 

66 

5? 

63 

69 

67 

68 

78 

60.5 

Minimum.... 

29 

28 

4E 

44 

51 

53 

48 

48 

43 
61 

20 

18 

26 

40 

38 

46 

43 

40 

39 

25 

18 

45 

36 

60 

45 

34 

ro 

ft'< 

53 

47 

47 

40.2 

Mnysvllle 

Maximum.  .. 

Bl 

68 

77 

79 

80 

72 

?6 

45 

58 

62 

68 

78 

82 

79 

51 

61 

66 

7! 

78 

,'•8 

84 

82 

8< 

82 

83 

90 

71.4 

Minimum 

36 

33 

64 

36 

59 

46 

59 

45 

45 

41 

33 

28 

30 

45 

44 

47 

51 

4C 

34 

29 

32 

83 

88 

4f 

42 

46 

50 

53 

52 

52 

42.4 

Middlesboro 

Maximum  ... 
Minimum.... 

•■ 

'.'..... 

Mount  Sterling  .... 

: Maximum  ... 

60 

78 

78 

78 

80 

78 

78 

71 

59 

57 

49 

,5R 

62 

70 

78 

80 

77 

74 

60 

63 

68 

73 

80 

83 

84 

81 

86 

78 

89 

90 

72  9 

:  Minimum.... 

82 

85 

53 

41 

60 

52 

6" 

46 

47 

40 

31 

32 

47 

48 

50 

53 

41 

31 

81 

34 

87 

40 

44 

47 

fO 

50 

69 

51 

56 

44  ft 

I'ikeville 

Maximum.  .. 

60 

72 

73 

83 

87 

85 

86 

71 

70 

6S 

52 

59 

68 

It 

83 

86 

73 

59 

67 

73 

77 

82 

85 

91 

(to 

78 

86 

94 

76.7 

Minimum.... 

32 

80 

43 

40 

49 

46 

51 

61 

.-il 

45 

34 

28 

31 

41 

46 

48 

45 

86 

35 

82 

37 

87 

38 

89 

45 

48 

58 

67 

56 

42.4 

,,. 

Maximum  . . . 
Minimum.... 

49 
29 

69 
28 

72 

43 

80 
41 

55 

82 
47 

83 
54 

78 

6: 

70 
50 

68 
44 

63 
32 

57 
26 

63 
29 

74 
42 

80 
40 

84 
41 

83 

48 

74 
41 

66 

62 
88 

82 

85 

36 

84 
40 

86 
42 

88 
44 

88 
49 

86 
64 

85 
64 

93 
51 

75  4 

t  ]  ppapass    

41.6 

Quicks!ind 

:  Maximum... 

49 

70 

7'' 

81 

83 

82 

85 

77 

69 

65 

68 

65 

73 

81 

85 

82 

71 

6» 

64 

75 

81 

85 

87 

85 

90 

76 

88 

95 

"76.8 

:Minimum.... 

29 

26 

40 

87 

52 

41 

46 

48 

49 

83 

24 

28 

44 

89 

44 

45 

43 

33 

3" 

29 

32 

33 

S« 

39 

42 

47 

52 

53 

60 

"39.5 

Kichmond ■  ■ ' 

: Maximum  ... 

41 

68 

70 

80 

80 

80 

7f 

65 

65 

50 

48 

48 

65 

70 

80 

81 

80 

68 

56 

6,"^ 

70 

72 

80 

82 

84 

75 

85 

72 

86 

90 

■ 

70.7 

:Minimura  ... 

82 

34 

58 

50 

62 

58 

38 

47 

48 

37 

28 

3r, 

47 

60 

60 

60 

44 

34 

82 

40 

40 

4.1 

62 

52 

66 

56 

64 

55 

68 

47.5 

^.  yner 

.Maximum  ... 

:Minimum.... 

.. 

Williamsburg 

:Maximum .  . . 

.51 

71 

72 

81 

85 

81 

82 

76 

69 

65 

,54 

58 

62 

72 

78 

82 

83 

74 

6fi 

65 

70 

'' 

79 

hi 

78 

76 

86 

79 

85 

90 

■■74;! 

:Minin)um.... 

27 

30 

50 

88 

58 

47 

54 

57 

55 

43 

88 

24 

S3 

44 

42 

44 

46 

41 

86 

29 

31 

34 

85 

4" 

40 

46 

37 

46 

64 

64 

41.8 

Winchester. 

(Maximum.. 

50 

66 

68 

76 

78 

77 

76 

68 

61 

59 

52 

54 

62 

69 

76 

80 

76 

68 

52 

61 

66 

69 

77 

81 

82 

75 

88 

75 

84 

89      .. 

70.3 

1  Minimum... 

32 

36 

38 

4S 

61 

53 

62 

45 

45 

39 

32 

26 

31 

40 

48 

54 

52 

41 

30 

29 

8r 

39 

<)R 

51 

53 

51 

56 

61 

54 

60 

■_ 

44.7 

SHnstniments  are  read  in  the  morning;  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  < 
'.'.•  etc.  indicate  roupectivelv  i,  2.  3  otc     days  misBing  from  record. 
W   B  O  Louisville.  ,525  42  1100 


phich  it  almost  always 


1-7 

5^ 


>\;i.-i.  Mvst.  L,U 
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KENTUCKY    SECTION 


J.   L.  KBNDALL: 


Vol.  XLVII  Louisville,  Ky.,  May,  1942 


No.  5 


OBNERAL   SUMMARY. 

Temperatures  wore  variable,  with  relatively  short  warm  pe- 
riods and  qiute_ lengthy  cool  spells.  Although  rainfall  was  not 
usually  heavy,  it  occurred  rather  frequently  and  cloudiness  far 
exceeded  the  average  Ihe  prevailing  coolness  and  lack  of 
sunohine  held  back  ail  vegetation  that  requires  seasonal  warmth 
I'.xeep  on  some  western  bottom  lands  and  moisture  retaining 
uplands  in  northern  districts,  com  planting  moved  forward 
with  the  season.  Ihe  cool  weather  favored  cutworm  activity 
which  resulted  in  more  damage  than  usual.  Considerable  corn 
had  to  be  replanted  on  this  account,  otherwise  stands  were 
generally  good  Early  stages  of  growth  were  slow  until  temp- 
eratures rose  above  normal  near  the  end  of  the  month.  Dry 
soil  and  cloddiness  interfered  with  planting  in  some  southern 
nrp"  !r^  •  f7"7^^/7^^at,her  for  the  initial  stages  of  cultivation 
prevailed  in  the  last  decade. 

Tobacco  plants  developed  more  slowlv  than  desirable  Trans- 
planting with  a  few  early  plants  began  near  the  middle  of  the 
n^ionth  and  the  work  became  general  as  plants  reached  proper 
size  in  the  fourth  week.  Cutworms  caused  some  damage  on 
land  broken  from  bluegrass  or  clover  sod.  Warm  weather  in 
the  last  wees  advanced  the  growth  of  plants  and  brought  about 
better  progres.s  m  setting.  Wheat  developed  well  on  the  up- 
lands. Some  became  too  rank,  with  occasional  falling  in  wet 
northern  districts.  Despite  the  persistent  dampness  not  much 
iungus  disease  appeared.  Barley  headed  well  and  began  to 
npe^nlateinthe  month.  Oats  lacked  the  warmth  this  crop 
needs.     Pastures  remained  good  to  luxuriant.     Hemp  came  up 

i^'tin'^^r       h'"    '-^''."'"i  '^^'^-     ^^^'^   ^^^^^e'-   was  more 
iav^orable  than  otherwise  for  the  grain  and  grass  crops 

bhowers     cloudiness  and  low    temperature    almost    entirely 

prevened  the  curmg  of  first  crop  alfalfa,   resulting  in  consid- 

erableloss.      Ihe  preliminary  growth   of  the  second  crop  was 

often  injured  by   ate  removal  of  the  first  crop.     Except  early 

vegetables,    which    were    good,    gardens    remained    backward 

Comparatively  dry  weather  with  more  sunshine  in   the  cotton 

district    tavoredthat^crop,    but    temperatures    were  too  low, 

weTther'"''       "'  ^^'''"   ""'"''^   '^"""^   ^^'   ^°°^  °^«^st 

TEEIPERATUEE. 

Three  days  of  abnormally  high  temperature  at  the  beginning 
were  followed  by  a  cool  week  in  which  the  lowest  re.Klings 
ranging  from  8o°  to  40^  occurred  at  most  stations.  Variabl^ 
temperature  conditions  prevailed  in  the  second  decade,  followed 
by  ano  her  decidedly  cool  week,  The  month  closed  with  several 
wnrm  days  m  which  the  highest  temperature  was  reached  in 
inost  districts^  At  many  stations  persistent  cloudiness  depressed 
the  maxima  below  he  average,  while  nunima  were  normal  or 
omewhnt  aoove.  Kxtren.es  for  the  State  were  95°  on  th  28th 
at  Lovelaceville  and  32^  on  the  10th  at  Quicksand 


SLlL°S  *H°  *}P;''^^'  16-16th.  19-20tli.  and  locally  on  the  21gt.2«h  and  27th  .    Moi.tn»h,.r 


.  2.  3.  6.  11.  13. 


MISCELLANEOUS. 


kept  SI. ;^' 

COllIltir,, 

King- 
ton, mux. 


mh.  .should  bo 


1!^v<.ls".mtn'Jhn';''rui",''.°tr  ""^  lu""  SPnt'ned  until  the  2Ut  and 
1112,  paKeS-iloDkiiittvillemeaiiTnin.  should  be  28.3:  Irvine- 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo 111. 

Cincinnati Ohio 

Evans  ville Ind. 

l^ouisville Ky. 


PRECIPITATION. 

Precipitation  averaged  near  normal,   but   varied   greatly    in 

fewea'urnl"    m\  4.,  n  Mo  t  vn^r  '*"°.V  '"  ^"^'^  northern  distnct, 

4  0iiiLhis                                                                                    '        '  'f    ot  thn '-tit.    fr   m  3  0 

ji  iiulu     it  I  '       '"  'i"    1    H  I   a  and 

a   unts  «i    1                                               I    I     I     h    1    ,  I  '    II    n  111  II    I  iirible 

^  uir    1  rathpr  penrr 


recei 
and 
mnhis   winch 


29.70  13 

29..59I  15 

29.681  15 

29.59J  15 


Wind. 


Relative 
humidity. 


COMPARATIVE   DATA  EOR  MAY. 


II 


Temperature. 


Penodf.  ■^___..^^^_.^. 
t-'i4  Vear  average. 


64.5 
63.9 
72.2 
61.4 
67.6 

66.3 
63.7 
70.0 

65  .'O 
68.0 
69.5 
61.3 
66.7 
63.9 
61.1 


66.1 
66.5 
65.  2 
67  2 
58.9 

esig 

64.2 
65.9 
67.9 
63.9 
59.9 
61.2 
66.2 


64.1 
66. 5 
62.7 
6-5.1 
68.7 
67.7 


Precipitation 


7.40 
l.i>0 
4.01 


Number  of  days. 


Watural  Hlslory  U\iX2 
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WBSTKBN   DITI8I0N 

Beaver  Dam  

Calhoun 

Karlington 

Ford'e  F«rry,  Dam  50 

Gilberts  villa 

Greenville   

Hartford,  [near]  •  ■  •  • 

Henderson 

HopkinBville 

LovelmcevsUe  

Mayfleld. 

Murray 

Owensboro 

Ow«DBboro,  Dam  46. . 

Padncah   

Princeton 

Rnrasey.  Lock   2t...- 

RuBsellville 

Xjniontowu,  Dam  49.. 
CENTRAL  DIVISION. 

Addison,  Dam  45 

Ancliorage 

Bowling  Green •■ 

Brownsville,  Lock  6  t 

Bnmeide  

Carrollton.Lockl 

Clermont 

Cold  Spring,  Dam  36  .• 

Danville    

Dix  Dam,  Burgin 

Eadsville  

Eubank 

Frankfort,  Lock  4  •  ... 

Gest.LockS 

Glasgow   

Grant,  Dam  38 

Greeasbnrg  •  ■  • 

High  Bridge,  Lock  7.. 

Irvington    

LaGrangc 

Lancaster 

Leitchfield  ■•• 

Lexington ■■■;• 

Little  Hickman,  Lock  8 
Lockport,Lock2 

Louisville  

Do    Bowman  Field. 

Mammoth  Cave 

Monticello    ••• 

Munfordville 

St.  John 

Saivisa.Lock  6 

Shelbyville 

Smith's  Grove 

Steams  

Taylorsville   ■•■ 

Tyrone,  Lock  5 

Williamstown 

Woodbury,  Lock  it-- 

EASTERN   DIVISION. 

4.8hland 

Berea 

College  Hill,  Lock  U  . 

Cynthiana 

Falmouth 

Farmers   

Flemiiigsburg 

Ford,  Lock  10 

Gravsoii    

Greenup, Dam  80 

Hazard 

Heidelberg,  Lock  14.., 

Jackson 

Jenkins 

Louisa 

Lynch,  [near] •■ 

M^aVBVille  Dam  33 

Middlesboro  

Mount  Sterling 

Oneonta.Dam  35 

Palntsvllle 

Pikevllle 

Pippapass 

linicksand. 

Ravenna,  Lock  12 

Richmond 

Tyner •■■■ 

Valley  View,  Lock  9. 
Vnneebnrg.Dam  82.. 

Williamsburg 

Willow.  Lock  13 

Winchester   •  • 

State  averages  and  ex 


Ohio  ■ 

McLean 

Hopkins 

Crittenden... 
Marshall  .  ■•• 
Muhlenburg 
Ohio .......   • 

Henderson. . . 
Christian.  ... 

Ballard  

Graves  

Calloway.  ... 

Daviess ■ 

Daviess  

McCracken   . 

Caldwell 

McLean  

Lugau  

Union 


\Yarren    

Edmonson  .. 

Pulaski  

Carroll 

Bullitt 

Campbell   ... 

Boyle   

Mercer 

Wayne 

Pulaski 

Franklin  .... 

Henry 

Barren 

Boone .■■ 

Green  

Jessamine  . . 
Breckinridge 
Oldham  .... 

Garrard 

Grayson  ... 

Fayette    

Jessamine  . 

Henry 

Jefferson  . . . 
Jefferson  . . . 
Edmonson  . 

Wayne 

Hart  

Hardin 

Mercer 

Shelby 

Warren  .  •  •  • 
McCreary  .. 
Spencer  — 
Anderson. .. 

Grunt 

Butler 


Boyd 

Madison.. 
Madison.. 
Harrison  . 
Pendleton 
Rowan  . .. 
Fleming  .. 
Clark  .... 
Carter  . . . 
Greenup. . 


erry 


Lee 
Breathitt  .... 

Letcher 

Lawr«nce  ... 

Harlan 

Masou    

Bell  

Montgomery . 
Campoell.  ... 
Johnson   .... 

Pike 

Kuott 

lircathitt  .... 

EnUU    

Maclison 

Miulison  .... 
Madison  . . . . 

Lewis  

Whitley  

Lee    

Cnark    

tremes  


OUmatological  Data  for  May,  1942. 


Temperature,  in  degrees  Fahr. 


Precipitation  in  inches 


Number  of  days 


-1 

-0.58 
+0.02 
+  1.38 


3.22 
2.57 
3.  26 
8.14 
3.51 
3.99 
5.96 
2.41 
3.80 
2.84 
2.32 
1.81 
6.43 
3.96 
3.49 
3.82 
5.38 
3.21 

3  61 
3.93 
6.28 

4  62 
3.38 
2.03 
3  _ 
3.4S 
8.81 
2.79 
1.96 
2.06 
B.83 
4.30 
3.80 


■2.64 

+  3.15 

+0- 66 
0.14    _    - 

+  073    1.16 

+0.97 

0.75 
0.84 
1. 10 
8.15 

0'43 

1.75 

+0.22 


+  1  76 

+0.79 

0.00 


+  1.76 
-0.05 
-0-52 
-O.30 

+  0.93 

2.  42 

+0.72 

0.60 

0.30 

1.42 

1.52 

0  20 

0.  73 

+  0.27 

-1.00 

+0.12 


U^ 


12 
10 
12     11 


2.77  -1.32  1.13 

•2. 38  -1.42  0-96 

3.02  0.89 

3.62-0.28  3.12 


Eldred  G.  Young. 

R.  C.  Bennett. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C  R.  Lovell. 

W.  R.  Carson.  Sr. 

George  Street. 

W.  K.  Morris. 

Blaine  («  alone. 

Mrs.  Joe  Payne- 

Ralph  B.  Wear. 

Henry  S.  Berry. 

Lockmaster. 

Joe  Lagore .  * 

S.  J.  Lowry. 

Lockmaster. 

Wm.  Shelton- 

Lockmaster. 

Lockmaster. 

C.  E.  Barret. 

Mrs.  Lillie  G.  Cause7- 

Lockmaster. 

Sarab  E.  Lewis. 

Lockmaster. 

R.  P.  Amos. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co., 

Joe  Norfleet. 

Mrs.  Katie  Payne- 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  Bettie  K.  H.  Alcorn. 

Lockmaster. 

L.  O,  Stiles. 

J.  C  ogg. 

Kentucky  Utilities  Go. 

D.  Lem  Hughes 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmater. 

US.  Weather  Bureau. 

U.  S.  Weatlier  Bureau. 

Ivan  J.  Ellsworth. 

E.  O.  Cooper. 
Chester  Williams. 
Sisters  of  Loretto. 
Lockmaster. 
WillaS.  A.  Ratta. 

C.  W.  Gurnsey. 
Airway  Station. 
J,  D.  Brown. 
Lockmaster. 

Miss  Kettle  B.  Simpson. 
Lockmaster. 

Lockmaster. 

D.  H.  Center. 
Lockmaster. 
S.  M.  Hill. 
Jessie  Oldham. 

Mrs   Corda  B.  Stamper. 

(.'.  A.  Gl-sscock. 

Lockmaster. 

Mrs.  Ruby  A.  Burton. 

Lockmaster. 

H.  A.  Baily. 

Lockmaster  • 

Jas.  T.  GofT. 

R.  J.  Howard. 

Zeb  Heston. 

Jam  s  S.  Allen. 

Lockmaster. 

Matthew  Woodson, 

W.  R.  McKee. 

Lockmaster. 

E.  C  Fraley. 

U.  S.  Weather  Bureau- 

Caney  Run  Com.  Center. 

R.  W.  Jones. 

Lockmaster. 

J.  W.  Crooke. 

H.  L.  Hignite. 

Lockmaster. 

Lockmaster. 

Wadely  West. 

Lockmaster. 

Airway  Station. 


'  '"  ^S^^^^^^^'^S^^n^^  table  indicl^'m^i^dW  missi,.:  for  -amPJ-^^S^^ SS^ inch  rain  ormelted  snow 
+  \lso  on  other  dates.    ++  Received  too  late  to  be  Included  m  means  and  summarK^s  ^^     ^>     rrn. 
•Rainfall  record  bv  U.  S.  Engineers:  temperature  record  by 


,ag<)re  at  Padueah  No.  2. 


-May,  IU4'1 
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G 

G. 

G 

O 

T 

G 

T, 

O. 

C 

M 

M 

T, 

0. 

......0. 


I>ally^Prooipltatlon  for  May,   1942. 


Day  of  month 


....C 


Westfni  Divifion 

Bekvor  Dam 

Calhoun 

Karllnsrton   *.... 

Fords  Kerry  Daui  60* 

Gllbertsville' 

GroenviUo 

Hartford '.■.■.■ 

Heudersoa 

Hopkinsville'   

Lovelaceville '.  ' 

Mrtyrteld 

Murray  ' 

Owensboro  • 

Oweusboro,  Dam  if   

Padueah' 

Princeton 

Humsey,  Lock  No.  2  ' 

Riissellville  » 

Uuioutown.  Dam  49' 

Cmtrnl  Dii-igion 

Addison, Dam  45.  ' 

Anchorage 

Bowling  Green '  

Bowling  Hreen  No-  2« ....... , 

Brownsville, Lock  No.  6' 

Burnside*  

CarrolltonLockNo.  1' 

Clermont 

Ci>ld  Spring,  Dam  36' 

Danville' ...'. 

Dix  Dam,  Burgin 

Eadsviile  ' 

Eubank 

Krankfort.LockNo.  4' 

Gegt,  Lock  No. 3' 

Glasgow 

Grant,  Dam  .fS' 

Greensburg  ' 

High  Bridge,  Lock  No.  7'^..'. 

Irvington   

LaGrange 

Lancaster' 

Leitchtield  ' 

Lexington  i 

Little  HicUiiiMu,  Lock  No.  8  'i 
Lockport,  Lock  No.  2  '. 

Louisville' t. ' 

Do.  Bowman  Field 

Qoth  Cave-. 

Monticello  ' 

Munfordville  ' 

tit.  John 

Salvisa,LockNo6't 

Shelbyville  V" 

Smith's  Grove  •• 

Stearns  **  

Taylorsville .'.'.'.'.'. 

Tyrone,  Lock  No.  5  't 

Williarastown 

A'oodbnry.Lock  No. 4- . 

Enstern  Division 

Ashland' 

Berea   

College  Hill,  Lock  No.  11'  ..'.'. 

Cy nthian:i  ' 

Palmouth'   

Farmers'  .' .' 

Flemiiigsburg' 

Ford  Lock  No.  10  't .'.' '. 

Grayson'- 

f^reenupDam    30' .'. 

Hazard^ 

Heidelberg.  Lock  No.  14'.....".'. 

Jackson  ' 

leukius'   

Lvnch  [near] 

May.sville,  Dam  33' 

Middlesboro      

Mount  Sterling .'.'.'"" 

OneontaDani  35  2  ....' 

PaintsvillH   --    ■.'.■.■.; 

pikeviiie" '.;;; 

Pippapass    

Quicksand' 

krivoniia.    Lock  No.  12'....'.'!'.'. 

Richmond'    

Tyner '.'.'.'.'.'.'. 

Val ley  View.  Lock 'No'.'  '9' '.'. ".' " 

Vanceburg.  D:ira  No.  32  '. 

Williamsburg'. 

Willow,  Lock  No.  n-'."'.' ■ 

■Winchester  *• " 


O. 
....O. 
.  ..K. 
....K. 
...K. 
....B. 
....B. 
....C 
....0 
....C. 


7       »       9     10     11     12     18     14     16     16     17     18 


19     20     21     22     28     24     26     26     27 


H^cept  as  otherwise  indicated  observations  are  general 
Pirst-order  Weather  Bureau  station;  precipitation  is  if 

amount  then  recorded  is  for  the  preceding  24  hours 
1.  Trace,  or  precipifatioii  less  th:      

I.oi-k  10.  Reri  Kniise     Kv 

K'>ntiickv:     .'f '  Salt-  '  G  '  Oreen 

••Airport  station.    Data  for  24  hours  end 


T. 

T.  11.43 

T.      . 

.23    .30 
■  10, 


.  23 


.79 


.12 

.12 

.44 

.07 

T. 

.u 

.8f 

.1? 

T. 

.04 

.l,"! 

.IS 

.24 

.02 

.22 

.«] 

.07 

•r. 

.06 

6    .05  .. 


lade  latJ' 


4.76 

8.64 
2.88 
H.26 


8.29 
2.38 
8.68 


3. 04 
3.66 
3.h9 
4.S6 


3.22 
2.67 
3.26 
S.82 
3.14 
3.. 51 


6.48 
S.96 
3.49 
8.82 
6.85 
8.21 
3.61 
3  98 
5.28 
4.S2 
3.38 
2.03 
8. 68 
3.43 
3.81 
2.79 
1.96 
2.06 
5.83 


2.17 
B.44 
3.45 


2.81 
3  23 
2.60 
5  22 
3.30 
2.8a 


tho  •«  h„„-"  *'"'.'' afternoon,  near  sunset,  and  precipitation  rpcnrMcd 
the  ^4;hour  period,  -cdn.ght  to  midnight  unless  otherwise  indicated 
0.01  inch.  tPost  office  ad" -«ll™;.T„^:^        ^l^^  recording  gage 

neonta.  California.  Ky.  Riypr  dra'i 

Cumberland:     Tl  Tennessee;  'OlOhio 


7.53 
4.90 
3. 23 


2.45 
5.23 
3.73 

4.53 


2.77 
2.38 
3.02 


ng  at  12.30  a.  m  .  90th  meridian  ti 


for  24  hours  ending  at  time  of  observation 

Pi'"t'iPitation  measured  in  the  morning- 

.,„  ,v,ii„„,,.     i„  ^    r    r     ""  "-^  rr       Included  in  the  tiHxt  following  measurement. 

as  tonows:-Lock  .=,.  Lnwrencehnrj.  Ky.  :    I.nrk  fi.  Vorsnilles.  Kv.  Lock  8.   Kicholn'ville   Kv 

age  area   in  which  station  is  located  is  indicated  as  follows;  (BTBig  Sandy;  (L)  Licking:  K.' 


Ml  Mi.ssissiDpi- 
adjusted  to  day  they  occur 
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May,  1942 


Daily  Temperatures  for  May,  1943. 


Western   Divisimi. 
^  )  Maximum  .  • 

Beas-er  Dam  (Miaimum... 

i  Maximum  • 

Calhoun   (Minimum.. 

,    ^  i  Maximum  . 

Earlin^ton j  Minimum. . 

...  Maximum  . 

Greenville j  Miuimum . . 

I  Maximum  . 

Henderson l  Minimum. ■ 

,  .        .„  Maximum  . 

flopkinsviUe   )  Minimum.. 

.,,  )  Maximum  . 

Lovi-laceviUe j  Miuimum. . 

S  Maximum  . 

May  field <  Minimum.. 

i  Maximum  . 

Murray   (  Minimum . . 

j  Maximum  . 

Owensboro j  Minimum . . 

j  Maximum  . 

Paducah j  Minimum . . 

J  Maximum . 

Princeton ]  Miuimum. . 

„   .,,  5»  J  Maximum  . 

RiissellvilleSS i  Minimum.. 

Ceiitral  Dirmon. 


Anchorage 

Bowling  Green... 


Dix  Dam 


I  Minimum... 
S  Maximum .  . 
(  Miuimum . . . 
\  Maximum  . . 
)  Miuimum... 
j  Maximum  . . 
1  Minimum. . . 


Eubank  . . 
Frankfort 
Glasgow 


)  Minimum  — 
j  Maximum  . . . 

!  Minimum 

J  Maximum  . . . 
I  Minimum  — 
Maximum  . . . 

I  Minimum 

j  Maximum  . .. 

f  Minimum 

j  Maximum  . . . 

(  Minimum 

j  Maximum  . . . 
1  Minimum.... 
(  Maximum  . . . 
!  Minimum.... 
DO.  Bowman  Field  ijjf^^^^.::: 
,     „  i  Maximum  . .. 

Mammoth  Cave j  Minimum.  . . . 

,  .  Maximum  .  . . 

8t.  John j  Minimum  .  •  ■  • 

„    ,^      ...  Maximum  . . . 

Shelby ville  j  Minimum . . . . 

„    ,^.,   ^       „  <  Maximum... 

Smith's  Grove  .......  (Minimum..., 

:  Maximum  . .. 
:  Minimum  — 
:Maximum  .. 
:  Miuimum  •  •  •  • 

wniiamstown jJ^fSm.::: 

Eastern  Division. 
.   , ,      .  S  Maximum  . . 

Ashland   (Minimum... 

S  Maximum  . . 
■•  t  Minimum... 
Maximvim  • . 

Farmers Minimum . . . 

„  .,  ,.  Maximum  .. 

Heidelberg Minimum . . . 

,        ,   r         T  j  Maximum  . . 

Lynch  [near] ]  Minimum . . . 

„         ,,,  )  Maximum .  ■ 

Maysville j  mi 

Middlesboro 

Mount  Sterling  . 


Greensburg 

Irvington 

Leitchfleld 

Lexington  

Louisville 


Stearns 

Taylorsvllle 


Berea. 


Pikevllle 

Pippapass   .... 
Qnicksimd  — 

Kichmond 

lyner .■ 

Williamsburg  . 
Winchester.... 


)  Maximum  . 
/  Minimum. . 

iMaxiinum  . 

;Minimum.. 
j  Maximum . 
'  I  Minimum.. 
)  Maximum  . 

■  (  Minimum.. 

:  Maximum . 

•  :Minimum.. 
: Maximum  . 
:Miiiimnm.. 
.Maximum  . 

■  :  Mini  mum.. 
:Maximum. 

•  :Min 


inimum. 


851     8? 
681     57 


4!1 

4S 

57 

7» 

4f 

i?. 

5( 

71'. 

47 

44 

r,« 

fi8 

4b 

i-2 

8fi 

7? 

4r 

42 

SO 

7fi 

58 

fil 

8/? 

78 

58 

(!•; 

81 

77 

fiy 

W 

7H 

8C 

K'2 

hV 

78 

75 

60 

61 

si 

79 

fi." 

M 

78 

RO 

60 

61 

78 

72 

.■iH 

fil 

8J 

8C 

HI 

6^ 

«(■ 

76 

4.1 

57 

W. 

7« 

01 

6'2 

8'/ 

8(' 

h'f 

5? 

81 

7S 

51 

m. 

81 

7fi 

b3 

5S 

83 

84 

5S 

fid 

8:^ 

85 

54 

60 

,55!     45|     50 


49]     45 


411  46  i(y  42'     S9 

701  70  721  71 1 

50  51 1  50!  47 1 

68  70l  701  73] 

55  6.1  481  47 


80 

77 

55 

62 

85 

83 

4:^ 

6f 

83 

l^ 

^0 

5^ 

7(1 

72 

4n 

52 

fiy 

ey 

51 

50 

f,'. 

73 

58 

71 

71 

4^ 

5(' 

71 

711 

4' 

5S 

6i. 

68 

5( 

4V 

7( 

55 

7( 

6'.. 

4fi 

59 1 

68 

7f 

4- 

4t 

6? 
4: 

VO 
48 

61 

68 

44 

50 

5f 

68 

5f 

7 

6( 
71 

1 

4i 

6 

6h 

4 

51 

6 

65 

5 

5; 

6 

7( 

4 

h 

6 

1     "^ 

62.4 
•■SO.O 
"65.9 

54.4 
78.6 
52.0 


54.4 
79.3 
53.6 
77.6 
55.9 
77.7 
54.4 


92      921     911     91 


Bl      60j     58|     521     •''2 


48 

61 

6.; 

53 

73 

681     65 

58 

6n 

48      44 

46 

83 

75      71 

66 

52 

62 

51 

53 

84 

76 

fih 

r,9 

54 

63 

36 

hi 

<)1 

85 

7f 

63 

51 

63 

62 

1' 

42      45      41      45 


87!     RS 


60      501     6O1     55      57 


54.4 
77.8 
51.5 
78.5 
51.8 
79.2 
54.5 
81.5 
53.6 
78..? 
52.7 


74.8 
56.2 
75.3 
53.7 


50.9 
76.4 
51.0 


■^.52.  5 
76. 9 
64.4 


65      67l     67 
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No.  G 


GENERAL    SUMMARY. 

With  respect  to  rainfall  there  was  a  decided  contrast  in  tlie 
conditions  that  prevailed  in  the  northeastern  and  southwestern 
parts  of  the  State.  Heavy  rains  in  most  north  and  east-central 
districts  in  tlie  first  d'^cade  were  generally  beneficial,  while  more 
rain  was  needed  in  tlie  southern  counties.  Heavy  to  excessive 
rains  in  the  following  week  reached  practically  all  sections. 
They  were  helpful  in  the  soutliern  and  eastern  areas  but  caused 
damage  to  uncut  wheat  and  oats,  and  also  to  shocked  barley  in 
the  north-central  and  some  western  districts.  Additional  heavy 
to  e.Kcessive  rains  in  the  third  week  in  the  area  north  and  east 
of  the  Green  River  Valley  continued  to  damage  grains  and  delay 
all  phases  of  harvest.  During  the  first  three  weeks  there  was 
little  progress  with  cultivation  in  that  section.  Weediness  in 
the  staple  crops  became  so  serious  that  in  many  places  corn 
could  not  be  cleaned  with  the  plow,  and  tobacco  required  an 
unusual  amount  of  hand  work  to  clear  it  of  weeds  and  grass. 
Much  corn  on  the  flat  uplands  and  bottoms  turned  yellow  on 
account  of  standing  water  or  super-saturated  soil.  In  the 
southern  counties  and  most  of  the  region  southwest  of  the  Green, 
cultivation  was  satisfactory  and  there  was  fair  progress  with 
barley,  wheat,  and  hay  harvest.  During  the  last  week  the  de- 
layed harvest  of  wheat  and  hay  was  resumed  in  north-central 
districts,  but  a  mere  beginning  had  been  made  with  cultivation 
by  the  end  of  the  month. 

Temperatures  above  normal  in  the  first  decade,  together  with 
abundant  moisture,  advanced  corn  and  tobacco  very  rapidly. 
This  weather  also  caused  late  tobacco  to  start  quickly  with 
practically  perfect  stands.  Gardens,  potatoes,  tomatoes  and 
other  minor  crops  in  the  wet  northern  area  suffered  from  lack 
of  sunshine  and  cultivation.  There  was  complaint  of  potatoes 
rotting  in  the  ground.  Except  for  weediness  cannery  tomatoes 
started  better  than  usual.  The  attempts  to  save  clover  and 
alfalfa  hay  between  showers  resulted  in  much  loss.  In  the 
wet  section  considerable  first  crop  alfalfa  stood  through  the 
period  of  growth  of  the  second  crop.  Most  hemp  was  in  the 
wet  area  and  grew  too  rank.  The  cotton  district  received  only 
.seasonal  rainfall,  with  little  or  no  injury  to  that  crop.  Pastures 
ranged  from  fair  condition  in  the  southern  hill  areas  to  luxuri- 
ance in  northern  sections. 


TEMPERATURE . 

,^a.i!?H\'?'t  nn"' ''p'?f'"^^"''^f''^"?j"^^''°?^°.*°  la''  above  normal  prevailed  in  the 
period  l^t-Uth.  Lather  cool  weather  predominated  from  the  14th  to  28th,  after  which 
temperatures  rose  somewhat  above  normal .  Except  on  a  few  days  early  in  the  month 
maximum  temperatures  were  usually  moderate  to  low  in  the  northern  counties,  due 
largely  to  the  frequent  rams  and  persistent  cloudiness.  They  were  relatively  higher 
in  the  southwestern  counties,  whero^iormal  sunshine  was  received.  Extremes  foi°the 
„„  -»     -_j.  ,„     _    "■■"  on  15tli  at  Lynch,  near. 


■;tate  1 


'  on  2d  at  Henderson  and  41 


PRECIPITATION. 

Precipitation  averaged  about  one-third  greater  than  normal,  but  the  distribution 
showed  extraordinary  contrast,?  between  various  parts  of  the  State.  The  area  from  the 
Green  River  \  alley  nortliward  to  the  Ohio  and  eastward  to  the  Big  Sandy  received  5  0 
to  10^0  inches  of  ram.  In  the  region  southwest  of  the  Green  River,  and  also  near  the 
so-itheast  border  monthly  amounts  ranged  generally  from  2.0  to  3.5  inches   and  were 

?  fi''n']nches  ft'^n  uh  's  r'7nl  ^'' n'Tf^.''-*^^   i"""^-   o'-'^''  ^^?  ^'^*«  amounts  varied  between 
1.6.D  inches  at  Smith  s  Grove  and  11.5/  inches  at  Pikeville. 

'  bowers  occurred  somew^here  in  the  State  on  every  day.  The  rains  were  fairlv 
general  from  the  7th  to  16th  19th  to  23d.  and  on  the  26th  and  27th.  .sSered  shower^ 
occurred  in  the  periods  3d-5th,  18th.  and  2S-30th.  Heavy  to  excessive  rains  were  reDorted 
from  many  stations  in  the  central  and  eastern  counties  on  the  19-20th  and  22d.  The 
western  counies  had  very  few  heavy  rains.    Days  with  thunderstorms  were:  2,  i.  5,  I 

i,  o,  y,  iU,  11,  IZ-  Id,  l8,  ly,  *:U,  Jl,  zo,  '2,1,  oO. 

MISCELLANEOUS. 

r,.i  pJ"°e  8. -Excessive  rains  caused  disastrous  tioods  in  Knott.  Perry,  Floyd  Letcher 
and  Pike  counties  The  worst  condition  prevailed  in  Knott  County,  where  75  to  100 
homes  were  swept  away  and  the  damage  was  estimated  at  $1,000  000.     In  the  five 


itlis  aliiini  .'(1 )  iiMiii.v,  »,[„  doHtroyed.  1,200  famllloK  wore  aireclod.  and  lln;  u>\a\ 
luri  1  a- .  vi  i  <  1  ii  ii.  I  IK  h  5!2,O0O,0O0.  One  person  was  drowned  at  .lonkins  and 
In  I  ;ii  111  iimI      Vw    iiMiiisand  persons  were  without  lionicR  or  Inconic.    Oops 

g  II"   I' '  I     I  I    ,  I-  .11  (;ouiity  were  almost  totally  destroyed,    Hui-liieiisbulld- 

"•       I     "I    '!'  ■>  MS,  with  heavy  damage  to  mercliandl.ie.    Mnnj  of  the 

I'll  "       '  :■  vivy.    The  damage  In  Lotchcr  County  was  sBld  to  be  the 

■''■■  I  ■     ■  '     '     .  1.  -i  p.        ■-...lliiB. 

!•••'  Ill  >ii  '  '  I  ill- Mississippi  maintained  staifeii  of  26  to  87  feet  In  the 
■uic  l(n\er  Dliio  finiii  the  uth  to  30th,  with  coni-iderable  floodlnjf  of  bottom  lands 
at  legion  during  the  last  week.  Fluctuations  in  other  sections  of  the  Ohio  were 
iportant. 


PRESSURE,  WIND, 

HUMIDITY  AND  SUNSEINE. 

Atmospheric  pressure 

Wind. 

(reduced  to  sea-level.) 

hiiinklity. 

stations. 

1 

1 

1 

i 

1 

,2 

Ij 

at 

u 

.1 

1 

S 

a 

2 

P 

Cairo 111. 

2..93 

30.16 

■21 

29.64 

12 

6.6   25 

Cincinnati Ohio 

29.96 

30. 22 

'27 

29.65 

11 

5.4 

?.\ 

sw. 

•JO 

»9 

fi7 

70 

65 

EvansviUe Ind. 

29.93 

80.17 

:a 

29.64 

M 

fi  4 

86 

s. 

11 

7-7 

Louisville Ky. 

29.96 

30.201  27 

29. 6G 

11 

G.7 

8.5 

nw. 

4 

89 

60 

68 

46 

COMPARATIVE    DATA  FOR  JUNE. 


Temperature. 


1890 

1891 •■•.... 

1S92 

1893 

1891 

1895 

1896 

1897 

1898 

18'.l9 

1900 

1901 

1902 

1903 

1904 ., 

1905 

1906 

19:i7 . 

191)8 , 

1909 

1910. 

1911 

1912 

1913 

19U 

1915......  .- 

1916 

1917.... 

1918 

1919 

1920 

1921 

1922 

1923 .. 

1924 

1925 

1926 .  ... 

1927 

1928 

1929 

1930 

1931 

1932 

1933 

1934 

1935 

1936.... 

1938;';:;;!:;:;;!!;]!:;; 
1939 

1940 

1941 

1942 

Period* 

t54  Year  average 


75.6 
75.9 
73.5 
73.4 
76.2 
76.1 
73.9 
75.6 
73.4 


75.4 
73.8 
74.2 


76.1 
74.3 
71.8 
75.1     I 
78.1 
74.7     I 
74.7     ! 
73.9    I 


4.75 
3.61 
3.14 
4.49 


5.03 
5.20 
4.06 
3.48 
2.87 
2.30 
4.79 
4.94 


3.12 
2.90 
3.10 
4.59 


1.67 
4.58 
7.50 
0.81 
4.52 


4.67 
4.54 
4.1! 


Number  of  days. 


10 

11 

9 

14 

9 

15 

15 

14 

9 

1,5 

11 

13 

10 

14 

11 

14 

10 

16 

11 

12 

7 

17 

14 

10 

10 

15 

10 

17 

10 

13 

22 
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Ciimatologricai  Data  for  June, 

1942. 

Connties 

1 
■1 

Temperature,  in  degrees  Fahr 

Precinitation  in  inches  jNumber  of  days 

■3  a 

stations 

a 

a 

1 

1 

i 
1 

2 

a 

0 

1 

1^ 

s 

0 

3  = 

d  a> 
do 

11 

1 

1 

1 

5 

Observers 

WESTERN   DIVISION 

Beaver  Dam  

Calhoun 

Ohio  • 

McLean 

441 
437 
420 
356 
431 
519 
640 
382 
524 
479 
364 
412 
420 
404 
841 
529 
384 
590 
357 

S52 
700 
500 
410 
705 
480 
474 
489 
955 
770 
62-2 
1177 
5U4 
490 
760 
506 
581 
541 
64G 
850 
1032 
636 
989 
51^0 
4K5 
4.59 
558 
800 
910 
600 
777 
520 
825 
607 
1400 
489 
524 
943 
604 

534 

1070 
61 1 
OSl 
fiOO 
668 
870 
593 
589 
540 
869 
663 
776 

1566 
ft8.) 

4000 
521 

1128 
930 
497 
r.20 
f,:l(i 

1035 
732 
031 
926 
810 
571 
.52'i 

6(6 
964 

30 
38 
48 
13 

25 
3 
20 
46 
13 

16 
45 
14 
22 
35 
25 
29 
14 

14 
42 
46 
25 

51 
43 

4 
16 
18 
18 

2 
47 
46 
32 
16 
17 
49 
40 
44 

16 
46 
5S 
32 
32 
69 

1 

7 

4 
13 
46 
27 
49 

4 

6 
36 
24 
39 
25 

25 
39 
32 
24 
53 
35 
17 
26 
12 
22 

7 
18 
16 
39 

44 

43 
49 
20 

8 

6 

8 
16 
23 
45 

0 
29 
2i  ! 
45 
22 

!) 

75  0+  0.8 
76.4  4-  1  3 

97 
97 

97 

5 
2 
2t 

48 
51 
47 

15t 
15t 
15 

35 
82 
35 

4.46 

II 

2.' 40 
3.93 
6.07 
2.90 
2.52 
2.41 
4.32 
3.31 
2.9s 
3., 13 

3"  65 
2.88 
2.83 
5.16 

6.29 
6.95 
1.99 
2.29 
4.16 
8.00 
8  22 
6.71 
6.97 
9.21 
6.28 

5'.21 
6.13 
2.96 
5.25 
6.55 
9.33 
9.63 
4.66 
4.99 
6.76 
5.49 
10  07 
7.31 
8.48 
9.85 

2.88 
5.90 
7.74 
6.88 
1.65 
3.74 
10,80 
5.75 
5.25 
1.91 

1.09 
7.89 
5.33 
5.79 
4.71 
5  45 
5.57 
8.31 
4  41 
.L86 
6.91 

8. '79 
9.17 
5.86 

6'.16 

7.71 
5.97 
6.93 
1.57 

+  1.29 
-0.94 
-0.67 
+  0.2S 

-0123 

-6.''7i 

-1.97 
-1.67 
+  0.52 
-1.45 
-0.98 
-0.79 
-1.92 
-0.45 
-0.73 
-0.81 
+  1.43 

+2.39 
+3.28 
-2,07 
-1.95 
-0. 03 
+4.02 

+2.67 

1.15 
0.75 
0.99 
l.OU 
0.53 
0.80 
1.53 
0.81 
0.84 
0.48 
1.33 
1.23 
0.61 

u.eo 
1.01 

1.89 
0.66 
0.98 
2.95 

1.50 
1.68 
0.00 
0.7? 
0.95 
1.58 
2.21 
1.63 

0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
00 
0.0 

CO 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 

0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 

'6.0 

0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 

"6!6"" 

0.0 

0.0 
0  0 
0.0 

0.0 
0.0 
0.0 
0.0 
0.0 

n.o 

0.0 
0.0 
0.0 
0  0 

00 
0.0 
0.0 
0.0 

0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 

11 

10 
8 

13 
7 

10 

13 
8 
6 

11 

10 
12 
14 

11 
11 
11 

10 
9 

n 

7 
9 

11 

14 

11 

\i 

11 

9 

"is" 
11 

8 
14 
12 

9 
14 
13 
12 
13 
15 
10 
11 
17 
16 

9 
8 

16 
11 
14 
13 
13 

14 
1.1 
11 

11 

10 
12 
12 
12 
10 
12 

11 
12 

12 
10 

11 
12 
12 

ii' 

12 

ir, 
18 
20 

16 
15 

16 
12 
19 

6 
6 
3 

9 

12 

sw. 

Eldred  G.  Young. 

R.  C  Bennett. 

Brick  South  worth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C  R.  Lovell. 

W.  R.  Carson,  Sr. 

Georcte  Street. 

W.  K.  Morris. 

Blaine  a  alone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Henry  S.  Berry. 

Lockmaster. 

U.  S.  Engineers, 

S.  J.  Lowry. 

Lockmaster. 

Morton  L.  Wood,  Jr. 

Hopkins 

76.2+  0.4 

Kord'e  Ferry   Dam  50. 

Crittenden 

Marshall 

Muhlenburg   

Ohio.... 

Henderson.. 

Christian 

Ballard    

'is 

10 
23 

9 
10 

9 

6 
10 

'i2 
8 

15 
7 

19 

20 
6 

18 

14 
12 

"6' 

5 
0 
2 
0 

16 

io' 

s. 
sw, 

s. 

s. 

se. 
s. 

74.6  +  6.3 

95 

5t 

48 

15 

35 

Hartford,  [near] 

Henderson 

76.0-  6.6 
76.2+  0.8 
76.4!+  0.9 
76.6+  1.6 
76  i 

98 
95 
97 
96 
9» 
97 

"96" 
95 

2t 
5t 
2t 
4 
3 
29 

"'ct' 

It 

49 
62 
49 
51 
52 
49 

".53" 
48 

15 
23 
15 
15 
15 
14 

■24' 
15 

li 
83 
83 
30 
23 

'"so" 

32 

Loveiftceville 

Mayfield  

Calloway 

*  """^y  ■  ■  ■ ' 

Daviess 

74.6 

■77: '2 
76.0 

+  0.5 

-'0.7 
+  0.7 

Paducali                    .   .. 

Mccracken    

Caldwell 

McLean 

Prlncinon 

Haesfllville 

Liiiontowu,  Uam  49... 

L'lgaii 

Union 

Breckinridge..... 

74.8 

+  0.2 

99 

29 

49 

15t 

34 

18 

4 

8 

8. 

CENTIIAL   DIVI^^ION. 

AddiHOn    Dam  45 

'72;8 
78.3 

+"6;7 
+  2.3 

19 

13 
4 

. 

SW. 

s. 

Lockmaster. 

C.  K,  Barret, 

Mrs.  LiUie  0.  Causey. 

Anchoragi' 

BowliuK  Green 

Brownsville,  Lock  6  J. 

91 

4t 
2t 

50 
49 

15 

15 

28 
33 

Warren 

Kdmonson  

Sarah  E.  Lewis. 
Lockmaster. 

Carroll 

Bullitt 

Campbell   

'74.2 

■73'i 
75.6 

'75.6 
'75' 5 

+  'o.'8 

+  1.7 

+  'i.'3 

Y'i:4 

95'' 

"93' 

96 

"95" 

"ge" 

5 
...... 

2 

"'sf' 

"30" 

47^ 

'51" 
53 

"52" 

"48" 

50 

'48^ 

24t 

"25" 
25 

"21" 
'24  " 

37 

'33' 
32 

"33" 
"31"" 

ColdSprinsr,  DamSe  .. 
Danvill,.                  

"12 
6 

16 

ii 

11 
11 

"7 

ie' 

4 
10 

'7 
0 

s. 

aw. 
sw. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co., 

.loe  Norfleet. 

Mrs.  Katie  Payna- 

Lockmaster. 

])ix  Dam.Bnrgin 

+  4.87    2.28 
2. 25 

Eubiiuk 

FuiaSd. ::;■ 

Frankfort,  Lock  4 

Franklin 

+  1.10 
+  2.12 
-0.66 
+  1.50 
+  2.12 
+5.29 
+5.62 

-o!22 
+  2  67 
+  1.14 
+5.73 
+2.93 
+  1.66 

-2. '72 
+  1  64 
+3.32 
+  2.87 

+  6."  53 
+  118 
+  1.62 
-2.19 

-0.13 

t\-l 
+  2.43 
+0.66 

+  1.].=! 

+  1.13 
+4.33 

+  1.10 
+  0.12 
+  3.52 
+  3.60 

K5'46 
+  1.10 

+3;ii 

+  3. '09 
+  1.67 

+7;47 

1.14 
1.75 
1.32 
1.46 
1.86 
2.16 

i.'oo 

2.22 

l'l9 

2.00 
1.25 
1.48 
1.94 
0.94 
1.72 
0.86 

1.51 
1.63 
0.64 
0.79 
3. 03 
1.20 
0.85 
0.19 

1.91 
2.43 
1.19 
1.45 
0.93 
l.'O 
1.17 
1.78 
1.42 
1.36 
1.62 
2.14 
3.07 
2.14 
1.10 

0.  90 

1.  65 

3;3l 
1.77 
1.34 
2.96 
1.02 
1.63 
1.55 
1.40 

narren 

L.  E.  Turner. 
Lockmaster 

Grant.  Dam  38 

Boone  

Groimsburg  

High  Bridge,  Lock  7... 

78.4 

»74:2 

+  3.2 
+  '6.'2 

95 
"95" 

2t 

"'st' 

16t 

32 

"si" 

11 

"b 
11 

"3 

"'e 
9 

ii' 

"4 
5 
5 

11 

16 

15 
10 

10 
lo' 

'19' 

16 

8 

is' 
"?' 

10 
16 
13 

4 

"12' 
9 

"6 

"s 

8 
13 

"5 

'24 

15 
9 
6 

'12' 

sw. 
s. 

sw. 

aw. 

se. 

JW. 

se. 

Mrs.  LetiieD.  Perkins. 

Lockmaster. 

U  0,  stiles. 

Jessamine  

Breckinridge 

pidham 

Fuyitti'    ..'.'.'..'.'.'.'. 
Henry    .......... 

Lancaster 

Leitcbfield - 

■74.6 
74.4 

+  '6:7 
+  2.2 

'92" 
95 

"'it' 

"fio" 

51 

14 
15t 

"28' 
39 

Kentuckv  Utilities  Co. 

D.  Lem  Hnghe* 

U.  S.  Weather  Bureau. 

Lockmaster 

Little  Hickman.  Lock  8 

Locki>ort,Lock2 

Lockmater 

74.4 
73.8 
73.8 

-  0.3 

92 
92 
93 

5 
5 

2t 

52 
52 
46 

14 

14 
21 

23 
27 
35 

U  S   Weather  Bureau. 
U.  S.  Weather  Bureau. 
Ivan  J.Ellsworth. 
E.  O.Cooper. 
Chester  Williams. 

Do    Bowman  Field.. 
MaminoUiCave....... 

Edmonson 

Munfordville 

Hart 

St  John          .           .   .. . 

Hardin 

93 

2t 

48 

141 

35 

Sisters  of  Loretto. 
Lockmaster. 

Saivisa,Lock6 

Mercer 

Shelby 

1  '    "  " 

ShelbvviUe 

73. <+  6.1 

75. 6| 

71  0!    

94 
96 
92 
96'' 

"flj" 

94 
95 

94' 

4t 
29 
It 
3+ 

"h" 

It 
2 

"21 

80 
50 
49 

so-i 

■53" 

53 
47 

'so" 

ISt 
15t 
24 
15t 

"lit' 

21 
28 

"lit 

S2 
31 
30 
34 

"28"' 

32 
41 

"34' 

WillaS.A.  Ratta. 
C.  W.  Gnrnsey. 
Airway  tStation. 
J.D.Brown. 

McCreary  ........ 

Tyrone,  Lock  5 

74:0 

76.5 
73.3 

+  '2'4 

+  2.2 
+  0.4 

Miss  Nettie  B.  Simpson. 

Bntler 

K-lSTERN    DIVISION. 

8 
6 

"e 

11 

11 

is' 

11 

13 

'• 

::::;; 

Lockmaster. 

D.  H.  Center. 

Lockmaster. 

S.  M.  Hill. 

Jessie  Oldham. 

Mrs   Corda  B.  .Stamper. 

C.  A.  Glasscock. 

Bereii 

Collefre  Hill,  Lock  11  . 

Cyntliiana 

Falmouth 

Miulisoii 

Mn.lisoEj.. 

lI;n-r;.on 

i'..-ii.il.-tou  

FleminE    . 

I^ord,  Lock  10 

Clark      ..... 

Grav.soii    .... 

Carter    ... 

Mrs.  Ruby  A.  Burton. 

Green  up.  Dam  30 

Greenup 

■5 

"3' 
5 

li' 
'2 

11 

18 

i7 

18 
12 

11 

16 

7 

"2' 

10 
10 

'3 

5 
8 

sw. 

sw. 

s. 

sw. 

Lockmaster. 

Hazard 

Perry   

H.  A.  Baily. 

Heidelberg,  Lock  14.... 

Lee         

74.2 

91 

93 
'95' 

2 

"fit 
2 

50 

'41 
51 

'52' 

'54" 
51 
51 

55' 

'.5i" 

'52" 
11 

21 

"ist" 

15 
'i7' 

21 
21t 
25 

'lit 

'2i' 

'l5t' 
15t 

32 

■.32" 
31 

■33" 

■31' 
31 

31 

■32"' 

'23" 
41 

Jenkins 

Loni"a  

Leteher 

Lawrence  ........ 

Harlan 

'.'.'.'.{'.'.'.'.'.: 

K.  J.  Howard. 
Zeb  Hciton. 

Lynch   [near] 

ilaysviUe  Dam  33 

Mi(ld!pBboro 

Mason    

Bell  

74.8 

+  09 
+  '2.' 3 

Lockma-ster. 
Matthew  Woodson, 

Moniit  Sterling 

On''OMtM.Dam35 

Montgomery 

Campbell. 

W.  K.  McKee. 
Lockma'^ter. 

l'.iintsville 

Johnson  .::::;:;: 

Pik-villi. 

Pike 

Knott             

76.2 

+  's'o 

95 
95 
94 

'90' 

■9:3' 

98 

6t 
2t 
It 

21t 

"2t 
2 

U.  S.  Weather  Bureau. 
Canoy  Run  Com    Center. 

Q.ilHcrtinid 

Kavi-nn  1,  Lock  12 

I'ichrnond 

Breathitt 

Kstill    

Madison 

Madison  

5.87 +i.' 80 
6.29+1.7:'i 
5.10  +1.32 

R.  W.  Jones. 
Lockmaster. 

.1 

__i 

76  .2!  !_■.,■  0 

Valley  View, Lock 9... 
V';ino;hiirB,Dam  32 

MadLson 

Lewis  

6.85  +2.15 
3.52-0.45 

l.rr. 

0  61 

n.  57 

1.78 

1  . 6-.' 
3  3! 

o"o 

0,0 
0.0 

12 
11 

9 
10 
14 
12 

'7 

0 
10 

20 

'j.V 

12 

Lockmaster. 
Lockmaster. 

WilliainHburir 

Whitley 

Wadelv  We«t. 

Willow,  Lock  13 

Winche.^ter 

Htttte  averages  aud  ex 

Lee 

Clark   

tremes  

73.8 

74.7 

+  0^8 

+  3.99 
+  1^36 

Lockmaster. 
Airway  Station. 

a  are  taken  from  self-registering  tlicr 
1  normal  tnmnaraturo  and  precipitali 
tion  or  division  means.  ■;  I 

-.  '.  ''.  °.  appearing  in  the  ti-.ble  indicr 
latcs.    ++  Kcceived  loo  late  to  hi'  incli 


'  computed  onlv  for  such  stations  as  have  ton  or  more  yea 
■.V,  liniwiiKVillc  Mild  Woodbury  aiv  Locks  on  the  Green  Ri 
nitier  of  days  missing;  for  example,  b  represei 
n  moaii.'^  and  summaries  T    Preeipitation 


of  record,  hut  all  complete  reports  are 
r;  other  Locks  are  on  the  KciitnckyRiver 

two  days,  etc. 

ess  than  0,01  inch  rain  ormelted  snow 


Jink,  [\)Vl 


i;i.lMATOLOGICAL  DATA:   KKN'l'UCK  Y  SECTION 


Wettem  Dlvigion 

Beavor  Dam Q 

(Jiilliouu G. 

Krtrlingrtou    ' G 

Kords  Koiry  I)»m  60' O 

Ullbertsville" T 

'frcoiivill. O 

Hartford T. 

Ueaderson O. 

llopkiusvillo'    0. 

Lovelacovillii M 

Mrtylleld  M. 

Murray  * T 

Owuiisboro  ' O. 

Ow.Misboro,  l)nm  JO*    0. 

I'adiicfth' 0. 

I'riucotoii    < 

'{iiuiawy,  Lock  No.  2  * (■ 

Riissellville* < 

riiioiitown.  D;iiu  49- ( 


Cenlrnl  Divishi 

AddisoQ.Daiii  45.  ' 

Aiuhorftge 

fciowUuy  (I'reeii '  

Bou'liiifrOi-ooii  No-  2'.... 
Hiownsvillo.LockNo.  6^ 

Burnside-  

CairolUoiil.ock  No.  1-...  . 

Clermont 

C'ld.-^prniu',  Dam  30-  ..... 

DanvilK'- 

Dix  Dam,  Buri,nu 

Eadsvide^ 

liubank 

Krankfort.  Lock  No.  4'^ . . . 

(iest,  Lock  No.  3  ^ 

Glasgow 

(Jnmt,  DamHS' 

Qroensburg  ^ 

High  Bridge, Lock  No.  7^. 

trvitigton   

LaGraiige 

LiiuciistiT^ 

Leitclitield  -. 

Lexinston   t 

Littk- Hickinini    Lock  No. 

Lockport,  Lock  Nii.  2  - 

Louisvii.i.k'  t 

Do.  Bowman  Field 

Mammoth  Cave''' 

Moiiticello2. 

Muiifordville  '' 

St.  John 

Salvisa,  Lock  No  6  -1 

Shelbyville 

Smith's  Urove  •'.......... 

Stearns  ** 

Tavlorsville 

ryrone.LockNo..5  "\ 


Daily  Proolpitatlou  for  Juno,   104a. 
Day  ul  liiuiith 


,  Lock  No. 4'^ 


Ashlund  =.. 

Berea   

OoUeeeHill 
Cyuthi;inM  = 
Falmoiit'i- 
Farmers-  . . 
F|.>mi-i<;sbii 
Ford  "  ■  ' 
(iiavsnu-  .  . 
<:rOfinip  Dii 
Hazard-  .  ■ 
rieiJ«lber-. 
Jackson  -  . 


i  Ni 


.20 

'.'05 

T.' 

.?1 

T. 

.48 

.82 

.45 

.4.'i 

1. 78 

■1'. 

.21 

!so 

.07 

t.' 

.02 

1(1 

.89 

'.'s.'i 

.W 

T. 

.o;^ 

.11) 

'.m 

.25 

..50 

.12 

.S3 

.43 

.12 

T. 

.lOi 


13     14     16     10     17     18 


17 

'44 

.32 

3-1 

.10 

"nn 

1! 

.31 

oy 

.57 

3. 

.17 

^}^ 


Ol   .48 

2.43|1.85 

'21.09 

1  451   .66 

17    .54 

21)    .40 

1.47    .82 


.73  . 
.55  . 
L24 
.55  . 


.66 


.|...   j. 


.31 


4.40 
2.VZ 
8.16 
l.bH 
2.40 
8.1)3 
5.07 
2.i0 
2.52 
2.41 
4.32 
8.81 
2.93 
3.83 
2.80 
8.66 
2.88 
2. 83 
5. 16 


6.29 
6.85 
1.99 
2.07 
2.29 


5.21 
0.13 
2.96 
5.26 
6.  55 
9.33 
9  63 
4.66 
4.99 
0.76 
5.49 
10.07 
7.31 
B.48 
9.85 
2.78 
5.. 34 
2. 88 
5  90 
7.7< 


5.75 
6.25 
1.91 


8.79 
9.47 

5.86 


6  85 
3.52 

2.48 
8.34 
5  47 


FTxcept  as  otherwise  indirated  observations  are  geiierallT  made  VMe  in  the  aftenio<,n.  tK-ar  ^■ni.s..t.  and  precipitation  r^enrded  is  for  24  honi-s  endiiip  attime  ol  observalion 
^^^^l^':^^^?'l^r^::^J.^f^^^^1 "  '°'  "^^  ■■^t'i""'-.^?/'?.^'  '""I"'^'^'  'o  mi<^n^^ia  unless  otherwise  indicated.    ^Precipitation  inea'^wed  ^  ?he  nio^ning" 

T   tJLI  r,.rT    f.,^   V  =\"       nm  *T,    .     ^iPreoiPitationmea-surcd  with  recording  gage.  ♦Inelnded  in  the  n.-xt  following  measnrement. 

llZ-k  in  %V?1  iVf.fs'^^'  Kv     \\n^V;i"„"p-r;^  1.^^      ^^°^^  "^.'^  addresses  as  follows; -l.o.k   v   l,.,wr.nc.hnr..'.  Ky.  :     Lock  fi.  VPrs.nllPS.  Ky.  Lock  8.   Nicholasville,  Kv. 

"Airport  station.    Data  for  24  hours  endinc  at  12.80  a.  ni  .  90th  meridian  time  adjusted  to  day  they  occur 
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CLIMATU LOGICAL  DATA:   KENTUCKY   tSECTlUN 


June,  1942 


Daily  Temperatures  for  June,   1942. 


2       3       4       5       6 


9     10     11      12     13     14     16     16     17     18     19     20     21     22 


24     25     26     2' 


29     30     31   Mean 


Western   Dimsion. 
T.           r>»^  j  Maximum... 

Beaver  Dam  j  Miuimum .... 

Calhoun iMhu^Zn::: 

K-won Iglsr.:;: 

Oreeuville.  !  M?x.i"iuin  . . . 

Henderson l^S^':: 

HoPtcinsviUe l^f-^^;: 

Love.acevU)e l^SSZ.:/. 

.,      „  , ,  )  Maximum  ... 

Mayfield iMinimum.... 

S  Maximvim  . . . 

Murray  iMinimum.... 

„  .  1  Maximum  . . . 

Oweasboro -j  Minimum. . . . 

„    ,       .  i  Maximum  .   . 

Pa<5ucah iMinimum.... 

„  .       ,  J  Maximum .  .. 

Princeton -J  Minimum .... 

RusaellvillelS iMfnimur.;:: 

Central  Division. 
h     „   „  j  Maximum  . . . 

Anchorage i  Minimum .... 

r.      1-       n,,o„  (Maximum... 

Bowling  Green iMinimum.... 

/^i  .,^^„t  \  Maximum.  .. 

Clermont j  Minimum 

_        .„  S  Maximum  . .. 

Dftnville j  Minimum . . . . 

DixDam {^fSSr.::: 

„  .       ,  )  Maximum  . . . 

K'lbank iMinimum.... 

„       ,  ,    .  S  Maximum  . . . 

P^rankfort IMinimum.... 

„,         ,„  J  Maximum  . . . 

Gla-^8°«'    (Minimum.... 

„  .  ,,„  )  Maximum  . .. 

Greensburg j  Minimum.... 

-„.„„,„„  i  Maximum  . . . 

xrvington iMinimum.... 

,„.,„,  fi.i J  (Maximum... 

Leitchfleld iMinimum.... 

i'^*'^^- i^SZ::: 

Louisville \^^^=.::: 

Do.  Bowman  Field  i^I-imum... 

Mammoth  cave j^f^";:: 

o,     i„hr,  S  Maximum  .  . . 

St-  ■'oin iMinimum.... 

^»^e'^^-"« !^f;^=::: 

Smith-sGrove  ......  ;Max^^;;; 

Stearns...   ^Mfninium''' 

Taylorsville   ^^Su'Z':: 

«'i"i'^'"'''""" {Mfnimum.::: 

Eastern    Division. 
.   ^,,„j  S  Maximum  . .. 

Ashland    iMinimum.... 

„  i  Maximum  . . . 

"^•^^^ i  Minimum.... 

„     „  ,  ,„  I  Maximum  . . . 

^^rmt'.TS IMinimum,... 

r,  .  1  ,v. I  Maximum  ... 

H^'^lelberg IMinimum.... 

T  .„T,„v,  rr.^..,.!  J  Maximum  . . . 

Lynch  [near] -j  Minimum.... 

XI „..ii.,  i  Maximum... 

"'ly''^'"^ iMinimum,... 

"'<'<"-horo i^f-~::: 

M-"t  sterling l^^^^ 

P'l^evnie ISfnimum.-.:: 

p'ppapa^s •■•■li:i?i^x^;:: 

Q">«>'-"'' ;^^=;:: 

'<"^— -^ •-  S=.;:: 

'yn- ;mSZ.::: 

«-"'>-'^-«t,urg SZm.-.;- 

Winchester 1  Mfnimum . ! ! 

$S  Tnstriinionts  are  read 
*.''.'  etc.  indioat(»  repp 
WHO  Irfiiiisvillp.  7-2.T  42  110(i 


67i     67| 

971     971 


66!  66 

94]  95 

531  66l 

96!  961 


90      92  92 

68      66,  69 

92!     92!  91 
62 


91 

64      66 
93|    9,<!     91 

e.-i'     65l     6!t 


92     91 

68     69     67 

90l     90      87 


84     721     76! 


RR 

67 

6t 

W 

67 

68 

90 

90 

74 
87j    89j 


911     88 

681     68 
90'     8.') 


72|     78 
."iSl     S2 


70 

76 

58 
8.1 

11 

591  57 

F>y 

58 

82  76 

8( 

82 

5R 

56 

51 

56 

7(1 

7S 

72 

77 

56 

58 

60 

66 

79 

77 

80 

80 

69 

,521  62 

5C 

71 

7,<!l  70 

7f 

53'  52'  57 

5? 

82      82;     80 


681  70 
89|  91 
64      66 


86      98 
72      67 

871     91 


60  54 

831  82 

53:  58 
80 


68 

87 

651     581     61 


781     80,     83      8: 


53     65     65     6? 


621     65|     64 

82      861     9^1     B3 


63      6R|     691     71 


641     66      66 


801     S8|     90 
58|     631     '■■ll 


R3,     911     931     96 


87      88      90      90 
62      66      62      68 


85      88 
69      47 
85i     BS      89 


6?l     66      65 


Pliai'ffprI  to  tlif*  propp<1iTier  flav,  on  \rhir 


^niTftrTrTt:^ 


'/ 
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K  K  N  T  11  C  K  Y    S  I^;  (]  T  I  O  N  . 

J.    1..  KKNDALL: 


Vol.  XLVII  Louisville,  Ky.,  July,  1942 


No. 


GENERAL    SUMMARY. 

Toinp(>riituros  not  Kivatly  divergent  from  normal  conditions 
previulod  ui  central  distriets.  Dry  weather  and  generous  sun- 
sliino  tended  to  raise  temperatures  above  the  average  in  the  ex- 
treme west,  while  prevailing  cloudiness  and  persistent  rains 
kept  iho  weather  relatively  cool  in  the  mountain  region. 

Preeipitation  varied  remarkably,  both  in  amount  and  distri- 
bution through  the  month.  Heavy  and  frequent  rains  that 
impeded  cultivation  of  crops,  harvest,  and  threshing  continued 
in  eastern  districts  through  the  first  week  and  visited  most 
sections  e.xcept  the  Purchase  in  the  second  week,  After  the  11th 
only  scattered  showers  that  were  generally  light  fell  in  northern, 
central  and  western  districts.  Moderate  to  heavy  rains  con- 
tinued in  the  southeastern  counties  through  the  last  decade 
interfering  seriously  with  all  field  work.  In  the  north-central 
counties,  where  the  rains  had  persisted  until  too  late  to  culti- 
vate most  corn,  the  hardening  of  the  soil  as  it  dried  and  the 
prevalent  weediness  adversely  affected  the  growth  of  this  crop 
Corn  on  the  hills  and  thin  uplands  in  that  section,  and  to  a 
greater  extent  westward  into  the  Purchase,  began  to  suffer  in 
the  last  week.  Corn  fired  rather  seriously  and  pastures  dried 
in  extreme  western  districts.  Growth  of  grass  diminished  and 
some  drying  began  on  uplands  eastward  into  the  central  area, 
but  most  pastures  remained  good  in  that  section  and  generally 
luxuriant  farther  east  into  the  mountains. 

The  growth  of  tobacco  was  retarded  somewhat  in  the  western 
counties  by  the  dry  weather,  but  it  continued  generally  satis- 
factory in  the  central  and  eastern  counties.  As  to  cultivation 
It  fared  better  than  corn,  although  more  than  the  usual  amount 
ol  hand  work  was  required  to  clean  it.  The  abundant  supply 
ot  moisture  in  the  early  stages  of  its  growth  brought  late  tobacco 
forward  very  rapidly. 

^  The  long  period  of  fair  weather  in  the  last  half  of  the  month 
favored  threshing  and  haymaking,  which  were  far  behind 
Hemp  and  soyljoans  grew  rather  rank  in  central  and  eastern 
sections.  Less  than  normal  rainfall,  in  the  cotton  region  with 
temperatures  above  the  average,  favored  that  crop. 

TEMPERATTJRS. 

Temperatures  somewhat  below  normal  prevailed  in  the  first 
decade  and  for  a  few  days  in  the  fourth  week,  otherwise  most 
days  were  warmer  than  the  average.      In  the   western  dry  area 

stations  report.rl  maxm,a  of  100^ Or  IrigheTon  the  I6t /o^30t  f  hfft' th/h-^b^  Yf'^™ 
erat.res  in  .Hnjra,  and  eastern  distrirtswe?e  below    Oo'.'teUest^orth/s 


PRECIPITATION. 

mBmmmmmsm 

some  in  the  southeast  reported  more  th"  ^''n"r?r/neh1r  For  the  ^^Al 

varie.  betw- enO.  S4in('h!tt  Lovelaeevill,.  STirl  1(1  <l  V,.^;„  „*  ,^  ■  ?  '^'^  ^^^  rainfall 
excessive  rains  ocrairre-l  in  th '  ^>'Xa.lul\V\tr^^^^^^  Moderate  to 

and  some  central  disLirt.  mo.],  rat' ■  t  ,  1  ea vv  r  i  s*^  n  nJ^.SI'^^l'if  ^*^t<'-,  I"  eastern 
.showers  ot-unvd  in  w..ste,-n  >nM  ,  .nt  ■  > .,  firm  «,  i^L"^^",*^^^  '1*^  .,  '  '«'''  scattered 
larly  disl.il.nted  r..ins  in  eastern  rh'trii'ts  from  t he  !(',  hT  ■  if  S^"  ^"""V  ^'"'  '''''^<^''- 
the  western  counties  on  the  lst-2d.  but  thev  were  nin'vr,',  t,'  b  a'  ;^lif»'c-i--*  f^ell  in 
eastern  avcas.  Paily  amoun's  ranging- from  2  r.O  to  iifiriv  i  nn  i„',i,'  '"  '''■"'/"l  ^nd 
southeastern  stations  on  the  8th.     Many  rains  exc  -eflin  "H'les  c-ivnrred  at  some 

central  and  eiisiern  diftrirts  from  the  fith  to  9th  '    Dh  vs  I 
4,  S.  6.  7,  >;.  i).  in.  13.  14.  19.  2'^.  '21 .  ■.':!.  2,5,  27.  29.  30.  M 


MISCELLA  NEOUS. 
/l^  ""^T^'^''^®"*''^®^!^'"'"^''"'"'''  "i*^''  "'""''•  '"  "-'f't'cr,  Perry,  Knott,  HarlBn,  Pike 

V -as  e>t  mated  at  f  1  (Kio.odo  and  75  !o  KiO  hon,..s  ucn,  destroyed.  In  U.o  /our  counU«f,, 
n<)>d,Ku„lt.  ,  etcher,  and  IVrry,  mon- than  'JiM  homes  were  flooded  and  stockH  of 
■''i"Ke\fUlo\^us       In  111,- Hooded  district  in  Kentucky  5.0(,(( 

'"-  '"' '' ""■  "i""  ""•  totiil  dftmB(?»)  was  placed  at  12,000,000 

rir  at  lliizanl  and  (jne  at  .Jenkins 

'",'''  ""'"''"fro'"  thoytliir.  I.;!  I,  r.  -nil.  .ifromthofreBhetii 
'■'"•<■'"<  -I'-ains.  The  rise  m  ih-  ,  i,,  ,„,■  lower  Ohio  i-ul- 
y.:--  n-,,r  1  III,  Hood  level  ami  .  .,i,m.i.  ,;,!  i,ver/low  of  low- 
.  lies  of  iliiil  stream  ajid  the  s,-,ti,,n  .,i  ii.,.  Mississippi  that 


with. 


of  th. 


;  the  >tutu. 


nderstorms  were:  1.  3, 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 

Atmospheric  pressure 
(reduced  to  sea-level.) 

Wind. 

Relative 
humidity. 

stations. 

g 

1 
K 

1 

1 

If 

if 

r 

1 

5 

i 

a 

0 

a 

Cm 

Cairo 111. 

Cincinnati Ohio 

Evans  ville........Ind, 

Louisville Ky. 

30.02   30.21 
30.01    30  18 

30.01  30.18 

30. 02  30. 16 

13 

27 
13 
13 

29.83!     8 
29.86      1 

29.82  8 

29.83  8 

6.8 

5.8 
6.5 

7.5 

30 
18 
30 
2« 

n. 

nw. 

sw. 
sw. 

21 
6 
30 
30 

84 
88 
SK 
87 

56 
84 
53 
S5 

M 

63 

BS 
85 
89 
63 

OOMJPAKATIVE    DATA   FOR  JULY.                 = 

1889 

1890 

1891 

1892 

1893 

1895!'".'.' 
1896... 

1897 

1398 

1899 

1900 

1901 

1902 

1903 

19fll 

1905   .... 
1900.,    .. 

19  17 

IOCS 

1909 

1910.    .. 

1911 

1912 

1913 

1914 

191,5 

1916 

1917..... 

1918 

I'.flO 

1920 

1921 

1922 

1923..... 

1924 

1925 

1926.    ... 

192/ 

1928 

1929 

19.S0...    . 

1931 

1932   . 

1933 

1934..... 


75.2 

99 

77.4 

103 

77.8 

107 

77.8 

Wi 

77.3 

100 

77.9 

101 

81.7 

112 

107 

77.5 

104 

75,2 

99 

75.9 

102 

75.2 

100 

78,1 

102 

76.9 

100 

74-8 

99 

75.2 

96 

75.8 

105 

76,8 

100 

79.9 

109 

78.8 

109 

75.7 

102 

78.6 

102 

75-3 

100 

73.8 

ins 

79.5 

104 

75.  2 

99 

81.1 

lOfi 

76.4 

10? 

76.8 

99 

73.8 

99 

76,7 

105 

77.6 

107 

75,7 

101 

77.0 

100 

81,2 

76,8 
81.4 


5.02 
2.66 
4.08 
3.30 
3.48 
2.03 
5.75 


Numberof  days. 


7.44 

4,79 

4.71 

3,78 

4.91 

1.72 

1.91 

3.53 

3.40 

5.93    , 

6.02    I 

4,71     I 

3.94 

6.01 


5,50    I 
2.54    I 
3,20 
5,30 
4.17 


4.77 
3.59 
3  63 


4.07 
3.97 
1,25 
3  85 
4,31 
6.03 
4.84 
5.16 
3.78 
3,04 
7.27 
4.83 
2,68 
5,71 
4.71 
4.  JO 


18 

14 

11 

14 

9 

18 

10 

16 

n 

14 

16 

10 

7 

16 

12 

IS 

10     i 


t.54  Vear  average. 
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CLlMATOLUCxlCAL   DATA:    KENTUCKY    SE(JTiUN. 


July.  1942 


WESTERN   UITIBION 

Beaver  Dam  

Calhoun 

Earlington 

Kord'e  Ferry.  Dam  60. 

GilbertsvUle 

Greenville   

Hartford,  [near] 

Henderson 

Hopkiusville 

Lovelaceville 

Muyfleld 

Murray 

Owensooro 

Ow«iiBboro,  Dam  46. .. 

Padncali   

Princeton 

Rnmsey,  Lock   2t.-. 

Russellville 

Ijniontown,  Dam  49.. 
CENTRAL  DIVISION. 

AddiBOn,  Dam  45 

Anchorage 

Bowling  lireen 

BrowDBville,  Lock  6  ; 

Burnside  

Carrolltoii.Lock  1  .  ... 

Clermont 

Cold  Spring,  Dam  35  • 

D;invill.-    

Dix  Dam.Durgiu 

Eadsville   

Eubank 

Frankfort,  Lock  i-  ... 

Gest.Lock  3 

Glasgow   —  ... 

Grant,  Dam  38 

Greensburg 

High  Bridge,  Lock?.. 

Xrvington   

LaGrangc 

Lancaster 

LeitcMeld • . 

Lexington 

Little  Hickman,  Lock  8 
Lockport,Lock2  .... 

LOUIBVII.LE    

Do    Bowman  Field 
Mammoth  Cave...  .. 

Monticello    ■  • 

Munfordville 

St.  John 

SaiviBa.Lock  6 

Shelbyville 

Smith'.s  Grove 

Stearns 

Taylorsville   • 

Tyrone,  Lock  5 

Williametown 

Woodbury, Lock  it-- 

E«STERN   DIVISION. 

Ashland   

Berea 

College  Hill,  Lock  11  .. 

Cynthiana 

Falmouth 

Farmers   

Flemingsburg 

Ford,  Lock  10 

Grayson    ....    ...     .. 

Greenup,  Dam  SO 

Ilazard 

Heidelberg,  Lock  14... 

Jackson  

Jenkins 

Louisa 

Lynch,  [near] 

Miiysville  Dam  33 

Middlesboro   

Mount  St'-rling 

Oneonla,  Dam35 

PalntsvlUe 

Pikeville 

Pippapass 

Quicksand 

Ravenna,  Lock  12 

Richmond 

Tyner 

Valley  View,  Lock  9  . . 
VancebnrK.Dam  32... 

Williamsburg 

Willow,  Lock  13 

Winehp.eter 


Ohio  ■ 

McLean 

Hopkins 

Crittenden... 
Marshall  . ... 
Muhlenburg 
Ohio  ■•■  ...  . 
Henderson. . . 
Christian.  ... 

Ballard  

Graves  . 

Calloway.  ... 

Duviess 

Daviess   

McCracken  . 
Caldwell..... 

McLean 

Logau  

Union 


Breckinridge. 

Jeflerson 

Vv'arren    

Edmonson  . . . 

Pulaski   

Carroll 

Bullitt 

Campbell    .... 

Boyle   

Mercer 

Wayne 

Pulaski 

Franklin 

Henry 

Barren 


Green  

Jessamine   . . . 
Breckinridge  . 

Oldham 

Garrard  

Grayson  

Fayette    

Jessamine  .  . 

Henry 

Jefferson  .... 

Jefferson 

Edmonson  .  . 

Wayne 

Hart  ■ 

Hardin 


Shelby.... 
Warren  . . 
McCreary 
Spencer  ■ . 
Anderson. 

Grant 

Butler.... 


Boyd 

Madison.. 
Madison. . 
Harrison  . 
Pciidli-ton 
Uownn  ... 
Flciniug  .. 
(;hirk  .... 
Carter  . . . 
Greenup.. 
Perry  .... 

Lee    

Breathitt  . 
Letcher.  .  • 
Lawrence 
Harlan.  .. 


Bell 

Montgomery. 
Campbell.  ... 
Johnson   .  ... 

Pike 

Knott 

Breathitt  .  . . . 

Estill   

Madison  . .  . . 
Madison  . ... 
Madison  — 

Lewis 

Whitley  

Lee    

Clark   


State  averages  and  ex  tremes 


CUmatologicai  Data  for  July,  1942. 


Temperature,  in  degrees  Fahr. 


0.7  97 
2.l!  101 
2.41   101 


1.3'  100 

...I 

0.0;  100 
+  0.2  100 
+  2.ll  101 

7 

+  1.2      97 
98 


4-  0.7 
■¥  0.2 
+  2.7 


4-  0.3 
-02 


+   1.1 
+  1.6 


+  0.2 
+  '2 


+  0.2     94 

'■'.'■'.  .['w 
+  1.0|  101 


Precipitation  in  inches  jNumberof  days 


53 
55 
54'^ 

3 
3 

3 

51 

7 

56 

8 

1.47 

-1.36 

1 


26 

-o.se 

4.64 


+  2.14 
+  3.07 
-173 
-0.75 
-1.37 
+2  30 
-0.40 


+4.51 
+3.65 
+2. 21 


.29 


3.99 

6,  h|  +  1.30 
7.1(11+3-04 
4.611  +  1.19 
5.  02  4  1 
7.101+2 
4.92!  +  1.23 
+  .5.34 


+2.0:1 
-2.02 
+2.66 
+3 


-0.8 


+  3. 07 


7.29 
10, 2« 
10.961  +  5.6:5 

5.  35  +0 

8.27i  +  4.25i 


7  25I+2.43 

6  55! 

4.71+0.  51 


J.  R.  Young. 
R.  C  Bennett. 
Hrick  South  worth. 
Lockmaster. 

Tennessee  Valley  Authority- 
C   R.  Lovell. 
W.  R.  Carson,  Sr- 
George  Street. 
W.  K.  Morris. 
Blaine  M  alone. 
Mrs.  Joe  Payne- 
Ralph  B.  Wear. 
Henry  S.  Berry. 
Lockmaster. 
U.S.  Engineers, 
S.  J.  Lowry. 
Lockmaster. 
Morton  L.  Wood,  Jr. 
Lockmaster. 

Lockmaster. 

C.  E.  Barret. 

Mrs.  Lillie  G.  Causer- 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

R.  P.  Amos- 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co., 

Joe  Norfieet. 

Mrs.  Katie  Payne- 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  LetiieD.  Perkins. 

Lockmaster. 

L.  O,  Stiles. 

J.  C.  ogg. 

Kentucky  Utilities  Co. 

D.  Lem  Hnghes 

1,1.  S.  Weather  Bureau. 

Lockmaster. 

Lookmater. 

US    Weather  Bureau. 

U.S.  Weather  Bnrfau, 

Ivan  J.  Ellsworth. 

E.  O.Cooper. 
Chester  Williams. 
Sisters  of  Loretto. 
Lockmaster. 
WillaS.  A.  Ratta. 

C.  W.  Gurnsey. 
Airway  Station. 
J,  D.  Brown. 
Lockmaster. 

Miss  Nettie  B.  Simpson. 
Lockmaster. 

Lockmaster. 

D.  H.  Center. 
Lockmaster. 
S.  M.  Hill. 
Jessie  Oldham. 

Mrs  Corda  B.  Stamper. 

C.  A.  Glasscock. 

Lockmaster. 

Mrs.  Ruby  A.  Burton. 

Lockmaster. 

H.  A.  Baily. 

Lockmaster  ■ 

Jas.  T.  Goff. 

R.  J.  Howard. 

Zeb  Heston. 

James  S.  Allen. 

Lockmaster. 

Matthew  Woodson, 

W.  R.  McKee. 

Lockma-ster. 

E.G.  Fralev. 

U.  S.  Weather  Hureau. 

Caney  Run  Com.  Center. 

R.  W.  Jones. 

Lockmaster. 

J.  W.  Crooko. 

H.  L.  Hignite. 

Lockmaster. 

Lockmaster. 

Wadely  West 

Lockmaster. 

Airway  Station. 


reports  are 


All  temperature  data  are  taken  from  self-registering  thermometers  „,  „,„rQ  voar«  ,..  .«,....,.   >...>,. ■-. 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  sjich  stations  as  l'»ve  t«n  or  "]°^^J^^\!^!  ^j^er  Locks  are  on  the  Kentucky Ki 
nsed  In  det<.rmining section  or  division  means.  tHunisey,  Brownsville  and  W  oodbury  are  Locks  on  t W  f'j-e«^^lJ^''«J;  "t""-' 

Reference  letters,  ',  '',  °,  appearing  in  the  table  indicate  number  of  days  mis 
t  Also  on  other  dates.    +t  Received  too  late  to  be  included  in  means  and  summaries 


stations  as  have  ten  or  more  years  of  record  ''''«: 'i"':"" 
....dbury  are  Locks  on  the  Green  River;  ^♦'>"-  '  ""l-"  ■'"^  ^ 
for  example,  b  represents  two  days,  etc. 

T    Precipitation  is  less  than  0.01  inch  rain  ormelted  ! 


.iiii.Y   i;M 


iM.lMATDlAHiUAI.   DATA:    KICNTUCKY   Siari'lON 


Daily  Proclpitiition  lor  July,    1048. 


Wfitrrn  PMitio 

Hoavor  Dam 

i.'i\llio\ui 

Kiirltnirton   ' . . .  • 

Korda  Korry  Dam  60* 

GllbertsviUu' 

Ureonvillo 

Hartford 


G 

Q. 

G 

O 

T 

O 

.T. 


Iluuderson 0. 

Uopkinsvlllo'   C 

Lovolivooville AI . 

Miiyrtold M. 

Murray  » T. 

Owensboro  ' O. 

Owousboro,  Dam  46*    O. 

Pad\icah» 0. 

I'rinceton 


Uumsey,  Lock  No.  2  ' 

sseHvllle' 

ioiitowti.  Dam  i9'. . 


Central  Division 

.Addisou.Dam-JS.'' ....O 

Anchorage 0 

ISowUug  Green  '  G 

Bowlinsr Groan  No-  2*.... G 

Urowusvilk",  Lo5k  No.  6» G 

Burnside'  C 

CivrrolltouliOCkNo.  1' K 

<'lermont S. 

C"ld  Spring,  Dam  36' O 

Danville'^ K 

Dix  Dam.  Burgiu K 

Ead«ville' ; 

Eubank C 

Krankfort,  Lock  No .  4- K 

(iest,  Lock  No.  3  ■' K, 

Glasgow  G 

(iniut,  Dam  33' O , 

Kreensburg  * G , 

High  Bridge,  Lock  No.  7" K. 

rrvington  O 


0. 

L.'incaster" K. 

Li-itrlUleld  ' G. 

Luxiiistou  t K. 

Littli^IIicicmau,  Lock  No.  8 't K. 

Lockport,  Lock  No.  2' K. 

Louisville'  t O. 

Do.  Bowman  Field 0. 

Mammoth  Cave'. G. 

Monticello  '. C. 

Muufordvillu  ' G- 

St.  .lohn S 

Salvisa.LockNo  6  't K^ 

Shelby ville  S . 

Smith's  ftrove  ••........ .G. 

Stearns" C. 

Taylorsville S. 

Tyrone,  Lock  No.  5  't . . . .  • K 

Williamstown  L 

■Voodbury.Lock  No. 4'. G 

Eastern  Division 

Ashland' O 

Berea   K 

College  Hill,  Lock  No.  11'  ....K 

Cyntliiana' ,L 

Falnioutti' L 

Farmers'  L 

Flomiiigshurg'  L 

Ford  Look  No.  10 't K. 

Grayson' O 

fireenupDum    30' 0 

Hazard^ .  K 

Heidalberg.  Lock  No,  14' K 

Jackson  ' K 

Jenkins'   B 

Louisa' B 

Lynch  [near]   <• 

.MiiysviUe,  Dam  33» O 

Middlesboro      O. 

Mount  Sterling L. 

Oneonta  Dam  35  ' (I 

Paintsville   ' B 

Pikeville** B, 

Pippapass K. 

Quicksand' K 

tiHvenna-    Lock  No.  12' K 

Richmond'    K 

Tyuer C. 

Vallpy  View.  Lock  No.  9 K. 

Ynnccbnri?,  Dam  No.  32  '. O 

WilUaiiisbnre'     .'. 

Willow,  Lock  No.  13-. K 

Wincliester  "   K 


Day  or  month 


0.«3 
2.87 
0.84 
2.60 
0.61 
1.8b 
1.76 
8.92 
3.S2 
1.73 
4.99 
2.?6 


1.64 
2.28 
5.02 
566 
4. 46 


6.10 
7.03 
2.80 
2.82 
2.47 
6.85 
2.67 
2.17 
6.18 
1.98 
8.16 
7.41 
5.79 


4.19 
5.02 
6.47 
5.61 
5.52 
2.90 
2.18 


7  7S 

22 

10.61 

9  45 

.11 

fi.96 

.5(1 

8. 26 

.06 

2.57 

9.62 

T. 

3.41 

.22 

.T.28 

7.29 

M 

10.26 

.4H 

10.96 

5.35 

except  as  otherwise  indicated  ohsers'ations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  nrecipitation  recorded  is  for  24  hours  ending  at  time  of  obseT^^^pf^wT 
^First-order  Weather  Bureau  station ;  precipitation  is  for  the  24-hour  period,  midnight  to  midnight  unless  otherwise  indicated.    'Precipitation  measured  ?n  the  morn/n^ 
amount  then  recorded  is  for  the  prncedius-  24  hours.  t Precipitation  measured  with  recording  gage.  'Included  In  the  next  follQwingmeMurement^ ' 

r  ^■,^,''^''?>  0/ precipitation  le,ss  than  n.oi  inch,  tPost  office  addresses  as  follows:-Lork  .S,  Lnwrenjebnrs,  Kv.  :    Lock  6.  VPrsn^lIerKy  Lock  8    Mchnl^l^^^^^     ir„ 

^p'r,;',  Pl-v   ',V.  «^u     V»  •^^"e«"t'^,-,^^l'f"™if-  ^7-  ,„,  ,.       Rivsr  drainage  area  in  which  station  is  tncat^d  is  indicated  as  follows:  (B)  Big  Sandyf  L)  L^^k  ng-  i■ 
Kpntuckv:  '  S '  Salt-  'G  >  Green :     f  >  rumhcrland :     T'  Tennessee:  'Ol  Ohio:  ^M^  Mi.s«is=iDpi  """^ .  m,-;  ^icKing.  ji.. 
Airport  station.    Data  for  24  hours  ending  at  12.80  a.  m  .90th  meridian  time  adjusted  to  day  they  occur 


t! 
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CLIMATULOGICAL  DATA:  KENTUCKY  SECTION 


July,  194  2 


Oaily  Temperatures  for  July,  1942. 


Stations. 

,|, 

3 

4 

5 

^ 

7 

8 

9 

^ 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Mean 

Wexlem 

mvieion. 

j  Maximum  . .  ■ 

85 

81 

87 

90 

92 

89 

86 

89 

87 

89 

93 

93 

96 

94 

92 

97 

96 

92 

95 

94 

93 

88 

88 

93 

81 

91 

93 

94 

96 

96 

95 

91.4 

Beaver  Dam  .... 

—  (  Minimum  — 

65 

68 

53 

61 

70 

66 

58 

67 

65 

72 

68 

68 

69 

72 

67 

65 

70 

74 

69 

72 

68 

63 

59 

60 

64 

62 

64 

63 

63 

68 

70 

65.6 

J  Maximum  .  • . 

91 

85 

88 

90 

94 

90 

85 

91 

90 

90 

92 

92 

97 

96 

93 

96 

98 

96 

95 

96 

91 

90 

92 

93 

92 

93 

96 

99 

101 

98 

Calhoun  

(  Minimum  — 

69 

60 

66 

(,» 

70 

7^2 

60 

68 

63 

73 

70 

70 

72 

74 

70 

68 

74 

72 

72 

71 

65 

63 

64 

62 

64 

67 

66 

67 

71 

68:0 

)  Maximum  . . . 

89 

85 

90 

93 

96 

92 

89 

91 

88 

91 

93 

97 

98 

97 

98 

101 

99 

99 

99 

94 

93 

9y- 

89 

96 

96 

93 

91 

97 

100 

100 

101 

94.4 

Earlington 

(  Minimum 

69 

57 

55 

66 

72 

71 

60 

74 

68 

76 

71 

69 

72 

7) 

67 

73 

76 

73 

74 

71 

65 

68 

60 

64 

63 

67 

65 

69 

74 

75 

68.2 

\  Maximum  . . . 

87 

82 

89 

90 

93 

90 

87 

90 

sy 

89 

93 

95 

95 

92 

93 

97 

93 

97 

97 

92 

90 

89 

94 

94 

94 

93 

96 

9S 

160 

99 

92.7 

Qreenville 

••••  /  Minimum.... 

65 

57 

52 

60 

68 

70 

60 

66 

65 

72 

68 

67 

69 

73 

6fi 

60 

70 

72 

70 

72 

69 

68 

61 

60 

66 

64 

66 

62 

66 

69 

70 

65.9 

Henderson 

1  Maximum  . . . 

8S 

^? 

86 

92 

89 

85 

90 

88 

91; 

98 

94 

98 

94 

92 

99 

97 

93 

97 

91 

I' 

87 
65 

90 

96 

96 

93 

98 

98 

99 

100 

97 

75 

92.7 

• "  ■    1  Minimum .... 

67 

58 

."17 

66 

71 

72 

66 

67 

70 

68 

70 

74 

74 

67 

66 

75 

71 

*I 

60 

62 

65 

63 

67 

66 

68 

73 

67.4 

S  MaximuiQ  . . . 

88 

84 

90 

95 

93 

84 

92 

86 

89 

91 

93 

95 

92 

90 

96 

100 

95 

100 

92 

88 

87 

92 

96 

92 

95 

95 

97 

92.0 

Hopkinsville   .. 

••••iMinimum.... 

69 

69 

65 

66 

68 

65 

65 

63 

05 

66 

65 

70 

70 

71 

70 
100 

72 

70 

73 

68 

66 

OS 

64 

58 

66 

67 

66 

67 

70 

69 

66.  6 

Lovelaceville... 

)  Maximum  . .. 

89 

86 

90 

93 

92 

88 

95 

SI 

88 

95 

97 

98 

96 

95 

100 

95 

98 

93 

93 

90 

89 

93 

97 

95 

95 

97 

100 

101 

87 

94.1 

■■■■  i  Minimum.... 

B9 

59 

58 

62 

71 

68 

75 

70 

75 

68 

77 

73 

68 

76 

73 

72 

77 

73 

77 

66 

68 

64 

64 

75 

65 

68 

72 

69.7 

Maximum  . . . 

85 

84 

S6 

89 

91 

89 

87 

92 

93 

hi 

92 

94 

97 

96 

94 

99 

99 

94 

97 

94 

92 

90 

88 

90 

99 

93 

96 

91 

97 

97 

95 

92.6 

Mayfield 

(  Minimum 

61 

62 

65 

68 

69 

67 

73 

70 

72 

69 

70 

72 

73 

69 

70 

76 

72 

71 

73 

71 

66 

62 

62 

66 

65 

67 

66 

70 

72 

74 

68.7 

j  Maximum  . . . 

85 

82 
63 

86 
62 

87 

8;; 

88 
71 

84 

90 
74 

s 

86 
74 

89 

g 

92 
74 

95 
76 

92 
71 

97 
72 

95 
72 

62 

96 
76 

93 

75 

^l 

89 

86 
64 

91 
64 

95 
68 

90 
66 

92 

94 
67 

96 
73 

9j 

90.3 
70.6 

1  Minimum 

70 

71 

74 

72 

J  Maximum  . . . 

85 

80 

81 

89 

91 

91 

82 

88 

88 

91 

91 

93 

90 

95 

95 

95 

94 

92 

92 

87 

87 

91 

92 

99 

90 

92 

91 

98 

94 

90.7 

Oweiisboro 

■■■■  1  Minimum.... 

65 

60 

64 

S3 

67 

70 

57 

66 

65 

70 

67 

70 

71 

7C 

66 

72 

72 

70 

69 

60 

62 

61 

67 

62 

66 

63 

66 

70 

66.5 

\  JIaximum  .   . 

80 

85 

90 

1^5 

92 

92 

95 

91 

911 

92 

95 

100 

92 

94 

99 

99 

96 

99 

90 

93 

87 

30 

93 

95 

93 

91 

92 

98 

98 

99 

93.4 

Paducah 

••••  i  Minimum.... 

72 

66 

61 

63 

69 

71 

6S 

66 

70 

71 

70 

71 

73 

74 

72 

71 

77 

75 

74 

74 

74 

70 

66 

64 

67 

64 

68 

66 

66 

71 

74 

69.7 

(Maximum... 

69 

83 
60 

87 
58 

90 
66 

91 

90 
70 

86 
63 

91 
67 

9(' 
66 

fo 

90 
68 

92 

70 

94 

7E 

91 

69 

95 

95 
76 

94 

95 

95 

?? 

91 
66 

88 

93 
64 

94 

92 
65 

95 
66 

95 
64 

98 

99 
72 

79 

92.0 
''67.  8 

••••  1  Minimum.... 

72 

R.issellvilleSS... 

i  Maximum  . . . 

88 

83 

91 

92 

91 

89 

85 

89 

88 

88 

93 

95 

95 

91 

93 

97 

95 

94 

95 

92 

92 

89 

88 

93 

SO 

91 

91 

94 

97 

97 

93 

91.6 

•••■IMinimum.... 

70 

69 

64 

58 

66 

70 

66 

66 

67 

68 

70 

68 

70 

74 

69 

67 

68 

72 

79 

74 

69 

68 

63 

60 

63 

6« 

67 

64 

66 

70 

72      67.5 

Centrnl  Diuimm . 

S  Maximum  ... 

84 

78 

82 

86 

87 

83 

76 

82 

83 

83 

89 

90 

SO 

89 

85 

90 

94 

91 

90 

87 

86 

84 

86 

87 

89 

84 

89 

86 

89 

94 

92 

86.6 

Anchorage 

••■•iMinimum.... 

66 

58 

64 

61 

66 

68 

52 

60 

62 

70 

62 

66 

70 

72 

66 

65 

68 

72 

70 

72 

65 

66 

60 

67 

62 

68 

66 

66 

67 

70 

7(1 

65.3 

j  Maximum  . . . 

89 

88 

93 

94 

90 

94 

89 

90 

88 

68 

93 

94 

97 

93 

94 

97 

97 

96 

94 

-S 

92 

50 

f6 

91 

86 

88 

93 

97 

97 

sa 

92.6 

Bowline  Green. 

■■■■  1  Minimum .... 

71 

65 

60 

67 

71 

72 

66 

74 

67 

73 

71 

72 

74 

76 

72 

76 

75 

75 

70 

69 

73 

72 

69 

69 

68 

70 

73 

74 

71.1 

Clermont 

(  Maximum  .  . . 

8T 

86 

90 

86 

ti 

86 

86 

97 

90 

95 

93 

91 

96 

94 

97 

94 

93 

89 

■95 

90 

59 

SO 

93 

'•'0 

93 

93 
63 

94 

07 

94 
67 

90.9 
64.4 

"  ■ '    (  Minimum .... 

Co 

79 

51 

-8 
d8 

64 

63 

69 

65 

65 

67 

66 

64 

62 

63 

66 

70 

68 

71 

64 

64 

61 

61 

6ft 

63 

64 

\  Maximum  . . . 

90 

85 

89 

87 

89 

87 

79 

84 

86 

86 

88 

91 

93 

9f 

88 

91 

95 

93 

93 

9f 

88 

86 

84 

88 

86 

86 

88 

90 

91 

94 

88 

88.5 

Danville 

••■•  (Minimum.... 

61 

60 

57 

61 

65 

59 

61 

R6 

69 

69 

64 

68 

69 

6f 

63 

67 

74 

71 

73 

66 

6) 

02 

6E 

63 

69 

68 

65 

66 

70 

70 

65.5 

I  Maximum  . . . 
■•■•IMinimum.... 

84 

85 

86 

89 

88 

87 

82 

83 

87 

86 

91 

92 

95 

93 

93 

86 

94 

94 

91 

89 

CO 

87 

89 

90 

88 

90 

91 

93 

85 

92 

89.7 

Dlx  Dam 

69 

61 

59 

63 

69 

65 

60 

62 

68 

71 

66 

67 

69 

71 

'l 

66 

69 

76 

73 

76 

69 

67 

64 

65 

64 

71 

67 

68 

69 

70 

68 

67.5 

)  Maximum  . . . 

'■]_ 

.. 

■•■■  (  Minimum.... 

Frankfort 

(Maximum  ... 

88 

85 

85 

88 

91 

84 

82 

84 

88 

93 

92 

94 

95 

91 

95 

99 

95 

94 

9i 

92 

89 

90 

9( 

88 

93 

93 

92 

"  95 

94 

"90.5 

■■•■  (  Minimum.... 

67 

58 

5f 

60 

65 

64 

55 

58 

68 

69 

69 

66 

68 

70 

65 

66 

67 

73 

70 

72 

67 

66 

60 

6'2 

68 

66 

65 

68 

66 

66.8 

(  Maximum  . . . 

92 

85 

88 

89 

89 

87 

87 

86 

87 

90 

92 

94 

83 

91 

96 

96 

94 

92 

93 

92 

94 

90 

9'/ 

&( 

91 

90  (     92 

96 

95 

90.6 

Glasgow   

••■■'(Minimum.... 

69 

57 

53 

64 

67 

70 

63 

7(3 

67 

72 

67 

67 

70 

72 

67 

66 

75 

76 

70 

74 

66 

66 

61 

62 

Cf 

6f 

67 

67j     67 

71 

73 

67  3 

j  Maximum  ... 

87 

89 

90 

92 

90 

85 

87 

93 

94 

95 

94 

91 

95 

96 

95 

B4 

92 

11 

90 

86 

91 

c'2 

84 

95 

94      95 

98 

97 
69 

"•91.8 
'■66.8 

■■••  )  Minimum.... 

54 

60 

05 

65 

66 

69 

70 

67 

60 

70 

71 

69 

66 

69 

73 

72 

69 

07 

62 

61 

rg 

65 

C7i     65 

68 

Irvington 

)  Maxiuann  . . . 

84 

H! 

86 

88 

89 

85 

81 

85 

85 

87 

91 

93 

93 

91 

89 

97 

96 

94 

93 

fs 

91 

Sf 

88 

92 

92 

91 

92 

92j     E3 

97 

94 

89  8 

■■■■  (  Minimum.... 

65 

60 

52 

62 

66 

68 

61 

64 

71 

68 

67 

71 

72 

67 

64 

69 

72 

70 

73 

65 

65 

60 

62 

63 

65 

65 

631     68 

69 

69 

65.5 

Leitchfield 

i  Maximum  . . . 

SO 

85 

87 

88 

87 

80 

85 

84 

87 

89 

89 

93 

93 

90 

93 

94 

91 

93 

90 

88 

88 

87 

89 

90 

86 

90 

91      93 

97 

95 

89.0 

1  Minimum 

67 

ec 

56 
85 

60 

67 

67 

65 

66 

64 

70 

68 

69 

71 

73 

68 

71 

72 

70 

73 

67 

65 

60 

6? 

66 

66 

66 

66      67 

70 

69 

66.4 

j  Maximum  . . . 

86 

87 

89 

86 

80 

I] 

86 

92 

94 

98 

91 

90 

94 

96 

96 

93 

91 

90 

88 

To 

91 

91 

86 

92 

92      92 

9(- 

Si: 

89.6 
66.8 

••••  (  Minimum.... 

63 

55 

57 
84 

64 

69 

65 

57 

63 

70 

67 

70 

69 

67 

67 

72 

73 

74 

70 

68 

66 

62 

6b 

65 

7ft 

67 

67      -- 

(.^ 

7ft 

Ujnisvllle 

)  Maximum  . . . 

85 

79 

87 

88 

84 

78 

8£ 

84 

80 

90 

9! 

93 

86 

93 

95 

92 

92 

87 

89 

84 

85 

88 

90 

86 

90 

90 

91 

96 

94 

88,1 

••••  (  Minimum.... 

7ft 

66 

60 

70 

74 

66 

68 

6V 

74 

V 

74 

77 

72 

71 

76 

7P 

78 

76 

72 

71 

67 

69 

69 

73 

72 

71 

74 

74 

76 

71. R 

^ 

i„vi   : Maximum... 

85 

79 

84 

87 

89 

84 

79 

84 

86 

91 

9] 

93 

90 

8» 

94 

95 

92 

?'2 

88 

89 

84 

87 

89 

91 

87 

89 

88 

89 

96 

93 

88.  S 

Do.  Bowman  J<ic.^.    MinjiEum. . . . 

03 

61 

58 

66 

68 

63 

55 

67 

68 

72 

70 

7ft 

74 

74 

69 

67 

Ti 

76 

72 

fi9 

67 

64 

66 

66 

70 

68 

67 

68 

72 

73 

68  0 

Mammoth  Cave 

S. Maximum  ... 

85 

81 

89 

90 

90 

90 
69 

83 

87 

84 

p8 

91 

91 

He 

91 

89 

94 

94 

92 

9a 

90 

9ft 

89 

86 

92 

84 

87 

93 

93 

95 

97 

94 

89. 9 

•••■  (Minimum 

68 

5_6 

59 

60 

66 

58 

64 

64 

71 

67 

66 

70 

71 

69 

62 

73 

74 

70 

73 

66 

64 

64 

60 

64 

65 

65 

64 

70 

71 

66,1 

8t.  .Fohn 

\  Maximum  .  . . 

87 

8) 

87 

90 

87 

86 

85 

85 

8? 

91 

90 

93 

94 

89 

93 

94 

93 

92 

90 

89 

85 

9f 

90 

87 

93 

92;     95 

98 

96 

90,0 

■  ■  ■  ■  )  Minimum .... 

64 

5f 

50 

57 

64 

68 

54 

61 

62 

69 

66 

65 

67 

68 

66 

62 

66 

70 

67 

70 

63 

61 

CO 

62 

63 

64 

6? 

61      61 

65 

69 

63.4 

4ViftlKwili« 

(Maximum... 

85 

81 

83 

86 

88 

84 

79 

83 

86 

90 

90 

91 

«9 

92 

93 

£2 

90 

89 

85 

86 

88 

9f 

85 

90 

90      PC 

94 

92      88.1 

cineiuy  v  iii^   .... 

■■■■  (Minimum.... 

65 

68 

54 

60 

67 
92 

66 

53 

60 

66 

7C 
90 

67 

61 

7( 

70 

6.5 

64 

68 

72 

70 

71 

66 

65 

60 

63 

63 

65 

64      66 

68 

69 1     65.0 

Smith's  Grove  . . 

/  Maximum  .  . . 

89 

85 

SO 

91 

91 

84 

87 

84 

9f 

93 

92 

90 

96 

97 

91 

92 

89 

91 

89 

89 

r-2 

90 

88 

91 

!'?-     96 

97 

P2 

90.6 

■•-■  (Minimum.... 

64 

58 

63 

58 

67 

7(1 

62 

66 

66 

69 

68 

69 

72 

69 

68 

73 

72 

73 

73 

68 

67 

64 

62 

68 

67 

67 

65|     67 

71 

7r 

66.8 

Stearns ...   

: Maximum  ... 

81 

83 

8^^ 

92 

90 

88 

83 

84 

82 

92 

91 

91 

88 

fJC 

91 

94 

93 

92 

86 

85 

84 

8.'= 

84 

84 

91 

88      90 

94 

94 

88.3 

••■•   iMinimum.... 

64 

60 

55 

63 

65 

65 

64 

62 

64 

66 

66 

66 

68 

63 

65 

66 

7f 

7(1 

67 

66 

63 

59 

62 

6P 

66 

661     65 

69 

67 

65  2 

Taylors vi lie   ••• 

: Maximum  ... 

83 

86 

86 

81 

y?, 

86 

86 

93 

91 

93 

92 

89 

96 

95 

93 

92 

89 

92 

89 

88 

9.1 

88 

92]     93 

93 

«89.7 

:  Minimum.... 

57 

64 

62 

66 

63 

54 

62 

64 

69 

67 

70 

70 

65 

65 

69 

73 

70 

68 

65 

60 

fO 

63 

66 

63      61 

70 

69 

"64  8 

Williamstown  .. 

Knderi 

Ashland    

j  Maximum  . . . 

85 

79 

83 

87 

89 

86 

79 

84 

86 

84 

91 

9'2 

89 

85 

91 

95 

94 

92 

88 

88 

84 

84 

87 

91 

89 

91 

90      90 

9ft 

87.9 

■•■■  (Minimum.... 
JHcislon. 

(  Maximum  . . . 

66 

60 

57 

64 

69 

69 

54 

69 

67 

70 

68 

69 

71 

69 

65 

65 

71 

74 

72 

73 

65 

67 

62 

64 

04 

70 

68 

66     69 

71 

70 

66.7 

87 

81 

86 

88 

90 

85 

81 

82 

87 

84 

90 

94 

9." 

93 

9ft 

92 

99 

97 

S5 

94 

90 

87 

87 

f.ft 

87 

85 

94 

89 1     92 

90 

89 

89  4 

■••■  (Minimum.... 

6S 

60 

62 

60 

62 

61 

56 

66 

68 

71 

67 

70 

70 

65 

64 

67 

74 

73 

74 

68 

67 

63 

62 

66 

08 

70 

67      69 

69 

70 

66.6 

Berea 

(  Maximum  . . . 

84 

84 

85 

hfi 

88 

85 

82 

86 

85 

89 

91 

93 

91 

89 

93 

93 

98 

91 

91 

88 

86 

85 

89 

75 

87 

8» 

90      90 

94 

91 

87.9 

■■•■  iMinimum..., 

63 

56 

55 

64 

66 

63 

60 

58 

63 

65 

65 

63 

65 

65 

64 

60 

66 

71 

71 

68 

66 

61 

56 

5S 

66 

66 

64 

64      66 

68 

63.7 

Farmers 

1  Maximum  . . . 

8.i 

85 

84 

88 

86 

80 

87 

85 

85 

90 

92 

93 

91 

90 

93 

95 

95 

93 

90 

90 

89 

88 

89 

88 

87 

91 

90j     91 

92 

87 

88  9 

■•■•  1  Minimum.... 

66 

60 

58 

58 

62 

65 

60 

64 

68 

67 

68 

63 

65 

69 

66 

63 

64 

72 

70 

72 

69 

66 

61 

62 

62 

67 

69 

67i     66 

67 

68 

it.9 

Heidelberg 

1  Maximum  , . . 

8( 

85 

85 

85 

90 

S3 

83 

83 

86 

83 

90 

94 

91 

93 

89 

91 

96 

95 

93 

!0 

88 

87 

88 

8S 

86 

89 

89 

84      87 

91 

90 

88.1 

■■■•     Minimum.... 

60 

58 

59 

62 

63 

66 

61 

68 

C6 

68 

65 

66 

69 

69 

65 

67 

7'<; 

70 

70 

71 

64 

63 

61 

66 

68 

69 

67      64 

67 

67 

65.7 

Lynch  [near]  . 

i  Maximum  . . . 

69 

6J 

71 

70 

73 

72 

68 

70 

67 

76 

78 

76 

78 

75 

78 

81 

79 

8'<! 

7" 

74 

75 

70 

74 

65 

62 

76 

79 

73.5 

■■•■  (  Minimum.... 

58 

54 

63 

50 

52 

69 

61 

56 

48 

60 

57 

60 

52 

57 

59 

63 

62 

64 

68 

65 

5^ 

58 

52 

5:1 

59 

48 

60 

60 

6ft 

65 

("13 

57. 1 

Maysville 

j  Maximum  .  . . 

82 

80 

84 

87 

89 

8S 

80 

80 

8.1 

81 

89 

91 

90 

88 

91 

90 

96 

94 

92 

88 

89 

87 

86 

88 

90 

83 

'0 

89 

91 

88 

88 

87.6 

■■•■  1  Minimum.... 

68 

60 

58 

61 

70 

6B 

57 

65 

69 

67 

6f 

69 

63 

66 

69 

67 

74 

72 

73 

68 

60 

61 

G4 

64 

89 

69 

66 

68 

71 

72 

66.4 

MIddleshoro.... 

',  Maximum  . . . 
■■■•  (Minimum.... 

■ 

Monnt  Sterling 

: Maximum  ... 

84 

81 

85 

87 

89 

85 

80 

81 

86 

85 

91 

93 

92 

91 

<fl 

95 

95 

94 

■   92 

90 

90 

87 

87 

89 

f'i 

85 

91 

91 

93 

96 

9.=; 

"sgin 

'Minim^Lim 

Of 

60 

58 

69 

67 

65 

59 

69 

68 

68 

OS 

65 

69 

69 

67 

67 

68 

76 

73 

75 

68 

67 

63 

66 

65 

67 

68 

66 

69 

69 

71 

66.9 

Pikeville 

J  Maximum  .  . . 

78 

86 

88 

90 

92 

84 

84 

84 

86 

89 

91 

91 

95 

95 

93 

94 

98 

97 

95 

96 

90 

87 

yf' 

■M' 

91 

88 

8" 

87 

91 

95 

90 

!0.1 

■■•■  1  Minimum.... 

66 

64 

63 

61 

66 

63 

61 

60 

68 

65 

67 

66 

66 

70 

68 

65 

70 

71 

7j 

7ft 

69 

66 

C'" 

65 

67 

68 

69 

69 

68 

68 

68 

66.6 

P1nnitnB.(;fl    

j  Maximum  ... 

86 
66 

84 
62 

87 
60 

8« 
58 

89 
62 

87 
64 

84 
63 

83 
56 

85 
67 

85 
63 

90 
64 

94 

61^ 

94 
64 

93 

68 

91 
70 

94 
6-2 

97 
65 

95 
69 

93 

69 

93 

69 

88 
68 

86 

64 

87 
62 

8« 
62 

66 

if17 

9ft 
66 

67 

88 
63 

95 
65 

91 
68 

89  2 

riififotvu^s    

■■■■  (  Minimum.... 

64  6 

Quicksand 

:Maximum. .. 
■■••   IMinimum.... 

83 
66 

84 
84 

86 
67 

^^ 

89 
66 

83 
67 

82 

82 

86 

85 

89 

93 

94 

93 

91 

95 

95 

96 

92 

91 

88 

87 

87 

89 

90 

87 

92 

90 

89 

85 

88 

88.6 

Kichmond  — 

,   :Maximum  ... 

80 

SO 

8-2 

82 

86 

B2 

75 

79 

8f) 

82 

85 

88 

90 

88 

86 

90 

92 

90 

89 

88 

8.^; 

8.3 

82 

84 

84 

83 

85 

84 

Sf 

90 

.SR 

"84.'6 

■■■     IMinimum.... 

68 

60 

60 

68 

70 

68 

68 

62 

67 

70 

70 

70 

72 

70 

70 

68 

72 

75 

75 

74 

70 

68 

65 

66 

68 

70 

70 

68 

70 

70 

68  7 

,,    _„- 

.Maximum  . . . 

;. 

IMinimum.... 

Williamsburg  . . 

IMaximum.  .. 

81 

S4 

87 

90 

90 

90 

84 

85 

84 

90 

90 

92 

93 

93 

88 

92 

94 

92 

"4 

93 

8R 

85 

86 

89 

P6 

8< 

89 

8S 

91 

94 

93 

"88  8 

••••    IMinimum.... 

68 

64 

57 

63 

74 

66 

66 

63 

66 

68 

66 

66 

69 

69 

68 

69 

72 

71 

70 

69 

65 

63 

64 

62 

61 

53 

661     66 

69 

69 

66.4 

^,     .     . 

)  Maximum  .. 

_  65 

81 

59 

83 
60 

84 

65 

86 
68 

84 
65 

78 
59 

Jl 

84 
67 

J? 

90 
68 

90 
_65 

92 

90 

68 

89 
66 

90 

66 

92 
68 

91 

Jl 

89 

88 

85 
64 

86 
61 

87 
64 

k; 

f- 

8C      .« 

92 
-ft 

89 

86,8 



(Minimum... 

r- 

r« 

'iL. 

l\F.  3 

SS  Instruments  arc  read  In  tho  morning ;  tbn  maximum  temperature  then  read  is  (>bargf>d  to  the 
'.''.•  etc.  indicate  resDectivoU^  i     >    -x  <-t.o     r\nv<)  missing  from  record. 
U.nisville.  S.^iS  42  HOC 


fldine  day.  on  which  ■ 
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KENTUCKY    SECTION. 

J.   li.  KBNBALI,: 


Vol.  XLVII        Louisville,  Ky.,  August,  1942 


No. 


&ENERA1.    StTMMAKY. 

Heavy  to  excessive  rainl'ull  viyitcd  most  of  the  State  in  the 
first  decade.  Too  much  rain  for  tlio  liood  of  crops  occurred  in 
the  eastern  half  of  the  State  and  also  in  some  southern  districts. 
Several  counties  north  of  the  lower  Green  Kiver  Valley  received 
irregular  rains  and  some  localities  in  that  section  remained 
relatively  dry.  Heavy  rains  in  all  parts  of  the  State  during 
the  thir(l  week  gave  the  dry  areas  all  the  moisture  they  needed, 
but  furnished  too  much  moisture  for  satisfactory  crop  growtl'i 
in  most  districts.  Continued  wet  weather  in  the  southeastern 
counties,  where  the  shower  frequency  was  very  high,  kept  the 
ground  waterlogged  and  caused  injury  to  corn,  hemp,  tobacco, 
and  potatoes.  Fair  weather  in  the  last  week  stopped  this  dete- 
rioration and  brought  general  improvement  to  crops  in  all 
sections.  Temperatures  below  normal  much  of  the  time  and 
cloudiness  that  weakened  or  obscured  the  sunshine  were  also 
unfavorable  features  of  the  weather.  These  conditions  were 
most  general  in  the  eastern  counties,  but  they  adversely  affected 
some  crops  such  as  cotton  and  hay  in  southwestern  sections. 
I-Iay  harvest  was  carried  on  fitfully  during  the  first  three  weeks, 
attended  by  much  loss  from  the  soaking  of  half  cured  cuttings. 
Wet  soil  underneath  also  hindered  curing.  The  soybean  crop 
was  unusually  heavy  and  diflicult  to  cure.  It  was  only  in  the 
last  week  that  dry  weather  and  sunshine  were  sufficiently  pro- 
longed to  dry  out  this  type  of  hay. 

Tobacco  ripened  slowly,  cutting  was  delayed,  and  curing 
started  in  an  atmosphere  so  humid  that  considerable  heating  of 
barns  was  required  to  prevent  sweating.  Due  to  saturated  soil 
the  water  content  of  maturing  tobacco  was  too  high.  Ears  of 
ripening  corn  were  damaged  by  continuous  soaking  in  the  south- 
eastern counties,  and  by  falling  on  the  wet  ground  during  the 
windy  downpours  in  other  districts.  Late  potatoes  developed 
more  rapidly  than  usual,  and  were  much  benefited  by  the  sun- 
fehine  and  warmer  weather  of  the  last  week.  The  wet  weather 
maintained  good  pasturage,  although  weediness  and  annual 
grasses  were  more  prevalent  than  usual.  Grass  became  short 
only  on  the  western  hills.  Plemp  grew  very  rank  and  suffered 
to  some  extent  from  falling  or  decay  at  the  ground. 

TEMPERATTTBS. 

Three  days  warmer  than  the  average  at  the  beginning  of  the 
month  were  followed  by  cool  weather  that  extended  with  slight 
breaks  to  the  20th.  Very  cool  weather,  with  temperatures  5^ 
to  12"  below  normal,  prevailed  from  the  23d  to  27th.  The  last 
four  days  were  somewhat  warmer  than  the  average.  The  temp- 
erature deficiency  was  mainly  due  to  low  maxima,  resulting 
largely  from  prevailing  cloadiness.  Temperatures  of  90°  or 
above  were  registered  on  a  few  days  at  the  beginning,  but  maxima 
fell  below  80''  and  minima  below  60^  on  several  days  in  the  last 
half.  The  highest  for  the  State  was  104^  at  Calhoun  on  the  \ 
1st  and  at  Hopkinsville  on  the  2d.  The  lowest  was  42^  at 
Lynch  (near)  on  the  2Sth.  j 

PRECIPITATION. 

fn.  tl^^^/'TJr"''*!"^"  ^™'  "'*'  ^*"^*'  avera«;cl  more  than  40  per  cent  above  the  normal 
for  this  month.  A  few  western  and  northern  counties  received  less  than  the  average  I 
with  amounts  ranging  bi'tueeii  -I  0  and  3  5  inches.     Other  western  distrioU  and  mo!t 

and  .1,  large  area  in  the  central  Blui-gra.ss  Region  re-  ,' 
at  Earlington  i 


MISCELLANEOtrs. 

Aiiprust  •>:!      A  lu.av,\  iinn  l,„  ,„   n,  i.  -,  I.  .1  l,^  ■,    nil  nliidfi,  caused  much  rlRmaK"  to 

crops  Biid  dpstroNrd  1, an,    I,.., "nird,  mid   Madihon  (;ouiitle(i. 

(  niisuin-iihir  (  iiniai''' to  .  ,n|.      I  i,.,     ,        i,  1 1 1  r  and  Mercer  counties.     Two 

A'ir(T.s.- A  moderate  rise  in  tlie  Ohio  and  it.H  tribularlct  In  the  .'-tato  followed  the 
heavy  rain.'!  of  the  •23d-21th.  i  his  rise  had  not  entirely  sub  ided  in  the  main  stream  at 
the  end  of  tlie  month.     A  moderate  rise  occurred  in  the  Uig  Sandy  from  t)ie»thto  litb. 

PKKSSJJ[KE,JWriino,  HUmCITY  AND  SUNSHINE. 

Wind. 


ceived  from  S.O  to  10  0  inches.     Extremes  lorthe  State  were  2  -^1   inf.hJs  at 

fmthP  1  Wh  .'"nTi'r '  at'W    ^■S  ^^e  period.s  4-lOth  and  23d-24th  moderate  to  hea  vy  rai^^s   el 
on  the  lith  and  lfi-I8th.     Twenty-four  hour  falls  of  2-0  to  4-0  inches  were  reported  from 


Cairo 111. 

Cincinnati Ohio 

Evansville Ind, 

Louisville Ky. 


30.02  30.23!  25 

30.04  30.32    25 

30.02  80.27    2.5 

30.03  30.26    25 


29.80 
29. 7«; 
29.83 


3J5 


COMPARATIVE    DATA  FOR  AtTaUST. 


889 

8yu 

891 .... 

892 

893 

894 

895 

897 ....'. 

898 

899 

900 

901 

902 

903 

904 

905 . 

906 

wn'.'.'.'.'.'.'.'.'.'.'.'.'.'.' 

909 

910.  ..-. 

911 

912 

913 

914 .. 

91.i.... 

916 

917....  

918 

919 

920 

921 

922 

923.... 

924 

926 

926.  ...  

927 

928 

929 

930 

931 

932 

933 

934.... 

935.... ., 

936.... 

937 

9ifi'.'.'.' '...'.. 

941 

942 

'erjodt.  ....  ..... 

t54  Year  aver 


1.72 
3.02 
2.15 


2.64 
3.82 
4.37 
4  27 
2.79 


2.81 
5.94 
6.29 
4.25 


2.25 
5.36 
4.25 


4  22 
2  22 
3.63 
4.45 
2.88 
3.57 
3. 13 
6.50 
3.74 


Number  of  days. 


_ 

o  . 

c  S 

r  S 

-■SJ 

II 

s 

a. 

o 

h 

6 

16 

9 

19 

V 

18 

6 

18 

6 

16 

12 

19 

7 

12 

K 

16 

8 

15 

9 

15 

10 

16 

10 

13 

« 

15 

16 

6 

19 

10 

18 

13 

13 

14 

12 

16 

14 

13 

y 

9 

8 

14 

7 

16 

g 

17 

13 

17 

10 

10 

6 

16 

12 

16 

12 

13 

7 

•21 

5 

21 

14 

12 

16 

11 

l"! 

6 

19 

7 

16  1 

12 

IS  1 

7 

17 

? 


Natural  Hisiory  i^iurarjf 


,v^  \ 
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CLIMATOLOGICAL  DATA:  KENIUCKY   SECTION. 


August.  1942 


Climatological  Data  for  August,  1948. 


iperature,  in  degrees  Fahr. 


Precipitation  in  inches  Number  of  days 


WESTERN   DIVISION 

Beaver  Dam  

Calhoau 

Earliugton 

Ford's  Ferry,  Dam  60. 

Gilbertsville 

Greenville   

Hartford,  [near] 

Henderson 

Hopkinsville 

LoveUceville  

Mayfield 

Murray 

Owensboro 

Owensboro.  Dam  46. . . 

P:idacali   

Priticetou 


Ku: 

imioutown.  Dam  49.. 

CENTKAL  DIVISION. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brownsville,  Lock  6  t 

Buruside  

Carrolltoa,  Lock  1 .  . . . 

Clermont 

Cold  Sprinjj,  Dam  36  ■ 

Danville    

Dix  Dam.Burgin 

Eadsville  

Enbank 

Frankfort,  Lock  i  ■  ... 

Gest.LockS 

Glasgow   

Grant.  Dam  38 

Greensburg 

High  Bridge,  Lock?... 

Irvington 

LaGrangc 


L.-itchii.-ld 


rH'Hiiiin.lli  :     .■.-...... 

MontiwUo 

Munfordville 

St.John 

Saivisa,  Lock  6 

Shelbyville 

Smith's  Grove 

.Steams  

Taylorsville   • 

Tyrone,  Lock  5 

Willianistown 

Woodbury, Lock  4t.. 

E/lRTEKN    DIVISION. 

\sblaud    

B.Ti-a 

Coll.L'.'  Hill,  Lock  11 


Ohio  • 

JNlcLean 

Hopkins 

Crittenden... 
Marshall  — 
Muhlenburg 
Ohio  ...  ...   . 

Henderson.. . 
Christian.  . . . 

Ballard  

Graves 

Calloway.  ... 

Daviess 

Daviess   

McCracken   . 

Caldwell 

McLean 

uS::::::: 


Breckinridge. 

Jefferson  

Warren    


Bullitt.... 
Campbell 
Boyle  .... 
Mercer  . . . 
Wayne  • . . 


Pul 


ikliu 


Boone  

Green  

Jessamine  . . 
Breckinridge 

Oldham 

(4arrard 


-tte 


Hart  

Hanlin  .... 
Mercer.  .. 
Shelby.... 
Warren  . . 
McCreary 
Spencer  .. 
Anderson. 

(irant 

Butler.... 


l-.,nl,I.ock  10 

Gravson    — 

(ireenup.Dam  30 

Hazard 

Heidelberg,  Lock  14. .. . 

.IjicUsim 

.Ii-nkins 

Lym^iinear]:::::::;: 

MavsviireDam33 

Middlcsboro   

Mount  Sterling 

Oneoiita,Dam35 

CaintMville 

Pik.'vilh; 

I'ippapass 

i^iicksand 

l;a\.iina,Lock  12 

Kiebmond 

Tvner 

Valley  View. Lock 9... 

Vancebnrg.Dara  32 

Williamsburg 

Willow.  Lock  13 

Winchester   ... 

Htate  averages  and  ex 


Boyd 

Madison 

Madison. . ... 
Harrison  .... 
Pendleton  ... 

liowan 

FbMnin'4 

Clark 

Carter    ...... 

Greenup 

Perry  

Lee   

Breathitt  ■  • .  ■ 

Letcher 

Lawrence  . . . 

Harlan 

Mason   

Bell 

Montgomery . 
Campbell .  . . . 
Johnson   .... 

Pike 

Knott 

Breathitt  . . . . 

Estill    

Madison 

Madison  

Madison  — 

Lewis 

Whitley  

Lee    

Clark   

tremes  


+  1.65 
+0.86 
-1.04 
+3.  42 


+4.56 
+  1.43 
+4.55 
+3.  '26 
+4.58 
+0.97 
4-3.91 
+  1.26 
+0.86 
+0.31 
+3.69 
6.01  +2 


5  94 


+2.1 
+2.74 
+-3.83 
+4.13 
+  1.22 


-0.06 
+2.36 
+4.19 

5.  61  +2 

5.38!... 

7.83j  +  3.79 

2.42-1 

7.26+3 

9.82+5.28 

4.17+0.39 

6.10+2. 

5.07  ... 

9  23(... 

3.141... 

7.781  +  5.03 

5. 18+1. 25 

8.47+4.73 

6  76+3 


4.74  . 
10.12+6  62 
g.  13+5.17 
3.HR  +0.15 
e.S8l-f3.05 

5.29+1.52 


6.87+2.66 
10.70+6  fiO 
3.99  +009 
4.10  4 
6.06+l.r.2 
5.67+0.81 
9.90+5.56 
5.19+1.62; 

4  .'is'+n  sn' 


7.3RI+3.19 

5-37i+0 

8.  19| 

fi  2i:  +  1.93 


7.r9  - 
9.I-5- 
13  00  - 


5 

71  4-1 

13 

i  20 

7 

nn+:! 

;!3 

2  08 

f) 

■is!  , . . 

3.  54 

6..5P;-(-2 

82 

4.32 

J.  R.  Young. 

R.  C.  Bennett. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C   R.  Lovell. 

W.  R.  Carson,  Sr. 

George  Street. 

W.  K.  Morris. 

Blaine   .  alone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Henry  S.  Berry. 

Lockmaster. 

U.S.  Engineers, 

S.  .1.  Lowry. 

Lockmaster. 

Morton  L.  Wood,  Jr. 

Lockmaster. 

Lockmaster. 

C.  E.  Barret. 

Mrs.  Liiiie  G.  Causey. 
Lockmaster. 
Sarah  E.  Lewis. 
Lockmaster. 
R.  I'.  Amos. 
Lockmaster. 
R.  P.  Coldiron. 
Kentucky  Utilities  Co- 
Joe  Norfleet. 
Mrs.  Katie  Payne- 
Lockmaster. 
Lockmaster. 
L.  E.  'l\irner. 
Lockmaster. 
Mrs.  LettieD.  Perkins. 
Lockmaster. 
L.  O,  Stiles. 
J.   C.  ogg. 
Kentucky  Utilities  Co. 

D.  Lem  Hughes 

U.  S.  Weather  Bureau- 

Lockmaster. 

Lockmater. 

US   Weather  Bureau. 

U.  S.  Weather  Buivhu. 

Ivan  J.  Ellsworth. 

E.  O.Cooper. 
Chester  Wilhams. 
Sisters  of  Loretto . 
Lockmaster. 
WillaS.  A.  Ratta. 

C.  W.  Gurnsey. 
Airwav  Station. 
J,  D.  Brown. 
Lockmaster. 

Miss  Nettie  B.  Simpsoit. 
Lockmaster. 

Lockmaster. 

D.  H.  Center. 
Lockmaster. 
S.  M.  Hill. 
Jessie  Oldham. 

Mrs   Corda  B.  Stamper. 

'".A.  Glasscock. 

Lockmaster. 

Mrs.  Ruby  A.  Burton. 

Lockmaster. 

H.  A.  Baily. 

Lockmaster. 

.las.  T.  Goff. 

R.  J.  Howard. 

Zeb  Heston. 

James  S.  Allen. 

Lockmaster. 

Matthew  Woodson, 

W.  R.  McKee. 

Lockmaster. 

K.  C.  Fi-alev. 

U.  i^.  Weather  Bureau. 

Caney  Run  Com.  Center. 

R.  W.  Jones. 

Lockmaster . 

J.  W.  Crooke. 

H.  L.  HignitP. 

Lockmaster. 

Lockmaster. 

Wade  I  y  West. 

Lockmaster. 

Airway  Station. 


All  temperature  data  are  taken  from  self-registerii 
The  departures  from  normal  temperature  and  prei 
used  in  deterrainingsection  or  division  means. 

Reference  letters, ',  •>,  °,  appearing  in  the  tahb' 
t  Also  on  other  dates,    tt  Received  too  late  t.o  : 


ired  only  for  such  stations  as  have  ten  or  more  years  of  record,  hut  all  ''"'"[' |','',f,r*;''"';'J;.''};';?. 
A'nsviUe  and  Woodbury  are  Locks  on  the  Green  River;  other  Locks  are  on  tin  iv.  ntiiLi-yi.i 
days  missing;  for  example,  b  represents  two  days,  etc.  .  ,»  j      „  „ 

s  and  summaries,         T   Prcipitatiou  is  less  Ihan  0.01  inch  rain  ormeUed  snow 


AiuousT,  \9[\ 


CMMATOUXilCAI.   DA'I'A-    KH:N'rn(;KY  SKCTION 


Autfust,   1048. 


Kiirllnifton    " 

Kortis  Korry  Uam  BO*.  .•• 

Gllbertsvillo' 

liroenviUe 

Hartford 

Ueiutorson 

Ilopkiusville'   

LovolrtcevlUe 

MiiytieUI 

Murray  ' . .  . 

Owensboro  ' 

Owi'iisboro,  Dnm  -16*    

Padupfth' 

Princeton 

Hninsey,  Lock  No.  2  '  . . . 

Russellville  » 

Unioutowu.  I);uu  49* 

Central  Dirhioi 

Addison,Dam45.  ^ 

Auohorago 

Bowlinjf  Green  '  

BowlinKGreen  Ifo-  2'  — 
Urownsville.Lock  No.  6*. 

Burnside'  

<"atro!UouLock  No.  1^ 

I'liTniont 

C- Id  Spring, Dam  36» 

nauviUe^ 

Dix  Dam,  Burgiu 

Eadsville  * 

Eubank  . .  — 

'''rankfort.LockNo.  4^ 

Gest.  Lock  No.  3  ^ 

Glasgow 

(iriint,  Damas^ 

Green jburg  * 

High  Bridge, Lock  No.  7^. 

[rvington   

LaGrange 

Lancaster^ 

Leitohfield  « 

Lexington  t 

Little  Uielvnuui,  Lock  Xo. 

Lockjjort,  Lock  No.  2  - 

Louisville'  i 

Do.  Bowman  Field 

Mammotli  Cave'^- 

Moiiticello  -^ 

Munfordville   " 

St.  ,lolin 

Saivisa.LockNo  6  ^t 

Shelbyville 

Suiitli's  ;irove  •• 

■Steams'* 

Taylorsville 

Tyrone,  Lock  No.  5  ^t  .     . 

Williamstovvn  

.Voodbary,  Lock  N0.42. 


.^shlaud  - 

Berea   

OoUese  Hill,  Lock  No.  ll^ 

Cyntbian:i2 

Falmouth-   

Farmers^  

Flemiiigsbnrs^  

Ford  Lock  No.  10  ^t 

Grayson^ 

fJreenupDam   30'' 

Hazard- . . , 

Heidelberg,  Lock  No.  14^.. 

Jackson  -  

fpiikiu.s^ 

t.onisa- ..'.'.'.. 

Lvuch  [near]   

■Mavsville,  Dam  33^ 

.Midiil.'shoro      ....     . 

Mount  .st.Tling 

OnpniitaDnni  35  ^ 


0. 

G. 

G. 

G. 


O. 

0. 

G. 

....  G. 

G. 

C. 

K. 

S, 

o 

..  ..K 
K 


K. 

0. 

•?1 

..() 

1=, 

..k. 

.fin 

..K 

■  K.. 

.."ifi 

..K 

.44 

■  14 

73 

41 

4(1 

r. 

'1' 

■  nC 

.08 

..Of 

1.01 

.fi.'i 

."iK 

■m 

2.2X 

.28 

.H(l 

.3.5 

.21 

.."17 

.07 

1   47 

■4'. 

I.. 37 

■U 

.17 

10     U     12     18     14     16     16     17 


.fi4 

.22 

T. 

T. 

.2( 

m 

.■2( 

.V 

.n^ 

r. 

.Oh 

(17 

'1', 

T. 

T. 

.12 

.m 

.1.5 

.05 

.44 

?■? 

.fin 

.39 

.09 

.03 

.Ofi 

T 

T. 

.55 

.0< 

.55 

.IC 

.41 

.Ifi 

nc 

.86 

■]9 

OR 

7S 

1 

.10 

.28 

20 

Ofi 

19     20     21     22     23     24 


F.xcert  as  otiierwisp  indicated  ohser 
'First-order  Weather  Bureau  station 
amount  then  rf  nordi>d  is  for  the  nn- 
T  T'i'*7a^''?>-  "'•precipitation  less  than  n.oi  inch".' 
(,ock  in.  R.'d  II.Mi.^e    Kv.  :  Onponta.  falifornia 


3.5t 


26    27  I  28.   2g     80    81 


.... 


4.9(1 
4.70 
,2.21 
'  S.hl 
.,4.79 
A.H2 
,ib!> 

1,4.07 
8.13 

1f 

6,00 
4  46 
4.63 
6.80 
C.Ol 


5.91 

7!46 
7.12 
8.38 
5.44 
2.87 
9. 04 
5.32 
9.05 


3.. 32 
3.23 
6.54 


2.42 
7.26 
9.!'2 
4.17 
6.10 
5.07 
9.23 
3.14 
7.78 
5.18 
8.47 
6.76 
6.39 
4.74 
10.12 
9.13 
3.S8 


5.29 
6.87 
10.70 
3.99 
4.10 
6.06 
5.fi7 
9.90 
5.19 
4.38 
7.86 
7.10 
7.75 
6.28 
8.31 


6.25 
7.29 
7.69 


11.44 
6.95 
5.71 
7.09 


Kentuckv:  'S'  Sal 

••Airport  station.    Data  for  21  hour.--  endin. 


nsarp  generally  made  late  in  the  afternoon,  near  sunspt.  and  prepipitation  rpcorded  i=  for  24  hon 
umiat)oii  IS  tor  the  24-hour  period,  midnisrht  to  midnight  unless  otherwise  indicated.  ^Precipitati 
..    4  .iniir=  .fPrecipitation  mea.surpd  with  recording  .gage.  «l.ichirip(i  in  rhp  ppxt 

tPost.  ofTice  addivsc"?  as   follows:  -  i.^^'-l;    ■    I,:>'i-n.iipphnr2    '' 

'^'"'"'"   'Iraiimtre   nrpii    in  wliirli  ^laM..-!   u  InPa'ed 
1  '  Tpnnesspp:  '0>  Ohio:  "\r>  \rissi^^inpi 
.  ni  .  90th  meridian  time  ari.instpd  to  dp.v  thpv  occur 


-s  ending  at  time  of  observation 
nn  measured  in  the  morning: 
following  measurement. 
Ky.  Lock  8.  Nicholasville  Kv 
■)  Big  Sandy;  (I)  Licking':  &! 


i 
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CLlMATOLOGiCAL  DATA;  KENTUCKY  SECTION 


August,  1942 


Daily  Temperatures  for  August,  194S. 


Western  DivUion. 
„            _  )  Maximum  . 

Beaver  Dam  iMluimum. 


Calhoun 


'  Miuimi — 

i  Maximum 

■  i  Minimum. 


^     ,.      ^  j  Maximum... 

Earlington j  Minimum. . . . 

.,,  )  Maximum... 

Greenville j  Minimum . . . . 

I  Maximum  . . . 

1  Mi 


Henderson —  

„     ,  .        .,,  j  Maximum  ... 

Hopkinsville   j  Minimum . . . . 

LoveluceviUe l^^ZS.:/. 

„  , ,  )  Maximum  ... 

Mayfield j  Minimum . . . . 

Maximum 
Murray  )  Minimum . 


Owensboro 
Paducah 


j  Maximum  . . 
I  Minimum... 


,  Minimum 

„  .       ,  I  Maximum  .  . . 

Princeton ,  Minimum. . . . 

_,   .„  jc  J  Maximum  . .. 

Russell ville^i! ■;  Minimum. . . . 

CaurfU  DiHsiou. 

Maximum  . . . 


Anchorage  

Bowling  Green.... 

Clermont 

Danville. 


■  i  Minimum  — 
\  Maximum  . . . 

■  *  Minimum 

\  Maximum  .  .  • 
I  Minimum . . . , 
i  Maximum  . . . 
(  Minimum ... 

„.     _  (Maximum  .. 

DixDam iMinimum... 

„  ^      .  )  Maximum  . . 

Eubank j  Minimum . . , 

Frankfort  . . . 


Glasgow 


Louisville 


(  Maximum  . . . 

/  Minimum 

Do.Bowman  Field  iMaximum... 

(  Maximum  . . . 

■  ■  t  Minimum.  • . . 
(  Maximum  . . . 

■■  I  Minimum  — 
\  Maximum  . . . 

■  ■  !  Minimum 

Maximum .  .  ■ 


Mammoth  Cave 

St.  .lohn 

Shelby ville   .... 
Smith's  Grove  . 

Stearns 

Taylorsville 


(Minii 

:  Maximum  . . 
:  Minimum... 
:  Maximum  . . 
Minimum... 


wniiamstown •  ]  ^S=. 

EiiHlern  Divisimi 


Ashland    

Btrea 

Farmers 

Heidelberg 

Lynch  [near]  . 

Maysville 

Middlesboro... 
Mount  Sterling 
Pikeville 


Maximum  . . 

'  Minimum. . . 
S  Maximum  . . 
(  Minimum... 
i  Maximum  . . 

Mi) 


Ci„i<k« 


nd  ..., 


I  Minimum. 
;Maximum. 


lUchmond... 

'J.  yner 

Williamsburg 


,.,.     K  o*  ,  S  Maximum 

Winchester ■•••iMinimum. 


2       3       4       5       6 


I  Maximum 

•■•  (  Minimum 

J  Maximum  . . . 

■  •  ■  (  Minimum 

„  .    ,„  \  Maximum . . . 

Greensburg ;  Minimum .... 

.     .      .   „  Maximum  . . . 

.rvington J  Minimum. . . . 

,    .^  ,  „  , ,  (  Maximum  ... 

Leitchheld j  Minimum .... 

j  Maximum  . . . 
Lexington  j  Minimum . . . . 


I  Minimum 

j  Maximum  . . . 

I  Minimum 

i  Maximum  .  •  • 

I  Minimum 

(  Maximum  . . . 

)  Minimum 

:  Maximum  . . . 

:  Minimum 

j  Maximum  .  . . 
I  Minimum  — 
(Maximum... 
^''PPapa.ss    iMinimum.... 


: Maximum  ... 
IMinimum  — 
.Maximum  . .. 
iMinimum  — 
iMaximum .  .  • 
IMinimum.. 


7? 

72 

9i, 

9H 

7f 

7h 

i02 

9t 

Vft 

Vb 

,{)1 

98 

72 

74 

PS 

90 

72 

70 

102 

Vt) 

77 

m 

9K 

70 

<)rt 

9H 

71 

71 

fl7 

93 

73 

72 

q7 

9.^ 

71 

72 

QH 

9H 

7F 

lOft 

9^ 

71 

72 

99 

9:^ 

7? 

71 

98 

95 

7S 

Hf 

9« 

95 

7;j 

71 

9H 

93 

7H 

7a 

W 

91 

IF, 

7:-! 

inn 

95 

75 

74 

99 

9« 

711 

R< 

92 

72 

70 

9      10      11      12 


R3      89  81 

P.S      fifil  fiP 

83      8.31  82 

fi5l  M 


fi7      f\i      fi5      M      fifi 
83      841     83      8fi 

fir     P.2     n 


85  82 
fi8]     R7 

78      Sfil  82 

Pfi      f(\  B4 


?ll     65 


87 

f8      P7l     72 

85|     87' 

fifi'     fiS'     P2 


48|     59 


91 1     88 


tx 

U 

61 

64 

It 

91 

63 

62 

90 

91 

6'> 

67 

87 

8!) 

PS 

67 

CO 

Of; 

68 

70 

Ft' 

88 

'4 

69 

89 

90 

6c 

67 

88 

89 

61 

88 

88 

50 

64 

01 

88 

6f 

63 

80 

89 

6? 

66 

88 

85 

61 

64 

01 

61 

58  Instruments  are  read  in  the  morning;  the  maximum  temperaturp  then  read  is  oh 
',''.°  etc  indicate  re.ipertivplT  i.  2.  3  otp     dav=  missintr  from  ropriTl. 
W   B  n  Louisville.  3.25  12  IIW 


iTsed  t«  t.hR  prerpdinsr  dav. 


>;.//, 
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jriT  KENDALL: 


Vol.  XLVII     Louisville,  Ky.,  September,  1942 


No.  9 


GENERAL    SUMMARY. 

Heavy  local  rains  visited  the  northwestern  counties  in  the 
fust  week,  and  more  general  rains  reached  the  same  district  and 
also  the  eastern  section  in  the  second  week.  This  wet  weather 
interfered  with  farm  work,  but  was  beneficial  to  upland  pastures 
and  crops  in  some  western  districts.  In  central  and  southern 
areas  the  weather  continued  relatively  dry  during  this  period 
and  favorable  for  all  fall  activities.  Temperatures  above  normal 
on  most  days  prior  to  the  20th  favored  the  rapid  growth  of  late 
crops  and  the  curing  of  the  heavy  cuttings  of  late  hay.  The 
excess  warmth  oilset  somewhat  the  delaying  effect  of  the  cloud- 
iness and  showers  in  the  rainy  districts.  Humid  atmosphere, 
accompanied  by  high  temperatures,  was  unfavorable  for  tobacco 
in  barns  on  several  days  in  the  second  and  third  weeks.  Late 
potatoes  improved  decidedly  during  the  warm  weather.  Mod- 
erate to  heavy  rains  occurred  in  most  districts  during  the  third 
week,  and  in  the  eastern  half  of  the  State  in  the  last  week.  Se- 
rious interference  with  farm  operations,  especially  haymaking, 
resulted  in  the  eastern  counties.  Unseasonably  low  temperature, 
averaging  10^  or  more  below  normal,  characterized  the  last 
decade.  Temperatures  of  28'''  to  34'^  were  registered  at  most 
stations  on  the  28th  or  29th,  with  light  to  heavy  frosts.  These 
frosts  were  killing  in  some  central  and  western  districts.  In 
other  areas  serious  damage  was  rather  spotted  and  mainly  con- 
fined to  the  most  susceptible  vegetation  or  to  low  ground  af- 
fected by  air  drainage.  Late  corn,  sweet  potatoes,  and  tomatoes 
were  damaged  in  most  central  and  northern  sections.  Late 
potatoes  and  the  small  amount  of  tobacco  remaining  out  suffered 
in  varying  degrees,  but  apparently  not  seriously  in  the  eastern 
and  southern  counties.  Most  late  corn  had  commenced  to 
harden  and  was  not  injured.  During  the  cold  period  late  to- 
bacco made  little  progress  in  growth  or  ripening.  The  cold 
winds  adversely  affected  the  first  stages  of  curing. 

Fall  plowing,  and  seeding  to  rye,  barley,  and  other  cover 
crops  moved  forward  fairly  well  in  the  relatively  dry  western 
areas,  but  remained  much  behind  in  eastern  districts.  Except 
on  some  western  hills,  pastures  continued  good  throughout  the 
month.  Predominantly  fair  weather  in  the  cotton  belt  favored 
that  crop. 

TEMPERATURE . 

Although  warmer  weather  than  usual  prevailed  during  the 
period  ]st-19th,  with  the  daily  plus  departure  ranging  from  4" 
to  10°  on  most  days,  the  cool  spell  of  the  last  decade  overcame 
the  accumulated  excess  of  temperature  and  lowered  the  monthly 
averages  at  most  stations  below  the  September  normal.  Daily 
deficiencies  during  the  cool  weather  ranged  from  10°  to  20"", 
with  the  lowest  temperatures  occurring  on  the  28th  or  29th'. 
Practically  all  stations  reported  maxima  of  90°  or  higher  on 
the  13th  or  14th  and  from  28'-'  to  35°  on  the  28th  or  29th. 
Extremes  for  the  State  were  96°  at  Earlington  on  the  14th  and 
26"  at  Boiea  on  the  29th. 


PRECIPITATION. 

Precipitation  averaged  near  normal,   but   varied    greatly  in 
different  parts  of  the  Stnte.     Tlie  largest   area  of  fairly   heavy 

rainfall  was  in  (he  ea,stein  rnouiitiiiii  roKiuii.  where  several  stations  reported  from  iJ) 
to  o.O  inches.  As  a  rale  the  rain  ile<'ruaxe.l  irregularly  westward  to  less  than  1  0  inch 
along  the  lower  Ohio.  A  few  localities  in  the  central  counties  received  JU  inches  or 
niore,  init  most  of  that  district  and  the  northern  sections   had  2  0  to  3.5  inches      In 


several  northwestern  counties  and  most  of  the  Purchase  trom  1.0to2.0lnchM  ocfiiirred. 
Scattered  showers  fell  In  all  distilcls  In  the  pcrlodK  2d-4th  aud  7.11th.  More  Koiieral 
rains  occurred  from  the  Kith  to  '20th  and  on  ttu'  26-27th.  Twnnty-four  hour  fallH  of  1.0 
inch  or  more  wore  reported  from  several  ceiitrHl  stations  on  the  17th  and  from  Horne 
eastern  stations  on  the  liltli  aud  27th.  Kxtremes  for  the  State  worfc  rj.SOlnchesatOweuii- 
boro  O.C-1  inch  at  Unlontown.     Days  with  thumlerstorms  were:  3,  G.  8.  0.  IH,  19. 

MISCELLANEOUS. 

7Wi'«'s:-l'ooI  stages,  with  only  slight  fluctuations,  prevailed  during  the  month. 

PRESSURE,  WIND.  HUMIDITY  AND  SUNSHINE. 

Wind. 


Cairo Ill . 

Cincinnati Ohio 

Evunsville Ind, 

Louisville Ky. 


30.50  28 

30.56  29 

30.50  28 

30.481  2il 


«1 


26 

Sfi 

.5 

3 

90 

S3 

74 

23 

(i7 

hi 

63 

19 

90 

58 

68 

COMPARATIVE    DATA  FOR  SEPTEMBER. 


1890 

1S91 

18U2 

189S 

1891 ., 

1895 

1896 

1897 , 

1898 

1899 

1900 

1901 

1902 

1903 

1904 

1905 

1906 ..  .. 

1907 

19C8 

1909 

1910 

1911 

Ua2 

1913 

1914 

li-iS 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

1923.... 

1924 

1925 

1926 ., 

1927 ., 

1928 

1829 

1930 

1931 

1932 

1933 

1934.... 

me'.'.'.'.'.'.'.'.'.'.'.'.'.'.'.'.'.'.'.'. 

1937 

\'939.. .".'.".'.'.  '.'.'.'.'.'.'.'.  '.'. 

1940 

1941 

1942 ■ 

Pp rjodt.  ..... 

t54  Year  average 


73.4 
68.7 
74.6 


71.5 
70.8 
75-5 
72.7 
66.8 


29  j 


2.25 
3.57 
4.01 
0.91 
2.58 
2.61 
6.15 
3.00 
1.03 
2.51 
4.41 
3.71 


2.56 
2.94 
1.69 
3.30 
5.37 
2.22 
2.87 
4.49 
2.83 
3.78 


4.69 
2.46 
2.74 
3.66 
5.  03 
4.82 
2.75 
3.57 


Number  of  days. 
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CLIMATOLOGICAL  DATA:   KENTUCKY   SECTION. 


September.  1942 


Climatological  Data  for  September,  1942. 


Dw-iisboro,  D:mi  46. . 

l';fducah    

Priiu't'ton 

Rumsey,  Lock   2%.-.- 

RnssellTille 

XjniontovTn,  Dam  49.. 

CENTRAL  DIVISION. 

Addison,  Dam  45 
Anchorage 

Bowling  Green 

Brownsville,  Lock  6  % 
Bamside 
Carrollton.Lockl.  .. 

Clermont 

Cold  Spring,  Dam  36 

Danville    

>:iiu.Burgin 


Friuikfort, 
Gest.Lock 

Glasgow   

Grant.  Dam  38  — 

Grf-ensbnrg  

^igh  Bridge,  Lock 

Irvington   

LaGrangc 

Lancaster, 

Leitchfleld 

Lexington 

Little  Hickman,  Lock 

Lockport,  Lock  ' 

Louisville 

Do    Bowman  Field 
Mammoth  Cave 
Monticello  — 
Munfordville.. 


Smith'.' 
Stearns 
Taylor: 


Woodbury,  Lock  iX. 

Eastern  division 

^sbland   


College  Hill,  Lock  11 

Cynthiana 

Falmouth 

Farmers   

Flemingsbnrg 

Ford, Lock  10 

Grayson   

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14., 

•TackBon 

.TenkinB 


Loniea 

Lynch,  [near] 

May8villeDam33 

Middlesboro   

Mount  Sterling 

Oneonta.Dam  35 

PaintsvSlle 

Pikeville 

Pippapa-ss 

Quicksaud 

Ravenna,  Lock  12 

Richmond 

^fley  view,'  LockV .' '. 
Vnncebnrg.Dam  32... 
Williarasbnrg 
Willow.  Lock 
\Vfnche.ster  . 
State  averages  and  ex 


J.  R.  Young. 

R.  C  Bennett. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C   R.  Lovell. 

W.  R.  Carson,  Sr. 

George  Street. 

W.  K.  Morris. 

Blaine  .►!  alone. 

"rs.  Joe  Payne. 

Ralph  B.  Wear. 

Henry  S.  Berry. 

Lockmaster. 

XJ.  S.  Engineers, 

S.  J.  Lowry. 

Lockmaster. 

Morton  L.  Wood,  Jr. 

Lockmaster. 

Lockmaster. 

C.  E.  Barret. 
Mrs.  Lillie  G.  Causey- 
Lockmaster. 
Sarah  E.  Lewis. 
Lockmaster. 
R.  P.  Amos. 
Lockmaster. 
R.  P.  Coldiron. 
Kentucky  Utilities  Co.. 
Joe  Norfleet. 
Mrs.  Katie  Payne- 
Lockmaster. 
Lockmaster. 
L.  E.  Turner. 
Lockmaster. 
Mrs.  LettieD.  Perkins. 
Lockmaster. 
L.  0.  Stiles. 
J.  C  ogg, 
Kentucky  Utilities  Co. 

D.  Lem  Hughes 
U.  S.  Weather  Bureau- 
Lockmaster. 
Lockmater. 

US  Weather  Bureau. 
U.  S.  Weather  BnreKu 
Ivan  J.  Ellsworth. 

E.  0.  Cooper. 
Chester  Williams. 
Sisters  of  Loretto. 
Lockmaster. 
WillaS.  A.  Ratta. 

C.  VV.  Gurnsey. 
Airway  Station. 
J,  D.  Brown. 
Lockmaster. 

Miss  Nettie  B.  Simpson. 
Lockmaster. 

Lockmaster. 

D.  n.  (.'enter. 
Lockmaster. 
S.  M.  Hill. 
Jessie  Oldham. 
Mrs  C(irda  B.  Stamper, 
c.  A.  Gla.sscock. 
Lockmaster. 
Mrs.  Ruby  A.  Burton. 
Lockmaster. 
H.  A.  Baily. 
Lockmaster. 
Jas.  T.  Goff. 
R.  J.  Howard. 
Zeb  Heston. 
•Tames  S.  Allen. 
Lockmaster. 
Matthew  Woodson, 
W.  R.  McKee. 
Lockmaster. 

E.  C  Praloy. 
U.  ^.  Weather  Pureau. 
Caney  Run  Com.  Center 
R.  W.  Jones, 
l.ockmaster. 
J.  W.  Crooke. 
H.  L.  HiKuite. 
Lockmaster- 
Lockma.stpr. 
Wadely  West. 
Lnckmastnr. 
Airway  Station. 


All  temperature  data  are  taken  from  self-registering  thermometers.  .     ^  ^.  ^        .      „,  r««,.Q  ..jopro  nf  record   but  all  complete  reports  are 

^.J^aS^I^^^^^^^TZt:"'  ^-^^^^^Z^^:^^^^^l^^i^^^l^^^X  f  ?^5£   ^i^^^r.  on  the  KeniackyU. 
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(."MMATOLOCiiCAL   DATA:    K  lONTI  CK  ^' 


Dally  Precipitation  for  September,  194V. 
Hay  of  month 


ilVxtmi  Divitioii 

Buavoi  nam 

Uivlhouii 

KurliiiKton    ' 

Konls  Kt'rrv  Dam  60° 

Qilbertsvillo" 

ifromivillo 

Hartford 

Heiulorson 

Uopkiusvillo''   

Lovolnceville 

Mivytlelil 

Murray  ' 

i>\veiist>oro  ' 

Owt'usboro,  Dara  46*    

Caducah' 

Princeton 

'{umsey.  Lock  No.  2  ° 

Kuss<^llville  « 

Uniontowii.  Dam  49' 


tlmtrnl  Oirhiim 

Adilisou, D.'im  45.  * 

.Vuchoriigo 

Bowlintr  Green ' 

Bowling  Green  No-  2* — ... 
i;ro\vu8ville,Loc'kNo.  C.... 

Burnside-  

C;uroiUoQl,ockNo.  1' 

Clermont 

C'ld  Spring, Dam  36* 

Danville* , 

Dix  Dam,  Bnrgin 

Kadsville* 

Eubank 

Krank fort.  Lock  No.  4'- 

Gest,  Lock  No.  3* 

Glasgow 

(inuit.  Dam  3.S* 

Greensburg  '- 

High  Bridge, Lock  No.  7*.... 

Irvington   

LaGrange 

Lauciister'^ 

Leitchfield  * 

Lexington  i 

Little  Ilickrann,   Lock  Xo.  s- 

Lockport,  Lock  No .  2  * 

Louisvii.j.e'  t- 

Do.  Bowman  Field 

Mammoth  Cave'- 

Monticello  *  . 

Munfordville  * 

St.  John 

Sulvisa,  Lock  No  6*1 

Shelbyville 

Smith's  Grove  **.  ...^ 

Stearns  " 

Til  vlorsville 

Tyrone,  Lock  No.  5  *t 

WiUianistown 

.Vooilhnry,  Lock  No. 4* 


:aud  ' 


Eadeiii  Div 


Berea   

Colleee  Hill,  Lock  No. 

Cyuthiana  * 

Palmontl!*   

Farmers* 

FlMmiiigsbnrsr* 

Ford  Lock  No.  10  *t... 

(■'reenup  Dam    30* 

Hazard* -      •- . 

Ileidtflbera.  Lock  No.  1 
Jackson  - 


-yneli  [near] 


•27     28     29     80 


i.fin 

2.5.i 
2. 00 


1.05 
1.69 
2.2H 


2.62 
4.50 
2.37 
2.06 
3.84 
3.06 
2.10 
3.59 
3.89 
3.-32 


3  7S 
2.79 
3.80 
3.  H9 


S.55 
4.29 
2.74 
3.74 

2^80 
3.  48 
2.03 


3.26 
3.41 
2.31 


2.79 
2.71 
4.10 
4.90 
2.67 
a.,')5 
3.83 
3.13 
3.31 
2.77 
3.19 
3.49 
4.24 
4.90 
5.16 
3.56 
3.90 

'o'.'m 

2,47 
3.01 


Ff^eept  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  24  hours  ending  at  time  of  ohsemtinn 
a^^r^wt>,,^^cf  ^^^•7?''"^'''"°"  '■  P'-eoP  tation  is  for  the  24-honr  period,  midnight  to  midnight  nnless  otherwise  indicated.  *Precipitation  mca.^nrr  hf  ?h  °  mo^pin- 
amouat  then  recorded  is  ror  >h..  m-Mc-dnie  L't  hours.  tPrecipitation  mea.«ured  with  recording  gage.  •I'lchided  in  rhP  „M-n  following  Tnol^iirlnn^t  ' 

Lock  in    R..,!  Uon^e    Kv   :   Onennta,  Oalifni-nia.  Ky.  River   drainage   .area    in  which  st.^.tio,,  i<=  Incntpcl  i>:  inrlir.»torl  o=  folin,v=.   lu,  »^.,  <.,.,!,..  ,,  ,  ,T,.,.     J.^?- 


.Oalifnrnia.  Kv 
Kentuckv;  'Si  Kalf-  'fl'  Green:  ('i  Gnmherland 
**.\irport  station.    Data  for  24  hours  ending  at  12,3 


River  drainage   area   in  which  sta 
Tennessee;  'O^Ohio:  '^O  Mississippi. 
1  .  90th  meridian  time  adjnsted  to  day  thei 


ated  is  indicated  as  foil 
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CLlMATULUliiCAL  DATA;  KENTUCKY   8Ji<JT10N 


September,  1942 


Daily  Temperatures  for  September,  1942. 


Western   Division. 
Beaver  Dam  )  JJf.SSl!'^ ' 


S  Maximum  . . 

i  Minimum... 

j  Maximum  . . 

/  Minimum... 

)  M  asimum  . . 

(Miuimum... 

I  Maximum  . . 

I  Minimum... 

S  Maximum  . . 

1  Minimum... 

j  Maximum  . . 

)  Minimum... 
.,      -  , J  i  Maximum  . . 

"ayfield i  Minimum... 

Maximum  . . 


Calhoun   

Earlington  . . . 

Greenville 

Henderson . . . 
Hopkinsville 
Lovelaceville  . 


Murray  

Owenshoro  . . 


Princeton  .. 


Russell  ville§§. 


Bowling  Green. 


(  Minimum. . 
j  Maximum  . 
I  Minimum., 
j  Maximum  . 
1  Minimum.. 
J  Maximum  . 
I  Minimum.. 
J  Maximum  . 


Frankfort 
Glasgow  . 


Mammoth  Cave- 


St.  .Joli: 


'  i  Minimum... 

j  Maximum  . . 

'  Minimum.. . 

\  Maximum  •  . 

(  Minimum. . . 

S  Maximum  . . 

'Minimum... 

j  Maximum  . . 

( Minimum. . . 

j  Maximum  . . 
'  I  Minimum... 

(  Maximum  . . 

(  Minimum.. . 

J  Maximum  . . 

/  Minimum . . . 

)  Maximum  . . 

/Minimum... 

j  Maximum  . . 

(  Minimum. .. 

\  Maximum  . . 

)  Minimum... 

)  Maximum  , . 

(  Minimum. . . 

)  Maximum  . . 

(  Minimum... 


Maximum  . . 
)  Minimum.  . . 
S  Maximum  . . 


S  Maximum  . . 

/  Minimum ... 
Smith's  Grove  ......  J  ?Jf;f/^y"„";' '  ' 

:  Maximum  . . . 

;  Miuimum  — 
TaylorsviUe   [^SSZ.- 

^'""^"'^^"'^ U&um.::: 

EoHlaii   Division. 

^^'^'-<^ l^f;^=::: 

""- 1mS=::: 

I  Maximum  . . . 
I  Minimum 

Maximum  . . . 
I  Minimum 

Maximum  . . . 

I  Minimum 

i  Maximum . .. 
!  Minimum 

"'•^•i'e^boro l^Sm.::: 

:  Maximum  . . . 
:Mi 

j  Maxir 
/  Minimum. 


r^helbyviUs 


Stearns . 


Farmers 

Heidelberg... 
Lynch  [near] 
Maysville 


67 
fcR, 
f,6      63 


85 
71 

^^ 

Sh 

,S5 

7C 

(>S 

W 

Hi 

7? 

f;9 

87 

hs 

72 

67 

Nft 

«5 

Vi 

69 

10      11      12      13      14      15      Ifi 


6.?!     B9 


8sl     811 

66 !    e,-^ 


66      67 

?5 


3     24     25     26 


77 
45 
SOi     60 


70 

5? 

45 

42 

68 

.M 

46 

:^7 

72 

52 

46 

*'^ 

59      67  76 
31      30 

58      68  74 

341  41 

6Si  76 

an 


R3i     SRi     43 


Mount  Sterling 

PikevlUe 

Pippapass   

Qnicksand 

ttifhrnond 

lynor......   .... 

Williamshuni . . 


S  Maximum  . .. 

(  Mininmm 

iMaximum. .. 

:Minimum 

: Maximum  . ., 

:-Mininium 

.Maximum  . .. 
:Minimura.... 
:Maximum .  .. 
^Minimum 


fifil     621 


85  81 
67  62 
82     8R 


32     31      S9 


S§  Instruments  are  road  in  ths 
*.''.°  etc  indioate  respeftivph 


33'     49      39 


'  prpcedinir  day.  on  which  it  almost  alwp.ys  occurs 


UflHE 
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KENTUCKY    SECTION 
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Vol.  XLVII       Louisville,  Ky.,  October,  1942 


No.  10 


QENEBAL   StTMBIAKY. 

Ti'mperatures  above  normal  aiicl  favorable  for  growth  pre- 
vailed during  the  lirst  three  weeks.  No  frost  occurred  in  this 
period.  Late  gardens  that  had  escaped  the  frost  late  in  the 
preceding  month  continued  to  produce  some  vegetables.  All 
growth  diminished,  however,  on  account  of  the  increasing  drj'- 
ness.  Except  for  light  showers  in  the  hrst  week,  no  rain  of 
consequence  fell.  Upland  soils,  mainly  in  the  central  and  west- 
ern counties,  became  too  dry  to  be  worked.  The  soil  of  fields 
that  hud  been  plowed  but  not  immediately  conditioned  contained 
less  than  sullicient  moisture  to  insure  the  germination  of  wheat, 
which  was  sown  near  the  middle  of  the  dry  spell.  Although  the 
warm  weather  of  this  period  favored  the  growth  of  grass,  the 
eHiciency  of  pastures  decreased  on  account  of  diminishing  soil 
moisture.  Considerable  supplementary  feeding  of  livestock 
became  necessary  in  the  western  counties  and  some  central 
districts.  Pastures  remained  fairly  good  in  eastern  areas,  where 
the  reserve  of  moisture  in  the  soil  from  the  late  summer  rains 
was  much  higher  than  in  western  sections. 

J')ecause  of  the  sappy  condition  of  corn  the  long  interval  of 
dry  weather  and  sunshine  was  exceedingly  timely  and  beneficial. 
Gathering  corn  began  in  a  limited  way  in  the  western  districts^ 
but  ears  remained  too  damp  in  the  eastern  counties.  Housed 
tobacco  that  had  fared  none  too  well  in  the  humid  weather  of 
September  now  cured  out  rapidly  and  was  soon  ready  for  strip- 
ping. Cutting  and  housing  of  the  last  tobacco  occurred  in  the 
first  ten  days,  with  the  weather  exceptionally  favorable  for  the 
initial  stagas  of  curing.  Making  of  late  soybean,  lespedeza, 
and  alfalfa  hay  proceeded  practically  without  hindrance.  This 
weather  also  permitted  extensive  use  of  the  combine  in  harvest- 
ing the  heavy  soybean  seed  crop. 

Moderate  rainfall  at  the  beginning  and  end  of  the  last  decade 
furnished  adequate  moisture  to  bring  up  grain  in  the  drier 
sections.  Temperatures  in  this  period  descended  far  below 
normal  on  several  days,  culminating  in  rather  severe  freezes  on 
the  '26th  and  27th.  This  cold  weather  ended  the  growing  sea- 
son in  those  places  that  did  not  have  killing  frost  in  September. 
Weather  suggestive  of  early  winter  prevailed  for  about  a  week^ 
but  temperatures  were  again  above  normal  at  the  close. 

TEMPERATURE. 

The  temperature  averaged  near  the  seasonal  mean.  Except 
on  a  few  relatively  cool  days,  departures  in  the  first  three  weeks 
ranged^ from  2"  to  6"  above  normal,  while  maxima  registered 
above  70*^  almost  daily  and  rose  above  80"  on  several  days  In 
striking  contrast  the  cold  week  from  the  22d  to  28th  exhibited 
deficiencies  of  5-  to  21",  with  minima  in  the  30's  or  lower  on 
six  days.  The  temperature  of  this  week  compared  very  well 
with  the  normal  temperature  for  the  third  week  in  November 
Extremes  for  the  State  were  88"  at  Clermont  on  the  3d  and  18° 
at  St.  .John  on  the  27th. 


KxtremeH  for  the  Statn 


dlstrlrtp  rorplvpd  from  2  0  to  3.0  Inches 
l.oulsa  niHl  S  ftS  fiirh.  s  at  Plopapil.KH. 

I.llfht  lo  iTiod.TiU.'  showers  ocnirred  In  the  p<!rloflH4-fith.2()th-2;i(I,i!r,th,an<r29.30tli 
ll.avy  rains  fill  In  most  ceiLtrnl  aud  western  Kertlons  ami  moderate  ralnH  In  ••antern 
(llslrul.s  on  thti  ai.st.  They  raiigred  from  2  0  to  !t.O  Inches  on  thlH  dati!  at  neveral  «outh- 
ci'iitral  stations.  Kastern  sections  received  light  showers  on  the  lath  and  Hlh.  Hnow 
llurrie.s  occurred  on  the  27th  In  the  north.('entral  counties.  Days  with  thunderstorms 
were:  10,  20,  21  and2y. 


MISCELLANEOUS. 

7iVi'CT-«.-A  slight  rise  occurred  In  the  (Jhlo  ftoin  the  Kith  to  20tli.  otln-rwlse  fluctua- 
tion.s  in  the  streams  of  the  State  were  unimportant. 


PRESSURE.  WIND, 


Cairo 

Cincinnati  . . 
Evansville  — 
Louisville-  ••■ 


■111. 

Ohio 

Ind. 

..Ky. 


HUMIDITY  AND  SUNSHINE. 

Wind. 


30.03  80.30 
30. IW  80.  30 
30.03t  80.  2» 
30.031  30.26 


29.52 
29.47 
29.47 


PRECIPITATION. 

Precipitation    averaged    .sightly    above    normal,    but   varied 
greatly  in  distribution.     It  was  considerably  above  the  seasonal 
amount  in  several  south-central  counties  and  at  some  south- 
eastern stations,  where  from  4.0  to  o.O  inches  occurred      Month-   wli 
iy  amounts  decreased  northward  to  le.«s  than  2.0  inches  at  mo'^t   ^^^"^ 
stations  near  the  Ohio    River.      The    east-central    and    western       " 


COMPARATIVE   DATA  FOR  OCTOBER. 


52. 2 
55.3 
68.2 
57.1 


87.7 
57.2 
57-0 
56.9 
55.5 


69.5 
56.9 
59.7 
60.6 
67.6 
51.1 
62.3 
65.6 
61.0 
57.1 
60.2 
56.5 
61.1 
52.9 
59.3 
60.7 
61.6 
56.4 
55.  8 
62.0 


59.5 
.58.5 
.55.7 


2.40 
2.94 
0.78 
0.51 


1.24 
1.71 
MO 
4.19 
2.  42 
2.29 
1.57 
2.34 
2.22 


1.51 
2.97 
0.71 
2.U 
4.45 
3.71 
1.42 
8.55 
5  10 
3.40 
2.69 
3.18 
3.  SI 
7.S9 
1.64 
2. 31 


027 

7  09 
5.96 
2. 61 

8  93 
3  65 
193 
3.01 


2. 51 
S.47 
4.27 
048 


Number  of  days. 


25  I  0.74 

27  I  4  25 

18  t  2.81 

13  I  2.70 


t54  Year  average. 


(M^.tMmlHMcr't"' 


CLIMATOLOGICAL  DATA:  KENIUCKY  SECTION. 


October.  1942 


WESTERN   DIVISION 

Beaver  Dam  

Calhoun 

Eiirlington 

Ford's  Ferry.  Dam  50. 

Gilbertsvllle 

Greenville   

Hartford,  [near]  •  •  •  •  • 

Henderson 

Hopkinsville 

LoviilaceviUe  

Mayli.'ld. 

Murray 

Owensboro 

Owensboro,  Dam  46.. 

Paducah   -^ 

Princeton 

Rumsey,  Lock   2+.... 

Russellville 

I  uiontown,  Dam  49.. 

CENTRAL  DIVISION. 

Addison,  D»m45 

Anchorage.^....; 

Bowling  Green 

Brownsville,  Lock  6  ; 

Burnside  

CarroUton,  Lock  1  .  . .  ■ 

Clermont  ■•■••■ 

Cold  Spring,  Dam  36  . 

Danville 

Dix  Dam.Bnrgin 

Eadsville   

Kai)ank 

Frankfort,  Lock  4  .  .,. 

GeSt.LocliS ■• 

Glasgow 

Grant,  Dam  3S 

f;r.-iisi)iH>'   

Hi^iUBricrgt',  Lock?.. 


LaGraugc 

Lancaster 

Lf-itchft.-ld    ..■ 

Lexington ...■■■ 

Little  Hickman,  Lock 

Lockport.Lock  2 

Louisville  

Do    Bowman  Field. 

Jlaninioth  Cave ... 

:Montieello    ■•• 

}^Iunfordville 

St.Joliii 

Saivi«:i,  Lock  6 

Shelbyville 

Smith's  Grove 

Stearns  

Taylorsville   ■  •  - 

Tyrou-,  Lock  .5 

Wniiaiiistown 

\Vi)odlniry,Luck  i';... 

EASTERN   DIVISION. 

\8blaud 


College  Hill,  Lock  U 

Cyuttiiana 

Falmouth 

Farmers   

Fleraingsbnrg 

Ford, Lock  10 

Grayson   •  ■ .  •   

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  11.. 

Jackson  

.Tenkins 

Louisa 

Lynch,  [near] •. 

MaysvilleDamSS... 

Middlesboro  

Mount  Sterling 

Oneonta,Dam  35 

Palntsvllle 

Pikeville 


Ohio  • 

McLean 

Hopkins 

Crittenden 

Marshall .  .... 
Muhlenburg   . 

Phici 

Henderson.... 

Christian 

Ballard  

Graves  

Calloway 

Daviess 

Daviess  

McCracken  .. 
Galdweli;... .. 
McLean  .,  — 

Logan 

Vnion 

Breckinridge. 

Jefferson 

Warren   

Edmonson  . . . 

Pulaski   

Carroll 

Bullitt 

Campbell  

Boyle  

Mercer 

Wayne 

Pulaski 

Franklin 

Henry 

Barren 

Boone  

Green  

Jessamine  . . , 
Breckinridge  , 

Oldham  

Garrard  

Grayson   

Fayette    

Jessamine  .  . 

Henry 

Jefferson 

.lefferson 

Edmonson  .  • 

Wavne  

Haft 

Hardin 

Mercer 

Shelby 

Warren  

McCreary  ... 

Spencer 

Audenson. ... 

Butler .'!;.'!.'! 


Boyd 

Madison.. 
Madison. . 
Harrison  . 
Pendleton 
Kowan  . .. 
Fleming  .. 
Clark    .... 

Carter 

Greenup.. 
Perry    .... 


Ouicksand. 

Ravenna,  Lock  12. . . . 

Richmond 

Tyner ,•  ■  •  • 

Valley  View,  Lock  9  . 
Vnnceburg.Dam  32.. 

Williamsburg 

Willow,  Lock  13 

Winehe-ster   •  • 

State  averages  and  ex 


.Inhnson    .. 

Pike 

Knott 

Breathitt  . . 

Estill    

Madison  . . 
Madison  . . 
Madison  .. 

Lewis 

Whitley  .. 

Lee   

Clark   

tremes  — 


CUmatological  Data  for  October.  1942. 


Temperature,  in  degrees  Fahr. 


Precipitation  in  inches 


il 


Number  of  days. 


1.15 

0  0 

?,ns 

0.0 

1.2.'i 

0  (I 

1.7ft 

0.0 

l.fiH 

0.0 

l.hfi 

0  0 

:).  m 

0.0 

2.17 

0.0 

+0.2' 

+0.22 

1.90 


-1.21 
+0.97 
+  0.14 


2.04 
+0.95J  1.77 
+  0.59  1.50 
1.27 
0.85 
0.6H 
2.80 
075 
2.36 
1.64 
1.63 
1.46 


+  0.42 
J-0.32 
+0.91 
+0.04 


-0.49 
-0.49 
-0.73 

+1 


—1.29 
-0.26 
-0.70'  0.63 


--O.fiSi  0.60 
-0.031  1.10 
-1.09   0.93 


4.21 

2  17 

3  30 

1.26 

1.99 

3.. 36 

5.  53 

2  39 

2  17 

2.95 

3.77 

2.32 

2  63 

1.43 

2. '26 

2. SI 

.191  1.23 
.  S41  0.,S6 


+  0.14 


1.16,  0.53 

I  0.95 

+0.50  0.69 
2.45 

-1.08  0.88 
-0.72  0.72 
-0.02   0.75 

+  n]77|  1.65 
-0.68  0.79 
-0.2l|  0,67 
-1.591  0.49 

I  0.65 

+0.11   2.80 


J.  R.  Young. 

R.  C  Bennett. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C  R.  Lovell. 

W.  R.  Carson,  Sr. 

George  Street. 

W.  K.  Morris. 

Blaine  :«  alone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Henry  S.  Berry. 

Lockmaster. 

U.  S.  Engineers, 

S.  J.  Lowry. 

Lockmaster. 

Morton  L.  Wood,  Jr. 

Lockmaster. 

Lockmaster. 

C.  E.  Barret. 

Mrs.  Lillie  G.  Causey- 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

R.  P.  Amos. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co.. 

Joe  Nortieet. 

Mrs.  Katie  Payne- 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  LettieD.  Perkins. 

Lockmaster. 

L.  O,  Stiles. 

J.  C.  ogg. 

Kentucky  Utilities  Go- 

D.  Lem  Hughes 

U.  S.  Weather  Bureau- 

Lockmaster. 

Lockmater. 

US    Weather  Bureau. 

U.  S.  Weather  B\ireaii. 

Ivan  J.  Ellsworth. 

E.  0.  Cooper. 
Robert  C.  Smith. 
Sisters  of  Loretto. 
Lockmaster. 
WillaS.  A.  Ratta. 

C.  W.  Gurnsey. 
Airway  Station. 
J,  D.  Brown. 
Lockmaster. 

Miss  Nettie  B.  SimpsoTi- 
Lockmaster. 

Lockmaster. 

D.  H.  Center. 
Lockmaster. 
S.  M.  Hill. 
Jessie  Oldham. 

Mrs  Corda  B.  Stamper. 

C.  A.  Glasscock. 

Lockmaster. 

Mrs.  Ruby  A.  Burton. 

Lockmaster. 

H.  A.  Baily. 

Lockmaster. 

Jas.  T.  Goff. 

R.  J.  Howard. 

Zeb  Heston. 

James  S.  Allen. 

Lockmaster. 

Matthew  Woodson, 

W.  R.  McKee. 

Lockmaster. 

E.G.  Fraley. 

U.  S,  Weather  Bureau. 

Caney  Run  Com.  Center. 

R.  W.  Jones. 

Lockmaster. 

J.  W.  Crooke. 

H.  I-  Hignite. 

Lockmaster. 

Lockmaster. 

Wadely  VVest. 

Lockmaster. 

Airway  Station. 


All  temperature  data  are  taken  from  self-registering  thermometers  ,       ,     ,  ,,.».„ 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  such  ^stations 
used  in  determiningsection  or  division 


d  precipitation  are  computed  only  for  such  stations  as  nave  ten  or  "^o"^  •''«f ' 
nerprminin^secuon  or  uivsKji,  ij.e«,.o  tKuMi-iey,  Brownsville  and  Woodbury  are  Locks  on  the  Green  Kn 

^f^™V"e?e?tlr.rv'>";  appearing  TnW     table  indic^at.  number  of  days  mis.sing:  for  "^^JPf^-^'^^f^'^^^^^'^^;^ 
t  Also  on  otlier  dates,    tt  Received  too  late  to  be  iiirhuled  in  means  and  summaries.  I     1  roeipir.uion  i?  u.svul.im 


;  of  record,  hut  all  complete  reports  are 
i.r:  other  Locks  are  ou  the  KentnckyHivei 


Tin  nrmelted  snOAT 


OciX5nER,  1942 


CI.IMATOLOCHCAL  DATA:   KENTUCKY  SECTION 


Weatfrn  Divi»ion 

Uoavor  Dam U 

Calhoun U, 

Karliiittton   * G 

Ford8  Ferry  Dam  60' O 

UUbertsviUe'' T 


illo. 


Hartford T. 

Homiorson 0. 

Uopkiiisvillo'   C 

LovehicBviUe M 

Mivyrtold M, 

Murray  ' T, 

Owensboro  " O. 

Owcusboro,  Dam -16'   O. 

Paducah* O. 

Princeton   (J. 

•inmsey,  Lock  No.  2  ' G. 

Russell ville  » (i. 

Uuioiitown.  Dam  49» O. 


Central  Dii 
Addison, Dam  45.  '  ... 

Ancliorage 

Bowltufr  Green' 


Brownsville,  Lock 

Burnsido'  

(.'.irroUtonLock  No.  1-. 

Clermont 

Cld  Spring,  Dam  36-  .. 

Danville- 

Dix  Dam,  Burgiu 

KadsviUe  * 

Kubftnk 


Dally  Proclpltatlon  for  Octobir,   ie4». 
Day  of  month 


26     26     27     2B     29     80     91 


;!.71 
2.26 
8.  J» 
2.46 
2.78 
a.«7 
8.06 

i.o;j 

8.64 
2.9.'i 
8.60 
2.07 
2.07 
1.99 
2.97 
3.44 
3.42 
4.78 
1.23 


2.09 
3.01 
3.99 
4.1.5 
4.46 
2.18 
1.49 
2.92 


l''rankfort,  Lock  No.  4* K 

Gest,  Lock  No.  3* K 

Glasgow G 

Grant,  Dam  3S' O 

Greensburg  ^ G 

High  Bridge.Lock  No.  7" K 

trvinfifton   O 

LaGrange O 

Lancaster' K. 

Leitcliiield  ' '.  G 

Lexington  t K. 

Little  Hickman,  Lock  No.  8 't K. 

Lockport,  Lock  No .  2' K. 

Louisville'  t O. 

Do.  Bowman  Field O. 

Mammoth  Cave^ .G. 

Monticello  2 q 

Munfordville  ' G. 

St.  John S 

"  "        "  K. 

ills  S. 

Smith's  Grove  "..... G. 

Stearns  ** C. 

Tavlorsville S. 

Tyrone,  Lock  No.5  ^t K. 

Williamstown  • L. 

.Voodbnry,  Lock  No. 4^. G. 

Enstem  Dirision 

Ashland* O 

Berea   K 

Colleoellill,  Lock  No. 

Cyiitliiann^ 

Palinovitli^   

Farmers^  

F"lemiiigsbnrg2 

Ford  Lock  No.  10 -t 

Grayson- 

i^reenup  Dam    30^ 

Hazard^ 

Heidslberg.  Lock  No.  14' 

Jackson  '  

leukius'  

Louisa' 

Lynch  [near]  

.Maysville,  Dam  33^ 

Middlesboro      

Mount  Sterling 

Oneouta  Dam  35  ' 

Paintsville   8. 

Pikeville" 

Pippapass    — 

Quicksand! 


LI' 


:    V  View.  Lock  Nc 
\  :ii:,-luirg,  ])»m  No.; 

W'lllianisbnrt;'^     

Willow,  Look  No.  13- 
Winchester  •• .... 


.Or, 

.  17 

..'^4 

T. 

.11 

.37 

.11 

.nfi 

..■ifi 

.21 

.If 

.12 

.  17 

2(1 

.27 

T. 

31 

.17 

.u; 

T. 

Hs 

.03 
.26 

.1(1 

,06 

.05 

.(12 

.0(\ 

.l(i 

.1« 

.48 

.02 

[.in 

.13 

.64 

23 

1)5 

K3 

.07 

?,S 

.07 

T. 

,07 

■  W 

■  M 

.57 

.02 

2.4,'! 

.54 

.30 

.4S 

.15 

.09 

.39 

.17 

.22  .... 
.29  ... 

.48  .... 


2.36 
1.92 
4.23 


8.69 
3.72 
2.96 
4.36 
2.80 
2.56 
2.49 
2.26 
4.96 


2.62 
8.09 
1.16 


1.26 
1.99 
3.36 


2. 32 
2.63 
1.43 
2.26 


se  indieat<>d  observations 


I'pw  I^fLl'wLVl;';^.'^""  ""-"^^"■'-^"  >"*'''u".»  are  generally  maae  late  in  the  alternoon.  near  sunset,  and  preeipitation  remrded  is  for  24  hours  ending  at  time  of  observation 
amount  theifrernrdedsfoiV^^^^  precipuation  is  lor  the  24.hour  period,  nndnight  to  midnight  unless  otherwise  indicated.    'Precipitation  measured  in  "he  moJning 

T   Trace.  oVn^p^.fnlfj^^^^^  .„„.  _^:P''_^S\^j^^^'°^'^,?^'^'^^^_  with  recording  gage,  ^     'Included  ni  the  next  following  measurement 


■  precipitation  less  than  o.oi  inch. 


iPrecipitation  measured  with  recording  t  _ 

tPost  office  addresses  as  follows: —Lock  .5.  Lawrencehnre. 

;?    ;>,''.  ■„'^"f^o"t«;'^^lifornia.Ky.  River  drainage  area   in  which  station  is  located 

It-  (G>  Green:  'd  Cumberland:     T>  Tennessee:  fOl  Ohio:  'M^  Mississippi. 
Data  for  24  hours  ending  at  12.30  a.  m  .  90th  meridian  time  adjusted  to  dav  they  occur 


Ky.  Lock  8.  Nicholasville.  Kv. 
■)  Big  Sandy:  ( t.)  Licking:  K. 
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(JLIMATOLOaiCAL  DATA:  KENTUCKY  HKCTiON 


October,  1942 


Daily  Temperatures  for  October,  1942. 


10     11     12     13     14     15     16      1 


19     20     21      22     23     24     25     26 


29     30     31    Mean 


Western  Division. 


Maximum  . .  • 
'  Minimum  — 
(  Maximum  . . . 
)  Minimum  — 
\  Maximum  . . . 
(Minimum.... 
S  Maximum  . . . 


(  Maximum  . . 
/  Minimum... 
1  Maximum  . . 
\  Minimum... 


Mayfield  ... 
Murray  — 
Owensboro  . 


Rnssfillville§§.. 

Aucliorage 

Bowling  Green 
Clermont 


S  Maximum  . . . 
!  Minimum 

j  Maximum  . . . 
(  Minimum 

(  Maximum  . . . 
1  Minimum 

j  Maximum  .  . 
(  Minimum 

J  Maximum  .  . . 
I  Minimum 

1  Maximum  . . . 

I  Minimum 

<ll  Divhl'in. 

S  Maximum  .. . 
/  Minimum 

S  Maximum  . . . 
)  Minimum 

(  Maximum  .  •  - 

I  Minimum  — 

J  Maximum  ... 

'  Minimum 

(  Maximum  . . . 
l  Minimum 


Leitohfield 


(  Minimum 

S  Maximum  . . . 
(Minimum.... 
J  Maximum  . . . 

I  Minimum 

)  Maximum  . . . 
(Minimum.... 
\  Maximum  . . . 

)  Minimum 

)  Maximum  . . . 
(  Minimum... , 
(  Maximum  . . . 
1  Minimum  — 
S  Maximum  . . , 
'  '  Minimum 


Lexington   . 
Louisville  .. 

DO.  Bowman  Fieldj^^-/-™;:: 

Mammoth  cave IJlSm.;;; 

_,       1^1^^  S  Maximum  . .. 


■^helbyville 


(  Mi 

S  Maximum  . . 
(  Minimum... 
Smith's  Grove  ......  ;^J?™^;; 

)  Maximum  . . 
(  Minimum... 
S  Maximum  . . 
(  Minimum... 
J  Maximum  .. 
Minimum... 


Stearns 

Taylorsville 


Williamstown  . 


Eoftern  Division. 


Ashland 


Berea. 


Farmers  — 
Heidelberg. 


Lynch  [near] 


iMa 
(  Mi 


Maximum  . . . 

linimum 

i  Maximum  ... 

(  Minimum 

(  Maximum  . .. 

'  Minimum 

\  Maximum  . . . 

j  Maximum  . . . 

I  Minimum 

May.sville j  Maximum... 


Middlesboro.... 

Mount  Stirling 


iiumum... 

i  Maximum  . . 

'  Minimum... 

)  Maximum  . . 

(  Minimum. . . 
,      .,,  i  Maximum .  . 

^'•"'^^^ -f  Minimum... 

nnanaso  (Maximum.. 

PP^P**'   •■••  (Minimum... 

'■"■^-"^'^ !^^=;: 

'•'-ond.... ......  ijjsr:; 

jigj.  )  Maximum  . . 


wmchester^^^^^^^}"-^:: 


50l     48 


79  79 

45  4(1 

801  79 

501  51 


51  501  4R  48 
70  6fil  721  61 
W     51'     48'     4S 

i  rhnreefl  tn  tlip 


64  41 
69  68 
39      40 


Sj!     51 


"3  72 
35  54 
72!     64 


71.7 
49.3 
70.3 
45.3 

72.8 


42 
66 
561     59 


69 1     61 
34      52 


73.0 
'45.8 
71.7 
48.9 


55  44  37      41 

7ll  6<(j  561     68 

53l  461  431     'lO 

6R|  66  64 

461     491  42I  45 

76l     67i  6Sl  ?7 

SO      521  46|  46 


6?!  62| 
321  21 
55      43 


fO      72      5 


''75  5 
■'45.7 
72.6 
43.8 
70.6 
43.9 


49.8 
68.0 
46  8 


41.7 
70.8 
44.6 


70.2 
46.7 


47.0 
70.3 
43. 2 
72.5 
43.9 

45^7 
i'71.7 
"42.7 
68.6 
46.0 


73,  70  H2| 

39      31      ?6j     331  40|  55 

7ai  6<|  FO, 

36i     33j     22|     2<1|  37i  46,     Si 

fifii     60,     49|     74  621  80      -■ 

90.     241     31]  411  4R, 

45|     4.';|     701  67|  75; 

34      281     36i  52i  52, 


661  64  64  68 

47!  44  S7  40 

58  49  62  61 

42'  37'  38'  38 


.521    681     68     79 

241     34;     44|     53,     63 

-fOI     67i     59l     74 


26     24'    36' 
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KENTUCKY    SECTION 


J.   L.  KBNDALL: 

Vol.  XLVII      Louisville,  Ky.,  November, 


1942 


No.  11 


OENBRAL   SUMMAKT. 

Except  for  occasional  light  freezes  that  checked  vegetation  lor 
a  few  days,  temperatures  continued  favorable  for  alow  growth 
until  the  last  week.  Several  days  with  temperatures  far  above 
the  average  in  the  first  decade  and  the  tliird  week  caused  con- 
siderable improvement  in  late  sown  grain«,  pastures,  and  cover 
crops.  A  severe  freeze  on  the  27th  practically  ended  the  ten- 
dency to  grow.  Much  late  sown  wheat  remained  comparatively 
small  but  was  well  rooted.  As  a  rule  the  grain  crops  had 
reached  a  sufiiciently  vigorous  condition  for  normal  resistance 
to  winter  effects. 

Showery  weather  in  the  first  decade  interfered  seriously  with 
gathering  hemp  seed  and  the  final  stages  of  soybean  harvest, 
Progress  with  thpse  activities  and  with  gathering  of  corn  was 
good  in  the  week  of  fair  weather  that  followed;  but  showers 
almost  daily  from  the  17th  to  24th  prevented  the  completion  of 
the  hemp  seed  and  soybean  harvest  and  caused  further  delay  in 
corn  gathering.  Corn  in  shock  deteriorated,  and  some  loss  to  the 
other  crops  resulted  from  the  prolonged  wet  spell.  Considerable 
corn  lay  in  the  rain  after  husking  and  was  cribbed  in  rather 
damp  condition.  On  the  other  hand  the  frequent  rains  and 
high  humidity  favored  handling  of  tobacco,  therefore  stripping 
proceeded  quite  rapidly.  Plowing  could  be  done  on  a  few  days 
near  the  middle  of  the  month,  otherwise  the  soil  remained  too 
wet.  All  outdoor  work  continued  behind  at  the  end  of  the 
month,  but  labor  shortage  on  the  farm  had  much  to  do  with 
this  situation  as  well  as  the  wet  weather.  It  was  an  unfavora- 
ble month  for  construction  activities  with  respect  to  rain,  but 
favorable  from  the  standpoint  of  temperature. 

Grass  pastures  remained  serviceable  later  than  usual.  Heavy 
feeding  of  livestock  was  not  generally  necessary  until  the  last 
week.  Rye  pastures  and  cover  crops  also  developed  enough  to 
furnish  some  grazing.  Dirt  roads  softened  into  bad  condition 
during  the  last  rainy  spell.  Cotton  picking  was  much  delayed 
by  the  wet  weather. 


TEMPERATURE. 

The  temperature  averaged  considerably  above  normal,  due 
mainly  to  accumulated  excess  in  the  warm  period  16th-21st, 
when  daily  means  ranged  from  1-5  to  25  degrees  above  seasonal 
levels.  The8-10thand25-26th  were  also  quite  warm.  Maxima 
on  these  warm  days  were  6()°  to  75^.  Short  cool  periods  oc- 
curred at  the  beginning,  in  the  second  week,  and  at  the  end. 
A  few  scattered  davs  had  deficiencies  of  8"  to  12^  and  minima 
of  20"  to  2.5 ■'.  The  highest  for  the  State  was  80°  at  several 
stations  on  the  9th,  19th  and  20th.  The  station  near  Lynch 
registered  the  lowest  temperature,  18^,  on  the  29th. 

PRECIPITATION. 

Precipitation  averaged  about  30  per  cent  more  than  the  nor- 
mal amount  for  this  month.  It  was  well  distributed  and  fell 
mainly  as  moderate  and  rather  prolonged  showers  that  produced 
no  large  run-off  iri  most  of  the  State.  The  areas  of  lightest  pre- 
cipitation were  in  the  southeastern  border  counties  where 
amounts  ranged  between  2.0  and  3.5  inches,  and  in  the  upper 
Green  River  Valley  where  they  were  generally  somewhat  under 
4.0  inches.     Most  other  parts  of  the  state  received  from  4  fl  to 

5.5  inches,  and  a  few  northern  .station';  reported  6.0  inches  or  more-     The  rana-e  for  thp 

State  w^  between  !.«?.  inches  at  Lynch    near'  and  6.B3  inches  at  Shelbvville  ' 

Showers  fell  daiLv  from  the  1st  to  llth.    They  occurred   irregularLv  in  the  period 


17-19th  and  morn  generally  from  the  2lRt  to  2'lth.  The  lattt-r  Interval  prodnccfl  the 
heaviest  rains,  with  LM -hour  amounts  varying  between  1.0 and  '2.0  luohoH  at  many  gta- 
lons.  Light  to  moderate  sliowers  visited  all  sections  on  tliel!'J-;iOth.  .'-now  llurrleft  were: 
reported  from  one  northarn station  on  the  Ktth.  Days  with  tliiuid'TBtornis  were: 9. 10,21. 
MISCELLANEOUS. 
/e/i(T(i.- Kun-olV  that  followed  tlie  rains  of  tliu21st-24th  caused  a  moderate  ride  in 
the  Ohio  Kiver.  ttages  of  2.5  to  :ift  feet  were  reached  along  the  border  of  the  State  from 
the2-lthto2Sth. 

PRESS  0  RE.jyVJtNDj^  HUMIDITYAND  SUNSHINE. 

Wind. 


Stations. 


Cairo 111. 

Cincinnati Ohio 

Evansville........Ind, 

Louisville Ky. 


Atmospheric  pressure 
(reduced  to  sea-level.) 


30.52 
30.49 
SO.  51 


3     29.60 
•J     29.56 


25 
26 

-     ,  25 

t     29.52   26 


Relative 
hamldlty. 


83  63 
82  62 
82     66 


1889.. 

1890.. 

1891.. 

1892 . . 

189S.. 

1891., 

1895. 

1896. 

1897., 

1898. 

1899. 

1900. 

1901. 

1902. 

1903. 

1904. 

1905 

1906. 

19fi7. 

1908. 

1909. 

1910. 

1911. 

1912, 

1913. 

1914. 

1915. 

1916. 

1917. 

1918, 

1919, 

1920, 

1921. 

1922, 

1923. 

1924, 

192B. 

1926. 

1927. 

1928, 

1929. 

1930. 

1931. 

1932. 


1940.,., 
1941..,. 
1942,,,, 
Period  t 


COMPARATIVE    DATA  FOR  NOVEMBEK. 


43.1 
48.6 
43.5 
42.8 
44.3 


41.8 
53,4 
42,5 
44.7 
46.4 
46.1 
44.2 
48.6 
54,7 
41,1 
41,6 
45,2 
50.5 
46. 9 
49.8 
47,8 
44,3 
46.1 
47.  4 
44.7 
49.8 
48.3 
46.4 
47.7 
44,9 
42. 9 
51.3 
46.8 
44.6 
47.1 
55,0 
43  8 
45.5 
60.5 
47.3 
42.9 
43.2 
47.9 


Precipitation 


6,04 
4,87 
6.04 
3-85 
3,12 
1.32 
4.29 
5.01 
4.69 


4.42 
3.01 
0.89 
3.55 
5.02 
3.49 
2.61 
2.29 
2.04 
4.51 
1,22 
3  25 
1.23 
4.80 


7,31 
2.21 
7.96 


5.01 
3.93 
4.03 
1.82 
3.  52 
2.71 
1.54 
2.85 
.3.86 
8.50 
1.63 
3. 68 


Number  of  days. 


T. 

0.3  I 

20  ! 
T.  I 
T.  I 

2,3  i 

0,1 

0,2 


0,9 

0,4  I 


t54  Year  average. 


I'itl 


...,  I  ib7r^ry 
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No^TEMBER.  1942 


WESTERN   DIVISION 

Beaver  Dam  

Calhouu 

Earlington 

Ford's  Ferry,  Dam  60 

GilbertsvUle 

Gr>;enviUe   

Hartford,  [near] 

Henderson 

Hopkiusville 

LovelaceviUe  

Mayfield 

Murray 

OwensDoro 

Owpnsboro,  Dam  46. . 

Paducah   

Princeton 


X^riuueLuii 

Rumsey.  Lock  2i 

Rnssellville 

t' Dion  town.  Dam  49... 

CENTRAL  DIVISION. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brownsville,  Locke  t 

Bnrnside  

Carrollton.Lock  1 .  — 

Clermont 

Cold  Spring,  Dam  36  •■ 

Diinville    

Dix  Dam.Burgin 

Eadsville  

Eubank 

Frankfort,  Lock  i.  ... 

Gest,Lock3 

Glasgow 

Grant,  Dam  38 

Greensbnrg  

High  Bridge,  Lock  7.. 

Irvington   

LaGrangc 

Lancaster 

Leitchfield  •  ■  • 

Lexington ■  ■ 

Little  Hickman,  Lock 
Lockport,Lock2 

Louisville  

Do    Bowman  Field. 

Mammoth  Cave 

Monticello  •  •  ■ 

Munfordville 

.St.  John 

Saivisa,  Lock  6 

Shelby  ville 

Smith's  Grove 

Steams  

Taylorsville   ■ 

Tyrone,  Lock  5 

Williamstowu 

Woodluiry.Lock  -It.-- 
e«stei;n  division. 

\8hlaiid 

College  iiiil,  Lock  i'l  , 

Cynthiana ■ 

Falmouth 

Farmers   

Fleniingsbnrg 

rord,Lock  10 

Grayson   — 

Greenup,  Dam  30 

Hazard •• 

Heidelberg,  Lock  14 . . 
Jackson 


Lynch,  [near] . 

>4ysvmeDam33.... 

Middlesboro    

Mount  St.rlint' 

Oneoiit:i.  1)11"  '■')■} 

PaintsvlUr 

PikeviUe 

Pippapass 

•  Juicksand 

Kavennii,  Lock  12.... 

Uichmond 

Tyner 

VMi-.y  View,  Lock  9  . 
Vancebnrg.Dam  32.. 

Williiimsburg 

'.Villow.Lockia 

Winchester 


Ohio  • 

jSlcLean  

Hopkins 

Crittenden.... 
Marshall  .  — 
Muhlenbarg  . 
Ohio  .....   . . 

Henderson 

Christian 

Ballard  

Graves 

Calloway 

Daviess .- 

Daviess  

McCracken   . . 

Caldwell 

McLean 

Logau  


Breckinridge. 

Jefferson 

Warren    

Edmonson  ... 

Pulaski  

Carroll 

Bullitt 

Campbell  

Boyle  

Mercer 

Wayne 

Pulaski 

Franklin  

Henry 

Barren 

Boone — 

Green  

Jessamine  . . . 
Breckinridge  . 

Oldham 

Garrard  

Grayson   

Fayette    

•Jessamine  .  . 

Henry 

Jefferson  .... 

Jefferson 

Edmonson  .  . 

Wayne 

Hart 

Hardin 

Mercer 

Shelby 

Warren   

McCreary  . . . 


Madison.. 
Madison. . 
Harrison  . 
Pendleton 
Rowan  ... 
Fleming  .. 
Clark  .... 
Carter  ... 
Greenup. . 
Perry   .... 

Lee    

Breathitt  . 
Letcher.  •  • 
Lawrence 
Harlan .  . . 


State  averages  and  ex  tremes 


Knott... 
Breiithitt 
Estill  ... 
Madison  . 
Madison 
Madison 
Lewis  ... 
Whitley  . 

Lee   

Clark   . . . 


OlimatqlogicanOata^or^Kovember,  1942. 

Temperature,  in  degrees  Fahr. 


4-2.6 

+  'i 


+- 

+  2.4 


+  2.5 

+  ■3 


+  8.8 

+  ■9:4 


Precipitation  in  inches  [Number  of  days. 


4-1.76 
+0.11 


-f2.26 
-1-2.34 
-1-0. 52 


-1-0.69 
-0.14 

-t-o.yo 


-1-3.37 
4-2.51 
-fO.61 
+1.  22 
-0.05 
.52 
-1-1.72 


4-3.15 
4-0.13 
-1-2.  38 
-i-2.27 


4-3.12 
4-1.92 
+  0.06 


-1-2.8' 

-1-2' 58 

4-2,35 

-1-3.21 

+3. 

4-3.06 

4-1.80 

+\ 

-1-0-29 
4-3 


4-1. 51 
-1-2.35 
4-1.88 


4-3.191 
4-0.. 58 
-0.07 


16  I  sw. 

i3  I's'" 
14  1 

12' ''s.'" 
..  1  .... 
19  1  sw. 
16  I  se. 
9  I  sw. 
16  i  s. 

14  i  n. 


7  !  sw. 


J.  R.  Young. 

R.  C  Bennett. 

Hrick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C   R.  Lovell. 

W.  R.  Carson.  Sr. 

George  Street. 

W.  K.  Morris. 

Blaine  «  alone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Henry  S.  Berry. 

Lockmaster. 

U.S.  Engineers, 

S.  J.  Lowry. 

Lockmaster. 

Morton  L.  Wood.  Jr. 

Lockmaster. 

Lockmaster. 

C.  E.  Barret, 

Mrs.  Lillie  G.  Causey- 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

R.  P.  Amos. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co., 

Joe  Norfieet. 

Mrs.  Katie  Payne- 

Lockmaster. 

Lockmaster. 

L.  E.  Tiirner. 

Lockmaster. 

Mrs.  LettieD.  Perkins. 

Lockmaster. 

L.  O,  Stiles. 

J.   C   Ogg. 

Kentucky  Utilities  Co. 

D.  Lem  Hughes 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmater. 

U  S    Weather  Bureau. 

U.  S.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  O.  Cooper. 
Robert  C.  Smith. 
Sisters  of  Loretto. 
Lockmaster. 
WillaS.  A.  Ratta. 

C.  W.  Gurnsey. 
Airwav  Station. 
J,  D.  Brown. 
Lockmaster. 

Miss  Nettie  B.  Simpson. 
Lockmaster. 

Lockmaster. 

D.  H.  Center. 
Lockmaster. 
S.  M.  Hill. 
Jessie  Oldham. 

Mrs  Corda  B.  Stamper. 

C.  A.  Glasscock. 

Lockmaster. 

Mrs.  Ruby  A.  Burton. 

Lockmaster. 

H.  A.  Baily. 

Lockmaster. 

.ias.  T.  Goff. 

R.  J.  Howard. 

Zeb  Heston. 

James  S.  Allen. 

Lockmaster. 

Matthew  Woodson, 

W.  R.  McKee. 

Lockmaster. 

E.  C  Fraley. 

U.  S.  Weather  Bureau. 

Caney  Run  Com.  Center. 

R.  W.  Jones. 

Lockmaster. 

J.  W.  Crooke. 

H.  L.  Hignite. 

Lockmaster. 

Lockmaster. 

Wadely  West. 

Lockmaster. 

-Mrway  Station. 


All  temperature  data  are  taken  from  selt-registering  thermometers.  «  j  u  ♦  „ii  „r,mrviBto  renorts  nre 

The  departures  from  normal  temperature  and  pre.npitetion  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record  ^"tf"  "i^^J^  '^  f  ^^^^,^^^';'^|i,„ 

-1  in  determiningsection  ordivision  means,  ildunsey.  Brownsville  and  Woodbury  are  Locks  on  the  Green  River;  other  Locks  are  on  tin  K.ntncKy.tw 


ispd  in  j^^5^™"J"p'^jjp^,J°"  ^VapperrijrgTn'the  table  indicate  number  of  days  mis..!itig;  for  example,  b  represents  two  days,  etc, 
•>  Also  on  other  dates.    ++  Received  too  late  t/>  he  iiiclndc 


ind  sumrnarie 


than  0.01  inch  rain  < 


NovKMmcK.   H)l"2 


CLIMATOUHilCAL  DATA:   KENTUCKY  SECTION 


Daily  Pieolpitiition  for  Novemb<r,   194a. 


Western  Divimm 

Heavor  IHiiu 

Uvllumii 

Kiirlititrtoii 

Korils  Kerry  Dam  60* 

Gllbortsville' 

Uroeiivillo 

Hartford 

Ileudorsou 

lloiikinsville     

bovolat'evilie , 

MuyrtoUl 

Murray   

Owensboro  

Owousboro,  Dam  i6'    

Piiducah* 

Princeton 

Hunisey,  Lock  No.  2  ' 

Russellville  ' 

Tiiiontown.  Dam  49* 

Ceutrnl  Division 

Addison, Dam  45.  ' 

Anchorage 

Bowlinsr  Green '  

Boulinjt Green  No-  '2'  — 

Brownsville, LoSk  No.  6« 

Burnside'  

CarrolltouLock  No.  1* 

L'lennont 

Cnld  Spring,  Dam  36* 

Danville* 

Dix  Dam,  Bargin 

Eadsviile* 

liubank 

l''rftnkfort.  Look  No.  4* 

Gest,  LockNo.3*. 

Glasgow  —  — 

Graut,  DamSS* 

Greensburg  * 

H  iKh  Bridge,  Lock  No .  7* 

Irvington   

LaGraiige 

Lancaster* 

Leitchtield  * 

Lexington  t 

Little  Hictman.  Lock  No.  8*t. 

Lockport,  Lock  No .  2  * 

Louisville'  i 

Do.  Bowman  Field 

Mammoth  Cave* 

Jloutioelio  * 

MunfordviUe  * 

St.  .lohn 

Salvisa,  Lock  No  6  *t 

Shelby ville 

Smith's  Grove  •*. 

Stearns  " 

Taylorsville 

Tyrone,  Lock  No.  5  *t 

VVilliamstown  

•^  oodbnry.  Lock  No. 4*. 

Enxtern  Division 

Ashland* 

Berea   

<?ollese  Hill,  Lock  No.  11* 

Cynthiana* 

i-^ahnontli*   

Farmers*  

Flemiiigsbnrg*  

Ford  Lock  No.  10  *t 

Grayson* 

•  'veenup  Dam    30* 

Hazard^ 

Heidelberg,  Lock  No.  14* 

Jackson  * 

ienkms*   

Louisa* 

Lynch  [near]   

Mavsville,  Dam  33* 

Miiidleshoro      •   •  • 

■Mount  StPrli  PR  •  • 

OiieontaDani  952 

Paiiitsvillp   "-, 

PiltHville" 

Pippapass    — 

QuU-ksaud' 

^;av(■nna.    Lock  No.  12*   

Ricbuioiid* 

TyniT 

^'al^•y  View.  Lock  No.  9   ..    . 
Vaiic-burji,  Dam  No.  32  *. . . 

Williamsbure* 

Willow.  Lock  No.  13'' 

Winchester  "• 


I   .31 


6      6      7       8      9     10     11     12     18     M     16     16     17     18     19     20     21     22     28     24 


26     27     28     29 


09 

.04 

04 

T. 

1.25 

■jl.lO 

:   .86 

1.41    .93 
.89!   .91 


.S2 

.... 

2S 

.ftS 

.48 

.2,-) 

fi5 

m 

46 

42 

^f, 

54 

50 

ifi 

49 

r. 

.TO 

:::• 

3.21 

4.64 
4.76 
4.93 
4.08 
4.25 
6.00 
6.49 
3.76 
4.0A 


5.58 
6.16 
4.85 


5.96 
8.71 
4.33 


4.61 
4.70 
4. 95 

4.58 

'e'se 

8.78 

4.86 
3.99 
3.50 
4.70 
4.97 
4.98 
6.41 
4.07 
5.72 


6.37 
3.89 
4.05 
3.84 
4.73 
.5.89 
6.63 


6. 38 
6.01 
4.84 
S  50 


5.86 
4.13 
5.77 
5.61 
5.30 
6.20 
6.48 
5.92 
4.43 
4.79 
3.34 
6.44 
4.12 
3.10 
4.47 


6.93 
4.45 
5.00 
3.15 

2.77 


4.75 
6  07 
.?.93 


roer  weacner  Bureau  station;  precipitation  is  lor  rhe -'4  hn^rniri^.?'      -^      'IJ'r''''  •'J"?*'I-  """^  Precipitation  recorded  i«  for24  hours  ending  at  time  of  obsers-ation 
.     . ;  then  recorded  is  for  the  nreceding  24  hours  -P?LI,-™^7o?  '  "'"^'I'Sfht  to  midniffht  unless  otherwise  indicated.    *Precipitation  measured  in  the  morning  ■ 

T.  Trace,  or  precipitation  less  than  n.m  inch     "         tPost  offic'p  «,lTpf=P°°  "Measured  with  recording  gage  "■Included  in  the  uexi  following  measurement.         ^ 

Lock  in.  Rod  K,.nie    Kv  :  Oneonta  Cal  fornift  Kv  omce  addresses  as  follows: -Lock  .s.  T.awrpncphurL'.  Kv.  :    Lock  fi.  VersailleP.  Ky.  Lock  8.  NicholasviHe,  Kv 

Kentnckv:  ■  .'i «  SaK-  'G-  Gre"  n  "  ?M  Cnmhe;rand^-  T>  Tennessee'  tehfo^  'JP  M^'opi '*''"""  ''  ^""^""^  '"'  '"'^''''*^'^  ^'  ^"""^^^  (B)  Rig  Sandy ;  (1.)  Licking;   :!; 

.  90th  meridian  fime  adjnstpd'to  day  they  occur 


"Airport  station. 


II 


44 


OLlMATOLOGiCAL  DATA;   KENTUCKY   8KCTiUN 


November,  1942 


Daily  Temperatures  for  November,  1942. 


Beaver  Dam 


I  Minimum  — 

\  Maximum  ..- 

I  Minimum  — 

Maximum  . . . 

I  Minimum 

j  Maximum  . . . 

I  Minimum 

j  Maximum  . . . 
)  Minimum  — 
)  Maximum  . . . 

t  Minimum 

j  Maximum  . . , 
)  Minimum..., 
J  Maximum  . . 
\  Minimum  — 
)  Maximum  . . 
t  Minimum... 
\  Maximum  . . 
I  Minimum . . . 
S  Maximum  • 
i  Minimum... 
3  Maximum  •  . 
'(  Minimum... 
„   ...  „(.  \  Maximum  . . 

Russell villeisS -,  Minimum . . . 

Central  Dii-isiim. 

)  Maximum  . . 


Calhoun  •••■ 
Earllngton  . . 
Greenville.  . . 
Henderson.. 
Hopkinsville 
Lovehiceville 
Mayfield  .... 

Murray  

Owensboro  . 
Paducah  — 
Princeton  .. 


Anchorage 

Bowling  Green. 
Clermont 


Minimum. 
)  Maximum  . . 
/  Minimum... 
\  Maximum .  • 
(  Minimum . . . 
)  Maximum  . . 
'  Minimum... 
( Maximum  . . 
\  Minimum . . . 
j  Maximum  . . 
I  Minimum... 
\  Maximum  . . 
i  Minimum.. . 
J  Maximum  . . 
(  Minimum . . . 
j  Maximum  . . 
■  \  Minimum.. . 


Lexington   

Louisville 


Mammoth  Cave- 


Taylorsville  — 

williamstown... 

Eimtern 

Ashland    


Farmers 

Heidelberg.... 
Lynch  [near] 
Maysville 


S  Maximum  . 
)  Minimum., 
>  Maximum  , 


)  Maximum  . .. 
i  Minimum.  .  ■• 
)  Maximum  .  . . 
/  Minimum.... 
S  Maximum  . . . 

■  /  Minimum 

•  Maximum  •  •  • 

■  (  Minimum 

S  Maximum  . . . 

■  (  Minimum.... 
S  Maximum  . . . 
(  Minimum  — 
.(  Maximum  .  •  ■ 

■  I  Minimum  — 
Irision. 

i  Maximum  .. . 
/  Minimum  — 
\  Maximum  . . . 

'  (  Minimum 

i  Maximum  . . . 

■  (Minimum.... 
(  .Maximum  . . . 

■  '(  Minimum 

J  Maximum 


Mlddlesboro 

Mount  Sterling 

Pikeville 

Pippapass   

Qnicks:ind 


Williamsburg  . 


Minimum... 

I  Maximum .  . 

I  Minimum... 

1  Maximum  . . 

'  Minimum... 

t  Maximum  . . 

'  Minimum... 

I  Maximum .  . 
'  '/  Minimum... 

j  Maximum  . . 
■  '  Minimum... 

<i  Maximum . . 
•  /  Minimum... 

)  Maximum  . . 

'  Minimum... 

\  Maximum  . . 

'  Minimum... 

)  Maximum .  . 

/  Minimum.. . 
{  Maximum  . 
'  Minimum. , 


62 

80 

.W 

,V2 

W 

54 

til 

KC 

hi 

55 

«1 

7( 

f>H 

54 

6(1 

7t 

■'i7 

H( 

62 

hi 

bf, 

55 

61 

sn 

05 

44 

6;- 

7ti 

53 

5H 

59 

77 

ft< 

66 

60 

R 

."iS 

55 

61 

79 

54 

55 

sq 

77 

ftC 

54 

w 

77 

57 

f,? 

6( 

79 

54 

61 

S.-i 

56 

& 

76 

54 

56 

14      18     16     17 


19     20     21     22 


63      62!     60 


6^1     fi-t,     56l     57 


75 

55l 

44 

■n 

7S 

54 

43 

25 

74 

51 

41 

26 

5f 

55 

i- 

2,-( 

7fi 

53 

42 

23 

70 

48 

32 

20 

7;- 

30 

46 

29 

7^ 

51 

43 

24 

40 

25 

47 

45 

27 

73 

48 

41 

24 

7- 

41- 

44 

25 

7 

4t 

4 

25 

35I     32I    291    291     44^     49I     50l 


63 

78' 

52     51] 

60 

:^ 

55 

,■55 

67 

7(1 

47 

46 

57 

77 

52 

53 

5« 

75 

49 

52 

66 

7<:' 

56 

5:- 

7(1 

7K 

4i 

51 

70 

VH 

56 

53 

6C 

75 

55 

53 

6f 

78 

56!     49 

1     59 
52 

11 

68 


66 
22 

55 
24 

49 
23 
49      66 

22      82 

63      67 


21 

29 

47 

55 

30 

.SO 

44 

.561 

2( 

2V 

45 

58 

25 

28 

5f 

59 

2^ 

9,7 

(,; 

64 

31 

26 

45 

.55 1 

32 

29| 

48 

.55I 

25 

.301 

50 

60 : 

a; 

29 

4' 

S( 

27 

4^ 

58 

25 

27 

41 

57 

•It 

32 

5 

59 

2 

26 

4 

57 

2 

32 

76      70      62 


24     25     26 


72 

72 

62 

61 

75 

77 

60 

56 

71'. 

6i 

55 

6;- 

74 

7C 

63 

60 

77 

67 

1     59 

56 

7? 

71 

34 

69 

72 

43 

M 

7? 

73 

30 

47 

67 

75 

28 

38 

61 

65 

2r 

45 

7r 

65 

33 

51 

69 

69 

45 

B5 

7f 

77 

21 

38 

70 

75 

22 

81 

72 

75 

9< 

39 

7( 

6f 

48 

56 

68 

75 

4' 

491 

65'i 

71 

62' 

F9 

40 

65 

54 

53 

50 

6H 

58 

-,7 

■s? 

63 

56 

39 

74 

54 

52 

37 

7? 

60 

60 

4r 

7( 
54 

63 

45 

25 

26 

42 

26 

2,i 

23 

45 

34 

28 

53 

36i    34 


32|     37 


49|     48 

25;     38 
501     61 1 


21 
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^5 

3? 
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31 

48      44 

9' 

30     86 

42 

51 

46 

21 

2? 

23 

41 

■49 

47 
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21 

32 

40 

J8 

46 

19 

24     371 

43 

51      49 

23 

26!     33! 

39 

51 

5f 

22 

24 

44 

49 
29 

4R 

45!     441 

19 

20!     34 

41 

47 

48 

24 

32 

4(1 

hi 

49 

21 

2; 

40 

41 

4i 

48 

23 

2( 

33 

41 

5' 

50 

26|     2: 

33 

6f!     6.1     fi.3| 

JO 

231     18 

36 

4.'^1     46 

23 

23,     36 

40 

..!   .. 

191     46' 

2 

1     37 

37i     49i     46;     4" 


Sfil     37'     27'     22     27' 


its  Instruments!  are  read  in  the  morning;  the  maximum  temperature  then  rpad  ' 
*.'>  "  eto.  indicate  respertivplv  i    9    S  otf     "lavn  missing  from  rornnl, 
B  O  Loulsvlllp.  Ii25  42  llfXi 


chargpd  to  the  prpcpflir 


jhich  it,  almost  always  opcnrs 


57  7 
38.2 
60.4 
42.7 
''60.  & 
^39. 7 

40.5 
59.8- 
42.3 


89. 6 

'70.5 
■39.2 
61.2 
40. 3 
57.1 


67.2 
38.6 
57.3 
41.1 
57.0 
39.9 
57.7 
37.1 

.59.  a 

35.9 
57.6 
38.4 
59.8 
40.1 
59. » 
40,9 
«.59,a 
'.38.2 
57.6 
37,5 


59.4 
38.2 
.59.5 
38.5 
"66.7 
"34.7 


36.8 
62. R 
37.fi 


u.  s.  di.partmi:nt  of  com merck.  weather  bureau 
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KENTUCKY    SECTION. 

J.  Xi.  KBNDAZ.I.: 


Vol.  XLVII      Louisville,  Ky.,  December,  1942 


No.  12 


Q-ENERAL,    SUMMARY. 

The  month  was  very  unf:ivoral)lL'  lor  most  outside  work. 
Wi-ather  nuioh  colder  than  the  average  prevailed  during  the 
first  two  weeks.  The  ground  continued  deeply  frozen  through 
this  period,  with  only  slight  thawing  on  the  surface.  Except 
for  staining  of  the  tops  where  strong  growth  had  occurred,  the 
cold  weather  caused  no  injury  of  consequence  to  winter  grains. 
There  was  light  snow  protection  for  a  few  days  in  the  extreme 
northern  counties.  The  dry  cold  interfeied  with  tobacco  strip- 
ping by  putting  it  out  of  condition,  but  this  weather  was  more 
favorable  than  otherwise  for  moving  the  weed  to  market.  Dur- 
ing the  third  week  the  temperature  varied  from  somewhat  above 
to  considerably  below  normal,  with  some  freezing  and  thawing 
injurious  to  grains.  Unseasonably  warm  weather  characterized 
the  last  decade.  Several  days  in  this  period  were  so  warm  that 
pastures  and  winter  grains  showed  an  inclination  to  grow. 
Some  greening  occurred  on  warm  slopes  and  limestone  uplands. 
Light  freezing  on  a  few  nights  was  not  damaging.  The  warm 
weather  favored  handling  tobacco,  but  rain  on  most  days  and 
dirt  roads  softened  by  complete  thawing  and  heavy  rains  im- 
peded deliveries.  Muddy  tields  could  not  be  entered  to  remove 
corn  or  feed.  Corn  that  remained  out  continued  to  suffer  dam- 
age from  dampness.  Some  hemp  seed  and  soybeans  that  could 
not  be  harvested  in  the  preceding  month  bt^came  practically  a 
total  loss  on  account  of  decay  during  the  wet  weather.  Roads 
and  streets  were  icy  and  dangerous  on  only  a  few  days,  and 
this  condition  was  confined  to  the  northern  part  of  the  State. 
Activities  in  connection  with  construction  were  hindered  by  the 
severe  cold  of  the  first  half  and  the  frequent  rains  later  on.  No 
plowing  was  possible.  Heavy  rains  late  in  the  month  caused 
flooding  in  headwater  streams.  While  there  was  more  run-ofl:' 
than  desirable,  much  of  the  rain  fell  slowly  when  the  soil  was 
thoroughly  thawed,  increasing  the  storage  of  ground  water. 

TEMPERATtTKE. 

Temperatures  during  the  iirst  two  weeks  averaged  8^  to  10~-' 
below  normal.  Two  periods  of  severe  cold  with  near  zero  temp- 
eratures occurred,  one  centering  about  the  2-3d  and  the  other 
about  the  18-14th.  Abnormal  cold  also  depressed  temperatures 
far  below  seasonal  levels  on  the  20th  and  21st.  Daily  means 
from  8'-  to  80^  higher  than  the  average  occurred  in  the  period 
24-29th.  Jklaxima  of  HO"  to  70^ Were  registered  at  nearly  all 
stations  from  the  26th  to  28th.  Extremes  for  the  State  were  76° 
at  Lovelaceville  on  the  26th  and   -  5°  at  Maysville  on  the  21st. 

PRECIPITATION. 

Precipitation  averaged  considei-ably  above  normal,  due  mainly 
to  the  large  amounts  in  the  eastern  part  of  the  State.  The  up- 
per basins  of  the  Cumberland,  Green,  and  Kentucky  rivers 
received  from  6.0  to  8.0  inches.  Precipitation  diminished 
irregularly  westward  to  less  than  3.0  inches  at  a  few  stations: 
the  lower  Oreen  River  Valley.  From  4.0  to  5  0 inches  occurred 
in  a  broad  belt  that  extended  northeast  from  Todd,  Logan,  and 
Simpson  counties  to  the  lower  Licking.  West  of  this  belt  most 
localities  had  from  8.0  to  4.0  inches.  Stations  in  the  north- 
eastern part  of  the  State  rpporteri  from  6  0  to  lO.O  inches  of  snow.  The  heaviest  fall  in 
thatsection  occurred  on  the  2(ith.  when  some  stations  had  as  much  as  G  0 inches,  ^ome 
central  and  sontheastern  localities  received  6  0  to  9  0  inches  of  snow.  From  2  0  to  4  0 
inches  occurred  in  the  western  counties.  Precipitation  in  some  form  was  reported  eve 
day  in  the  month.  Moderate  to  heavy  rain  fell  generally  on  the  1st  2d,  after  which 
niD.st  of  the  precipitation  of  the  first  half  of  the  month  was  light  to  moderate  snow 
Light  to  heavy  rains  occurred  irregularly  on  the  1.'j-16lh,   followed  by  light  to  heavy 


snow  on  the  20th  Moderate  to  heavy  ralnB  wore  general  on  the  22.28d.  and  innch 
heavier  riiliifall  that  caiLsed  floodlnK  from  the  27th  to  SOth.  The  rapire  for  the  Hlato 
was  between  '2.7.1  Inches  at  Murray  and  9.18  inches  at  StearoH.  Thunderntcrni*  were 
observed  on  the  IfHh  and  ICth 

MISCELLANEOUS. 

l\'hm:-A  moderate  riSM  In  tlic  Ohio  nc  dcd  during  the  first  decade.  Another  rlno 
In  the  Ohio  started  on  the  '2;id  and  hail  nai  In  d  Hood  stages  at  some  stations  by  the  end 
of  the  mouth,  with  the  general  rise  conliiniiiiK. 

The  upper  Green  Kiver  wbs  far  above  Hod  levels  on  the  3lKt,  The  Barren,  upper 
Cumberland,  the  Licking  at  I'almoiilh  and  the  Kentucky  at  High  Bridge  were  some- 
what above  Hood  stages  as  the 


:>nded. 


PRRSSORE,  WIND,  HUMIDITY  AND  SUNSHINE. 
Wind. 


111. 

Ohio 

Evansville Ind, 

Louisville Ky. 


30.12 
30.11 
30.11 
30.10 


fi 


t.54  Vear  average 


■"^avav- 
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CLIMATOLOGICAL  DATA:  KENTUCKY  SECTION. 


December,  1942 


Olimatologicai  Data  for  December,  1948. 

Temperature,  in  degrees  fahr. 


Precipitation  in  inches  Number  of 


gV 


WESTBKS   DIVISION 

Beaver  Dam  

CMlhouu 

Eiirlington 

Kord'e  Ferry,  Dam  5( 

Gilberts  ville 

Greenville   

Hartford,  [near]  .... 

Henderson 

Hopkinsville 

Mayfield..'....!;.'.'.'.'.'i 

Murray 

Owensboro 

Owensboro,  Dam  46. 

Paducah   

Princeton 

Ramsey,  Lock   2t. .. 

Russellville 

tniontovrn,  Dam  49... 

CEXTRAL  DIVISION. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Browns%'ille,  Locke  t 

Bnrnside  

Carrollton,  Lock  1 

Clermont 

Cold  Spring,  Dam  36  ■■ 

Danville    

Dix  Dam.  Burgin 

Eadsville  

Eubank 

Frankfort,  Lock  4 

Gest.Lock3 

(ilasgow   

Grant,  Dam  38 

Greeusburg  — 

High  Bridge.  Lock?.. 

irviugton    

LaGrangc 

Lancaster 

Leitchfleld 

Lexington ;■•,•• 

Little  Hickman,  Lock  8 
Lockport,  Lock  2 

LOUISVILLK    

Do    Bowman  Field 

Mammoth  Cave 

Monticello    •  ■ 

MunfordviHe 

St.  John 

Salvisa,  Lock  6 

Shelby  viUe 

Smith's  Grove 

Steams 

Taylorsville     ..  ..   ■• 
Tyron",  Lock  5 


Wi 


liptn 


Woodhnry,  Lock  4j... 

E«STERN    DIVISION. 

\9hlaud 

Beroa 

College  Hill,  Lock  11  , 

Cynthiana 

Falmouth 

Farmers   

Flemingsbnrg 

Ford,  Lock  10 

Grayson   

Greennp,  Dam  30 

Hazard 

Heidelberg,  Lock  14. . , 

•Jackson , 

.Jenkins 

I.,ouisa 

Lynch,  [near] 

Maygville  Dam  33 

Middlesboro   

Mount  Sterling 

Oneonta,  Dam  aH 

PalntsviUe 

Pikeville 

Pippapass 

tiulcksand. 

Ravenna,  Lock  12 

Richmond 

Tyner 

Valley  View,  Lock  9  . . . 

Vanoebnrg.Dam  32 

Williamxhurg 

Willow,  Lock  13 

Winchester   ••• 

State  averages  and  ex 


Ohio  • 

.Mc.L,-,ni 

Hopkins 

Crittenden... 
Marshall.... 

MuUlfuburg 
Ohio  ......    . 

Heudergon. . . 
Christian.  ... 

Ballard  

Graves 

Calloway.  ... 

Daviess 

Daviess   

Mci'rackfu    . 
Ca  Id  well,.... 

McLean 

Logau 

Uniou 

Breckinridge 

Jefferson 

Warren    

Edmonson  .. 

Pulaski   

Carroll 

Bullitt 

Campbell   ... 

Boyle 

Mercer 

Wayne 

Pulaski 

Franklin 

Henry 

Barren 

B.)nne  ....... 

,J.-SH;imVne'!.' 
Breckinridge 

Oldham 

Garrard 

Grayson   

Fayette   

Jessamine  .  . 

Henry 

Jefferson 

Jefferson  — 
Edmonson  .  ■ 

Wayne 

Hart 

Hardin 

Mercer 

Shelby 

Warren   

McCreary  .  •  ■ 

Spencer 

Anderson 

Grant 

Butler 

Boyd 

Madison 

Madison 

Harrison 

Pendleton  .   . 

Rowan  

Fleming 

Clark    

Carter    ...... 

Greennp 

Perry   

Breathitt  . .  • . 

Letcher 

Lawrence  . . . 
Harlan 

Mason    

B.'ll  ......... 

MontL'oiiicry. 


Estill  ... 
M.idison  . 
Madison 
Madison 
Lewis  ... 
Whitley  . 

Lee    

Clark  ... 
tremes  ... 


-1.14 
-1.34 
+0.54 


+0. 

+3.65 

+8.92 


3.90 


+2.78 
+1.30 
7.63+3.11 
4.88+0.«5 
4.21  +0.28 

5.26    

8.67+5.51 
4.87+0.13 
6.69+2.82 
6.51 +-2.83 
5.55+1.87 
4.77  +1.03 

5.18 

5.80 
7.94 
6.03 


6.-J5 


6.24 


+2 
-0.73 
+1.36 
+2.25 


+2.51 
+1.14 
+0.59 


+2.78 


26 


21 


+0.  72 
+0.56 
+2. 8  J 
+2.  4fl 
+2.73 
+2.12 
+3.17 
+1.52 
+2.32 

5.48, 

0.59+2.61 
6.6)1  +  2.97 

6.46 

5.96+2  28 

6^78 +2]  36 
4.86+0.95 
5.88    ... 
5.85  +2,33 

6.69 

5..'!8+1.33 
5.6fil  +  2.2.T 
5.25+1.03 

6^44 +2.53 
5.28+1.48 
8.03+3.94 
«. 64 +2.64 
6 ,  94  . 
5  34  +1   48 


4.5 


J.  R.  Young. 

R.  C.  Bennett. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C   R.  Lovell. 

W.  R.  Carson,  Sr. 

George  Street. 

W.  K.  Morris. 

Blaine  »  alone. 

Mrs.  Joe  Payne- 

Ralph  B.  Wear. 

Henry  S.  Berry. 

Lockmaster. 

U.S.  Engineers, 

S.  J.  Lowry. 

Lockmaster. 

Morton  L.  Wood,  Jr. 

Lockmaster. 

Lockmaster. 

C.  E.  Barret. 

Mrs.  Lillie  G.  Causey. 

Lockmaster. 

Sarah  E .  Lewis . 

Lockmaster. 

R.  P.  Amos. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co.. 

Joe  Norfleet. 

Mrs.  Katie  Payne- 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  LettieD,  Perkins. 

Lockmaster. 

1-.  O,  Stiles. 

J-   C.   Ogg. 

Kentucky  Utilities  Go. 

D.  Lem  Hughes 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmater. 

U  S    Weather  Bureau. 

U.  S.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  O.Cooper. 
Robert  C.  Smith. 
Sisters  of  Loretto. 
Lockmaster. 
WillaS.A.  Ratta. 

C.  W.  Gurnsey. 
Airway  Station. 
J,  D.  Brown. 
Lockmaster. 

Miss  Nettie  B.  Simpson. 
Lockmaster. 

Lockmaster. 

D.  H.  Center. 
Lockmaster. 
S.  M.  Hill. 
Jessie  Oldham. 

Mrs   Corda  a.  Stamper. 

C.  A.  Glasscock. 

Lockmiister. 

Mrs.  Ruby  A.  Burton. 

Lockmaster. 

H.  A.  Baily. 

JjOekraaster . 

Jas.  T.  Goff. 

R.  J.  Howard. 

Zeb  Heston. 

James  S.  Allen. 

Jyockraaster. 

Matthew  Woodson, 

W.  R.  McKee. 

Lockmaster. 

E.  C.  Fraley. 

U.  S.  Weather  Bureau. 

Caney  Run  Com.  Center. 

R.  W.  Jones. 

Lockmaster. 

J.  W.  Crooke. 

H.  L.  Hignite. 

Lockmaster. 

Lockmaster. 

Wade  I  y  West. 

Lockmaster . 

Airway  Station. 


All  temperature  data  are  taken  from  self-registering  thermometers. 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  tor  such  stations  as  have  ten  or  more  years  of  record,  but  alleomplete  reports  are 
used  in  determiningsection  or  division  means.  tHumscy,  Brownsville  and  Woodbury  are  Locks  on  the  Green  River;  other  Locks  are  on  the  KentiickyRi' 

Reference  lett<;Ts,  ',  ''.  »,  appearing  in  the  table  indicate  numhi'r  of  days  missing:  for  example,  b  represents  two  days.  etc. 
t  Also  on  other  dates,    ft  Received  too  late  to  he  included  in  mean    and  summaries,  T    Pvecinitation  is  less  than  0  01  inch  rain  nrmelted  snow 


CMMA'l'Ol.OCilCAL    DATA:    KKNTIKIKV   SiamoN 


Sally  Precipitation  for  Seoembi-r,  1848. 


Day  of  month 


H'estem  Divi»ion 

Boavor  Dam 

Ciilhouu 

Kivrlinifton    ••... 

Kords  KoiTy  Dam  60* 

UllbertsvlUe* 

.nveuville 

Uartfonl 

HeniliTson 

llopkinsville     - 

LovelftTOvUle 

MayiioUi 

Murray    

Owoiisboro 

Owonsboro,  Dam  46^    

PmUicah' 

Princeton 

Kuuisey ,  Lock  No.  2  * 

Russellville  « 

Uuioutowu.  Dam  49* 

Central  Dimsion 

Addisou.Dam  45.  * 

Ain'horaKe 

Bowlinjr  Green  * 


Burnside"  

CarrolltouLock  No.  1'...  . 

Clermont 

Cr.ldt*pring,Dam  36^ , 

Danville' 

Dix  Dam,  Kurgin 

Eadsville^ 

Eubank 

Krankfort.LockNo.  4* 

Gest,  Lock  No.  3*. 

Glasgow 

Grant,  Dam  SS- 

Greeniburg  * 

High  Bridge,  Lock  No.  7". 

Irvington  

LaGrange 

Lancaster^ 

Leitohfield  « 

Lexington  J 

LittU^  Hictraan,  Lock  No. 

Lockport,  Lock  No .  2  - 

Loi'Isvii.le'  t- 

Do.  Bowman  Field 

Mammoth  Cave" — 

Monticello  - 

MuufordvJlle  ^ 


G 

O 

T 

G 

T. 

O. 

C 

M 

M, 

T, 

O. 

O, 

0. 

G. 

G. 


,loh 


Lock  No  6  ' 


12=. 


,c. 

K. 

.nfi 

K 

G. 

■  fin 

O. 

m 

U. 

r 

K. 

30 

(). 

.?? 

0. 

■  AO 

.73 

K. 

.7S 

K. 

.•M 

1* 

(). 

M 

0. 

4fi 

G. 

Tyrone,  Lock  No.  5  -t ... 

Williarastowii 

•Voodbury,  Lock  No. 4'-. 

Eastern  Division 

Ashland  ' 

Berea   

C'oUese  Hill,  Lock  No.  11^  . 

Cynttiiana  '■' 

Falmouth'^ 

Farmers'-*  

FlPmiiigsbursj-  

Ford  Lock  No.  10  "t 

Grayson''' 

ureenup  Dam    30'- 

Hazard- ... 

Heidelberg.  Lock  No.  142... 

Jackson  ^ 

feukins' 

Louisa^ 

Lynch  [near]   

MaysvUle,  Dam  33'^ 

Miridlesboro      . 

Mount  Sterling 

Oneonta  Dam  S5^ 

Paintsville   «    

Pikevillp" 

Pippapass    — 

Quicksand^ 

H^ivcniia.    Lock  No. 

Pioliniond^    

Tyner 

Valley  View.  Lock  No.  9 
A':iii(.ebur>,',  Dam  No.  32  =. 
\Vniiiimsb"nrff--\ 
Willow.  Look  No.  IS''.    .. 
Winchester  ** 


Except  as  otherwise  indicated  ohs 


071 


9     10     11      12     18     14      15     16     17     18     19     20     21     2'. 


T. 

.... 

.... 

T. 

Ofi 

T, 

.07 

■IV 

... 

T. 

.'oi 

01    .03 


::::.|: 


.89 

Hf 

T. 

.0:- 

.01 

.ifi 

.'?.:■ 

T. 

I.IC 

T 

.7fi 

.98 

1.42 

T. 

2.1fl 

.02 

1.2(1 

.fi( 

o: 

.Of 

.Of 

.IS 

l.fi2 

.16 

.05 

'.i7( 

I  29    80    81 


I 


1.47 
l.84i 

1  57jl.l5 

1.20 

94    .34  1 
2.10!]. 

81t  .35  1 

sol 
I.  as! 

44i   .47 
.S0|  .. 
1.223.: 


741  .71 
1.26 
92    .64  1 


.14    .081.421 

,15 
.10    .18  1.851   .16 


.251  .64  1.«9 
..S2  1.2911.82 
.15  .85i2.39!....'. 
.75  .4,5|1.2a|  T  , 
.70  .4211.08  .02 
.75  .!i02.«3  .08; 
.  :  .40'2. 70l  Oo' 
.87  .9R!2..50i  T. 
.39!  .98  2.201... 
.38    .62  2.001   .?0! 


.421 


.93 


n  94 
'1.12 
11.25 
12.43 


.64  .32  1.901  .lOj 
.37ll.]3|  .531....! 
.04]   .f2l   .89  ... 


.001.00'2.1ol  T. 

I6j  .03    .44    .4(1  1.441   .3i 

.W'',   9?    .0; 


2.  US 
3.61 
a.  52 
8.06 
8.47 
8.22 
3. BO 
8.84 
4.02 
2.71 
2.95 
2.62 


3.C9 
5.82 
4.87 
8.59 
5.84 
6.  96 
4.80 
6.51 
3  21 


6.72 
5.05 
7.93 
8.90 


8.67 
4.87 
6.59 
6.51 


5.18 
6.80 
7.94 
6.03 
3.79 
5.76 
6.43 


6.60 

4.68 
4.81 


4.18 
6.70 
5. 89 
6.45 
4.86 
6.46 
6.24 
S  98 
.5.48 
6.59 
6.61 
6.46 


5.,<*5 
6.69 
8..S8 


6.44 

.■5.28 
«.03 
6  64 
6.94 


cxceprasornerwise  innicated  ohservatioiis  are  g-..ner 
'First-order  Weather  Bureau  station:  preoipitatinn  is 
amount  then  recorded  is  for  the  rirecoain?  24  hours 

T.  Trace,  or  precipitation  less  than  o  m  inch 
Lock  in    Red  Hnu9e    Kv.  :   Oneonta.  Oalifornia.  Kv. 
Kentucky:  '.SI  Salt-  'G'  Green:     r  '  Putiiherland-     ' 
"Airport  station.    Data  for  24  hours  endiii"  at  l^  30  a 


allv  made  late  in  the  afternoon,  near  sunset,  and  preeipita 
lor  the  24-honr  period,  niidnie-ht  to  midnight  unless  otherw 

i Precipitation  measured  with  recording- gage. 
tPost  oftice  addresses  as   follows:  -  Lnrk    ^     r.-inr-nrebiirL-. 
River   drainage   area    in  which  station  is  locaterl 
r>  Tennessee:  'O^Ohio:  'M'  Mississippi 
m  .  90th  meridian  time  adjusted  to  .lav  they  occur 


tion  recorded  is  for  24  hours  ending  at  ti 
ise  indicated,     ^Precipitation  measured 
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OLiMATOLOGiCAL  DATA:  KENTUCKY   riECTlUN 


December,  1942 


Daily  Temperatures  for  December,  1942. 


Stations. 


n' eft  em  Diniion. 

)  Maximum  .  • 

Beaver  Dam  )  Minimum . . . 

j  Maximum  .  ■ 

Calhoun  )  Minimum . .  • 

)  Maximum  . . 

Earlington j  Minimum. . . 

Maximum.. 

Mreeuville \  Minimum . . . 

Maximum 

H  enderson ;  Minimum 

,  .        .,,  )  Maximum 

Hopkinsville   .  ' 


I  Minimum 


Lovelaceville 


I  Minimum.. 

S  Maximum  . 
May  field )  Minimum . . 

S  Maximum  . 
Murray   ^Minimum.. 

J  Maximum  . 
Owensboro i  Minimum . . 

)  Maximum 
Paducan )  Minimum . 

Princeton  .... 

RnssellvilleSS 


Anchorage  .... 
Bowling  Green 

Clermont 

Danville 

Dix  Dam 

Kubank 


Maximum 

•  i  Minimum.. 
j  Maximum  • 

•  I  Minimum.. 
Central  Division. 

Maximum  . 
Minimum.. 
Maximum  . 
Minimum.. 


■  ■  ■  ■  i  Minimum . . 

\  Maximum  . 

—  i  Minimum . . 

j  Maximum  . 

■•■•1  Minimum.. 

S  Maximum  . 

/  Minimum.. 

.    __  S  Maximum  . 

Frankfort )  Minimum. . 

J  Maximum  . 
Glasgow   ,  Minimum . . 


i  Minimum . . . 
)  Maximum  . . 
Minimum 


Greensburg.. 

Irvington  ...  

^^  ,,  i  Maximum 

beitchfield |  Minimum 

)  Maximum 

Lexington   (Minimum. 

.     .„  Maximum 

Louisville (  Minimum. 

■m-^ij  (  Maximum 
Do.  Bowman  Field  J  Minimum. 
)  Maximum 
(  Minimum. 
\  Maximum 
f  Minimum . 
)  Maximum 
•Shelby viUe   j  Mini 


Mammoth  Cave- 
.t^t.  .lohn 


Smith's  Grove 
Stearns  —  •  •  ■  ■ 
Taylorsville   • 


Williamstown  ... 

Knutrrii 

Ashland    


jmum. . . 

Maximum .  ■ 
(  Minimum... 
(  Maximum  . . 
(Minimum... 
\  Maximum  . . 
(  Minimum--- 
*  Maximum  .  - 
'  'i  Minimum.  -  - 

)  Maximum  . . 


S  Maximum  . . 

t^>-rea (  Minimum... 

i  Maximum  . . 

Fanners ,  Minimum . . . 

,  ,  ^  \  Maximum  . . 

Heidelberg /  Minimum... 

^  r         1  i  Maximum  . . 

Lynch  [near J ,  Minimum... 

,,.  \  Maximum 

Maysville ^  Minimum . 

Middlesboro. 


Mount  Sterling 
rikevllle 


Kichinoiui 

'J.  >ner • 

vvilliainsburg 
Winchester. 


Maximum  . . 

■  (  Minimum... 
(  Maximum  . . 
'  Minimum... 
)  Maximum.  . 

)  Maximum  . . 

•  '  Miiiinmm... 

S  Maximum .  . 

■  '  Minimum... 
)  Maximum  . . 

'  '  Minimum... 
)  Maximum  . . 
'  '  Minimum... 
\  Maximum .  . 
'  (  Minimum... 
S  Maximum  . 
I  Minimum. 


ii  InstrumoTits  are  read  in  the  momlng;  the  maximum  temperature  th 
•.'•.''  etc.   indiratP  resreet.icelv  i    ?    S  otf     davs  missing  from  recor 


len  read  is  chanred  to  the  preredinff  dav.  nn  which  it  almost  always  ocrni 
icord . 


>r   K  O  L 


> 


U.  S.  DEPARTMENT  OF  COMMERCE.  WEATIIKR  FJUREAU 
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K  K  N  T  UC  K  Y    S  E  C  T  I  0  xN 

J.   L.  KBNDALL: 


Vol.  XLVII        Louisville,  Ky.,  Annual,  1942 


No.  13 


O-KNERAL    SUMMARY. 

l'>(^cidod!y  cold  wciiUicr  in  the  firt^t  half  of  .lanuary,  with  a 
week  of  sub-zero  tempenitures,  civuscd  exteiipivo  damage  to  peach 
buds,  which  were  more  susceptible  to  injury  because  of  abnor- 
mal warmth  in  the  early  winter.  Moderate  ten)perature  and 
dry  weather  in  the  last  half  of  this  month  favored  outdoor  work. 
February  was  cold  and  unfavorable  for  any  work  outside. 
Temperatures  above  the  average  during  most  of  March  caused 
growth  to  begin  earlier  than  usual,  butheavy  and  frequent  rains 
prevented  much  progress  with  plowing  and  gardening.  Up  to 
this  time  very  little  plowing  had  been  accomplished.  The  ab- 
normal warmth  of  April  continued  to  advance  vegetation  ahead 
of  the  season.  Heavy  rains  in  the  first  decade,  following  the 
wet  March,  caused  further  delay  in  working  the  soil.  Dry 
weather  in  the  last  half  of  April  and  relatively  light  rain  during 
the  first  two  weeks  of  May  favored  all  spring  work  and  permitted 
seasonal  planting  of  the  corn  crop.  Temperatures  lower  than 
normal  for  considerable  periods  in  May,  accompanied  by  per- 
sistent cloudiness,  delayed  the  growth  of  tobacco  plants  and 
caused  transplanting  to  begin  late.  Temperatures  in  June  and 
July  were  not  far  from  normal,  but  frequent  rains  up  to  the 
middle  of  July  interfered  .^-ii.nis^iy  with  cultivation  and  harvest. 
Dry  weather  with  comparativi'lv  high  temperature  in  the  last 
half  of  July  damaged  some  upland  corn  and  retarded  tobacco 
in  the  western  counties.  Heavy  to  excessive  rains  in  August 
benefited  the  western  dry  areas  but  increased  the  waterlogged 
condition  of  the  soil  in  the  eastern  districts,  where  crops  had 
suffered  from  too  much  rain  during  June  and  July.  Frequent 
showers  in  September  maintained  pastures  in  most  sections,  but 
interfered  with  harvesting  and  curing  tobacco.  Abnormal  cold 
late  in  this  month,  with  an  early  killing  frost  in  many  places, 
prematurely  checked  fall  growth.  Dry  weather  through  the 
first  two  decades  of  October  assisted  the  curing  of  tobacco,  but 
adversely  a.fiected  fall  seeding  toward  the  end  of  the  period. 
Rains  late  in  the  month  furnished  sufficient  moisture  to  start 
grairis.  High  temperatures  promoted  rapid  growth  through 
the  first  three  weeks.  Severe  freezes  in  the  last  weekended  the 
growing  season  in  all  districts.  The  first  three  weeks  of  Novem- 
ber favoredslow  growth  of  grains,  allowing  late  .sown  wheat  to 
reach  fair  size.  Very  cold  weather  in  the  first  half  of  Decem- 
ber_  brought  mid-winter  conditions  and  made  outdoor  work 
difficult.  The  frequent  rains  during  the  summer  in  all  sections 
except_  some  western  areas  kept  pastures  in  unusually  good 
condition,  but  seriously  obstructed  haymaking.  A  short  dry 
period  in  Julv,  another  at  the  end  of  August,  and  a  third  in 
October  furnished  the  only  favorable  weather  for  curing  hay. 
Soybeans  and  hemp  seed  were  damaged  and  gathering  was 
delayed  by  too  much  rain  in  the  autumn  months. 


The  Weather  By  Months, 
t.,.  if.?^Zl,  '7^1 "  grains  V ere  protected  bv  fairly  '^eA^  v  =now  co%  ei  during  nio<!t  of 
caSfe^o'  t^l'rO.JJT.T  V\^  '"'Zl '  o^.m  ^,1/^  S^"«"^  '^^  '^^^  -''^^^  °"  ^^^^"^  ^^ 
..,„r', "  ,Z\  ~  '  '  '    '  '  ^^-^  -  ,'t'  \  'jij^  t_  pr  rar  n  .r^ 

>i  i   (1  Idrai'  '       " 


tirel\  d(  rni   nt 

olKe   th    illei  '  II 

Marrli   -h      i  th       \  \       ii  i 

«oils  Gi  wrh  \a  rapi  i  m  tlit  weU  li?i 
hiiti  re  Hit  111  th  eol\vlieot  rjit  t 
tomiiKT     pill  til    1»  t  u    tk 

A.iril  -M  )  t  potit<H    were  planted  latt 
tli»  '     t  liall     Grams  sutler  (1  fiom  tco  iiuu 


I  till  II  1  Grrain=  t''  t  i 
?  1  liniestoiie  lands  (  n 
■     ^  ere  biooimuFand  t   1 

Di-la\pd  spring  woikali 


i„e  lir 

itral  1     I 
'(   -1  an      \ 

)=t  rauRllt  11! 
l1         I'le  rn 


rcsl.sliint  varieties  of  pcuclu:s  .showed  one-fourth  to  one-tliinl  of  nonnul  hJooiii  in  wist 
orii  orchards. 

Mii.v.-(,'ool  weather  favored  cutworm  dnmaire,  which  was  wor^e  than  ijkiiiiI 
Much  replanting  of  corn  became  necossar.v,  Tobucco  settiiiK  did  not  become  Kenernl 
uiuil  the  fourth  week.  ComparaUvel.y  dry  weather  in  the  cotton  district  favored  that 
crop. 

June.  -Uncut  grain  was  dnrnagred  by  excc.isive rains.  Weediucss  in  corn  developed 
to  su(di  an  e.\teni  that  the  crop  could  not  be  cleaned  with  the  plow,  j  ate  tobacco 
started  (iiiickly.    Gardens  snfTered  from  lack  of  sunshine. 

Iiily.-l'.xcessiyerain.s  in  the  southi-astern  mountain  counties  cauw:d  flash  floods 
witli  lieavy  damage.  Water.soaked  and  Kra.sty  cornliolds  dried  out  leaving  the  crop  lii 
rii.  r  cniiditinii  to  resist  mid-summer  temperatures,    Hemp  and  soybeans  grew  very 

'  I'MCco  ripened  slowly  and  cutting  began  rather  late.  Curing  started  in 
•  Immid  that  considerable  heating  of  barns  was  re(iuirefl.  In  eastern 
-  rotted  in  the  ground  and  ears  of  com  were  damaged  bj  repeated 

I   '   "''  '       I  i'  •'   ■  •;  '.ire  iu  the  first  two  decades  caused  late  crops  tomauire 

I""'    •      '  "'>'^      1  imt  made  very  little  growth  during  the  cold  weather 

i    '"   :it   I';:-!        •  i    II  '  WHS  variable  and  mainly  alTected  the  tender  growth. 

'  ''    "'  I  1        I  I       '  :   '  I    !      I  "I  liry  weather  and  sunshine  cured  most  corn  to  safe 

■''■""       ''"''•    i:      "  iiii'i  iilhilfa  hay  was  put  up.     Pastures  were  short' and 

'i'       '  '      ■ ■  ■-■'i  in  the  western  dry  districts. 

■    I      "I  I  »Pt  weather sorije  soybeans  and  hemp  seed. 

''~'     '  ■     ""'^'"  '  '■"    ' '  h -red  and  suffered  damage.     Mucii  corn  was 

1  favored  tobacco  .stripping. 
I        1   I  lialf  a\-eraged  8"  to  10"'  below  normal.    The 

■  liids,  required  full  protection  and  heavy  feed- 

.<  -i  :-  ^^ ere  dangerous  for  short  Periods. 


L-nblied  too  daiiip.      I  n^' 

December.  -Temper.' 

ievere  cold,  with  some  m 

ing  of  livestock.    Icy  str. 


COMPARATITE  ANNUAL  DATA  FOB  KENTUCKY. 


Precipitation!       Numberof  days. 


.56.3 

105 

55.3 

101 

65.5 

101 

57.1 

Kl,*) 

55.0 

104 

67.6 

106 

57.2 

107 

57.2 

103 

.50.4 

105 

57  7 

104 

65.3 

112 

56.5 

107 

55.8 

104 

55.3 

100 

55.8 

106 

57.0 

100 

56.1 

102 

57.7 

104 

56.5 

104 

.55.3 

100 

5S.0 

106 

.54.6 

T03 

,57.9 

109 

56  3 

109 

5C.2 

102 

.56.2 

1(C2 

53.5 

100 

56.5 

111 

57.9 

104 

55.5 

100 

60.1 

106 

58.5 

108 

,57.1 

99 

55.0 

103 

35.97 
58.82 
49.69 
44.25 


57.7 

10? 

58.4 

lOS 

57. C 

110 

56.8 

105 

57  4 

113 

102 

47.93 
47.46 
41.80 
51.92 
45.49 
46.01 
40.64 
52.13 
46.90 
49.42 
44.43 
53.92 
42  68 
41.11 
49.95 

45' 61 
48.46 
27.86 


.57.40 
S7  94 

49.86 
45.78 
47.85 
3S.S6 
.33.46 
49.74 


^  ! 

0 

0 

1 

156 

151 

1 
io5 

"14  \  ear  average. 


Natural  Hi^itory  Library 
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CLIMATOLOGICAL  DATA:  KENTUCKY  riECTiON 


Annual,  1942 


Olimatological    Data  for  the  Year    1949. 


KMrlington 

Kords   Ferry,  Uam  50 

GUbertsville 

Greenville   

Hartford,  [near] 

Henderson 

UopkiusviUe 

LnvelaceviUe 

Mavfield. 

Murrav 

Oweusboro 

Owensboro,  Dam  46. . 

Padncah   

Priuceton 

Rnrasey.  Lock   2t 

Rnssellville 

1.  niontown,  Dam  49.. 
CBNTKAL  DIVISION. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brownsville,  Lock  6  t 

Bumside  

Carrollton .  Lock  1 .  . . . 

Clermont 

Cold-^priiii;,  Dam  36  . 


.  Burgin. 


Dix 

Eadsville   

Enbank 

Fi-ankfort,  Lock  4 

(iest.LockS 

Glasgow 

Grant,  Dam  38 

Greensburg  

High  Bridge,  Lo<;k7.., 

Irvingtou   

LaGrangc 

Lancaster 

Leitchfield  ■  • . 

Lexington ■  ■ 

Little  Hickman,  Lock  i 

Lockport,Lock  2 

Louisville  

Do    Bowman  Field. 
Mammoth  Cave  —  ... 

Monticello  

Munfordvjlle 

St.  John 

Saivisa.Lock  6 

Shelby  viUe 

Smith's  Grove 

Stearns  •  •  • 

Taylorsville    ..  ..  •■ 

Tyrone,  Lock  .5 

Williamstown 

\Voodl)ury,Lock  4t... 

EaSTEUN   division. 

\shland   

Berea 

College  Hill, Lock  11  . 

Cyuthiaua 

Falmouth 


Ohio  ■ 

McLean   

Hopkins 

Crittenden 

Marshall  .  • .  ■  • 
JIuhlenburg   . 

Ohio 

Henderson. . . . 

Christian 

Ballard   ..    .. 

Graves 

Calloway 

Daviess 

Daviess   

McCvacken   . . 

Caldwell 

McLean 

Logan  

Union ■ . 

Breckinridge. 

JefEerson 

Warren    

Edmonson  . . . 

Pulaski   

Carroll 

Bullitt 

Campbell   

Boyle 

Mercer 

Wayne 


iklii 


Farmers   

Flemingsbnrg 

Ford,  Lock  10 

Gravson    

Greeunp,Dam  30 

Hazard 

Heidelberg.  Lock  14.. 

.lackson 

Jenkins 

Louisa 

Lynch,  [near] •. 

May8villeDam33.... 

Midd'esboro   

Mount  Sterling 

Oneonta.Bain  35 

PaintsvJlle 

Pikeville 

Pippapass 

quicksand 

Uavenna,  Lock  12 

Kichmond 

Tyner 

V^Mny  View,  Lock  9  . 
Viinceburg.Dam  32.. 

Williamsburg 

Willow,  Lock  13 

Winchester   • . 

State  averages  and  ex 


Jessamine  . .  . 
Breckinridge  . 

Oldham 

Garrard 

Grayson   

Fayette    

Jessamine  .  . 

Henry 

JetTi^rson 

Jefferson 

Edmimson  ■  ■ 

Wayne  

Hart 

Hardin 

Mercer 

Shelby 

Warren  

McCreary  .■■ 

_  sneer 

Anderson. 

Cirant 

Sutler 

Boyd 

Madison 

Madison. . 

Harrison  . . .. 
Pendleton  .    . 

Kowau  

Fleming 

(Mark 

Carter    

Greenup 

Perry 

Breathitt  .... 

Letcher 

Lawrence  . . . 

Harlan 

Mason   

Bell 

Montgomery . 
Campbell .  . . . 
•lohnson    .  .. . 


Pik<- 

Knott 

Breathitt  . . 

Estill    

Madison  , . 
Madison  . . 
Madison  . . 

Lewis 

Whitley  ... 

Clark   

tremes  — 


Temperature  (degrees  Fahrenheit). 


Aug.  2 
Aug.  1 
Aug.    1 


Aug.    1 


Aug.  It 

Aug.  2 

Aug.  11 

Aug.  2 

Aug.  It 

Aug.  It 


Precipitation  (inches). 


105     Aug. 
99  I  Aug. 


Aug.    It 
Aug.    2 


Aug.  2 
Aug.  2 
Aug.    2 


Aug.  2 

Aug.  2 

Aug.  11 

July  3 


July   17lj-  S    ]  Ja 


6    I  Jan. 
11     1  Jan. 


45.75 
42.02 
41.80 
45.40 
40.61 


47.33 
.50.03 

eo.8i 

49.70 
49.55 
41.02 
59.94 
40.81 
59  09 
58.84 
63.32 

■52.06' 
49.05 
46.41 
36.  H3 
52.  «4 
57.06 
50.55 
44.38 
56.77 
47.35 
.56.52 
59.67 


S3 

51.86 

vo 

49.45  1 

fi 

56.. 3(1 

8 

60.58 

5 

43.88 

18 

45.13 

47 

46.84 

29 

56.76 

54 

54.70 

K 

7 

45.61 

S8 

25 

55.84 

4(1 

42.88 

26 

42.94 

29 

43. 89 

41 

52.  80 

83 

6H.24 

26 

43.  04 

54 

42  98 

37 

53.61 

18 

53.16 

27 

63.35 

13 

42.50 

23 

39.14 

19 

51-24 

55.32 

5.Vii7 
.52.  57 


48  44.17 
26  1  49.72 
6  I     54.90 


7.97 
6.55 
7.01 
fi.70 
5.51 
5.37 
6.80 


10  0" 
7.31 
8.48 
9  85 
9.23 
7.94 
7.78 
5.90 
8.47 
6.S8 
6.39 
(1.47 

10.80 
9.1s 
5.25 
6.88 


5.79 
5.30 
7.10 
6.48 
10.14 
6  21 
6.46 
7.86 

10,61 
9.47 
8-31 
8.26 


Mar. 
Mar. 
Aug. 
Aug. 
Aug. 
Apr. 
Aug. 
Apr. 
Aug. 
.\ug. 
Aug. 
Mar. 
Aug. 

Mar. 
Mar. 
Aug. 
Nov, 

June 
June 
'\ug. 
Aug. 
July 
Jane 
Aug^. 

Aug. 
June 
Dec. 

Aug. 
July 
Dec. 
Jane 
Dec. 
June 
June 


June 
June 
June 
Aug. 
Dec. 
Aug. 
June 
Aug 

Aug. 


2.82 

!  2.02 

2.16 


July 
June 
Aug. 
July 
June 


.26 


.Tune  I  0.61 
July  !  0.75 
July  !  1.34 
Aug.  I  2.01 
Aug.  I  2.14 

Aug, 


Sep. 
July 
July 
July 
Sep. 
July 
July 
Sep. 
July 
Sep. 
July 
July 
Jnly 
Sep. 
May 
July 
Feb. 
Sep. 

Jnly 
Oct. 

Sep 

June 

Apr 

Get. 

Oct. 
Oct. 
Feb. 
J  an . 
May 
May 
Feb. 
Oct. 
Feb 
Oct. 
Feb 
Feb 


Number  of  days 


'.Mso  on  other  date 


for  example,  b  represents  2  days,  etc. 


Annual,  1942 


<'l.lM.\n)l,()(ilC;M.    |),\'!\\      KKNTIiCKV   SI-X'TION 


Lthly  and  Annual   P.-ooipitatlon  for  th«  Yoar  1842.  with  Departure,  from  the   Nor,-,ul. 
April. 


Juuuiiry.     t'sbriiury.       March 


WBSTKRM  DIVISION. 

Beaver  Dam 

Cnltioun 

Earlington  

Kord'9  b'erry.  Dam  60  . 

Oilbortsville 

GrBenvillB  

Hartford 

Hfiiderson 

Hopkiudville  

Lovelnceville 

Miivfield 

Murray   

Owuiisboro 

Owensboro.  Dam  46..., 

I'aducah   

Princeton 

Ramsey,  Lock  No.  2  t., 

Russellville 

Unioutown.  Dam  it  .. 

CENTRAL  DIVISION. 

Addison,  Dam  45 

Auchorace  

Bowling'^Gref  n 

Brownsville,  Lock  No  6' 

Buruside 

Ciirrollton,  Lock  No.  l 

Clermont 

t.'old  Spring,  Oara  36  •  ■ 

Danville  ....     , 

D  X  Dam,  Burgin. 

Kadsville   

Eubanli  

Frankfort,  Look  4 

GesT,  Lock  No.  3 

(Uasftow ... 

Grant,  Dam  38 

Greensburg 

High  Bridge,  Lock  No  7 

Irvingtou    

LaGrange 

Lancaster 

Leitchfleld  

Lexington 

Little  Hickman,  Lock  8. 
Lockport,  Lock  No.  2.. 

LOUISVILLK 

Do     Bowman  Field.. 

Mammotb  Cave 

Monticello  .   

Munfordville 

St.  John  I  3 

Salvisa,  Lock  No.   5....'  s 

Shelbyville :V 

Smith's  Grove 3 

Stearns  .    ■; 

Taylorsville I  5 

Tyrone,  Lock  No.   5....!  2. 

Williamstown  j  2 

Woodhnry.Lock  No.4t.|  3. 

EASTERN    DIVISION. 

Ashland I  1. 

Berea 13. 

College  Hill.  Lock  No, 11    2. 

Cynthiana 1. 

Falmouth  9 

Farmers 1. 

Fleniinirsburg ,  2 

Foid,  Lock  No.  10  . |  2 

Grayson '.'.'\  1 

Greennp.Dam  30 l! 

Hazard |  2 

Heidelherg.  Lock  No  141  2 

Jackson i  2' 

Jenkins '.'I  2  : 

Louisa :  i.', 

I'ynch   near  !  9.' 


+0.17 

-1. 

-0.  ■■iO 

-0.07 

-2.64 

-0.6'i 

-■2. 08 

+0.73 

-1.02 


3.59 
2.45 
3.0.1 
.S.98 

3.B5|- 

3.2a; 
2.55 
2.82 
3.  80 
8. 16 
2.62 
2.50 

!  4.o:t 


+0.20 

+0.49 

-0.34 


+  1.71 


1-0.42 
2.891-O.ul 
3.1l!-0.51 
2  431-1.54 
J.Tl  -1.09 
2  :■■:)  -0  J I 


+0.94 
+  1.39 
+  0.62 
+0 


+2.12 
-0. 10 
-1.49 
+  1.40 


+  0.91; 

+0.  601 
1-1. OS 
-0,671 


0.4G 

+  0.22 

0.4H 


May. 


33. 


.^aysvi 
Middles 

Monnt  Sterling 

Oiieont'i.Dam  No    35. 

Paintsville 

Pikevill,. 

PippapnHS 

Quicksand 

Kavpnti:i,  Lock  No.  12 


-1.9*  1.51r 
-1.82,  2.54r 
-0.201  2.791- 


2  ,52 - 
2.66- 

s.osl- 

2.35  .. 

1.98- 

2.8fi- 

2.82[- 

2.021- 

3.151+0.28 

2  58  - 

2.8S!.. 

3.021.. 

2.841    . 


■ib'  2.92  - 
■U  2,82- 
ST  :^  37  - 
..    2  7yi. 


-1.49  3.06-0.04 
-1.54|  3  18  +0.4 
-1.70|  2.92|-0.5 

-2  4rJ  1.-6|-1.3 
-1-81  2  49!~0.7i 
-2  Onl  i.s.^I-].! 
-2.62  2. .571 -0.4 
-1.97    3.  16 


+0.17 
-1.02 
-0.78 


-2-lH;  2.31 
-1.57,   1.95 

2. in 

-2.10  l.(i5 
-0.731  2. 07 
-2.11}  1.85-1.21 

I   1.9.) 
-1.20,    l,7q  -2  fi3 
-2.22I  1.761-1.00 

-2-271  2>8i-0.'92 
-0.62....  [  ... 
-2.21!  1.8.>l  — 1.79 
-l.S2i  2.69;-0.04 
....  [  1.39  .... 
-0.67j  1,65-1.4' 

•    I  2.1.,l 

53i  1  h.il-1   S.5 

.571  2.6n!-n  4' 

0:!    2.41-0.7; 


1  -I       I   s| 

2,fiq 

2  U 

-0.88   2  3; 


0.001  2.7.i 
-2.34|  3   13 
-0.741  3.00 
-0  90]  8. 73 -0.16 
+  0.  32i  2.9(il-0.56 
-0.26   3.631-0.33 

3.14 

-0.921  2.72 
-0.36i  3-95 
-U  21  3.11 
1.28 


+0.0t 
+0.34 

+0.  09 


-0.40 
-O.41I 
-0.39 
-0.12 
-0,57 
3.731-0.15 


S.G6i- 
3,89[+0.02 
4.5G  + 


Jane. 


3  61 


-0.80 
-0.99 
+0.16 

-1.44 
-0.21 
-0.63 


-0.12 


+  0.6.;  3  05 

13.  281 

0.6.51 

+0.63  2.81  ■ 
+  1.1hI  2  79- 
+0.13!  2.67  - 
-1-041  3-08  - 

-0.5(i;  2.92!- 
-0.8i;:|  2.91i- 
-0-14|  3-S5I+0. 
-0.141  2.50-  ■ 
+0-48  2.66  • 
-0.52  -,  .. 
+O.47I  2. 82  - 
""'  3.16  ■ 


.55 


3-'n2|- 


+0.24  2  27 
+0.03I  0-54 

0.61]  1-89 

•.■[  1.47 

0..5nl  0.42 

-0.  8»:  1.82 

...   i  0.43 

o.aij  1.73 


661  2  99   -0  29 
64i  1   !<4-1.90 


3.93 

6.2S|+0.93 

4  52+0,35 

3.38-0.43 

2.03-1-75 

•1.68+0.22 

3.4x1-0.29 

3.81 

2.79 


-1.68 
+1  76 
+0.79    ,.  ,, 
0.00    6,88 

1.65 

3.74 

+  1.76iI0-80 
-0.051  5." 
-0.521  5 


4.99  +0.93 

42|  7.89 
-^0.72 
-0-60 
0  3nl  4.74 
2.50-1.42  5  45 
5.22  + 
3.30-0  2(i!  8-34 


2.82  -0.73 
3.58+0.2' 
4.111-1.00 
4.IOI+O 
3.  761 .. . 
5.69+0.92 
7.53+3, 
4,90l   . 

3.23I— 0 


+  1.29 
-0.94 
-0.67 


-1.67 
+  0.62 
-1   45 


+2.39 
+3.28 
-2.0 
-1.95 


+1.50 
+2.12 
+5. '29 


+S 

+2.93 
+  4.66 


Jnly. 


August.    8eptemb«r.    October.    Novomber.  December.!    AdddbI. 


.■22 

+2.43! 

+0.66 
15 
+  1.13 
+4.83 
+1 

+0.12 
+3.52 
+3, 


7.74+3.09 
5.97+1.67 
6  93     .... 
1.57+7.4' 


2.14-1.70]  5.40+1.32 


1,7. 

-1.35 

4.9 

+0.72 

2.7t 

-0.41 

1.64 

-1.44 

2.'/.^ 

-1.82 

5.02 

+  1  04 

4.4." 

+  1.05 

'(.91 

+3.39 

2  0: 

-1.32 

3.51 

3.6.1 

-0.23 

8  6,1 

+3.99 

6.  ,32 

+2.27 

6.30 

6.10 

+2.14 

7  Oi 

+  3.  07 

?..HI 

—  1.73 

2.82 

-0.75 

2.47 

-1.37 

6.  3,=. 

+2  30 

2.  67 

-0.40 

•2.17 

6. If 

+  1.79 

1.9:- 

-1.73 

8  16 

+4.51 

7  41 

+  3.65 

5.7! 

+2.21 

1.96 

-1.74 

4.3' 

3.21 

3.62 

2.5ft 

+  0.03 

-2.03 

3  M 

-0.20 

4.n 

+0.36 

5  02 

6.47 

,5.B1 

+  1.54 

5., 52 

+  1.34 

2.  9(: 

-0.66 

2.18 

-1.29 

3.99 

-0.20 

6.14 

+1.3C 

7.10 

+3.  04 

4.61 

+  1.19 

5.  0'2 

+  1..37 

7.10 

+2.72 

4.92 

+1.23 

0  14 

+5.34 

6  24 

+-2. 03 

2.33 

-2.02 

7  70 

+2.66 

7.78 

+3.00 

4.96+1.65 

4.70+0.86 

2.21  -1.04 

6.81  +3.42 

4.79 

6.82 

4.65 

7.78 

4.97 

8  13+4.65 

6.97H  3.26 

7  'i7  +  4.58 

1    !I    1-0.9' 


J-0',+0.„„ 
4.  .53 +0.31 
6.801+3-69 
6.0t|+2.7 

6. 94+2. 81 
6.391+2.7. 
7.46]-l-3.83 


+5.  53 
+0 
+4. '25 


+2.33 


-•0.S3I  6-85+2.15  6.  ,37 

■■    ■      •S..52J-0.45  3.571-1.15 

-I   .32    2.  4«|-2.10  6-24  +1.. 50 

-1.42|  8..q4|+3.99  7  25+2.43 

■•■■    !  5.47| 6.5.=^  


2.87i- 
9.04;. 
5.  321  1 


6. ,541 
7.971 
5.6li  +  2.11 

5.  33 

7.83+3.79 

2.42— 1.. 30 

7.26 

9.32 

4.17 

6.10 

.5.  07 

9. '23 

3.14 

7.78  +5. 03 

5.18  + 

8.47+4.73 

6  76+3.07 


5-291  +  1. ,52 

6.87!-f2.  66 

0.70 +G 

3.99+0-09 

4.10+0.12 

6.06+1.6 

5.67+0.8 

9.90+5.56 

0.191  +  1.62 

4.381+0.89 

7.86+3.85 

7.10+3.18 

7.7.5I 

6.281+2.44 
8.311+4.15 

7.61J   

3.38-0.52 

7.36|+3."i9 
5.37+0.93 
8.19  ■ 
6.25+1.93 

7.29 

7.69i+3.18 
9.65'  +  5.01 
13.00|+9  04 


-0.18 
-1.42 
-0.82 
-2.68 


-1.29 
-2.00 
+  2.06 
+  0.47 
-1.93 
+0.0 

1  30 
+ 
-4.  06 

-0.43 
-1  78 

-1.02 

+  0.62 

-0.56 

1.00 


+0.20 
-0.25 
+0  42 
-0  81 


-0.02 
-0.03 
+0.78 
-0.39 

+  0 

+0.fi8 

+065 


+2-01 
l-'25 

+ 
0  10 

+0.31 
.4 

+0.96 


+0.24 

+0. 12 

■0.41 

0.10 


1.38 

0.94 

0.35 

+0.2' 

+0.22 

78+1 

23-1 


2.09+0.98 
2.01  +  0 
3,99j  +  0 
4.46i  +  1.42 
2.181-1.00 
1.49—1.39 

2.92 

1.32I-1.21 
2.S9I  +  0.97 
3.12+0.14 

^:^^|;::;:. 

2.3f;]-0.35 
1.92!— 0.99 
4.231  +  1.52 
'      1.32 

50+0.1 
3.42  +0.67 
2.90-0.13 
1  83 
2.62 
4.44 

54  +0.95I 
3.41I  +  O.59 
2.16-0.70 
0.851 


+0.05 
+  1.00 


+2.26 

+  2,34 
+0.52 


1+3.16 
+  2.47 
+0.  69 
-0.14 
+0.90 
+1 


+3.37 
+2.54 
+0.61 
+1.22 
0.06 


2.80 
3.121-1.14 

2.98-1.84 
S. 611+0.64 
3.52'   . 
8.06 


-0.90 


-0.S9 
-0.56 
-1.11 
-0.70 
-0.70 

+o!36 

-0.08 
+  1.46 
+0.16 
+  1.10 
+2.21 
+  1.69 

+6.' 38 
+3.68 
+8.92 


+1.92 


1.80 

1.91 

4.94 

2.47 

+  0.42 
-^0.32 
+0.94 

2.9P|+0.04 

4.36 


+  3.15 
+  0.13 
2+2.38 
+2.17 
+3.83 
+2.38 


+1.18 

+ 

+2.59 


-49  

.49  6.01 

.73  4.84 
.93 


-0.30 
-0.91 
+05' 
-0.6! 
+0.50 
-1.84 
-0.68 
—0.03 


3.36+0. 501  3.15 

5.,53 ,  2.77 

2  39-1.081  5. 38 


2.,32!-0.68!  6.0 
2.  63l-0.'2li  3.9„, 
1.43-1.59'  3.31I 
2.26 I  5.421 


+  0.06 

+2.96 
+  0.79 
+2.87 
+  2  58 
+  2.35 
+  3.21 
+  3.10 


5.05+1.26 
7.98|-l-2.78 
3.'M\+1.?jO 
7.  63+8 


«.75+  2.84 
42.02-  4. hi 
41.801-  4.04 
48.40+  2  00 

40.61 

46.611-  0.88 

47.721 

47.24+  2.6fi 
44.73+  4.78 
41.65-  9. 21 
60.96+  4.64 

46. 56  -^'iii.i 

47.21  +  6.23 
44.77I-  2.43 


47.38+  4.B7 

50.03+  6.99 

•50.811+-  1.71 

49.701-  0  07 


40-81  0.00 
89.09!+I6.98 
58.841  +  16.14 
53.32i 


62. 00;+  9.17 
49  05i+  5.75 
40.41!- 3.11 
36.331-  0.37 
•  --,  ,  -...  .''2.84I+  3.43 
4.88+0.85]  57.O61+I8.OR 
4.211  +  0. '28    .50. .55!+-  7.15 

5-26]    44.381.; 

8.67+5.511  56.77;+]0  87 
4.87+0.13]  47.351-  1.05 
6.fi9|+2.82l  56.521  +  13.17 
6.511+2.83  59.67:  +  1.5.S8 
5.55+1.87  .51.86+  9  24 
4.77+1.03    49.45,+  6  19 

5.18] 66.30,    

5.  8O1 I  50.58,    ... 

....    1  43  881 

+2.96  45.13;-+  1.92 
-0.73]  46.84'-  0.40 
+  1.36|  56.7fii+l-2.30 
+2.25;  54.70]-+  9.67 

'■'.'.'■'.. \"d'.6l' .'.'.'.'. 


4.81  +0.59    42.94  -  3.21 

5.5,S  +1.90]  43.89+  0.85 
:.ll!+2.86  52.80,+  4  91 
6.7f,;  +  2.-8i  .'=8-?4,  +  14;n6 
4-57]  +  0.  72]  43.04+  1.02 
4.18|+0.56!  42.!'?+  I.]7 
6.7f)-f2.S4'  53  (;i  +  8.48 

o-^n     2  ;■    -■',  r^  7.37 


5.48 


2.32 


'■  '  "'  ■-  19-86 

■  •  ;  1  -"o!23 
!.1..^4  +  6.48 
54.34,-+  9.26 
58.781. 


6.59]  +  2.61]  55.-26;.f  q;20 
6.61I+2.97    ,52,85+  9.57 

6.461 i ...... 

5.96+2  23]  43.32+  0.01 


6.78+2.361  60 

4.361+0.951  40 

5-88]....      I  .so 

.5.85  +  2  331  55 

6.69' '  .S8 


5.28+1. 4<  .... 
8.03]+3.94i  44  IT  - 
6.64  +2.64    49.72- 
6-94J 54.90' 

1  I  I 


10.54 


eompntedonly  for  snch  station 


I'Pjim.sey  Brownsvi 


•e  ten  or  more  years  of  record,  but  sill  complete  reports  are  ns 
T.  Precipitation  is  less  than  o.  01  inch  rain  or  1 
and  Woodbury  ar?  Looks  on  the  Green  River:  other  Lo  oks  are  on  the  Ke 


din   determiu 
felted  snow, 
itueky  River. 
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CUM ATO LOGICAL  DATA:  KEJVJ'IUCKY  SKCTiON. 


Annual,  1942 


Monthly  and  Annual  Mean  Temperatures  for  the  Year   1942,  -with  Departures  from  the  Normal. 


WESTEBN  DIVISION. 

Beaver  Dam 

Calhonn 

Sarlington 

Greenville   

Henderson 

Hopkinsville 

Lovelaceville   

Mayfield 

Mnrray 

Owensboro 

Paducah  

Princeton  

Rnssellville 

CENTRAL  DIVISION. 

Anchorage 

B  )wUng  Green   

Olfrmont  

Danville 

DixDara 

Enbauk  

■  Frankfort 

Glasgow 

Greeusbnrg 

-Irvington 

Leitchlied 

Lexington 

Lori;5vii,;.E. 

Bowmnn  Fi.'Id 

MamiiiDth   Cuve 

-St.  .Jolin 

-Sh<-lbvvillt- 

Smiths  Grove 


January.     February. 


.6i>49.3  4-  1.7 

.9»49.2-|-  0.8 
85.6'-  2. 21  •!!j.5i+  1.1 


'48. 
.1    4B. 

.2!  49. 


t  ;iriners 

Hfid^lberg. 
Lvuch  nt-ar, 
Mnysville... 
.Middlpshoro 
Mt.  Sti'rlint.' 
Pikcville  ... 


Tyner 

Willimsbnrg  .. 
Winchester.  ... 


.so.s 

83.-5 

31.. 5 

32.8 

31  C 

30.  C 

30.  fi 

31.0 

32.8 

34.0 

31.8 

31.0 

33.  C 

32.  < 

33.4 

31.8 

35.8 

31.4. 

34.6 

35.1 

S3. 6 

33.6 

82.2 

31.7 
35.1 

36.8- 
'34.4;. 
34.0  ■ 
34.4  - 


.5.41  32.8- 
2.2  34.9- 
1.4  31  0- 
1.61  33.2  - 
....1  33. Oi 

3.7I  32-4- 
2.9|  81. H:- 

....     34  2I. 

....I  .32.2;. 

....    31.9- 

■  1.4|  31. 7|^ 

■  5.0   32.6'- 

•  4.2   32.21- 

•  3.2   32.61- 

33.5 


..34.3'. 
.1  33.4- 
.71  34.0- 


.2-f  2.81 
.2+  2.81 
.3 

■2 


5  fi  ''50. 
1.1 ''49. 
3.y  47. 
15    49. 


6-f  3.2: 
4  -h  2.7, 
6-1-  3.2 


Jnly.  Angust.    September.     October.     November.  December.      Annual. 


...-i  47.2,... 
4.7l''47.5-l-  ■ 
2.1    47.7:-!- 

5.1  48.4 -h  2.8 
6.6  46.6-H  2  ~ 
4.3|''49  Ol-f-  4.0 


1.9    47.6'4-  3. 

....    48.7! 

...  !  49.2' 

6  8i«48.0  -!-  2. 
2.8j  49.6|4-  4. 

'4!2  ■49.8'+'2' 


78  Dlf  0.7 
80.51-1-  2.1 
81.3!-h  2.4 
79.3-1-  1.3 


/6.0|- 
31.81-1-  2.5 
77. 6j    . 
77.01.. 
78. 6H-  0.8 


-h  0.7 


+  2.3 

+  '3'o 
-!-  0. 

+  "2. 


75;8!- 


75.2 

76.6- 

76  9-1- 

75.0- 

74.8- 

75-4-1- 


65.3  .. 
77.0;-!- 

78.61+  2.0 

78-4|.. 
76. 91-. 

76. ej-  0-3 


»75-0... 

73-4- 
71-6- 
75-4  ... 
73.4  ... 
'74-3M- 
71.2  — 

74  .5  - 
72.8- 
74.4I-I- 
74.41... 
62.2  .. 
73-6  -  1.6 


57.  4  -  I 
"60.2  +  I 
59-fi  ' 
58-8- 
59.6- 


2.4  57. 8|- 
3.61  60.71- 
2.31  60.4-1- 
3-7'  58.8- 


60.31-)-  0.4 

>57.8|.. 
'S9.41-I- 
60.3  -(-  1.5 


57-2 
2-61  58-41- 
1.1    57.9I+  0  5 
1.91  59.1;-  0  2 


+  2.7 

+  3.6 
-1-3.0 
■f-  2.5 
+  2.9 
+  3 
-f-  4.5 


+  3.2    33.1 
-r  3.7   38.0 

»3fi.8 

37.6 

+  3.S   38.6 


49.2-f 
■49-8!-)- 
5(1 -8' -I- 


2.6   35.6 
1.3   38 
5.11  37 


,50.4,4-  3.61  36.2- 


2.4,  34  2  - 
....  33. 5  .. 
...      34.2.. 


-1-  3.2   33.0- 


01 

5S.2 

+   1.7 

1,<.S| 

4  3.(1 

''57-7 

=  60.7 

2.2 

57.3 

-  0.1 

47-7 

o'o 

58-0 

+  2  2 

47.2 

60-2 

.50  2 

57- < 

50.  6 

2.1! 

59. C 

-1-    1.' 

50, r 

60.0 

-1^  1.0 

50.2 

2-3 

•,5R.S 

-  0.7 

51.4 

i'.57.n 

47.4 

3.5| 


56  0 

0.51  55.8 

3.1'  .56.2 

O.k'  65.6 

1.2  56  0 

--..1  50.2 


f  0.41  56 

57.8 
-56-9 


All  temper.ature  d 
The  departures  f  1 
section  or  division  means- 
Reference  letters. 
Errata.  -  Date  of 


uta  are  taken  from  self-registering  thermompters. 

ora  normal  temperature  i\re  computed  onl.v  for  such  stations  as  have  ten  or  more  years   of   record,    but  all  comple 


a,  h.  c,  appearing  in  thetable  indicite  number  of  days  missing:  for  exui 
flood  damage  given  as  June  8,  1912  should  be  July  8,  1942.    See  July  1942. 

KIL.I-ING  FROSTS,    1943. 


WEBTERN    DIVISION 

Enrlington  

Greenville    

Hopkinsville 

Lovelaceville  

Mayfield 

Owensboro 

Princeton 

Rnssellville 


CENTRAL  DIVISON 

Anchorage 

Bowling  Green 

Danville    

Dix  Dam 

Fninkfort 

Glasgow   

(Jreeusbnrg  

Irvington 


Last  in 
Spring. 


April  12 
do  12 
do  12 
do  12 
do  12 
do  12 
do  12 
do    12 


April  20 

do  20 

do  20 

do  20 

do  20 

do  20 

do  20 

do  20 


First 

ml 

Autumn.  1 

Sept 

28 

Oct. 

26 

Kept 

28 

(),t, 

26 

do 

26 

^ept 

28 

do 

28 

'1^ 

27 

do 

29 

do 

29 

do 

28 

Oct. 

?R 

Sept 

28 

28 

Leitchfield.. 

Lexington  .. 
Louisville  . . 
Mammolli  C: 
St...)olii!  .... 
Slielljwill.-  . 
Williiiisstow 


EASTKRN 


Ashland 

Berea 

Farmers   

Maysville 

Mount  Sterling  . 

Pikeville 

Richmond 

Williamsburg. .. 


Last  in     First  in 
Spring.   1  Autumn 


April  20 
do  20 
do  20 
do  20 
do  20 
do  20 
do   20 


April  21 

do  21 

do  22 

do  21 

do  21 

do  20 

do  20 

do  21 


Sept. 

Oct. 

do 

Sept. 


do 
Oct. 

Sept. 
Oct. 


seuts  two  days.  etc. 
MOISTTHLTT  SITMMARIES,   1942. 


J 

Tempt 

rature 

Precipitation. 

iberof  diiys. 

Month. 

S) 

i 

1 

si 

3 

ti 

^ 

1 

3  ^ 

a. 

M 

0 

5  J 
2  - 

a 

£  0 

s 

? 

K 

^ 

- 

Om 

0 

January  

32.7 

-  3.0 

70 

-23 

2.93 

-  1.5S 

8 

18 

7 

11 

4.7 

February    .... 

34.1 

-  2.9 

67 

2 

2.62 

-f  0.77 

10 

7 

5 

16 

3-2 

March 

48.3 

+  2.0 

85 

15 

+  0-27 

13 

10 

10 

11 

2.2 

April 

58.1 

+  2.0 

95 

18 

3.01 

-  0.97 

5 

15 

8 

'[■. 

May 

6S,4 

0.0 

?5 

3.62 

-  0,2s 

11 

11 

10 

10 

fl  0 

June 

74.7   '-I-  0.8 

98 

41 

5.54 

-1-  i.3i; 

12 

10 

12 

8 

0,0 

July   

78.1 

4-    1.0 

101 

48 

4.71 

-f-  0..'^l 

9 

14 

12 

5 

0-0 

Auifust   

74  y 

-  0.9 

105 

42 

6., 56 

+   2, 82 

11 

12 

11 

8 

0.0 

September 

67.  5 

-  2.9 

% 

6 

.T.24 

-h  0.36 

8 

13 

10 

7 

0  0 

Octob.T 

.58.7 

+  0  3 

88 

18 

2.81 

+  0-11 

12 

9 

10 

T. 

November.... 

49.8 

-f-  3.4 

M) 

18 

4.8S 

+  1.46 

13 

11 

6 

!3 

December  .... 

36.3 

-   1.6 

76 

-5 

5.. 34 

+   1.48 

13 

5 

6 

20 

4.5 

Annual  means 

and  extremes 

56.6 

-  0.1 

105 

-23 

49.74 

+  4.54 

121 

133 

106 

126 

14.6 

►Compared  with  53  ye 


NOTK— Tables  and  charts  giving  climatic  data  for  Kentucky  in  detail    durine  1941  have  been  published  for  each  month  at  the  Kentucky  section  center, 
Weather  HureauOlHce,  Louisville,  Kv.,' and  can  be  obtained  from  the  Oeficial  in  Charge  at  tliat  ottice.     Indexes   to   special   articles   published   during    past  yeaif 
in  Kentucky  climatologioal  reports  w*'.l  be  found  In  the  Monthly  Rei)ort  for  June,  igog, 
W  F,  O  Louisville.  2-1-543-1250. 
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No.  1 


O-ENEBAL    SUMMART. 

An  average  teniiKTutuiv  somowlial  above  normal  gave  no  true 
picture  of  the  inontirs  weather.  J  t  was  characterized  bv  extreme 
vanabihty,  with  maxima  frequently  exceeding  GO^-'  and  mini- 
ma in  one  period  near  zero  at  n)any  stations.  The  temperature 
irregularity  caused  frequent  freezing  and  thawing  of  bare  grain 
held.s  that  resulted  in  considerable  injury  to  winter  grains. 
While  the  deeper  drainage  of  the  soil  improved,  retention  of 
moisture  at  the  surface  by  these  freezes  furnished  ample  water 
for  the  ice  crystals  that  tended  to  lift  the  plants  out  of  the  ground 
bnow  on  the  28th,  mainly  in  the  northeastern  counties,  afforded 
cover  for  grains  for  a  few  days  but  melted  off  before  the  end  of 
the  month,  leaving  the  surface  saturated  and  even  more  suscepti- 
ble to  damage  by  freezes. 

Precipitation  much  less  than  the  average  favored  most  outdoor 
activities,  drains  were  not  much  injured  in  the  eastern  lime- 
stone regions.  The  most  extensive  damage  occurred  on  the 
heavy  clays  and  flat  lands  of  the  central  and  western  counties, 
l^loodingot  lowlands  in  the  western  districts  during  the  first 
two  weeks  caused  the  loss  of  some  corn  and  sovbeans  that  re- 
mained in  the  fields.  Removal  of  corn  from  fields  was  much 
impeded  by  the  muddy  condition  of  the  ground  during  most  of 
the  month  Cold  dry  winds  in  the  first  half  interfered  with  hand- 
hng  tobacco. .  Roads  generally  free  of  snow  and  ice  favored  deliv- 
eries to  market.  Hard  freezes  on  most  nights  seriously  delayed 
concrete  construction.  Periods  of  unseasonable  warmth  were 
00  short  and  were  too  quickly  offset  by  sharp  temperature  falls 
to  atteet  tfie  buds  of  Iruit  treesor  to  start  growth  of  grains  For 
this  reason  vegetation  showed  little  response  to  the  abnormal 
warmth. 


TEMPEKATTJRE. 

Mean  daily  temperatures  from  10'^  to  20^  above  normal  oc- 
curred in  the  brief  periods  lst-3d,  15-l7th,  22d-24,  and  30th- 
dlst.  Daily  means  as  much  below  the  seasonal  average  resulted 
from  the  short  cold  spells  of  the  4-5th,  13th,  19-20th,  and  2G- 
2/th.  Maxima  of  75-'  to  8:)^,  setting  new  records  for  January 
at  some  stations,  were  reported  generally  on  the  •^4th  Temp- 
eratures ot  QO-to  70-  occurred  at  practically  all  stations  on  the 
3d,  Ibth  and  m  the  period  23d-25th.  Minima  ranging  from 
shghtly  below  zero  to  a  few  degrees  above  were  recorded  in  all 
districts  except  the  extreme  southeast  on  the  20th  Extremes 
tor  the  .State  were  82"  at  Clermont  on  the  24th  and  -1°  at 
St.  John  and  Taylorsville  on  the  20th. 


PRECIPITATION. 

Precipitation  averaged  somewhat  more  than  one-third  of  the 
norma  amount  for  this  month.  In  the  northwestern  counties 
most  stations  reported  less  than  20  per  cent  of  the  seasonal  pre- 
cipitation. The  extreme  southeastern  counties  and  a  broad  belt 
extending  northeast  from  the  middle  Kentucky  Vallev  to  the 

Upper  Ohio  River  receive.!  from  2.0  to  to  3  0  inches.  In  other  eastern  ands;uth-central 
d.str.cts  monthly  amounts  ranged  from  1.0  to  2.  0  inches.  Less  than  1  0  inch  ocrrrod 
in  xnost  of  the  section  on  the  northwestern  side  of  the  State  fro,n  the  lower  Tennessee 
to  the  lower  Licking.  The  total  snowfall  ranged  from  3.0  to  CO  inch,  in  central  and 
western  d.stncts  and  from  4.0  to  12.0  inches  in  the  ea,stern  bluegrass  Ind  °  ounta^n 
region  L.ght  scattered  precipitation  fell  duridg  the  ,1rst  decade  Lilht  to  "0^'^^ 
Precimtation  occurred  in  the  period  ,4-18th.  and  daily  from  the  26th  to  31s  Amoun 
Vafc^buT"^''*""'  ''""''^  "<^*^^^«"  '■''  ■-f'  -'  '--"town  and  8.25  in  he    I 


MISOELLANEOtTS. 

January  2H.  -A  srlazc  storm  endangered  tradic 
Slate.  8cliools  were  closed  for  one  day  in  Kb\  'tte  ( 
Ington  was  suspended  (or  a  snort  timi-.  In  a  rond  a< 
nient  at  LaGrango  one  person  was  killrd  arid  thn..  n 

Jiivers.-Heayy  precipitation  Inli'  In  1 1, ■!■,., ni,,.,- 
from  January  Ist  to  10th.  Crests  at  llu^  prlmii-al  -la 
Ohio,  60,8  feet  on  the  4th:  Madison,  Ind  ,  f.l  0  fi-,l  o 

35.7  feet  lower  gage  62.7  feeton  the  &tli ;  Dam  46.  Addison,  Ky..  ij  1  feet  on'th."7t"h 
'.N  ansvil  e,  Ind  44.3  .,n  the  Mh.  The  river  dellned  rapidly  d^urlng  the  second  week 
l.ut  remained  above  flood  stage  In  the  lower  section  until  the  ICth. 

PRKSSOKE.  WIND.  HUMIDITY  AND  SUNSHINE. 


roads  In  the  e  attorn  part  of  the 
nty  and  biiH  trafflc  out  of  Lex- 
Ii'Mt  resulting  from  the  ley  pave" 
rs  were  Injured, 
sed  a  moderate  flood  in  the  Ohio 
IS  were  as  follows:  CJnclnjiatl, 
10  6th:  Louisville,  upper  gage. 


Cairo 111. 

Cincinnati Ohio 

Evansville Ind, 

Louisville Ky. 


Atmospheric  press- 
ure 'reduced  to 
sea-level.) 


s'  J 


30.78!    19 

30.72|  20 
80-77  20 
30,721  20 


MP 


76  !  31 
71  I  38 
73     28 


COMPARATIVE   DATA  FOR  JANaARY. 


1894 

1895 ■ 

1896 

1897 

1898 :.;:■ 

1S39 

1900 

1901 ■ 

1902 

1903 ■  ■.;.■;■ 

1904 ■ 

1905 

1906 ; 

1907 .    ■ 

1908 

1909 ;;:.■■ 

1910 " 

1911 

1912 

1913 

1914 ...." 

1915 ..;. 

1916 ■ 

1917 

1918 "■■■. 

1919 

1920 '.'.".'.'.'.' 

192! .... 

1922 ■ 

1923.... 

1924 

1925 ;::.■ 

1926 ■ 

1927 ■ 

1928 . 

1929 '■' 

I9.SO '■■■ 

1931 :.;;. 

1932 

1933 ■.;.'.■■ 

19S4 

1935.... 

1935 

1937 ;:: 

19.38 , 

\9i0'.'.'.'. '...'.'.'.  "".'.'.    " 

1941 ■■".... 

1942 ■' 

Periodt : 

t54  Vear  average 


Temperature. 


37.0 
29.0 
26.0 


32.0 
40.4 
34.4 
37.2 
36.7 
33.7 


33.8 
39,7 
25.9 


39.7 
34.6 
41.0 


35.0 
34.8 
34.6 
37.7 
44.9 
43,9 
40.4 
37,3 
29.4 
43.6 
35.9 
40  4 
21.1 
36.  7 


Precipitation        Numberof  days. 


3.25 
8.76 
6.23 
2.80 
1.85 
5.14 
2.50 
3.17 
2.83 
3.48 
8.02 
2.20 


-20  ;  4. 41 
-16  I  2.88 
-20  !  3.09 
13  :  11.41 


5.03 
7.27 
6.38 
5.09 
3.62 
6,75 
3.06 
2,25 
11  I    6.11 


12 


-11  i  4.01 

-  3  6,33 

-  8  I  2.47 

-  6  ;  4.54 
■20  ;  4,85 

-  9  !  1,23 
14  I  8,13 

10  I  5.18 

■  3  i  1.85 
•  2  I  5. 28 
-25  ;  2.99 

13  ;  15.77 

-  4  I  3.56 

11  :  5.66 
-20  i  1. 67 

0  '  2.53 

23  i  2,93 

■  1  1  1.54 
•25  I  4.46 


ii  I 

14     ! 


10 

10 

8 

12 

12 

8 

9 

15 

10 

12 

10 

12 

12 

9 

8 

14 

13 

9 

18 

11 

," 

13 

N^turj 


CLIMATOLOGiCAL  DATA:  KENTUCKY  SECTION 


January,  1943 


Climatologicai  Data  for  January,  1943. 


WESTERN   DIVISION 

Beaver  Dam  

Culhoun 

Earlington  ........... 

Ford's  Ferry,  Dam  50 

GllbertsvUle 

Greenville   

Hartford,  [near]  .  •  •  • 

Henderson 

HopkiuBVille 

LovelaceviUe  

Mayfleld 

Murray 

OwensDoro 

Owensboro,  Dam  46. . 

Paducah   

PriDceton 

Rumsey,  Lock   2; 

Rnssellville 

Tjniontown,  Dam  49., 

CENTRAL  DIVISION. 

AddiBon,Dam45 

Anchorage 

Bowling  Green....... 

Brovynsville,  Lock  6  t 

Bumside 

Carrolltoii.Lockl 

Clermont  •••  V 

Cold  Spring.'.  Dam  36 

Danville 

DixDara.Burgm.... 

Eadsville  ...-• 

Frankfort,  Lock  4 .  . . 

Gest,Lock3 

Glasgow   

Grant,  Dam 

Greeusburg  ■ 

High  Bridge,  Lock  7 

Irvington   

LaGrange 

Lancaster 

Leitchfield  • 

Lexington .••• 

Little  Hickman,  Lock  8 
Lockport,  Lock  2 

Louisville  

Do    Bowman  Field 

Mammoth  Cave 

Montlcello    

Munfordville 

St.  John 

Salvisa.  Lock  6 
Science  Hi" 
Shelbyville 
Smith's  Grove 

Stearns  

TaylorsvUle   

Tyrone,  Lock  5 

Williamstown 

Woodbury,  Lock  -It  ■  . 

E4STERN  DIVISION. 

\8bland 

College  iiiil,  Lock  ii 

Cyntliiana 

Falmouth. 
Farmers 
Flemingsbnrg . 
Ford,  Lock  10- 

Grayson 

Greenup,  Dam  30  . . 

Hazard  . 

Heidelberg,  Lock  14... 

JackBon . 

Jenkins. 

Lonisa. 

Lynch, 

MavBvil 

Mlddleaboro 

Mount  Sti^rling 

Oneontn.Dara  35. 

Paintsville 

PikeviUe 

Pippapass 
Quicksand. 
Ravenna,  Lock  12 
Richmond 
Valley  View.  Lock 
Vancebnrg,Dam  "■ 
Williamsburg 
Willow, Lock  13  .. 

Winchftster   

State  averages  and  ex 


or  more  years  of  reeorrl 


J.  R.  Young. 

R.  C.  Bennett. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C  R.  Lovell. 

W.  R.  Carson,  Sr. 

George  Street. 

W.  K.  Morris. 

Blaine  v  alone. 

Mrs.  Joe  Payne- 

Ralph  B.  Wear. 

Henry  S.  Berry- 

Lockmaster- 

U-  S.  Engineers, 

Alton  M.  Harvill. 

Lockmaster - 

Daniel  C-  Jones. 

Lockmaster. 

Lockmaster. 

C.  E.  Barret. 
Mrs.  Lillie  G.  Causey. 
Lockmaster. 
Sarah  E.  Lewis- 
Lockmaster. 
R.  P-  Amos. 
Lockmaster. 
R.  P-  Coldiron. 
Kentucky  Utilities  Co.. 
Joe  Norfleet. 
Lockmaster. 
Lockmaster. 
L.  E.  Turner. 
Lockmaster. 
Mrs-  LettieD.  Perkins. 
Lockmaster. 
L.  0,  Stiles. 
J-  C  ogg. 
Kentucky  Utilities  Go- 

D.  Lera  Hughes 
U.  S-  Weather  Bureau. 
Lockmaster. 
Lockmater. 
US    Weather  Bureau. 

S-  Weather  Bureau. 
Ivan  J.  Ellsworth- 

E.  O.  Cooper - 
Robert  C-  Smith - 
Sisters  of  Loretto. 
Lockmaster- 
WillamH-  Dobbs. 
WillaS.  A.  Ratta. 

C.  W.  Gurnsey. 
Airway  Station. 
J.  D.  Brown. 
Lockmaster - 
Miss  Nettie  B.  Simpson. 
Lockmaster. 

Lockmaster. 

D.  H.  Center- 
Lockmaster. 
S.  M-  Hill- 
Jessie  Oldham- 
Mrs  Corda  B.  Stamper- 
C.  A.  Glasscock- 
Lockmaster. 
Mrs.  Ruby  A-  Burton. 
Lockmaster- 
H.  A.  Baily- 
Lockmaster- 
Oas.  T-  Goff- 
R.  J.  Howard. 
Zeb  Heston- 
James  S.  Allen. 
L.  O.  Giles - 
Lockmaste^- 
W-  R-  McKee- 
Lockmaster. 
E-  C  Fraley- 
U.  S.  Weather  Bureau. 
Caney  Run  Com.  Center. 
R.  W.  Jones - 
Lockmaster 
.,.  W.  Crooke. 
Lockmaster - 
Lockmaste^- 
Wadely  West- 
Lockmaster- 
Airway  Station - 


iiiplfte  reports  are 


The  departures  from  nor^ler^tu;^  and  ^^dU-i^gn^go^  ^^^I'^l  Xr  Locic^are  on  the  KentnckyRiver 

"-^  '"  ^I^J^^^  -r^-^f^^^l^^^the  table  ^r^^^^^^^^^^^  rain  ormelted  snow 

t  Also  on  other  dates,    tt  R«ceived  too  late  to  be  inrlnrted  in  mean   and  summaries  i    piecimtAnou  ih  i 


Ianuary,  1948 


CMMATOLOUICAL  DATA:   Kl^NTUCKY 


sic(ri'i()N 


V.  LockNo.2» 

■-   :iville« 

'  liowii.  Dam  49" 

Central  Omsion 

Addisou.Dam  -15. " 

Anchornse 

3owIinjr  Green  * 


Surnside'''  

'iirroUtouLock  No.  1^...  . 

"lermont 

^>ld  ^Spring,  Dam  36* 

lanville* 

Mx  Dam,  Burgin 

iadsville  ' 

'raiikfort.LookNo.  4' 

Tt-st,  Lock  No.  3  2 

ila-sgow '..'..*. 

'■rimt.  Dam  3S* 

irt'eiioburg  " 

ligh  Bridge,  Lock  No.  7^. 

rving-ton   

;aGraiige 

.iincaster^ 

.eitohtield  - 

.exingrton  t 

.ittle  ilicKinau,  Lock  No. 
iockport,  Lock  No.  2'.... 

.DUISVIM.Elt 

Do.  Bowman  Field 

fammoth  Cave- 

[ontii-ello  - 

[imfordvJUe  - ..."., 

c.  John .. 

iilvisn,  Lock  Nop  2t 

clence  Hill 

h.'lbyville 

mitli's  Grove  *• 

teams  ** 

aylorsville 

yrone,  Lock  No.  5  ^t . .. 

'illiamstown 

'oodhury,  Lock  No. 4^. 


shland  ' 


Eastern  Dimsion 


ollege  Hill,  Lock  No.  n* 

yntliiana' 

almniith^ 

armers^  

lemiiigsburg*  

ord  Lock  No.  10  -t 

ravson- 

reenup  Dam    30^ 

azard'- .. 

eidulberg.  Lock  No.  142.. 
ickson  2 


Dally  Precipitation  for  January,   1043. 
Day  of  uioiah 


1 

n'e»ter>i  DMfum 

UeavorDam 

G. 

Calhoun 

Karliniftou   •.... 

Q 

Fonls  Ferry  Dam  60' 

....   0 

Gllbertsvllle" 

Or^enviUo 

...     .0 

Hartford 

Ilopklnsville     » 

c. 

LovelaceviUe 

M. 

Mrtytield 

jM. 

Murray    

Owensboro   

(J 

Owensboro,  Dam  46» 

.....o. 

I'a.hii'ah' 

0, 

:o:i. 


iddlHslioro      ....     . 

...   .  C. 

ount.Sterlinsr  ■. 

L 

leonta.  Dam  352 

0 

... 

B 

keville- 

B. 

ppapass 

K. 

licksand' 

i.veniia.    Lock  No   n'' 

chmoud'-    .... 

'     K' 

illt-y  Vipw,  LockNo.  <)  . .    .' 

incehnrg.  Dam  No.32  =. 

lliarasburg^. 

How,  Lock  No.  VS'.    .. 

K; 

inchester  •• 

K. 

.Oi 

12     IS     14     IS     16     17 


Except  as  otherwise  indiratfd  obse 
'First-order  Weather  Bureau  statioi 
amount  then  recorded  is  for  thf  prec'edin^'S  hi 
r      J,'"„^''?>-  or  precipitation  less  than  0.01  inch 
l.ock  in.  Rp(l  Honse    Kv.  :  Oneonta  r!>.nf«,.r,i„ 


19     20     21     22     28     24     26     28     27     28     2« 


'i? 

K 

1(1 

^^ 

■J'. 

m 

05 

.16 

.■i( 

.7(1 

.43 

.72 

"i' 

■■;■ 

n? 

?.5 

.37 

.■M 

.45 

.17 

.27 

40 

.,S(1 

?.5 

.35 

67 

47 

.05 

18 

.42 

0.66 
0.77 
0.92 
020 
0.49 


0.99 
O.fefl 
0.67 
0.61 
0.47 
0.71 
079 
1  87 
0.18 


1.37 
141 
0.46 
1.38 
2.04 
0.92 
1.00 
2.75 
1.43 
3.81 


1.92 
1.87 
1.20 
2.05 
1.20 
2.06 


1.44 
2.  .59 
1.81 
3.01 
2.54 
2.98 


1.84 
2.2s 
2.08 


2.12 
!.fi4 

2.28 


„     .,     ,         „,  „     -  '^neonta.  California  Kv 

Kentuekv:  'S>  Salt-  iQ^  Green:  'C  Cumberland 


'Airport  station. 


'>  TPuness^'ee''-  fmohv''  ?An  ,j"  yMch  station  is  located  is  indicated     '  '        ' 

m  .  Hoth  meridian  time  adjusted  to  day  they  occur 


Data  for  24  hours  endin.?  at  12.36  a. 


,  „  ,  Ky.  ^ork  8.  Nichola.sviUe  Kv 

follows:  (B)  Big  Sandy;  (L)  Licking;   £! 


ULIMATOLOGICAL  DATA:  KEN'IUCKY   SECTION. 


January.  1943 


Daily  Temperatures  for  January,  1943. 


10      11      12      13      M      15      16 


29     30     31   Mean 


Western  Diviswyi. 
Beaver  Dftm  !  ^?; 


Earlington 


■  (  Minimum . . 
\  Maximum  . 

■  !  Minimum.. 

^— iue l^fs=: 

Henderson !  ^?^^r  ' 


Lovelaceville  . 


Maximum  . . . 

Minimum 

„      „  , .  )  Maximum  . . . 

May°eld iMinimum.... 

S  Maximum  . . . 
Murray   ' 


Owensboro  . 


Minimum 
(  Maximum  . . . 

I  Minimum 

j  Maximum  .  . 

(  Minimum 

j  Maximum  . . . 

I  Minimum 

J  Maximum  . . . 


Anchorage 


Bowling  Green. 
Clermont 


Central  Dwisinn. 

\  Maximum  . . . 
■  ■  I  Minimum 


I  Minimum 

1  Maximum  .  . . 

I  Minimum 

I  Maximum  . . . 

'  Minimum 

'  Maximum  . . . 
[  Minimum . . . . 


Irvington  . 
Leitchfield 


Do.  Bowman  Field 

Mammotli  Cave 

.•it.  John 


I  Minimum 

i  Maximum  . . . 

(  Minimum 

j  Maximum  ... 

I  Minimum 

)  Maximum  ... 
)  Minimum.... 
j  Maximum  . . . 
'Minimum.... 
j  Maximum  . . . 

'  Minimum 

(  Maximum  . . . 

)  Minimum 

j  Maximum  . . . 

/  Minimum 

j  Maximum  . . . 

I  Minimum 

)  Maximum  . . . 
'  Minimum.  . .. 
)  Maximum  . . . 
(  Minimum  — 
(  Maximum  . . . 

)  Minimum 

'  Maximum  .  . . 

(  Minimum 

S  Maximum  . .. 
(  Minimum  — 


Hill... 
Shelby ville  ... 
Smith's  Grove  . 

Stearns 

TaylorsviUe   ]f,fSZZ:: 

Williamstovvn -)  ifu/mur ! '. 

EnHlern   D-ivision. 
AQhlanrt  ....  i  Maximum  .. 

^""'^""^    f  Minimum... 

„„_„„  S  Maximum  . . 

^''^^'^^ (Minimum... 

PsLrmPTQ  *  Maximum  . . 

*^"™"^ *  Minimum... 


Heidelberg.... 
Lynch  [near]  • 

MaysviUe 

Middlesboro... 


(  Maximum  . . 
'  I  Minimum. . . 

J  Maximum  . . 

I  Minimum... 

S  Maximum  .  • 
■  (  Minimum... 

j  Maximum  . . 

'  Minimum. .. 


Pippapass  .  •  ■ 
Qnicksand  ... 


Minimum. 
S  Maximum 
/  Minimum. 


60!     40 
40      23 

65      60 


39 

32  28 

36 

S2I  28 

S7j  40 

80  26 

36  37 


17 

''1 

3fi 

43 

14 

20 

33 

43 

IH 

V5 

33 

43 

16 

V3 

3S 

-IS 

11 

12 

37 

3« 

n 

1( 

S6 

46 

IS 

'^1 

36 

42 

12 

16 

39 

46 

5  23] 

35l  60 

51  5l 

351  511 


31      38 

56 


5S 
29 
60,  59 
23;  3! 
48      52 


15j     24 


41      35      48      .58 


2<!     28 


25 

^Sl 

10 

^ 

'••71     25| 

34t     39 

0?!     20| 

16 

W 

76 

.51 

2f 

S3 

51 

96! 

■'1 

26 

71 

2fil 

33 

32 

99 

121 

f 

2(i 

76 

66 

44 

35 

27 

20 

13 

27 

74 

42 

35 

38 

W 

22 

30 

76 

40 

33 

39 

3:- 

20 

16 

•28 

78 

36 

.''5 

42 

351  23  221  30| 

70:  3=1  R3i  37] 

561  2fi  2S;  811 

..I  ..I  ..[  ..1 

gni  28,  231  27i 


64 

■■Sl.l 

26 

"23.8 

62 

48.2 

28 

26.  V 

64 

49.5 

2J 

27.2 

61 

50.1 

2h 

25.  4 

6( 

48.0 

32 

27.0 

b( 

48.0 

32 

28.4 

61 

52  2 

2< 

26.3 

62 

49.5 

•M 

27.5 

«1 

48.5 

25 

28.5 

62 

M8.3 

32 

"28.  7 

63 

47.3 

30 

25.1 

65 

60.8 

36 

27.0 

26 

451     5n!     64 
33;     34[     30 


25.7 
50.4 
29.3 


29.0 
''IS.  9 
26.6 
46.0 
25.2 
49.4 
27.8 


44.6 
27.0 


22.3 
49  0 
29,3 


49.6 
29.9 
'44.2 


28.1 
48.7 
28.8 
49.3 
27.3 
50.8 
29.2 


28     33| 

-I7|     451 


43 
34 

g| 

69 

34 

26 

50 

67 

37 

Sf 

48 

5;- 

34 

35 

r2 

64 

36 

35 

50 

^HI 

37 

33 

51 

61 

36 

31 

4? 

57 

35 

2V 

44.7 
26. 1 

.13.1 
31.3 
50.5 
27  5 
.52.0 
.30.1 


WHO  Lonisvillp,  225  43  11 


I  tompnraturp  thRn  rpad  ia  <^h,ar(TPf1  trv  thp  procndi 


'^ 


U.  S.  DEPARTMICNT  OF  COMMERCE,  WEATHER  BUREAU 


CLIMATOLOGICAL    DATA 


18  KENTUCKY    SECTION. 

J.   L.  KBNDALL 


Vol.  XLVIII      Louisville,  Ky.,  Febkdary, 


No.  2 


GENERAl,    SUMMARY. 

Miia  day  teiuperaturoif  during  tht>  lirst  decade  CiUised  slight 
growth  ot  grass  and  grains  on  the  warmer  slopes  and  uplands 
Comparatively  low  night  temperatures,  generally  near  or  below 
freezing,  tended  to  ollset  the  effect  of  the  daytime  warmth  and 
hold  vegetation  in  check.  Some  expansion  of  fruit  buds  oc- 
curred in  the  extreme  western  counties,  but  not  sufficient  in 
most  varieties  to  seriously  endanger  their  vitality  from  cold 
weather  usually  prevailing  later  on.  A  cold  spell  of  moderate 
severity,  lasting  several  days,  followed  the  mild  weather-  and 
variable  temperature  conditions  characterized  the  remainder  of 
the  month. 

Frequent  freezing  and  thawing  of  the  bare  ground,  kept  wet 
by  moderate  precipitation,  caused  some  injury  to  grains  in  the 
hrst  two  weeks.  No  prec-ipitation  of  consequence  in  the  last 
two  weeks  resulted  in  marked  improvement  in  soil  drainage 
with  a  decided  lessening  of  the  lifting  eftect  of  the  freezes  on 
grains.  Preparation  for  early  piantbeds  in  the  first  decade  were 
Hispended  during  the  mid-month  cold  period.  Temperatures 
lear  zero  at  this  time  damaged  many  early  hotbeds.  Sowing 
)t  tobacco  piantbeds  became  more  general  in  the  southern  and 
i^•estern  districts  toward  the  end.  On  account  of  wet  soil  plow- 
ng  made  little  progress  through  the  first  half,  but  advanced 
luite  rapidly,  even  on  western  level  lands,  in  the  last  week. 
1  he  dry  weather  of  the  last  half  was  favorable  for  the  usual 
cleaning  up  work  of  early  spring.  Much  corn  that  had  remained 
)ut  all  winter  was  removed  from  fields  at  this  time 

Except  for  two  cold  periods,  one  through  the  middle  and  one 
lear  the  end  ot  the  month,  the  weather  was  more  favorable 
han  usual  for  young  lambs.  Frequent  descent  of  the  night 
emperature  below  freezing  interfered  with  construction  involv- 
ng  concrete  work.  Due  to  the  limited  persistence  of  the  light 
mowtalls,  hard  surfaced  roads  continued  in  good  condition 
hroughout  the  month  and  dirt  roads  improved  generally. 

TEMPERATURE. 

The  teniperature  averaged  considerably  above  normal,  on  ac- 
'ThPLl  u  ^'^'.^r''^''^^''  ^^cumulated  in  the  periods  3d-10th 
md  19- j4ih  Maxima  on  lU  days  or  more  ranged  from  6rr  to 
)■)_,  and  daily  departures  during  the  mild  weather  varied  from 
t'  .to  +2o^  -^n  the  brief  cold  spells  13-1  Gth  and26-27th,  daily 
lehciencies  were  ?-  to  27".  The  coldest  weather  occurred  in 
he  period  14- Ibth  when  several  stations  reported  temperatures 
u  '  oT."'  ^^r^'-  ^^^  '^"^^  ^«''  the  State  was  between  73"  on 
he  23d  at  Pippapass  and  Princeton,  and  -5"  on  the  Kith  at 
Darlington. 

PRECIPITATION. 

Precipitation  averaged  somewhat  more  than  half  of  the  nor- 
nal  amount  for  this  month.  In  the  western  counties  it  was 
lenerally  less  than  half,  while  the  eastern  part  of  the  State  re- 
eived  more  than  half  of  the  seasonal  average.  Most  stations 
n  the  Purchase  and  eastward  over  the  lower  Green  River  Valley 
eported  from  1.0  to  1.5  inches.  In  the  central  counties  and  a 
>e\t  northeast  across  the  Bluegrass  Region   amounts  varied  be- 

Tfu  """u^^-^'  ^"'=^''''-  S°™«  extreme  northern  counties 
ndtne  southeast  mountain  section  received  from  2  0  to  3  0 
aches.     A  small  southeastern  district  near  the  border  had   s'o 

i4,0inr.hes.     S.iowfall  was  im-gnh.r,  rungin-  from  1.0  To  2  0  inches  in  most  r.f  /h„ 


f'tiit...  and  from  3.0  to  CO  luclios  In  a  few  soutluaslerii  mountain  counties.  'J'lu-  orf- 
s  a  im  nl^r'L'l';,  .h'  "'?,>'','']  ^"^  'f  *'^«'"'  °-™  !'"^''  "'  *'""'^y  ""^  ='»»  l"Cl.eH  at  U  « 
U     n^   I  e  liwf  «   ok-      Ml  ",;"'"''r*«  '•'"']■  V';V«"'"IJ',dlstrlbutcrl,  ofcurrer)  ,Ially, 

^^':^sS=;:;i;;i;;;:,:;::,r:::;/;\;:-;;;i;{^  '■'-•'-• 

MISCELLANEOUS. 

/W1VT.-1.— With  the  exception  of  Uain  -11.  thrj  Ohio  rcniaini 
sections  bordering  the  State  diirinif  tho  month. 


!  pool  stage  in  all 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE 

Atmospheric  press- 

- ■   '-        ; 

— 

ure  (reduced  to 

Wind. 

Kelatlve   | 

sea-level.) 

humidity. 

"3 

. 

§^ 

a-s 

a 

S 

'    a  II 

1 

1 

1 

S 

3 

1 

1 

S 

1 

is 

|l 

2 

1 

Cairo 111. 

30.73 

,. 

29.59 

5 

10.6 

31 

?fi 

.„ 

627 
824 
766 
726 

Cincinnati Ohio 

30.64    18 

29.39 

6 

10.0 

W 

60 

s 

Evans  vlUe Ind. 

80.71!  16 

29.46 

5    10.3 

3S 

w. 

7R 

69 

59 

30.65    1«      29.46'     8  lU.'j!  38  |  s. 

1             1         1         1         1 

3 

72 

51 

58 

COMPARATIVE   DATA  FOR 

FEBRUARY. 

1904. 

1905 

1900. 

1907. 

1908. 

1909. 

1910. 

1911. 

1912. 

1913. 

1914. 

1916. 

1916. 

1917. 

1918. 

1919. 

1920. 

1921. 

1922. 

1923., 

1924.. 

1925.. 

1928. 

1927., 

1928.. 

1929.. 


45.6 
42.2 
42.2 
37.7 
34.6 


42.0 
29.7 
34.8 


38.6 
35.7 
41.3 
41.3 
34.6 


45.6 
38.1 
31.2 
45.1 
41.6 
46.7 
87.5 
31.8 
40.1 
32.1 
38.8 
45.7 


Number  of  days. 


?    i 


3.08 
I    2.94 

I     4.14 
1.74 

!  2.99 

3.51 
2.04 
1.79 
2.27 
3.20 
3.58 
4.67 
2.56 
3. 91 
3.14 
2.65 
2.48 
3.58 
3.49 


4.25 
2.20 
2.g6 
1.95 
2.40 


2-'l! 


11 

4 

1     10 

11 

S     1 

13 

e  i 

6    1 

t54  Year  average . 


"'shJrslHl.f^Uhntr, 


'JLiMATOLUGiCAL  DATA:   KJiNTUCKY   8ECTiUN 


February,  1948 


ClimatoXogrical  Bata  for  February,  1943. 


WESTERN   DIVISION 

Beaver  Dam   

Calhouu 


QUbertBvUle 

Greenville 

Haxtford.  [near] 

Henderson 

Hopkiueville 

LovelaceviUe  

Mayfleld. 

Murray 

Owensboro 

Owensboro,  Dam  46. . . 

Paducah   

Princeton 

Rurasey.  Lock   2t 

Russellville 

Tjniontown,  Dam  49.., 

CENTRAL  DIVISION. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brownsville,  Locke  t 

Burnside  

Carrollton.Lockl 

Clermont 

Cold  SpriDK,  Dam  36  . . 

Danville    

Dix  Dara.Burgin 

Eadsville 

Frankfort,  Lock  4  .  .... 

Gest.Lock  3 

Glasgow   

Grant,  Dam  38 

Greensbnrg  

High  Bridge,  Lock?.. 

Irvington    

LaGrange 


icaster 


chlield 

Lexington 

Little  Hickman,  Lock 

Lockport,  Lock  2 

Louisville   

Do    Bowman  Field. 
Mammoth  Cave  —  . . . 

Montlcello    

Munfordville 

St.  John 

Salvisa.  Lock  6 

Science  Hill    

Shelby  ville 

Smith's  Grove 

Steams  —  ... 

Taylorsville 

Tyrone,  Lock  5 

WiUiamstown 

Woodbury,  Lock  4t . . . 

EASTERN   DIVISION. 

\Bhland 


College  Hill,  Lock  11 

Oynthiana 

Falmouth 

Farmers   

Flemingsburg 

Ford,  Lock  10 

Grayson    

Greenup,  Duiii  30 

Hazard    ... 
Heidelberg.  Lock  14.. 

JackBon  

Jenkins , 

Louisa 

Lynch,  [near] 

MaysviUe  Dam  38 

Middlesboro  

Mount  Sterling 

Oneonta,  Dam  35 

Paints  vine 

Pikeville 


Quicksand 

Ravenna,  Lock  12 

Richmond 

Valley  View,  Lock  9  . . . 
Vancebnrg.Dam  32.... 

Williamsburg 

Willow,  Lock  13 

Winchester   •  •  ■ 

State  averages  and  ex 


Oliio  • 

McLean 

Hopkins 

Crittenden 

Marshall 

Muhlenburg  . 

Ohio... 

Henderson 

Christian 

Ballard  ..    .. 

Graves 

Calloway 

Daviess 

Daviess  

McCracken   .. 

Caldwell 

McLean 

Logan  

Union 

Breckinridge. 

Jefferson 

Warren    

Edmonson  . . . 

Pulaski   

Carroll 

Bullitt 

e:ampbell    .... 

Boyle 

Mercer 

Wayne 

Franklin 

Henry 

Barren 

Boone 

Green  

Jessamine  . . . 
Breckinridge  . 

Oldham  

Garrard  

Grayson   

Fayette   

.Jessamine  .  . . 

Henry 

Jefferson 

Jefferson 

Edmonson  .  . . 

Wayne 

Hart 

Hardin 

Mercer 

Pulaski   ...... 

Shelby 

Warren   

McCreary  — 

Spencer  

Auilerson 

Grant 

Butler 

Boyd 

Madison 

Madison 

Harrison 

Pendleton  .   .. 

Rowan 

Fleming 

Clark    

Carter    ...  — 


Breathitt  . . . . 

Letcher 

Lawrence  . . . 

Harlan 

Mason   

Bell 

Montgomery . 
Campbell.  ... 
Johnson   . . . . 

Pike 

Knott. 

Breathitt  . . . . 

Estill   

Miulison  .  . . 
Madison  . . . . 


Whitley 


Temperature,  in  degrees  Fahr. 


S£ 


+  1.8 
+  0 
+  6.1 
+  '6.'4 


+  2.2 

+  '3."  9 


'1.: 


PreeiDltation  in  inches 


-O.fiot 
-0.96 1 


Number  of  days. 


„' 


2  !  n 


J.  R.  Young. 

R.  C  Bennett. 

Hrick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C   R.  Lovell. 

W.  R.  Carson,  Sr. 

George  Street. 

W.  K.  Mon-is. 

Blaine  v  alone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Henry  8.  Berry. 

Lockmaster. 

U.  S.  Engineers, 

Alton  M.  Harvill. 

Lockmaster. 

Daniel  C.  Jones. 

Lockmaster. 

Lockmaster. 

C.  £.  Barret. 

Mrs.  Lillie  G.  Causey. 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

R.  P.  Amos. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co.. 

Joe  Norfleet. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  LettieD.  Perkins. 

Lockmaster. 

L.  0,  Stiles. 

J.   C.   Ogg. 

Kentucky  Utilities  Go. 

D.  Lem  Hughes 

n.  S.  Weather  Bureau. 

Lockmaster. 

Lockmater. 

U.  S   Weather  Bureau . 

U.  S.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  O.  Cooper. 
Robert  C.  Smith. 
Sisters  of  Loretto . 
Lockmaster. 
WillamH.  Dobbs. 
WillaS.  A.  Ratta. 

C.  W.  Gurnsey. 
Airway  Station. 
J,  D.  Brown. 
Lockmaster. 

Miss  Nettie  B.  Simpson. 
Lockmaster. 

Lockmaster. 

D.  H.  Center. 
Lockmastei-. 
S.  M.  Hill. 
Jessie  Oldham. 

Mrs   Corda  B.  Stamper. 

c.  A.  Glasscock. 

Lockmaster. 

Mrs.  Ruby  A.  Burton. 

Lockmaster. 

II.  A.  Baily. 

Lockmaster. 

Jas.  T.  Goff. 

R.  J.  Howard. 

Zeb  Heston. 

■James  S.  .Allen. 

L.  O.  Giles. 

Lockmaster. 

Joe  Igo. 

Lockmaster. 

E.G.  Fraley. 

U.  S.  Weather  Bureau. 

Caney  Run  Com .  Center. 

R.  W.  Jones. 

Lockmaster 

J.  W.  Crooke. 

Lockmaster. 

Lockmaster. 

Wadely  West. 

Lockmaster. 

Airway  Station. 


All  temperature  data  are  taken  from  self-registering  thermometers.  *  „ll„„,„r^l(,^o  ror.r,T.tc  am 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  recojA  out  allcomple  e  ^ePom  a'-e 
used  in  .let/trminingsection  or  division  moans.  tRumsey,  Brownsville  and  Woodbury  are  Locks  on  the  Green  River;  other  Locks  are  on  the  KentnckyR.ve 

Itfifereiiee  letters.  •.  '■,  «,  appearing  in  the  table  Indicate  number  of  days  missing:  for  example,  b  represents  two  day s^ etc. 
t  Also  on  other 'U'.te<*.    t+ Received  tx)o  late  to  be  included  in  mean   and  summaries  T   Preciiiitat.ir  ■    - 


than  0  01  inch  rain  ormelted  snow 


KiiHRUAKY,  i;il;5 


c;MMAT()L(KilCAL    DATA:    KliNTUCKV   SIOCIMON 


n'e»tent  Division 

Beavor  Dam 

Calhoun 

Karlliifrton   •  — 

Kortls  Ferry  Dam  60' 

GllborUville* 

•  inM.nvlUo 

Hartford 

lU-iuicrson 

llopkinsviUe     " 

Lovelace  vlUo 

Maytlold 

Murray    

v)\vonsboro   

Owensboro,  Dtuu  46* 

Paducah« ;.... 

Princeton 

Humsey,  Lock  No.  2  '  . 

RusseUville  « .'.'.'..'. 

rniontowu.  Dam  49' 

Central  Division 

Addison, Dam  46.  ' 

.\uchorage 

BowUngr  Green " 

Bowling  Green  Ufo-  2* 

Brownsville,  Lock  No.  6' 

Burnside'  

OiuTolUonLoi'k  No.  l'-' 

Clermont 

Cold  Spring,  Dam  36^ 

Danville^ 

Dix  Dam,  Bnrgin 

Eadsville-...: 

Krankfort.LookNo.  4' 

Gest,  Lock  No,  3  2.. 

Glasgow 

Craut.  DaniSS" 

LJreensburg  ' 

Kisii  Bridge, Lock  No.  v*.... 

frvington   

LaGrange 

Lancaster' 

Leitchfleld   - 

[jfxiuprton  + 

:.ittltf  HicKmau,  Lock  No.  8  'i 

^ockport,  Lock  No.  2' 

^jUUISVILLK^  i- 

Do.  Bowman  Field 

Mammoth  Cave- 

HoQticello  - 

Vlunfordville  '' .'.'.'.■; 

it.  .lolui 

lalvisa.  Lock  No  6  ^t 

Icience  Hill.        '..'.'., 

ihelbyville 

imitU'9  Grove  ". 

Itearns  ** 

?aylorsville ' 

'yrone,  Lock  No.  5  't 

Villiamstown .'.'.'. 

Voodbnry,  Lock  No.4». 

Eastern  Division 

.shlands 

lerea   

oUegeHill,  Lock  No.  ll«  .... 

'yuthiana  '^ 

'almouth'^    

'armers'  


irayson' 

reenup  Dam    30* 

[azard^ 

ieidslberg.  Lock  No.  14* 

ttckson  *  

enkins* 

ouisa^ ' 

ynch  [near]   


Q 

Q 

O. 

T. 

G. 

T. 

O. 

C 

M. 

M. 

T. 

O. 

......O. 

0. 

O. 

Q 

G. 

O 


_DaUyPreolpitatlon  for  February,  1843. 
Day  of  month 


o. 

.sn 

G. 

•  u 

K. 

■  ?:? 

o 

0. 

.S? 

K 

G, 

.41 

K. 

aysviUe.  Dam  33* 

....     O 

•  ■ 

iddlesboro 

c. 

.21 

ount  Sterling 

L 

neonta  Dam  35  * . , . 

•  ■..     O 

auUsvino  *   

.10 

ikeville" 

B. 

ppapass 

....     K. 

ifi 

.  10 

lickeaud* 

Hvenna.    Lock  No.  i2* 

ichinond*    

alley  View.  Lock  No.  9   .... 

K 

aiiceburg.  Dam  No.  32  *. . 

iliiarasbnrg=. 

(' 

.is 

illow.  Lock  No    13'-     . . 

inchester  •• 

K. 

■02|    .Ifi 


12     18     14     IS 


16     17     18     19     20     21     22     28     24 


26     27     28     29     80  |  31 


.!... 


l.«i 
1.68 
122 
1.07 
118 
3.21 
0.70 
0.92 


1.96 
1.58 
2.45 
1.77 
1.43 
1.9B 


2.27 
1.91 
1.88 
2.90 


1.68 
2,22 
1.27 
1.43 
1.74 
2.23 
1.64 
1.69 


2.18 
1.73 
2.07 
1.2.5 
1.81 
3.18 
2.34 
2. 68 
2.47 
2.07 
3.98 
1.79 
3.06 
M3 


2.93 
2.24 
1.96 


2.0.S 
2.24 
2.«fi 
2.13 


'First-order  Weather  Bureau  statioi^'Vredpl'fatfon  i^for  the  24  vfnnr  ^Jw^h^'®'^?"?'!:  ^^^^  """"«'■  ^""^  Precipitation  recorded  is  for  24  hours  ending  at  time  of  observation 

T°Tr«nP 'n/''°''' >^  I?  ^°',  '^-^  preceding  24  hours  ^  ^P?ecim^«t^-on'^*'°'^^V°  inidnight  unless  otherwise  indicated.    'Precipitation  measured  in  the  moaning 

^orV^^'li°<^'fZlTT^°:'hTJ^r:'!i-':j"^^^^    -        tP^^f  om;!':S'^^:^^r^rLTJJ^.^\'}!J^^^^^^^^  ^..  '^ri"^^,'^  Ir^f^^.-^^fpHawin^. measurement"  "'"^- 


Kv.  roneonta,  California.  Ky.    ''^'"'  """"nZfr/JZl^jJ?}! 


Kentucky:  'SI  Sal*-  'G^  Green:  'C>  Cumherland-     T) 
♦Airport  station.    Data  for  24  hours  endin-  at  12.30  a.  n 


River 
Tennessee: 
.  90th  meridian 


rainage  area   in  which  station 
Ol  Ohio:  'M>  Mississippi. 

me  adjusted  to  day  they  occi 


renc.ehnrs.  Ky.  :    Lock  fi.  Versaillps,  Ky,  Lock  8.  Nicholasville,  K 


idicati'd  as  follows: 


•.  jvy.i^ucKB.  iMcnoiasviiie,  Ky. 
(B)  Big  Sandy:  (L)  Licking;   K. 


CLIMATOLOGICAL  DATA:    KENIUCKY  SECTION. 


February,  1943 


Daily  Temperatures  for  February,   1943. 


Western 
Beaver  Dam  . .  • 


Calhoun  

Earllngton  . . . 
'ireenville.  ... 
Henderson . . . 
Hopkiusville 
Lovelaceville  . 

Mayfield 

Murray   

Owensboro  ... 

Paducah  

Princeton 

RiisselU-illeSS. 


Division. 

j  Maximum 
'  Minimum . 
i  Maximum 

!  Minimum . 

S  Maximum 

—  (  Minimum. 
}  Maximum 
(  Minimum, 
j  Maximum 
I  Minimum . 
)  Maximum 

••••  f  M 


j  Maximum 
1  Minimum, 
j  Maximum 
(  Minimum. 
(  Maximum 
(  Minimum, 
j  Maximum 
I  Minimum. 
\  Maximum 
(  Minimum, 
j  Maximum 


Ancnorage 


Bowling  Green 


Dix  Dam  . 
Frankfort 


Ceiiirnl  Dirision. 

j  Maximum  . . 
/  Minimum... 
)  Maximum  . . 
'Minimum... 
j  Maximum .  . 
)  Minimum . . . 
\  Maximum  . . 
'  Minimum . . . 
j  Maximum  . . 
l  Minimum . . . 


)  Minimum.. 

j  Maximum  . 

(  Minimum.. 

J  Maximum  . 

/  Minimum . . 

j  Maximum  . 

I  Minimum. . 

j  Maximum  . 

/  Minimum.. 

i  Maximum  . 

(  Minimum. . 

)  Maximuiii  . 

(  Minimum.. 

Do.  Bowman  Field  ]  ^f^j"  ; 

Maximum  . 

inimum 

.'^t.  .lolni 


Glasgow  ••■ 
Greensburg. 
Irvington  . . 
Leitolifield  . 
Lexington  . 
Louisville  .. 


Mammoth  Cave. 


Science  Hill. 


Ta^lorsville    

Williamstown 

Eastern  Di 
Asliland    


j  Maximum  . 
t  Minimum.  . 
j  Maximum  . 
)  Minimum.. 
)  Maximum  . 
(Minimum.. 
)  Maximum  . 
(  Minimum.. 
J  Maximum  . 
(  Minimum.. 
)  Maximum 
i  Minimum.. 
J  Maximum  . 
/  Minimum.. 


j  Maximum  . . 
*  Minimum... 
j  Maximum  . . 
/  Minimum. . . 
)  Maximum  . . 
/  Minimum... 


Farmers 

Heidelberg i  Mfn'imuT ' 

J^^-htnear] l^^Z^Z 

«*y-"« 1m?SZ. 


Mount  Sterling  . 


J  Maximum 
*  Minimum. 
J  Maximum 
(  Minimum 
S  Maximum 

Jm 


«-hmond -l^rS, 


S8  Instruments  are  read  in  the  morning ;  the  maximum  temperature  then  read  is  oharepd  to  the  prepRdins  dav.  on  which  it  almost  always  occurs 
'.»»  etc.  indicate  rpsr.cft.HBh-   >    >    ■(  ..tr.     <lav»  niissin?  from  rpoord. 
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U.  S.  DEPARTMENT  OF  COMMERCE.  WEATHER  BUREAU 


CLIMATOLOGICAL    DATA 


I^  KENTUCKY    SECTION. 

J.   L.  KENDALL 

Vol.  XLVm        Louisvills,  Ky.,  March,  194¥ 


No.  3 


\\'(>nthfr 
(Iu>  moil  til 


GENERAL    SUMMAHY. 

iinfavcn-ablc  for  all  spring  activities  provaiUul  during 
riio  ponod  2d-.Stli,  with  average  temperatures 
nearly  20"  below  normal,  was  the  coldest  week  of  the  winter  at 
some  stations.  Considerable  damage  to  peach  buds  occurred  in 
this  cold  spell,  when  temiieratures  near  zero  were  registered  in 
northern  districts.  On  thrifty  trees  in  western  orchards  enough 
buds  remamed  alive  to  make  a  crop.  In  central  and  northeast- 
ern areas  the  destruction  of  buds  was  greater  but  not  complete 
I  eaches,  plums,  and  pears  were  beginning  to  bloom  in  the 
southwestern  counties  toward  the  end. 

In  the  first  two  decades  heavy  rains  fell  with  sufficient 
frequency  to  prevent  nearly  all  working  of  the  soil.  As  a  result 
practically  no  potatoes  were  planted  and  very  little  gardening 
could  be  done.  Some  work  of  this  character  was  possible  in 
extreme  western  districts  in  the  last  week.  Making  of  tobacco 
plantbeds  was  suspended  during  the  cold  period  early  in  the 
month.  This  work  was  finished  with  diificultv  in  "the  last 
decade.  E.xcept  for  some  sod  uplands,  plowing^nade  no  ad- 
vance of  consequence  in  central  and  eastern  sections. 

In  the  short  periods  of  mild  weather  that  occurred  in  the  last 
two  decades  there  was  some  slight  growth,  but  this  tendency 
was  oftset  by  the  sharp  cold  spells  and  frequent  night  freezes 
Cxrass,  grains,  and  cover  crops  started  very  slowlv,  and  revealed 
an  unusual  amount  of  winter-killing  Many  plants  appeared  to 
lack  strength  in  starting.  Wheat  and  barley  varied  greatly  in 
condition,  ranging  from  frozen  out  in  spots  on  the  heavier  soils 
to  a  good  and  fairly  vigorous  stand  on  well  drained  uplands 
At  the  end  o\  the  month  vegetation  was  backward  and  all  farm 
work  was  behind.  Land  broken  in  i^ebruarv  had  been  beaten 
down  and  run  together  by  the  excessive  rains.  Fallow  land 
when  plowed  showed  the  effects  of  packing  from  the  .same  cause' 
As  the  month  closed  floods  covered  large  areas  of  western  bottom 
ands  damaging  crops  by  unusually  heavy  deposits  of  mud  and 
further  delaying  preparation  for  planting.  The  unfavorable 
weather  was  more  serious  than  usual  because  of  the  general 
hirm  labor  shortage. 

TEMPEKATTTKE. 

The  temperature  averaged  considerably  lower  than  normal 
mainly  due  to  large  deficiencies  in  the  cold  week  at  the  begin- 
ning, when  daily  means  ranged  from  10"^  to  80^  below  seasonal 
/r^  ?■  ^^.ol'?«if^gthis  cold  weather  temperatures  rose  above 
60  m  briet  intervals  and  fell  to  freezing  or  lower  in  intervening 
short  periods.  Two  decidedly  warm  davs  at  the  end  of  the 
month  had  temperatures  10^  to  20''  above  the  average  and 
maxima  of  TO'^  to  80".  The  highest  for  the  State  was  80°  at 
Greensburg  and  Pippapass  on  the  19th  and  at  Paducah  and 
Bow  mg  Green  on  the  31st.  The  lowest  was  --  6'^'  at  i^-armers 
on  the  4th. 


PKECIPITATION. 

„nvth,r..stei-n  eounties,  v^here  statiov.  reported  from  y  to  13  inohos      M 


^en.slward    aurt  ^ve.';t^ya^d  of  this  drenched 
"*  '        '       '        mo\ints  vai 

Grayson  and 


It  was 

everal 

istricts  to 


)  and  6  0  inches.     Kx- 
at  Greensburg.    Light 


rhu'i!Ssto;i^rrri6%'i.'is"i°9""  '''^""'  ''"■"  '■''°  '"•"  '■"^»'- "'-"«••  ^»>y^  -"h 


MISCELLANEOUS. 


Jiivfns.-The  rains  of  the 
much  of  Its  course  bordurini,'  1 1 
rise  that  lifted  stages  fruin  se\  r 


to  moaerate  precipitation,  much  of  it  snow,  occurred  in  western  dist>rr««n,i,,;„.r^» 
to  hea^  y  precipitation  in  central  and  eastern  arees  fro  n  the  9d  V^  V.)  ^^V^ '"O^^erate 
heavy  raiu  fell  generally  over  the_  State  in  thl^'^^riods'  lo-13th.  'llnlh.  arfd^f  '° 


io  to  stages  of  to  feet  or  hlglicr  along 
if  the  iK-lOth  caused  an  additional 
llnod  levels.  The  lollowliig  CfcstH 
"I  I'l'tfe.  HSOft..  lower  gage.  CVl  (t. 
.  '  ii'.odlng  of  bolioin  laiidn  along 
I  Hi  ilii  end  of  tho  month.    'J'aylors- 


PBES30HE.  WIND,  HUMIDITY  AND  SUNSHINE. 


Heivy  to  excessive  rains,  with  24-hour  anioants"oT7 
central  stations,  fell  on  the  18-'_'0th.    Totfi'  -->"'' 


28th. 

,  „  ^    ,      inches  at  ma'.y  north- 

tern  stations  and  from  S.Otolj.O  inciJ^-i^^l'hJi^drt/S^/i^.Vfll.^^^^^^n:^ 


Cairo 111. 

Cincinnati Ohio 

Evansville Ind. 

Louisville Ky. 


30.76 
30.76 
30.74 


29.64 
29.47 
29.691     6 
29.541     6 


COMPARATIVE    DATA  EOil  MARCH. 


1890 

1891 

isy2 

1893 

lt<91 

1395 

lS9rj 

1897 

1898 

1899 

1900 

1901 

1902 

1903 

1904 

1905 .    ■ 

1906 

19'i7 ■ 

I9C8 

1909 

1910.    .. ■ 

1911 

1912 

1913 

1914 ' 

191? 

1916 

1917 

1918 

1919 ■■". 

1920 

1921 

1922 

1923.... 

1924 

1925 

1926 

1927 

1928 

1929 

1930 . 

1931 

1932 

1933 

19i!4.... 

193S.... 

1936 

1937 

m9..'.'.'.'".'.. '.'.'.'.. '.'.'.'.. 

1940 

1941 

1942 :; 

1943 .....    . 

Pe'-lodt.    .         

t55  Vear  average 


Temperature.         Precipitation        Numberof  days 


40.5 
41.2 
41.8 
40.6 
45.0 
50.8 
45.0 
41.1 
49.6 
50.7 
43.9 
42.8 
46.4 
47.2 
52.5 
47.7 
52.2 
39.2 
54.9 


41.3 
46.5 
41.8 
37.8 
43.5 
45.9 
51.6 
47.6 
46. B 
56.7 
49.4 
45.6 
41.5 
49.2 
40.2 
48.4 
45.6 
52. 0 
44.5 
41.4 
41.2 
46.0 
43.6 
54.6 
50.7 
42.2 
S3. 7 
49.1 
43.9 
40.5 


2.76 
2.72 
3.17 
6.16 


2.58 
3.50 
4.44 
4.43 
6.26 
4.45 

2^28 
5.42 

5.14 


5.65 
4.85 


5.27 

3.05 

3  59 

2.80 

6.04 

2.64 

4.17 

2.17 

3.66    ] 

4.95 

5.62 


1.43 
6.29 
5.78 
5.04 
1.65 
4.44  I 
7.63  I 
4.72     I 


T.  I 
0.3 
0.6 
6.61 


6     I 


10        13 
8  9 

7         14 


Naiurai  tM^i^ory  Lidranf 


>i 
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CLIMATOLOGICAL  DATA:  KENTUCKY   SECTION 


March,  1943 


WESTERN   DIVISION 

Beaver  Dam  

Calhoun 

Earlington 

Ford's  Ferry,  Dam  50- 

GilbertsvUle 

Greenville   

Hartford,  [near] 

Henderson 

HopkiuBville  

Lovelacev.Ue  

Mayfleld. 

Murray 

Owensboro 

Owensboro,  Dam  46. . 

Paducah   

Princeton 

Eumsey,  Lock   2t.... 

KusBellville 

TJniontovpn,  Dam  49. . 

CENTRAL  DIVISION. 

Addison.  Dam  45 

Anchorage 

Bowling  Green 

Brownsville,  Lock  6  t 

Bnmside  

Carrollton.Lockl 

Clermont 

Cold  Spring.  Dam  36  .. 

Danville   

Dix  Dam.Bnrgin 

Eadsville  

Frankfort,  Lock  4  .  . . . 

Ge8t,Lock3 

Glasgow  

Grunt.  Dam  38 

Greeusburg   

High  Bridge,  Lock".. 

Irvington    

LaGrange 

Lancaster 

Leitchfield 

Lexington 

Little  (lickman,  Lock 

Lockport.Lock  2 

Louisville  

Do    Bowman  Field 

Mammoth  Cave 

Monticello    

Munfordvllle 

St.  John 

Saivlsa.Lock  6 

Science  Hill   


Sh. 


Smith's  Grove 

Stearns  —  . . 

Taylorsville   

Tyrone,  Lock  5 

Williamstown 

Woodbury,  Lock  4t.. 

K« STERN  DIVISION. 

Ashland   

Berea 

College  Hill,  Lock  11 

Cumberland 

Cynthiana 

East  Bernstadt  ... 

Falmouth 

Farmers   

Flemlngsburg 

Ford,  Lock  10 

Grayson 

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14 . . 

Jackgon 

Jenkins 

Louisa 

MavBviIleDam33.... 

Middlesboro  

Mount  Sterling 

Oneonta.Dam  35 

PalntsvlUe 

Pikeville 

Plppapass, 

Quicksand 

Ravenna.  Lock  12 

Richmond 

■Valley  View,  Lock  9  . 
Vancebnrg.Dara  82.. 

Williamsburg 

Willow,  Lock  13 

Winchp.ster   •■ 

State  averages  and  ex 


Ohio  • 

McLean 

Hopkins 

Crittenden... 

Marshall 

Muhlenburg 
Ohio .......   . 

Henderson. . . 
Christian.  ... 

Ballard  ..  ... 

Graves  

Calloway.  ... 

Daviess 

Daviess  

McCracken   . 

Caldwell 

McLean 

Logau 

Union 


Breckinridge. 

Jefierson 

Warren   

Edmonson  ... 

Pulaski   

Carroll 

Bullitt 

Campbell   

Boyle  

Mercer 

Wayne 

Franklin  

Henry 

Barren 

Boone  

Green  

Jessamine  . . . 
Breckinridge  . 

Oldham 

Garrard 

Grayson   

Fayette    

Jessamine  .  . . 

Henry 

Jefferson  

Jefferson 

Edmonson  .  • . 

Wayne 

Hart 

Hardin 

Mercer 

Pulaski   ...... 

Shelby 

Warren  

McCreary  — 

Spencer 

Anderson 

Grant 

Butler 


Boyd 

Madison. . 
Madison. . 
Harlan .  . . 

Harrison  . 


irel  . 


PiMidleton 
Kowan  ... 
Fleming  .. 
Clark  .... 
Carter  ... 
Greenup. . 
Perry   .... 

Breathitt  . 
Letcher.  •  ■ 
Lawrence 
Mason  ... 
Bell  ...... 


Climatological  Data  for  March,  1943. 


Montgomery 

930 

Campbell 

497 

Johnson 

620 

Pike 

636 

Knott 

1035 

Breathitt 

';.S2 

Estill   

631 

Madison 

926 

Madison 

571 

525 

Whitley  

616 

964 

remes  

Temperature,  in  degrees  Fahr. 


"is 


6.1     77 

4.4      77 
4.2 


-  3. 


Precipitation  in  inches 


+2.07 
f4.24 
+3.17 
+  3.63 


+0.73 
+2.51 
+1.36 
+  7.21 


+6.57 
+  5.53 
+2.63 


+2.1-3 
+4.24 
+3.73 

+5!38 
+3.20 

+3 


+5 

+2.45 

+3.70 


+2.74 
+3.3 


7.63 


2..n 


7.43  +2.75 

6.41 

+  0.85 
+3.89   2  82 

2. .30 

+2.91    fi.26 


18 
18-19 

io-n| 

18-191 
18-19 
10-11  . 
19  I 
18-191 
18-191 
18-19 

18-19 
18-19 
18-19 

18 
6 
18-19 
18-191 
lS-19i 
18-191 
18-19; 

13  1. 
18-19 
18-19'. 
lb-19| 


18-19 
18-19 

18-19| 
18-191 
18-19 
18-19 
18-19 
18-191. 
18-19 
18-191 
lK-19 


18-19 
19-20| 
18-191 


18-191 
18-191. 
18-19 
18-191 


20 

18-19. 
18-19. 

19  . 
18-191 
18-191 

19 
18-19| 

19 


Number  of  days 


JR.  Young. 
R.  C  Bennett. 
Brick  Southworth. 
Lockmaster. 

Tennessee  Valley  Authority- 
C   R.  Lovell. 
W.  R.  Carson,  Sr. 
George  Street. 
W.  K.  Morris. 
Blaine  >  alone. 
Mrs.  Joe  Payne- 
Ralph  B.  Wear. 
Henry  S.  Berry. 
Lockmaster. 
U.S.  Engineers, 
Alton  M.  Harvin. 
Lockmaster. 
Daniel  C.  Jones. 
Lockmaster. 

Lockmaster. 

C.  K.  Barret, 

Mrs.  Lillie  G-  Causey. 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

R.  P.  Amos. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co., 

Joe  Norfleet- 

Lockmaster. 

Lockmaster. 

I.  E.  Turner. 

Lockmaster. 

Mrs.  LettieD.  Perkins. 

Lockmaster. 

L.  0,  Stiles- 

J.  C.  ogg. 

Kentucky  Utilities  Go- 

D.  Lem  Hughes 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmater. 

U  S    Weather  Bureau. 

(J.  S.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  O.Cooper. 
Robert  C.  Smith. 
Sisters  of  Loretto. 
Lockmaster. 
WillamH.  Dobbs. 
WillaS.A.  Ratta. 

C.  W.  Gurnsey. 
Airway  Station. 
J.  D.  Brown. 
Lockmaster. 

Miss  Nettie  B.  Simpsou. 
Lockmaster. 

Lockmaster. 

D.  H.  Center. 
Lockmaster. 
James  E-  Allen. 
S.  M.  Hill- 
Jessie  Oldham. 

Mrs  Corda  B.  Stamper. 

«'.  A.  Glasscock. 

Lockmaster. 

Mrs.  Ruby  A.  Burton. 

Lockmaster. 

H.  A.  Bally. 

Lockmaster. 

Jas.  T.  Golf. 

R.  J.  Howard. 

Zeb  Heston. 

Lockmaster. 

Lon  Robertson. 

Joe  Igo . 

Lockmaster. 

E.  C  Fraley. 

U.  S.  Weather  Bureau. 

Caney  Run  Com.  Center. 

R.  W.  Jones. 

Lockmaster 

J.  W.  Crooke. 

Lockmaster. 

Lockmaster. 

Wadely  West. 

Lockmaster. 

Airway  Station. 


All  temperature  data  are  taken  from  self-registering  thermometers. 

The  departures  from  normal  temperature  and  precipitation  are  computed  orily  for  such  stations  as  nave 
used  In  determiningsection  or  division  means.  tRumsey,  Brownsville  and  Woodbnry  are  Locks 

Reference  letters,  ',  '',  '.  annearine  in  the  table  indicate  number  of  days  missing;  for  example,  b  represeutstwo  aays^eic^ 
t  Also  on  other  dates,    tt 


i  ..1  more  years  of  record,  but  allcomplete  reports  are 
the  Green  River;  other  Locks  are  on  the  KentuckjRiver 


^l^  l^JJ^r^^J^Se^'inr^!  -^^  =]^l^^  -T-J^^^^i^rr  i^lS^^^l^inch  rain  ormelte.snow 


Fkuiu'aky,  l!it;> 


(M.lMATOlAHilCAI.   DATA:    KENTUCKY  SECTION 


n'Mtem  Division 

Be«vor  Doui 

Ciilhoun 

KivrlluKton    ".... 

Fords  Ferry  Dam  60» 

Ullbertsvllle* 

freenville 

Ilartfora 

tlouiUvrson 

llopkinsvillo     ".. 

jovelaceville 

«ivyliold 

Murray    ..  .. 

.)\vt)iisboro  

)weu8boro,  Dam  J6»    

("aducah* 

I'rineeton 

Inmsey,  Lock  No.  2  ' 

<iisseHville  • 

'uiontown.  Dam  49' 

Centml  Division 

VddiBou.Diim  45. ' 

Uu'horage 

lowUnjr  Green ' 

Sowliiur  Green  No.  2* — .. 
IrownsvillK,  Lodi  No.  6'. . . 

iurnside^  

'iirrolltonl.ock  No.  I'' 

'lormont — 

old  .SpriuL,',  Diiui  36'^ 

)anvillL''- 

lix  Dam,  Burgin 

:adsville= 

rankfort.LookNo.  4''' 

lest,  Lock  No.  3* 

Ia:5?ow 

rnnt.  Dam  3S' 

reeniburg  ' 

Ag'a  Bridge, Lock  No.  7-.., 

•vingrton   

HGrange 


.'itclilield  "■ 

I'xineton  X 

ittlo  IlicUmau.  Lock  No.  8  't. 
uckport.  Lock  No.  2  * '. 

Do.  Bowman  Field . 

'ammoth  Cave- 

outicello  2. 

uufordviUe  ^ 

:.  Jolin 

ilvisn,  LockNof  2t__ 

:'ienreHill ...'. 

lelbyviUe 

uitli's  Ui-ove" 

ftvlorsvllle ."..'.'.'.". . 

yrone,  Lock  No.  5  ^t 

illiamstowii 

oodbnry.Lock  No. 42. 

EaKtern  Division 


)llegeHill,  Lock  No.  ll' 

Jmberland 

(■nthiaiiii'^ 

iist  Bernstadt  

irmers"  

|pmiiigsburg2 

31-d  Lock  No.  10  ^t 

rayson' 

reenup  Dam    30'' 

azard^ 

eidtilberg,  Lock  No.  14*. 

ickson  - 

■iikins^ 

Miisa- '.' 

aysviUe,  Dam  33^ 
iddlesboro      .......       " 

ountStflrlinjr 

ifionta  n.iiii  35^. 
lintsvillp   2 '. 


G 
Q 
G 
O 
T 

G 

T 

O, 

C 

M 

M 

T 

0. 

....O 

0. 


^aily  Freolpltatlon  for  March,  194:!. 
Day  of  month 


Except  as  otherv 


ndioated  observations 


16     17     18     19     20     21 


.04    .65 


26     27     28     29     80     81 


0.81 
8.»1 
7.76 
8.66 
7.87 
6.99 
6.76 

10.65 
6.81 
6.42 
6.64 
7.31 

11.48 

11.62 
6.18 
7.15 
8.84 
5.69 

10.20 


10.53 
9.7» 
7.73 
8.41 
6.97 
8.01 
8.03 

10.  05 
5.68 
8.15 
7. 43 


7.76 
8.85 
5.9« 
18.23 
7.26 
9.27 
9.31 
9.90 
6. 68 
7.47 
7.47 
7.75 


.66 


5.85 
7.95 
7.23 
7.03 
8.79 

"i'.il 

5.99 
8.52 
7.24 
3.70 


8-88 
5.69 
6.97 
5.87 
6.60 
5.94 
6.94 

'6. '26 
7.48 
6.70 
7.70 
7.48 
6.41 
5.50 
8.19 
5.47 


^   '^""'° .-•..-..■-  .—  .P  ^••'l^'P?      tiowrs.  tPrecipitat.on  measured  with  recording  gage.  *Inrhided  in  the  next  following  measurer^ent 

tHnst  office  addres.ses  as  tollows:-Lock  5.  Lawrencebnrs,  Ky.  :    Lock  fi,  "—-="-    -      -      ,e_ujt:a.uieiiiem 


f^^-JJ^^^-  -  ^o^  ^h^^4,i^ur  peHod.'midnight  S  mi^JS  uS^eJToSl^e'Jn^^      '^^Sati^'^?^?:<^'??f  ^^"^^^^ 


■  trace,  or  precipitation  less  than  n  m  iiif>h 
Lock  in.  Rpd  Hnnse    Kv.  :  Oneonta  Ca    foini«    k'v      "'""  "T^  annres.ses  as  loUows:-Lock  5.  Lawrencebnrs,  Ky.  :    Lock  6.  Versailles.  Ky;  Lock  BrNTchol'MfiVle  TTv 
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CLlMATOLOGiCAL  DATA:  KENIUCKY  SECTION. 


March,  1943 


Daily  Temperatures  for  March,  1948. 


Western 
Beaver  Dam  •  •  ■ 

Calhoun  

Earlington 

Greenville 

Henderson  — 

Hopkiusville   . 

Lovelaceville  .. 

Mayfield 

Murray  

Owensboro  — 

Paducah  

Princeton 

RussellvilleSI . . 


Division. 

)  Maximum  . 
'  Minimum . . 

\  Maximum  . 
t  Minimum .  • 

J  Maximum  . 
(  Minimum.. 

)  Maximum  . 
(  Minimum . , 

S  Maximum  ■ 


\  Maximum  . 

(Minimum.. 

\  Maximum  . 

(  Minimum . . 

\  Maximum  . 

!  Minimum . . 

\  Maximum  . 

I  Minimum.. 

j  Maximum  . 
'  I  Minimum. . 

S  Maximum  • 
'  i  Minimum . . 

)  Maximum . 

■  I  Minimum.. 
j  Maximum  . 

■  I  Minimum . 


Bowling  Green 

Clermont 

Danville 

Dix  Dam 

Frankfort 

Glasgow   

Greensburg  — 


Central  Dmsinn . 

\  Maximum  . . . 

I  Minimum.... 

\  Maximum  . . . 

)  Minimum 

\  Maximum  ■  ■  • 
)  Minimum . . . . 
\  Maximum  . . . 
)  Minimum  — 
(  Maximum  . . , 
1  Minimum . . . . 
\  Maximum  . . 
I  Minimum  — 
S  Maximum  . . 
(  Minimum... 
j  Maximum  . . 
I  Minimum . . . 


Irvlngton i  Minimum.. 

.    ,  „  , ,  Maximum  . 

Leitchfleld j  Minimum . . 

i  Maximum  . 

Lexingwin   (Minimum.. 

,     .„  Maximum  . 

LouiBville j  Minimum . . 

DO.  Bowman  Field  j  Maximum. 


Mammoth  Cave. 

.■^t.  John 

Science  Hill 

Shelby ville   

Smith's  Grove  ..■ 


Stearns ...  

Taylorsville   

Williamstown 

Kaslern   Dk 
Ashland    


I  Minimum . . 

<\  Maximum  . 

(  Minimum.  • 

\  Maximum  . 

I  Minimum.. 

\  Maximum  . 
'  (  Minimum . . 

/  Maximum  . 
'  (  Minimum.. 

(  Maximum  . 
'  (  Minimum- . 

\  Maximum  . 

(  Minimum  • . 

J  Maximum  . 
■  I  Mi    ■ 


Farmers 

Heidelberg 

Maysville 

Middleaboro.... 
Mount  Sterling 

Pikeville 

Plppapass  

Quicksand 

Klohinond 


j  Maximum  . . . 

)  Minimum 

S  Maximum  . . . 

(  Minimum 

S  Maximum  . . . 

/  Minimum 

(  Maximum  . . . 

(  Minimum 

j  Maximum  . . . 

I  Minimum 

\  Maximum  •  ■  • 

(  Minimum 

)  Maximum  . .. 
(Minimum.... 
S  Maximum  ... 

(  Minimum 

J  Maximum .  •• 

Maximum  . . . 
(Minimum.... 
S  Maximum... 
(  Minimum  — 
j  Maximum  . . . 
(  Minimum 


3        4        6        6 


50 

32 

■23      Til 

64      « 

23     19| 

64 

42 

■27 

16 

ho 

4.'! 

V,7 

19 

4R 

36 

3J 

IK 

ftH 

27 

■in 

'M 

f,f, 

Kf 

19 

If 

6« 

41 

2'2 

23 

51 

29 

11 

16 

.% 

4> 

■26 

64 

22 
46 

2  3 

26  40 

2  13 

19  42 


gl     7 

29  33 
29j    291     10       8     ^20 

40     35     30  381 


13  t  14      15     16     17 


S91     32!     36      43!     ■2Sj 


;    35j 
18      ^26      12j     lOl 


29I    34 
8i     10 


29 
42 
29      30 


55  51 

19  24 

62  62 

20  22 


43|  62 

33',  351     301 

44i  6O1     " 

32  351     281 

42,  6:!      71 

27  31i     35 

45  62j     72| 

36  85 

48  64' 

33'  34! 


481     60      68      69 


55 

64! 

W 

B2| 

68 

21 

83 

67 

59 

SC 

34 

5h 

70 

32 

-lO 

60 1     60 

271     34 

5' 
30 

61 

701  481  46  4' 
47  28  82  25 
72      60      47      44 


45     28      31     '28 


1(1 

26 

62 

60 

19 

45 

63 

64 

11 

28 

67 

68 

■2C 

38 

60 

60 

40 
26 

11 

30 

38 

32 

29 

30 

■19 

ft4 

24 

32 

41 

52 

31 

m 

47 

46 

24 

32 

S8 

62 

27 

35 

13 

7 

33 

25 

10 

3 

37 

29 

•;f 

i 

3-2 

31 

16 

7 

47 

11 

36 

31 

IS 

2 

.1'; 

34 

21 

8 

34 

SO 

18 

6 

?3 

14 

32 

82 

16 

6 

89 

34 

V 

34 

36 

21 

K 

?f 

40 

17 

8 

86 

36 

21 

10 

2h 

28 

16 

18 

41 

66  67 
32 
69     61 

18!     <1 
B5|     60 

18 


681  59      6.> 

40  32I     4O1 

68|  B81     621 

381  32 

Oh  60 

,68  3-2 

69l  60 

39  21 
61 

64  30 


69      69      (18      68 


59!     7] 
40     3: 


58j     62 


56     321    33 


27!    27 


49|  451 

56  601 

41  62 

60  59! 


43 

fOj 
40      32 


^ 

79 

48l 

66 

76 

78 

43 

64 

76 

7; 

47 

64 

76 

77 

46 

54 

46 

66 

73 

7"! 

60 

66 

75 

47 

76 

76 

42 

62 

8( 

RC 

44 

!« 

39 

49 

28 

23 

64 

53 

30 

•,<6 

46 

62 

;:() 

24 

44 

66 

28 

24 

4S 

6- 

28 

2] 

45 

63 

26 

21 

66 

29 

24 

2h|     34 
62i     69 


53.9 
■29.1 
55.6 
32.6 
65.0 
31.4 
56.0 
30.0 
53.7 
81.2 
54.8 
34.0 
66.8 


56.2 
32.1 
55.6 


31 !     48 


98 

38 

61 

60 

76 

31 1 

R'/ 

61 

601 

74 

76 

30 

3:- 

63 

63! 

7;- 

■,4 

■V>' 

■M 

64 

P3! 

l'\     " 

''28.6 
62  5 
30.5 
66.7 


181  271 

621  611 

19  24 1     30 

52  60! 


B 


68      59'     43i     461     61  j     621     68 


46      28.     30|     2/ 


601  *i^l  ''^l 
32!  36|  35! 
5fii     69| 


33 1     2>'\ 

4?  40; 


351     35;     46      32,     24 


61 1     17 

431     33 


86 

40 

.31 

74 

62 

68 

29!     27 
fisl     64 

ii:^ 

66 

291     46 

3;- 

69      76 

60 

.30      61 

37 

61 1     68 

61 

30 

46 

S3 

34 

56 

40 

67 

741     6f 

47 

31 

22     23 

60      60 
22     28 


3J     63 


66 

62 

60 

36i 

33 

29 

6H! 

63 

61 

4V 

36 

37 

691 

68 

61 

■wl 

34 

32 

67 1 

57 

63 

<9| 

36 

28 

68| 

68 

61 

40 

32 

28 

63 

63 

60 

47 

33 

29 

,6h1 

63 

6f 

40' 

31 

27 

41 

62 

76 

76 

40 

4t 

76 

76 

47 

6i- 

76 

44 

66 

76 

76 

67      50 
45      31 

651     62 
32 


32 
r,3 
30      26 


28.3 
64.5 
26.  5 
.56.6 
31.6 


31.1 
66.2 
29.8 


■1.66.6 
2R.8 
67.0 


I  thp  prPCPflins  day.  on  which  it  almost  always  occurs 
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QENERAL   SUMMARY. 

Variable  tcnnporatuiv,  with  one  severe  freoz,>,  prevailed  in  the 
first  decade.  1  his  i)eriod  was  followed  b^'  two  weeks  of  cold 
and  showery  weather  that  dehued  growth  and  prevented  most 
outdoor  work  Ten.peratures  in  the  last  week  were  near  or 
above  norninl,  whi'e  the  diminishing  rainfall  permitted  drainage 
and  sonie  progress  with  farm  and  garden  operations.  During 
tlie  hrst  week  considerable  plowing,  potato  planting,  and  early 
trardening  were  accomplished.  Most  oats  were  sown  at  this 
tune,  also  many  late  tobacco  plantbeds.  Work  of  this  character 
was  almost  s'uspended  in  the  long  period  of  unfavorable  weather 
that  followed. _  Corn  and  cotton  planting  began  in  the  south- 
western counties  near  the  end  of  the  second  week.  This  district 
had  more  sunshine  and  warmth,  with  the  result  that  soil  prepa- 
ration advanced  fairly  well.  Further  eastward  in  the  southern 
counties  corn  planting  began  in  the  last  week  Very  little 
planting  had  occurred  in  the  northern  counties  when  the  month 
c  osed.  Although  weather  conditions  were  not  altogether  favor- 
able, most  cotton  was  planted  near  the  end  of  the  month 

The  severe  freeze  of  the  3d  damaged  early  blooming  cherries 
and  peaches,  but  caused  no  important  injury  to  other  fruit. 
Ihetreezesof  the  14th  and  loth,  however,  damaged  fruit  ex- 
tensively in  most  of  the  State.  In  the  extreme  western  counties 
tree  fruits  escaped  without  serious  injury.  East  of  this  section 
temperatures  on  the  coldest  days  ranged  from  22^'  to  27°  The 
early  blooming  tree  fruits  were  badly  injured.  Even  early 
apples  suffered  considerably.  Early  blooming  strawberries  in 
southern  and  western  districts  were  hurt,  but  the  later  varieties 
escaped,     !^proutlng  clover  was  seriously  damaged. 

Tobacco  plants  came  up  a  week  to  ten  days  late.  Because  of 
the  low  temperature  and  deficient  sunshine,  they  grew  slowly 
and  on  some  types  of  soil  turned  yellow.  Winter  grains  re- 
inained  backward  and  showed  marked  irregularity  in  most 
places.  Only  occasional  fields  developed  evenly.  Alfalfa  old 
clover,  and  meadows  showed  the  same  unevenness  and  bare 
spots  in  varying  degrees.  For  this  reason  much  land  in  cover 
crops  was  plowed  for  corn  late  in  the  month.  Onlv  a  few  days 
were  warm  enough  to  favor  normal  growth  of  the  ok  crop  At 
the  end,  gardens,  tobacco  plants,  and  much  other  vegetation, 
a  so  most  farm  activities  in  central  and  eastern  districts  were 
about  two  weeks  late. 

TEMPjERATUKE. 

^^Daily  deficiencies  in  the  cold  period,  13th-23d,  ranged  from 
o  to  -Zi  .  Mo.st  stations  reported  minima  4°  to  10"  below 
freezing  on  the  od  and  also  on  the  Hth  which  was  the  coldest 
day.  Freezing  temperatures,  with  frosts,  occurred  on  the  '^Oth 
in  northern  districts.  Frosts  were  reported  on  two  nights  in 
the  last  week  m  tne  northeastern  counties.  In  the  first  decade 
and  toward  the  end  there  were  a  few  days  with  seasonal 
when  maxima  reached    70"'   to   80'^' 


Snow  foil  on  the  13tli  and  11(1 

3f  it  moll 

I  iitUtioil! 


.astorn  .ountie.  Most  of  it  .noito^rffJii^^^^rt";^^^;;^,^;^;:^"'?,?'^,^"^'^';;  i;;.!!:^ 


i)uys  witli  tluinduislorrns  wi 


re:  1,  4, 'J, 


13,  h; 


MISOELLANEOtJS. 
PRESSURE,  -WIND.  HUMIDITY  AND  SUNSHINE. 


Cairo 111. 

Cincinnati Ohio 

Evansville — Ind, 

Louisville Ky. 


Atniosplieric  press- 
ure ireriuced  to 
sea-level.) 


Relative 
lminld!t.v. 


Ulfl 


COMPARATIVE   DATA  FOR  APRIL. 


Temperature. 


the  0th  at  Lovelaceville 


warmth. 
Extremes  for  the  State 
nd  20^  on  the  3d  at  St. 


were  S^ 
John. 

PRECIPITATION. 

ce^2l^j!^1^?Jl^-|Sf  ?- -:§^^ -^  ^t-^y  ^i^^^ted  o^  the  State.  Most 
and  northern  counties  received  2.5  to  8  5  inX'S  The  m^^o  f.,^ff-,t'c,'^f ''"'^"^*'*^''''™ 
2.03  inches  at  Murray  and  5.  U  inches  at  Middlesboro      ^  '  ^*"*'  ^'^'  ^"t^^^*^" 

daih' inX'per°i^l^!  l%'^'lilVi^2ltt't'n^'Vj^''  "*^-  ^^'^^^  *°  ^^-^-'^  ^^in  fell 
inchormoreonthelOth   12th  igth   and  23d^^^^  '**^'°"'  reported  2t-hour  falls  of  1.0 


57.0 
58.0 
56.0 
58.0 
56.0 
57.2 
63.6 
55.5 
52.4 
57.2 
56.2 
50.9 
54.2 
55.4 
50.8 
56.7 
59.5 
48.2 


58.4 
55.3 
55.7 
60.1 
54.0 
55.8 


58.2 
59.5 
64.8 
57.4 
61.2 
61.6 
68.7 
62.9 


55.9 
59.3 
53.7 


Precipitation 


7.12 
6.99 
3.54 
3.18 


2.15 
4.01 
2.65 
4.43 


5.14 
7.06 
7.90 


Number  of  days. 


3.17 

6.39 

4.20 
j     3,67 

l.Sl 

4.52 
I  3.88 
I     4.74     I 

2.16  ! 
!  4.42  j 
I     4.79     I 

4.38 
!     2.86     I 
I     6-07 


2.89 
3.01 
3.93 


0.3'  12 

O.Oi  10 

0.21  13 

T.  j  10 

0.0|  10 

col  9 


+55  V'ear  average. 
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CLIMATOLOGICAL  DAfA:  KENTUCKY   SECTION 


April,  1943 


WESTERS   DIVieiON 

Beaver  Dam  

Calhoun 

Earlitigton 

Ford'e  Ferry.  Dam  60 

QilbertsvlUe 

(ireenviUe 

Hartford,  [uear]  ■  •  •  • 

Henderson 

Hopkiusville 

Lovelacev.lle  

Mayfteld. 


Oweusboro 

Owensboro,  Dam  46.. 

Paducah   

Princeton 

Ramsey,  Lock   2;.... 

RusBellville 

Lniontown,  Dam  49.. 


CENTBAL  DIVTSIOK. 

AddiBOU,Dam45 

Anchorage 

Bowling  Green....... 

Brownsville,  Lock  6  . 

Burnside  

CarroUton.Lock  1  .  .• 

Clermont  •••••• 

Cold  Spring,  Dam  36 

Danville    

Dix  Dara.Burgin 

Eadsvllle   ....•■•■■•• 
Frankfort,  Lock  4  .  . . 

Gest.Lock  3 

Glasgow   

Grant,  Dam  38 

Greensburg  •  • 

High  Bridge,  Lock?. 

Irviugton    

LaGrange 

Lancaster 

Leitchfield   ■■ 


Ohio  • 

McLean 

Hopluns 

Crittenden.. . 
Marshall.  ■■■ 
Muhleubnrg 
Ohio.......   . 

Henderson.. . 
Christian.  ... 

Ballard  

Graves  

Calloway.  ... 
Daviess 


McCracken 

Caldwell 

McLean 

Logan 

Union 


_ittl-  - 
Lockport,Lock2 

Louisville  

Do    Bowman  Field 

Mammoth  Cave 

Monticello    ■  •  •  ■ 

Munfordville 

St.  John 

Saivlsa.  Lock  6 

Science  Hill   

Shelby  ville 

Smith's  Grove 

Steams  

TaylorsviUe   ••• 

Tyrone,  Lock  5 

Williamstown 

Woodbury, Lock  4^-... 

E48TEHN   DIVISION. 

Aisbland    

Berea 

College  Hill,  Lock  11  .. 

Cumberland 

Cynthiana 

Falmonth 

Farmers   

Flemingsburg 

Ford,  Lock  10 

Grayson   ....   

Greennp.Dam  30 

Hazard 

Heidelberg,  Lock  14 . . . 

Jackson  

Jenkins 

Louisa 

MaygvilleDam38 

Middlesboro  

Mount  Sterling 

Oneonta.Dara  35 

PaintBVllle 

Pikeville 

Plprpapass 

Ouicksand 

Ravenna,  Lock  12 

Richmond 

Valley  View,  Lock  9  . . 
Viinceburg.Dam  32... 

Wllliamsbnrg 

Willow,  Lock  13 

Winchp-ster •  • 

State  averages  and  ex 


Boone — 

Green  

Jessamine  . . 
Breckinridge 

Oldham 

Garrard 

Grayson   

Fayette   

Jessamine  .  . 

Henry 

Jefferson  

Jefferson  — 

Edmonson  .  . 

Wayne 

Hart  

Hardin 

Mercer 

Pulaski   ..... 

Shelby 

Warren  

McCreary  ... 

Spencer  

Anderson 

Grant 

Butler 


Boyd 

Madison... 
Madison. . . 
Harlan .  . .  • 
Harrison  . 
Pendleton  . 
Rowan  — 
Fleming  ... 

Clark    

Carter  .... 
Greenup.. 

Perry  

Lee   

Breathitt  . 
Letcher.  . 
Lawrence 
Mason   . . . 


Bell 

Montgomery . 
Campbell .  . . . 
.Tnhiison   .... 

Pike 

Knott 

Breathitt  .... 

Estill   

Madison 

Madison  — 

Lewis 

Whitley  

Lee   

aark   

tremes  


C UmatologicaX  Data  for  April.  1943. 


Breckinridge.... 

Jefferson 

Warren    

Edmonson 

Pulaski   

Carroll 

Bullitt 

Campbell  .-. 

Boyle  

Mercer 

Wayne 

Fr.anklin  

Henry 


Temperature,  in  degrees  Fahr. 


Precipitation  in  inches 


0.26    1.40 
+0  92    1.16 
0.61 


+0.19 
-1.37 
-0.23 
-0.94 


-1.74 
-f0.3o 
-1.93 


+0.3 
-0.13 
+0.37 


Number  of  days. 


•22 

22-23 
22-23 


+0. 

-0.24 

+  0  58 

-1.38 

+0.U 

+0.81 

+0.10 

.■59 


+0.76 

+0.28 

0.84 


4.35 


+0.54 
-0.40 
+  0.23 


22-23 
18-19 
9-10 
10-12 


.26 


+0  511  0.89 
+0.61  0.64 
+0.99   1-09 

1.09 

+0.65  0.99 
-0.42  0.79 
+0  60    1.32 

4.351+0.461  1.3a 

3  651+0.40   "  •"= 

3.14+0.12 

3.90+0.41 

4.92+1.03 

4.801  +  1.48 

4.92 

+0.82 


+  1.24 


.661 


+l.,5fl,  0.85 

3.0:!t-0.25  0.83 

+0.88  1.07 

+  0.05  1.74 

+  1.57  1  74 

0.78 

-0.05  2.11 


4.30 


4.12 


J.  R.  Young. 

J.  H.  Ballantlne. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C   R.  Lovell. 

W.  R.  Carson,  Sr. 

George  Street. 

W.  K.  Morris. 

Blaine  f-s  alone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Henry  S.  Berry. 

Lockmaster. 

XJ.  S.  Engineers, 

Alton  M.  Harvill. 

Lockmaster. 

Daniel  G.  Jones. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

Mrs.  Lillie  G.  Causey. 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

R.  P.  Amos. 

Lockmaster. 

R.  p.  Coldiron. 

Kentucky  Utilitie 

Joe  Norfleet. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  LetrieD.  Perkins. 

Lockmaster. 

L.  O,  Stiles. 

J.  C  Ogg. 

Kentucky  Utilities  Go. 

D.  Lem  Hughes 

U.  S.  Weather  Bureau. 

Lockmaster. 

Loekmater. 

U  S    Weather  Bureau - 

U-  S.  Weather  Bureau. 

Ivan  J.Ellsworth. 

E.  O.Cooper. 
Robert  C  Smith. 
Sisters  of  Loretto. 
Lockmaster. 

Will  am  H.  Dobbs. 

WiUaS.  A.  Ratta. 

C.  W.  Gurnsey. 

Airway  Station. 

J,  D.  Brown. 

Lockmaster. 

Miss  Nettie  B.  Simpson. 

Lockmaster. 


Co., 


Lockmaster. 

D.  H.  Center. 
Lockmaster. 
James  E.  Allen. 
S.  M.  Hill- 
Jessie  Oldham. 

Mrs   Corda  B.  Stamper. 

C.  A.  Glasscock. 

Lockmaster. 

Mrs.  Ruby  A.  Burton. 

Lockmaster. 

H.  A.  Baily. 

Lockmaster . 

.las.  T.  GofY. 

R.  J.  Howard. 

Zeb  Heston. 

Lockmaster. 

Lon  Robertson. 

.loe  Igo. 

Lockmaster. 

E.  C  Fraley. 

U.  S.  Weather  Bureau. 

Caney  Run  Com.  Center. 

R.  W.  Jones. 

Lockmaster 

J.  W.  Crooke. 

Lockin  aster. 

Lockmaster. 

Wadely  West. 

Lockmaster. 

Airway  Station. 
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Wfstn'ii  Divi 

Boavor  Dam 

ClvllKHUl 

KarltiKfton   «.... 

Kords  Forry  Dam  60'. 

Ollbortsvllle* 

uwenvillo 

Ilavtforfl 

HeiKiorson 

llopkliisviUe     * 

LovelftcevlUe 

MnyHold 

Miirmy    

Oweiisboro  

Oweiisboro,  Uiuu  46*   » 

Pndiipfth' 

Princeton 

Kumsey,  Lock  No.  2  ' 

RiissellviUo  « 

Unionlowu.  Dam  49' 

Central  Division 

Addison, Dam  45.  * 

Aiiolioriigo 

iowllujr  Green '  

3o\rliiiK  rti-een  No-  2' 

UrowusviUe.Lock  No.  6" 

Hurnside'  

JarroUtouLock  No.  1'.. 

-lermont 

:(ild  Spring,  Dam  36' 

Danville' 

)ix  Dam,  Burgiu 

iadsville' 

''raiikfort.  LockNo.  4' 

Jest,  Look  No.  3' 

Jlasgow ...'..'■'.'. 

jrant.  Dam  SS' 

?roensburg  ' 

ligh  Bridge,  Lock  No.  7' 

rvington   

,aGrange^. 

.^itehlield  ••'... .'.'.'.'. '.'.'.'.'.'. 

.nxiiigton  i 

.ittle  Hicumau    Lock  No.  8  't. 
/ockport,  Lock  No.  2  ' 

■Dl'ISVII.I.Eli. 

Do.  Bowman  Field . 

lammoth  Cave- 

lonticello' 

luufordville  ' 

t.  .lolm 

alvisa.  Lock  No  6  't 

cience  Ilill 

lielbyville  ' 

mith'8  Grove  •• 

teams" '. 

'iiylorsville , 

'yrone,  LockNo.,5  -t..... 

I'illiamstowii  - 

>'oodbui-y,Lock  No. 4''. 

Eastern  Difisiim 

LShland  ' 

lerea  

'olleseHill,  LockNo.  11« 

^imberland 

'yilthlaiiM^ 

'alnioutli^   

"armers*  

'If'iniiigsbnvs^  

I'ord  Lock  No.   10  ^t 

irayson* 

:reeuup  Dam    30" 

lazard^ 

[eidwlberg.  Lock  No.  14' 

ackson  - 

eiikins'^   

faysvilie.  Dam  33^ 


O 

T 

« 

T. 

O. 

M 

T, 


iount  Stirling 

ineontaDaniSa^ 

'aintsvillp   '   

'ikeville- 

'ippapass    .•■• 

inicksand" 

lavpnna.    LockNo,  12'.. 

'ichiDoiid'    

'alloy  View.  Lock  No.  g' 
'ancf'mri;.  Dam  No.  32  -. 

Williamsburg^ .   

7illow.  Lock  No.  V3'-.  '.'.' 
Winchester  •• 


K. 

" 

K 

■r? 

H 

H, 

.() 

.('. 

T 

.  1.1 

.Ifi 

<) 

,B 

l< 

K. 

T 

I< 

K 

K. 

n.V 

K. 

.08 

O 

' 

:. 

Dally  Precipitation  for  April,  1943. 


Day  ol  month 


Except  as  other^vise  indicated  observi 


.79 

.03 

Oft 

.18 

.35 

.0.5 

.HH 

.86 

.37 

.'2a 

1.01 

.21 

■!■ 

.63 

.53 

.02 

.14 

24     2ft     20     27 


8.84 
4. 86 
2.60 
4.10 
8.91 
4.01 
2.94 
8. 66 
8. 82 
2.03 
2.22 
8.88 
2.49 


4.06 
8.67 
4. 71 
4.33 
3.68 


2.77 
4.13 
4. 23 

4.23 
4.89 
3.50 
4.87 
l.<(6 
4.00 
4. 32 
4.06 
8.59 
4.71 
4.67 
3.98 
4.16 
4.01 
3-04 
8.  68 
4.19 
4.22 
4.42 
3.66 
4.36 
4.01 
4.31 
4.20 


4.21 
3.26 
4.30 
4  35 
8.65 
3.14 
8.90 
4.32 


4.58 
8.79 
5.11 
4.29 
2.55 
4.28 

4.' 78 
4.23 
4.77 
5.09 
3.03 
4.62 


First-order  Weather  Bureau  station '■"DreciD'itntf.^n'ic'fn J t"?*^)?  1,'"*'  '"  tJ^.e  afternoon,  near  sunset,  and 
,mount  then  recorded  is  for  thrD??cediug  24  hours.  ^^ip""!,.??™''!  "'-^^i^ht  to  midnight. 


amou  .   ._  ._ I,. ^. ,,.,,,«  ^1 

T.  Trace,  or  precipitation  less  than  o.oi  inch 
Lock  10  Rpd  IT, .use  Kv  :  Oneonta.  Oalifnrn 
Kentuck       ■"•--••     —   - 


T>r.t  ^ffi   Precipitation  measured  with  recording ; 

lost  office  addres.ses  as  follows:-Lock  5.  Lawn 
Kentucky;  <S)  Salt-  'Ri  Green-  '  C  rrnVnhoVi7r,*riV  a.,  t„„  '^''^"  ?^^'Jl?pe  area  in  which  station  is 
"Airport  station.    Data  for  lillour^  en^d"i'S^;^t'l5.^0  a^in^sStTreridi^n  ^ 


precipitation  recorded  is  for  24  hours  ending  at  time  of  observation 
;s  otherwise  indicated.  'Precipitation  measured  In  the  morning- 
-age.  "Included  in  the  next  following  measurement, 

ncebnr?.  Ky.  :  Lock  fi.  Versailles.  Ky,  Lock  H.  Nicholasvllle,  Ky 
located  is  indicated  as  follows:  (B)  Big  Sandy;  (I)  Licking-   K' 


1  day  they  occiir 
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CLIMATOLOUICAL  DATA:  KEN'lUCKY   SECTION. 


April,  1943 


Weiteni  Division. 
„  ,.  J  Maximum  • 

Beaver  Uom  (Minimum.. 

,   ,,  S  Maximum  . 

Calhoun  \  Minimum . . 

^    ,.    _,  *  Maximum  . 

Earlington i  Minimum.. 

.,,„  )  Maximum  . 

Greenville \  Minimum . . 

„      ^  ( Maximum  . 

Henderson |  Minimum.. 

„     ,  -       •ii„  i  Maximum  . 

Sopkinsville j  Minimum . . 

,       ,         .,,„  i  Maximum  . 

LovehicevUle i  Minimum.. 

„  „  )  Maximum  . 

Mayfield )  Minimum . . 

S  Maximum  . 
Murray   )  Minimum . . 

I  Maximum  . 
Owensboro )  Minimum . . 

S  Maximum  . 
Paducah <  Minimum . . 

j  Maximum  . 

Princeton /  Minimum . . 

„   ...  (.-  )  Maximum  . 

RussellvilUi^^ ,  Minimum., 


I  Minimum 

(  Maximum  . . . 
(Minimum.... 
\  Maximum  •  . . 
I  Minimum  — 
S  Maximum  . . . 
)  Minimum  . . . . 
(  Maximum  . . . 

'  1  Minimum 

)  Maximum  . . . 

■  (  Jrliuimum 

(  Maximum  . . . 

i  Minimum 

j  Maximum  . . . 

■  I  Minimum 

Maximum  . . . 

'  )  Minimum 

)  Maximum  . . . 

■  (  Minimum 

S  Maximum  . . . 

;xinetou   (Minimum..., 

.     ...  Maximum  . . , 

'Uisville i  Minimum... 

DO.  Bowman  Field*  Maximum 

Maximum  . . , 
Minimum  — 


Irvington  . 
Leitcli  field 


Mammoth  Cave 

8t.  John 

Science  Hill.-.- 
•Shelby ville  .... 
Smith's  Grove  .. 
Stearns...   


Williamstown  . . 

Raaleri 

Ashland    


Middlesboro 

Mount  Sterling 

Pikeville 

Pippapa.ss    


)  Maximum  . 

■  ■  ■  (  Minimum.  • 

\  Maximum  . 

■  ■  ■  I  Minimum .  • 

j  Maximum  . 
'  ■  ■  (  Minimum. . 

/  Maximum  . 
■  ■"  (  Minimum.. 

j  Maximum  . 

■  ■  ■  J  Minimum. . 

\  Maximum  . 
'"  I  Minimum.. 

/  Minimum.. 
Division. 

j  Maximum  . 
■■■'  )  Minimum.. 

(  Maximum  . 

)  Minimum. . 

i  Maximum  . 
—  )  Minimum. . 

(  Maximum  . 
(  Minimum.. 

J  Maximum  . 

(  Minimum . . 

S  Maximum . 
'  Minimum. , 

J  Maximum  . 
'  Minimum. 

i  Maximum  . 

)  Minimum. 

J  Maximum . 
I  Minimum. 

(  Maximum  , 

)  Minimum. 


C}nii-ks:i 


nr-ii-  „,v..,»>  (Maximum.. 

Williamsbunf (Minimum... 

,.ii„„iw>«f„.  \  Maximum  . 

Winchester ■  ■  ■  ■     .,!„:„„„ 


Daily  Temperatures  for  April,  1943. 
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Vol.  XLVIll 
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No.  5 


GKNERAL   SUMMARY. 

\\\\Ulu-r  favorable  for  farm  operalions  prcvnilcd  during  the 
Hrst  decade.  Si'veral  days  with  temperatures  above  normal 
started  tseaaonal  growth  and  induced  more  extensive  planting  of 
corn  and  warm  weather  vegetables.  In  most  of  the  State  plow- 
ing and  soil  preparation  advanced  rapidly.  The  western  counties 
received  too  much  rain,  which  interfered  with  farm  work  in 
that  section.  Corn  planting  moved  forward  rapidly  in  southern 
districts,  and  began  rather  generally  in  the  northern  counties 
toward  the  end  of  the  period.  The  warm  weather  brought  up 
considerable  corn  and  cotton  in  the  southwestern  area. 

After  the  10th  rain  fell  on  most  days.  Farm  work  that  had 
proceeded  so  favorably  up  to  this  time  was  brought  to  a  stand- 
still in  the  central  and  western  sections.  It  continued  at  times 
in  the  southeastern  and  extreme  eastern  districts,  but  did  not 
make  seasonal  progress  anywhere.  On  widely  separated  days 
it  was  possible  to  plow  or  plant  on  the  best  drained  uplands; 
but  the  work  scarcely  began  until  it  was  stopped  by  additional 
rain.  The  flat  lands  with  heavy  soils  could  not  be  plowed  or 
planted  during  the  last  three  weeks.  The  delay  to  corn  plant- 
ing had  become  serious  in  northern  districts  by  the  end  of  the 
month.  In  the  northwestern  counties  only  25  per  cent  of  the 
crop  had  been  planted,  and  on  many  fiat  land  or  bottom  farms 
no  corn  had  been  planted. 

Although  sunshine  was  lacking,   tobacco  plants  grew  fairly 
well.     The  situation  favored  fungus  diseases,  which  caused  dam 
ageinmany  plnntbeds.     Transplanting  commenced  near  the 
beginning    of  the   fourth    week,    and   was  general  by  the  end. 
Gardens  suffered  from  weediness  and  lack  of  cultivati.in.     Wheat 
improved  in  the  first  decade,   but  headed  later  under  adverse 
conditions  for  pollonizing.      l^tatoes    received    fair    cultivation 
early  in  the  montli.  hut  practically  none  after  that.      First  crop 
alfalfa  reached  size  for  harvest  in  the  west  and  central  section?, 
with  no  weather  suitable  for  curing.     At  the  end  of  the  moot 
corn  planting  was  three  weeks  behind  and  tobacco  setting  a  wee 
to  ten  da^'s  late. 

TEM.PERATUEE. 

The  temperature  average  for  the  State  was  considerably  above 
normal.  The  1st  and  14th  were  quite  cool,  and  moderately 
cool  weathpr  prevailed  from  the  2Ist  to  SGth.  A  few  warm 
days  occurred  in  the  first  decade  and  in  the  M  week.  Except 
in  the  first  5-day  period,  minimum  temperatures  were  moderate 
to  high.  On  the  other  hand  maxima  did  not  i-each  W^  at  most 
stations,  and  exceeded  that  temperature  at  only  a  few  places. 
Extremes  for  the  State  were  H2'^  on  the  19th  and  29°  on  the 
4th,  both  at  Pippapass. 

PRECIPITATION. 

Precipitation  averaged  about  40  per  cent  more  than  normal 
for  this  month.  Most  of  the  excess  occurred  in  the  centra!  and 
western  counties  but  some  northeastern  districts  received  ex- 
cessive rains.  In  these  wet  areas  amounts  ranged  between  6.0 
and  8.0  inches,  fn  most  eastern  and  snuth-boi  drr  countie'S 
from  4.0  to  5.0  inrli.vs  oecur!-ed.  A  considt-rablc  .southeastern 
section  r.  c-ivcd  fioni  n.i)  to  4.0  inches.  Scattered  showers  fe 
in  the  !:)eri.)<l.  l<t-:^d  and  3i)th-3Ist,  Rain  occurred  dailv  sonu- 
where  in  the  State  from  tho  7th  to  28th.  Heavy  local  rains 
were  reported  on  the  10th,    Uth,    14th,    24th   and'25th.      Dnvs 


I'iC'A,  15,   10,  17,    IS, 


with  thunderstorms  were;    2,  7,  10,  11, 
19,  24,  I'G,  27,  80,  31. 

MISCELLANEOUS. 

iiVins.  -With  the  oxcoptiou  of  tho  upper  miKu  at  Loul.svillB  stasfi-'H  in  the  fililn  ia\(;r 
vvuro  above  pool  lovel.s  throughout  the  luoiiUi.  Lowlands  aloiiif  the  lower  Ohio  niid 
lower  Green  were  extensively 


PRESSrjKE,  WINE,  HUMIDITY  AND  SUNEEINE. 
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COMPARATIVE    DATA  FOR  MAY. 


Temperature.         Precipitation        Numberof  days. 
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ULlMATOLOGiCAL  DATA:  KENTUCKY  SECTION 


May,  1943 


Olimatological  Data  for  May,  1943. 


WESTERN    DIVIBION 

Beavsr  Dam 

Calhoun 

Karliugton 

Ford's  Ferry,  Dura  50 

GUbertevUle •••••■ 

Greeuville bmS, 

Hartford,  [near] 7  m  N 

Henderson 1  12  mS 

riopkiiiBville 1-2  m  E 

Lovelaceville 1-2  m  E 

Mayfleld. 

Murray •• 

Owensboro 1-2  m  W 

Owensboro,  Dam  46 

Padacah   

Priuceton 

Rumsey,  Lock   2t 

Russellville 

tl  niontown.  Dam  49 


Ohio  • 

McLean  — 
Hopkins  — 
Crittenden.. 
Marshall . ■■ 
Muhleuburg 
Ohio  ■•••... 
Henderson. . 
Christian.  .. 
Ballard  ..  .. 
Graves  .  — 
Calloway.  .. 

Daviess 

Daviess  

McCrack  en 
Caldwell... 
McLean  — 

Logau 

Union , 


CENTRAL  DIVISION 

Addison,  Dam  45 

Auchorage 

Bowling  Green ■• 

Brownsville,  Lock  6  t- 

Bnrnside  

CarroUton.Lockl 

Clermont  ■■■■■■■ 

Cold  Spring,  Dam  36  •• 

Danville    

Dix  Dam.Burgm 

EadsvlUe   . . . .  ■ 

Friinktort,  Lock  4 

Ge8t,Lock3 ■■•V™- 

Glasgow 3mriJi. 

Grant,  Dam  38 

Greensburg  

High  Bridge,  Lock  7. 

Irvington    VVik^' 

LaOrange 1  m  NV\  . 

Lancaster — 

Leitchfield 

Lexington ;••■,••: 

Little  Hickman,  Lock  8 ...  • 

Lockport,  Lock  2 

Louisville  

Do    Bowman  Field  5  m  E 

Mammoth  Cave 

Monticello ■  •  ■ 

Munfordville •„_ 

St.  John 3  m  S^\ 

Salvisa.  Lock  6 

Science  Hill   „      V,-' 

Shelby  ville 2  m  N\ 

Smith's  Grove 

Steams ••••  ••••■■■■ 

Taylorsville    ■ 1  m  Mi 

Tyrone,  Lock  5 

Williamstown 

Woodbury,  Lock  4t 

E4STEUN   DIVISION. 

\Bbland 3  m  SE 

Berea — 

College  Hill,  Lock  11 ^ 

Cumberland 4mS 

Cynthiana 

Falmouth 

Farmers   

Flemingsbnrg 

Ford,  Lock  10 

Grayson 

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14 

Jackson  

Jenkins 

Louisa 

MaygvilleDam33 4  m  E 

Middlesboro 

Mount  Sterling 

Oneonta,I)ara35 

Paintsville 

Pikeville 

Piljpapass 

Quicksand. 

Ravenna,  Lock  12 

Richmond 

Valley  View,  Lock  9 

Vancebnrg,Dam  32 

Williamsburg 

Willow, Lock  13 

Winchester 

State  averages  and  extreme 


Warren  ... 
Edmonson 
Pulaski  . . . 
Carroll.  ... 

Bullitt 

Campbell    . 

Boyle   

MiTcer  .  .. . 
Wayne-  .•■ 
Franklin  .. 
Henry 


rreu  • 


Boone  . . 

Green  . . 
JeBsauiii 
Breckinridge 
Oklham  . 
Garrard  . 
Grayson 
Fayette  . 
Jessamin 


Jefferson  . . 
Jefferson  .  ■ 
Edmonson 
Wavne  .  •  ■  ■ 

Hart  

Hardin  .... 
Mercer.  ... 
Pulaski   ... 

Shelby 

Warren  . . 
McCreary  . 
Spencer  .- 
Anderson. 

Grant 

Butler 


Boyd 

Madison. ., 
Madison... 
Harlan .  ■ . 
Harrison  . 
Pendleton 
Rowan  .  .. 
Fleming  .. 
Clark  .... 
Carter  ... 
Greenup , . 
Peiry  .... 

Lee   

Breathitt . 
Letcher.   • 
Lawrence 
Mason   . . . 
Bell  ...... 

Montgomery 
Campbell .  . 
Johnson    . . 

Pike 

Knott 

Breathitt  . . 

Estill   

Madison  . . . 
Madison  . . 

Lewis 

Whitley  . . . 

Lee   

Clark   


Temperature,  in  degrees  Fahr. 


+  2.4 
+  'i'7 


+  1.1 
-t-  2.S 

1 


+  'i.6 


65.9+  1.4 
68^6 +'  4.3 


+  1.4 


82 


Precipitation  in  Inches 


Number  of  days. 


+0.84 
+2.20 
+4.86 
+2.79 
-012 
-0.07 
-0.28 
+  4.57 


3.64 
8.51 
6.29 
6.13+1.8' 
+1.2 
5.59+2  41 


6.12+3.10 
B.  78 +2.05 
6.16+1.97 
3.85-0.09 
5.09+0.59 


-t-1.76 

+1.71 
+2.66 
-1-3  29 


+2.26 
+2.12 
+3.94 
+0.87 
_  _.  +2.81 
6.44+2.78  . 
4-43+0.70    1 

6.41 1 

6.86+2.51    1 
6.05+1.88    ' 
6.73+2.92 
5.69  +1.91 


50 
+2.31 
+2.93 


+2-30 

+  3  15 

0.61 


5.17+1 
5.  76, +  1.72 
4.581+0-64 


4.86  +1.4.^ 
6.04i+2,51 
6.39+2-47 
5  06  +I-.S6 
6.14!  +  2,6. 

4.17+0.  62^  1-97 

6.66+3.851  1.60 

3.nt-1.97|  1   no 

,■1.45+1.47!  1  n 

4.08     I  1-62 

4-37-0.4n|  1..^4 

4-14  40.28'  1.08 

4.1.l'+0.33i  1    19 

4-G6:  +  C  641  2-08 

6.73  +2.47i  1.85 

5-66+2.211  0.95 


11-12 

i: 

II 
10 


24-25 
25 
11 


0-0 

IS 

0.0 

16 

0-0 

II 

0-0 

13 

0  0 

17 

0.0 

16 

1  13-1-01  1-63 
4.5l'  +  0  691  1  01 
5-531  +  1. 69;  1  40 
4  22I+O.2I]  1.6S 
6.26  +2.43  1.70 
3.  5l|-n..'^8l  0  76 
5.04   •-1-241  1-51 

4.8fil 1.-^0 

5.43+1.50   5.65 


H  25 

12 
27  28 


J.  R.  Young. 

J.  H.  Ballantine. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C  R.  Lovell. 

W.  R.  Carson,  8r. 

George  Street. 

W.  K.  Morris. 

Blaine  ita  alone. 

Mrs.  Joe  Payne- 

Ralph  B.  Wear. 

Henry  S.  Berry. 

Lockmaster. 

U.  S.  Engineers, 

Alton  M.  Harvlll. 

Lockmaster. 

Daniel  C  Jones. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret, 

Mrs.  Lillie  Q.  Causey- 

Lockmaster. 

Sarah  E .  Lewis . 

Lockmaster. 

R.  P.  Amos. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co., 

Joe  Norfleet. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  LettieD.  Perkins. 

Lockmaster. 

L.  0,  Stiles. 

J.  C.  ogg. 

Kentucky  Utilities  Co. 

D.  Lem  Hughes 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmater. 

US.  Weather  Bureau. 

U.S.  Weather  Bureau. 

Ivan  J.Ellsworth. 

E.  O.Cooper. 
Robert  C.  Smith. 
Sisters  of  Loretto. 
Lockmaster. 
Willam  H.  Dobbs. 
WillaS.  A.  Ratta. 

C.  W-  Gurnsey. 
Airway  Station. 
J,  D.  Brown. 
Lockmaster. 

Miss  Nettie  B-  Simpson. 
Lockmaster- 

Lockmaster. 

D.  H-  Center - 
Lockmaster. 
James  E-  Allen - 
S.  M.  Hill- 
Jessie  Oldham. 

Mrs   Cord  a  B.  Stamper. 

c.  A.  Glasscock. 

Lockmaster. 

Mrs.  Ruby  A.  Burton. 

Lockmaster. 

H.  A.  Baily- 

Lockmaster- 

Jas.  T-  Goff- 

R,  J.  lloward- 

Zeb  Heston. 

Lockmaster- 

Lon  Robertson. 

Joelgo- 

Loekmaster. 

E.  C-  Fraley. 

U.  s.  Weather  Bureau. 

Caney  Run  Com.  Center. 

R.  W.  Jones - 

Lockmaster. 

J.  W.  Crooke. 

Lockmaster. 

Lockmaster. 

Wadely  West. 

Lockmai^ter. 

Airway  Station- 


All  temperature  data  are  taken  from  self-registering  thermometers.  ptnttons  as  have  ten  or  more  years  of  record,  hut  allcomplete  "spo/ts  are 

The  departures  from  normal  temperature  and  precipitation  are  computed  oly  for  such  s^^^^^^  Green  River;  other  Locks  are  on  the  KeutnekyR.ver 

ised  in  determiningsection  or  division  moans  JUumsey    '"o^"*!''^,^","  ' .  ,„r  exaninlp  b  represents  two  days,  etc.  ,     , 

Reference  letters. ',  \  »,  appearing  in  the  table  indicate  number  of  days  missing,  for  e'taJT'^';' "J^YtPtjon "s  less  than  0  01  inol.  rain  ormelted  snow 

t  Also  on  other  dates.    +t  Received  too  late  to  be  included  in  mean   and  summaries.         1    Precipitation  is 
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Daily  Proolpitatlon  for  May,   1943. 


Wetttni  Diiition 

Boavor  Daui 

C^iillioiiii 

Kiirllngfon    '.... 

I'ords  Kerry  Dara  60' 

Utlbortsvllle' 

ifrocnviUe 

lUrtforfl 

riouderson 

Ilopkinsvillo     « 

Lovclftcevllle 

Maytlold 

Murray    

Owonsboro  

Ovvousboro,  Dam  46 

Paducali' 

I'rincetou 

Knmsey,  Lock  No.  2  • 

Russellvllle  ••" 

Uuioutowu.  Dam  49> 

Centrnl  Dii-isUm 

Addisou.Dam  -15.  • 

Auohorage 

BowUug  Green ' 

BowUnKGreeu  No.  2' 

Brownsville, Lock  No.  6'.. 

Burnside'  

CarrolltouLock  No. 

Clermont 

Cold  Spring,  Dam  86» 

Danville" 

Dix  Dam,  Burgin 

Eadsville  « 

Krankf ort.  Look  No .  4" 

Gest,  Lock  No.  3  ^ 

Glasgow 

Grant,  Dam  33' 

Oreensburg  * 

High  Bridge, Lock  No.  7'.. 

trvington   

LaGrange 

Lancaster' 

Leitchfield  « 

Lexington  t 

Little  Hickman,  Lock  No.  8 
Lockport,  Lock  No.  2  * 

LOCISVILLElt 

Do.  Bowman  Field 

Mammoth  Gave' 

Monticello  ' 

Munfordville  " 

St,  John 

Salvisa,  LockNo  6  « 

Science  Hill 

Shelby ville  ^ 

Smith's  S 

Stearns  ** 

Taylorsville 

Tyrone, Lock  No.  5  *t...  . 

Williamstown  - 

A'oodbnry,  Lock  No. 4*. ... 

Eastern  Divisimi 
Ashland* 

Borea   

OollpoeHill,  LockNo.  ll" 

Cumberland 

Cytithiana" 

Falmoutli'^ 

Farmers*  

Flemiiigsbnrg* 

Ford  Lock  No.  10  *t ....'. .".', 

Grayson* 

'ireenup  Dnni    30* 

Hazard^ 

Heidulberg,  LockNo.  14*.. 

Jackson  * 

ionkins*   '. , 

Louisa* 

Maysville,  Dam  33* '.'..'. 

Middlesboro      

Mo\iiit  Sterling 

Oneonta  Dam  35  * 

Paiutsville   * ".' 

Pikeville" 
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Calhoun  — 
Earllngton  . . 
'Ireeuville.  . . 
Henderson . 
Hopkinsville 
Lovelaceville 
May  field  ... 


n'esl/ni    Division . 

)  Masamum  .  •  ■ 

Dam   )  Minimum .  •  •  • 

J  Maximum  .  ■  • 
(  Minimum . .  •  • 
)  Maximum  . . . 

(  Minimum 

\  Maximum  . . . 

i  Minimum 

j  Maximum  . . 
(  Minimum  — 
S  Maximum  . . 

•  )  Minimum. .. 
\  Maximum  . . 

■  (  Minimum.. . 
;  Maximum  . . 

•  t  Minimum . . . 


Murray 


Aucnorage 


I  Minimum., 
j  Maximum  . 
I  Minimum.. 
;  Maximum  . 
!  Minimum . . 
]  Maximum  ■ 
I  Minimum . 


Cenirai  Dirirsiim. 

\  Maximum 
■■  I  Minimum. 


Bowling  Green. 

Clermont 

Danville 


DixDam  ••• 
Frankfort  . . 
Glasgow   •■• 

Greunsbnrg 
In-iugton  .. 
U'itcli  field 


(  Maximum  • 
1  Minimum.. 
(  Maximum  . 
I  Minimum . . 
(  Maximum  . 
(  Minimum.. 
\  Maximum  . 
I  Mini!inim.. 
1  Maximum  • 
■(  Miuimum . . 
)  Maximum  . 
(  Minimum. . 
)  Maximum  . 
1  Minimum. , 
)  Maximum 
(  Minimum. 
\  Maximum 
(  Minimum. 


Lexingioii   . 
Louisville  . . 

DO.  Bowman  Field  !«|-i;-- 
Mammoth  Cave 


\  Maximum 

■(  Miiiiiiuim. 
\  Maximum 


Science  Hill-- 
-tlielbyvlllf  ■■ 
Smith's  Grove 
Stearns...  ••■■ 
Taylorsville   •• 


Karraera 

Heidelberg 

Maysvillf 

xTiddlesboro... 

■jDunt  Sterling 
PikeviUe 


\\'ilHamsburK 


/  Maximum  • 
(Minimum. 
5  Maximum 
)  Miniiiuim 
Maximum 


)Mi 


Daily  Temperatures  for  May,   1843. 


■2340 


9     10      11      12     13      14      15     16 


Ma.i 


(MaxiiiUiin  : 
(  Minimum. . 
J  Maximum  . 
(  Minimum.. 
I  Maximum  . 
I  Minimum.. 
i  Maximum  • 
)  Minimum . . 
I  Maximum  . 
'  Minimum. . 
(  Maximum  . 
(  Minimum. . 
)  Maximum  • 
'i  Minimum 


(  M;i.TiiiMnn  ■  • 
I  Mininuim. , . 
)  Maximum  . . 
(  Minimum 
)  Maximinn  .  . 
)  Minimimi. . . 

)  Maximuin  . 

I  Minimum. . 
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7      18      ly  I  20     21      22      23      24      25     26      2' 


39!    •IS 


46      61      66      60 


731     89J     8fi      fc6! 


69      8fi      85 


77 
56!  S6 
79     " 


83     87     76     80 


801     64     85 


741     81      80!     77 


60 

831     81 

01 


50  3? 

721  -n 

411  63l 

fSj  7fi 

331  59l 

701  60|     fil 


"I  ="1 


64 

1 
66l 

6R 

85  89 

37 

47I  64 

71 

82  92 

35 

44   53 

6K 

86  89 

36 

51 1  68 

72 

8l|  87 

3'^ 

40  50 

72 

89   87 

3:- 

45'  61 

7? 

881  90 

37 

40;  50 

67 

84   89 

36 

"i  "\ 

68 

» 

89| 

« 

M 

89 

90 

2! 

38  .521 

72 

87 

90 

R- 

41 

fil! 

70 

87' 

4. 

5^ 

70 

7f 

87 

89 

a< 

4? 

60 

6 

8? 

8fi 

4(1 

1  '' 

67 

,^^ 

53 

61 

76 

71 

84 

54 

62 

74 

7( 

82 

P5 

65   61 

7>< 

fil 

57 

59 

KO 

75 

81 

!ifi 

51 

55 

SS 

83 

82 

03 

58 

64 

75 

71 

H! 

6? 

52 

58 

7^ 

K-l 

6f 

5f 

78 

8? 

M 

CO 

«3 

63 

53 

60 

76 

68 

8' 

62 

50 

bH 

88 

79 

87 

58 

55 

51 

8. 

82 

8' 

!  55 

62 

7< 

SI 

8.« 

7! 

H^ 

5- 

f,r 

r-" 

6! 

5ft 

78 

75 

58 

54 

V8 

■/I 

60 

55 

68 

62 

56 

77 

74 

^  f? 

55 

7h 

i  ^ 

^ 

77  81 
52  60 

761  '3 


85  84  88  83 
56l  68  64  65] 
78!  78   86  81 


61 

56 

82 

78 

64 

55 

75 

76 

65 

55 

hV 

82 

62 

58 

78 

68 

a 

55 

K 

73 

6? 

56 

81 

71 

56 

59 

81 

68 

60 

59 

86 
6? 

82 
61 

46    eo|  681    53 

80  86 

69  53| 

76  79 

68  55 


77      62;     84 


84     8S     851    78 


56! 
851     80 
"■'     69! 

C5 


64  61 

80I  82 

46!  53 

74  80 


59      48i     54      56 


56!     •'il      ^^      f'^l     ^" 


54!  67 
76]  77 
60      67 


61!  6-21 
79!  fOl 
52  ■     56 


56 
841  85 
55!     60 


58.  S 
78.2 
59  S 
76.5 
56.4 
79.8 
57.  2 

64.7 
82.3 
65.5 


75. ■! 
56.2 
81.1 
57.1 


86  88  85  661  79 
65  6.1  62  49  48^ 
78      82      79      67      7F 


79'     87l     841     80] 


661     62! 

851     8:< 
6S!     66i 


50i     58      681     691     67 
76     81I     661     84     82     851     ^^' 


55:     55      65      6fil 


79  76| 
501  4fi! 
80] 


831     82| 


591  60 

631  81 

48!  55| 

70  85l 


86 

63;     6OI 

82I     84 1 
65! 


85, 
57t     54 

2!l  "" 


571     f.n     481     58, 


63|     621 

72]     -- 


81      85      82      85      83 


fo!     601     52      49      68;     5" 


q|     88l     F3l 

r.f       ool        p^; 

771 


fil 

5f 

05' 

73 

84 

8M 

58 

59 

61 

76 

86 

83 

54 

62 

59 

89 

88 

82 

54 

6."! 

58 

86 

87 

61 

59 

62 

78 

84 

74 

6f 

Rf 

68 

83 

85 

79 

59 

f,f 

62 

76l  8( 

73 

52 

63 

60 

81 

Ml 

SI 

■' 

r,ti  8! 

51 

50   ,67 

76 

65;  70; 

52 

45  63 

78 

76  73 

51 

46  62 

SO 

77 

81 

60 

54 

57 

81 

75 

76 

50 

56 

58; 

a-' 

81 

731 

48 

51 

M\ 

83 

73 

81 

4>1 

56 

56 

75 

65 

70 

49 

" 

54 

79 

1h 

84 

49 

51 

60 

8? 

76 

83 

61 

56 

65 

80 

69 

82 

5' 

5h 

56 

77 

80 

56 

57 

66 

8' 

7( 

5? 

61 

6^ 

7f 

66 

82 

52 

52 

67 

if't 

8? 

75!  74 

66 

65 

('■! 

59 

59|  59 

R^. 

PS 

82 

77 

77  :«! 

f,-; 

64 

62 

^L 

7« 

771  '"^i 

48   .66 

85 

66 

7fi!  79 
44;  40 

w? 

'■'1 

SC 

R7 

76   75 

60 

60 

fO 

n 

IT 

41!   61 

BO 

t;o 

77 

69 

fO 

0-1 

61 

48   '^O 

M 

96 

87 

86 

7; 

63 

62 

r2 

62 

61 

17   6S 

87 

no 

88 

83 

Of 

63 

65 

63 

'■' 

59 

00 

90 

92 

91 

9( 

76   70 

6^ 

4.^  46 

88 

<i' 

8(' 

7 

76|  70 

5< 

fl 

1- 

f.d 

6L 

V. 

V.' 

|.^ 

741  '01 

f.f 

.62  ro| 

«7 

81 

Sr 

81 

7^ 

7--1  ■?, 

68 

Pf 

fV 

51 

83 

81 

8f 

81 

6F 

76;   09 

65 

65 

I  '' 

64 

^' 

1   ^'1  '* 

V,  78 

86 

82! 

'  '1 

1'  65 

68 

62 

11  79 

86 

8'  ,64 

52 

5.-. 

,oj 

1  78 

82 

SI 

I   60 

61 

6H 

1   70 

8'^ 

81 

79 

4l  58 

53 

.67 

0   's 

83 

78 

4!  63 

PS 

56 

66 

01  80 

84 

82 

9;  64 

56 

^^ 

68 

77 

64 

77 

57 

63 

?;; 

1 

1  '1 

82 

6  = 

?,^ 

6S! 

77 

f3 

SR 

821 

52 

,65, 

57 

67 

62 

65 

77 

SO 

78 

85 

86 

86 

F^fil 

60 

52 

1  7P 

7x1 

84 

86 

84 

62 

54I 

K^ 

59 

1   ^3 

70 

74 

',9 

41 

47 

43 

48 

4" 

76 

81! 

83 

86 

88 

60 

,651 

61 

54 

76 

8? 

70 

86 

84 

82 

•^1 

^^ 

51 

64 

.-t; 

7fi 

8? 

SS 

80 

■« 

54 

fO 

63 

68 

66 

■■ 

,1-, 

7« 

86 

SO 

83 

5  53 

68 

57 

55 

61 

''. 

T   78 

80 

85 

86 

87 

6   4' 

47 

6r 

61 

62 

. 

1!  5( 

65 

o|  70 

78 

r( 

80 

01  -18 

ro 

00 

51 

66 

70 

s. 

B6 

6' 

0' 

67 

7   73 

79 

7^ 

85 

8 

78 

4,  54 

1  '^^ 

or 

6 

61 

6V 

68.6 
79.9 
56.5 


77,4 
67.5 
77.8 
.65. 0 
77.8 

76.' 4 
68.0 
78  1 
65.6 
78.6 
51.9 
78.6 
56. 4 

54' 6 
78.6 
56.8 
78.3 


79.5 
54.7 
79.9 


80.7 
,68.8 
80.0 
5<.3 
76. G 
65  2 


leiitsare  read  in  the  1 
i'lrlicate  re.or'fftH-pli 
6'2-i  13  11-" 


ling;  the  maximum  temperature  then  read  is  r.harged  t«  the  preceding  day.  < 
;    ■'..tP     <1av»  m1<!<;inu  from  rftcord. 


;  almost  always  nrcir 


v^  /  \4.a  J^i^ 


Vie 
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KENTUCKY    SECTION. 

J.   L.  KENDALL 


Vol.  XLVIII         Louisville,  Ky.,  June,  1943 


No.  6 


GENERAL    SUMMABY. 

Although  not  entirely  favorable.the  woatiier  «f  this  month 
onabled  arm.rsto  gain  considerably  on  Ih.ir  delav  ed  ok 
jxnd  decidedly  unproved  the  agricultural  situation  Sveml 
a  days  in  the  first  week,  with  temperatures  above  normal 
caused  the  ground  to  dry  rapidly  and  pernntted  the  advance^ 
niont  ot  corn  planting.  Toward  the  end  of  the  first  week  Wy 
rains  in    he  north-central  and  northwestern  districts  a^ain  In 

hdft  the'""  ""'%    f .  ''''   'r^  '^'y  oneSlfT'oit" 
r^Lj  "i^P  ^'f  ^''"  P^""'^^  '°  t^^t  section      Heavy 

rains  at  times  continued  to  interfere  with  planting  and  cultiva 
ion  on  the  heavier  types  of  soils  in  many  northern  and  western 

d  stii^t^^?  '''^"'^'V''''''  '''''  ^'^^'''  ^"  ^«^t^'-"  and  southern 
distnc  s,  where  planting  corn  proceeded  fairly  well  and  was 
generally  finished  by  the  end  of  the  third  week".  Some  lanJii 
nortliwestern  and  extreme  western  districts,  intended  for  corn 
was  abandoned  or  put  in  other  crops.  Tobacco  setting  con 
tinued  well  into  the  third  week.  High  temperatures  on  feveral 
days  weakened  the  plants  and  contributed  to  imperfect  stands 
bhowery  weather  in  the  last  week  helped  this  tobacco 

Cultivation  of  corn  and  tobacco  improved  decidedlv  in  the 
second  and  third  weeks.  Much  early  corn  in  westei^'  district 
had  become  so  oul  before  plowing  was  possibly  that  the  rows 
could  not  be  cleaned  Timely  cultivation  in  later  pkntTng' 
resulted  generally  in  fairly  clean    fields       Tern  peratm'^s  above 

nnll-rrd  T"^'  ?•?'  °^'  '^'  ''''''  ^^°"^'>t  uplaiecorn  ve  y 
q  1  cklv  and  advanced  its  growth  so  rapidly  as  to  make  up  some 
of  the  lost  time.  Cutting  first  crop  alfalfa  and  old  clover  was 
completed  during  the  favorable  weather  of  the  second  and  third 
weeks.  Wheat  harvest  began  at  this  time  in  southern  disHcts 
and  moved  into  the  northern  counties  by  the  close  Hardest  ng 
ol  oats  commenced  in  the  southern  areas  in  the  last  wfek  Gar 
dens  improved  during  the  n,onth  Pastures  remained  good  to 
luxuriant.     Potatoes    matured    an    excellent    crop        loybean 


ulllty  linos  were  burned  out  by  llghtnlntr 

njuref;  nud  pouoT  llii«  wcni  daraan-d  1  y 

ourt  Ilous.,  at  Ho<W«nvil!«    wos  damage 
uwiiii-jbiinYiiTr  (l,i,,i,v^,.,i  (,y  wind. 

l!!l!!^  'i      In  M  "''""!L^  "■'•■rf  shocked  by  ligrhtnlng  at  Loulnvlllo. 


n.  da.a,..d  by-  a  .lS?^^rl!;:]^lu2^-«  ^^'^^[^ 
by  Ilghtnliiif.    UUllly  Installatloillrot 


in  tlio  Mi.Ml.slinn.  ar,.ii 
J^tnr.t.     TluiOluor 

in  f^'i-  n  i'  Tt'  ?''"'.?  "","-  *ta?e  at  Cairo  until  tl, 
1.0  to  4.0  feut  below  that  level  until  tbeend  of  the 


i.ff  with  this  date  four  persons  were  ItlllKd  by  ll^htnliiK 


I  above  pool  sliiRrn  alonjr  tho  border  of  the  State  until 
,utl  "'"^  ''"'^'"atetl  at  stages  from 


seeding  was  practically  finished  by  the  end. 

Ihe  temperature  averaged  considerably  above    normal    due 
mainly  to  periods  o    excess  warmth  in  the  first  week    about  the 

St.  John. 

PRECIPITATION 


Precipitation 

imited  area  from  Shelbvl(rb"»pTrV,m'AVr.''<."'®"'l^f''^""°"^*sdt 
extending  from  Breckinri'^le  an^n;     E,y."'-^:^?iAl°'".^0  to  8  0 


thenrenorthtotheOhioBiVer  from4  n  OR  n,-„  ^^  .southeast  to  the  raounVa 

dry  districts,  where  2. 0?o  3  o  inche"  feU  "n  thfpnr,'hTi'"'^v,  ^'^"«  ^^'^  relatively 
north-centralbluegrass  Region,  and  the  lower  Bi-4ndvVX*''"'T'^'  «>unties,  the 
tlie  dry  areas  precipitation  was  about  half  the  normal  wW,^""^^;,  ^^""'^  '^^  center  of 
almost  tw.ee  the  average  amount.  MorTthlv  to  as  ranged  r„'^  V'-,'^®'  '^'="°°^'  "  '"^^ 
ville  to  n.6\  inches  at  Shelbvville.  Moderate  to  LI', ,?  from  1.  /I  inches  at  Russell- 
■ffenerallyinthe  periods  .5--th.  ltl7th  and  2";  M^h  ^v.'^''^''''''^^""''  occurred  fairlv 
showersonthelstandllth.  Except  theigV wideW  J^tf'  T?  "^'^'  *"  moderate 
on  all  other  dates:  Vhe  most  general  rains  f^l  on  the  ??h  f'l°^^«'-'^je'-e  reported 
amounts  were  exceedingly  variiible.    Thunderstorms  nf  t/,     ,  ^*^'  ^"^  28-29th.  but 


-Windstorms  ( 


MISCELLANEOUS. 


LouisvilTe  l^ligiu'trainurg  pSweie°[amagef  ^^ilV'fl^l^l'^'^^'.'J^  "'e  State. 


were  blown  down,  and 


'^^' 
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niimatolQgical  Data  for  June,  1943 


WESTERN   DIVISION 

Beaver  Dam 

Calhouu 

Earliu<5ton 

Ford'e  Ferry,  Dam  50 

QUbertsvUle „-• 

Greenville 3mb 

Hartford,  [near]  .  •  ■  ••7  m  n 

Henderson •   ^  J,  ™r 

Hopkinsvillo 1-2  m  E 

Lovelucev.Ui" 

Maylield. 

Murray •; 

Owensboro 1-2  m  w 

Owensboro,  Dam  46  • 

Paducah   

Princeton 

Ramsey,  Lock   2t 

Russellville 

Ijniontown,  Dam  49 ■ 

CBNTBAL  DIVISION. 

Addison,  Dam  45 

Aucborage 

Bowling  Green :••■■• 

Brownsville,  Locke  t 

Bamside  •  •  •  ■ 

Carrolltou,Lockl 

Clermont  •■•••,■■  — 

Cold  Sprins:,  Dam  3o 

Danville    ••• 

Dix  Dam.Burgm 

Eadsville  ■■■••■•• 

Frankfort,  Lock  4 

Gest.  Lock  3 ' ' '  •  Vt- 

Glasgow 3mN. 

Grant,  Dam  38 

Greensburg   

High  Bridge,  Lock  7. . .  ■  •  ■  • 

Irvington    •  •  •  •  ■■- 

LaGrange lmN\ 

Lancaster 

Leitchfield 

Lexington ■  ■  •  ■, ■;  ••  • 

Little  Hickmun.LoekS... 

Lockport,Lock2 

LomsviLLE   ■••■;;■-■•••■ 
Do    Bowman  lield. 5  m 

Mammoth  Cave... 

Montlcello    •■••..• 

Munfordville.... ^    •■ 

St.  John 3m! 

Sal  visa.  Lock  6 

Science  Hill   ■  •   •  • 

ShelbyvlUe  2m 

Bmltti's  Grove •■■ 


Ohio  ■••■ 
McLean  . 
Hopkins . 
Crittendei 
Marshall 
Muhlenburg 

Ohio 

Henderson. 
Christian.  . 
Ballard  ..  . 

Graves  

Calloway.  . 

Daviess 

Daviess  . . . 
Mccracken 
Caldwell .  . 
McLean  ... 

Logau 

Union 


Breckinridge 
.Jefferson  . 
Warren  .. 
Edmonson 
Pulaski  .. 
Carroll .  . . 
Bullitt . .  ■ . 
Campbell 
Boyle  .... 
Mercer  . .  • 
Wayne-  ■■ 
Franklin  . 

Henry 

Barren  — 


Taylorsvllle i 

Tyrone.  Lock  5 

Williamstown 

Woodbury, Lock  4t.. 

E«8TKRN   DIVISION. 

\gbland 


Green  

Jessamine  . 
Breckinridge 
Oldham  ..■• 
Garrard  — 
Grayson  ... 
Fayette  — 
Jessamine  . 

Henry 

Jefferson  . . . 
JefEerson  .  ■  ■ 
Edmonson  . 

Wayne 

Hart  

Hardin 

Mercer 

Pulaski   .... 

Shelby 

Warren  ■.•• 
McCreary  .. 
Spencer  .... 
Anderson. . 

Grant 

Butler 


erea. 


.4niE. 


College  Hill.  Lock  11  , 

Cumberland 

Cynthiana 

Falmouth 

Farmers   

Flemingsburg 

Ford,  Lock  10 

Grayson   

Greenup, Dam  30  .... 

Hazard •• 

Heidelberg,  Lock  14.. 

Jackson  

.Jenkins 

Louisa 

Maysville  Dam  33 

Middlesboro   

Mount  Sterlim.' 

Oneonta.DamSo 

Paintsvllle 

Plkeville 

PiPT)apa.ss 

Ouicksand. 

Ravenna,  Lock  12.... 

Richmond 

Valley  View,  Lock  9. 
Vanceburp,Dam  32.. 

Wllliamshnr!; 

Willow. Lock  13  .   ■•• 

WInchftster   ■■■    ^ 

State  averages  and  extreme 


Temperature,  in  degrees  Fahr. 


'iY.'iU- 


47^1 

14 

Sfi4 

34 

41? 

17 

420 

46 

404 

15 

341 

23 

,529 

384 

26 

."iPO 

30 

357 

15 

S,52 

15 

7(M) 

4» 

500 

47 

410 

26 

705 

52 

480 

44 

474 

5 
17 

78.7-1-  2 
77.8+  2 
79.71+  4.2 
77.6I+  2.6 
78.2 


+  3.5 


Precipitation  in  Inches       |Number  of  days.| 


MadiBon.. 
Madison . . 
Harlan .  •  • 
Harrison  . 
Pendleton 
Rowan  ... 
Flennut;.. 
(nark  .... 
Carter  — 
Greenup.. 

Perry   .... 

Lee    

Breathitt  . 

Letcher-  -• 

Lawrence 

Mason   . . . 

Bell 

Montgomery 

Campbell 

Johnson 

Pike 

Knott 

Breathitt  ... 

Estill   

Madison  — 

Madison  . . . 

Lewis  

Whitley  .... 

Lee    

Clark   


+0.52 
-0-37 
-1-80 


5.261+1-02    1-1 
4.481+0-291  0-' 
3.95-0.03    ■ 
2.66  •• 


-1.52 
+1.9' 
+0.24 
2.15 
4.25 
3.RS-0.41 
5.9fil+l-95 

5.82J 

4.851-0.36 
5.07+0.98 
3.09-0.96 
5-41  + 
6-39I+2-OI 

3-81I-0  01 


3-37 


8.07  +  4-05 

3-18 

8.92 


4.50 


-0.32 
+0.34 
-0.52 

+2.45 
+  4.11 
-  1.00 


1.58 
0.42 

5.701  +  1.40 
5.32+0.8 
4.35+0.34 
2.05-1.29 
5.21+1.4" 
8.161+4.7 
3. 881-0. 2( 

4.18! 

4. 51  +  0. 60 
3.16| 


4.96|+0.ail 
4  6H  +O.381 
4,20 


4.241 1  1  I'i 

4.49+0.421  1.22 

3.iOl-1.3lt  0-68 

3.43I-O  651  l-**"^ 

2-52+2-18  1.0.5 

fi.79l  +  2.82|  1.88 

3.70-0.88!  0.65 

4.54+O.I9I  1-30 

2.271.-..  0.78 

4-04  +  0.14  4.83 


O 


J.  R.  Young. 

J.  H.  Ballantice. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C  R.  Lovell. 

W.  R.  Carson,  Sr. 

George  Street. 

W.  K.  Morris. 

Blaine  K  alone. 

Mrs.  Joe  Payne- 

Ralph  B-  Wear. 

Henry  8.  Berry. 

Lockmaster. 

U.S.  Engineers, 

Alton  M-  Harvill. 

Lockmaster. 

Daniel  C  Jones. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

Mrs.  Llllie  G.  Causey. 

Lockmaster. 

Sarah  E-  Lewis- 

Lockmaster. 

R.  P.  Amos. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co.. 

-Toe  Norfleet. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  LettieD.  Perkins. 

Lockmaster. 

L.  O,  Stiles. 

J.  C-  Ogg. 

Kentucky  Utilities  Go- 

D.  Lem  Hughes 

U .  S.  Weather  Bureau- 

Lockmaster. 

Lockmater- 

U-  S    Weather  Bureau  ■ 

U-  S-  Weather  Bureau 

Ivan  J.  Ellsworth. 

E.  O.  Cooper. 
Robert  C.  Smith. 
Sisters  of  Loretto. 
Lookmaster- 
Willam  H.  Dobbs. 
WillaS.  A.  Ratta. 

C.  W-  Gurnsey. 
Airway  Station. 
J,  D.  Brown. 
Lockmaster. 

Miss  Nettie  B.  Simpson- 
Lockmaster- 

Lockmaster. 

D.  n.  Center. 
Lockmaste''- 
JamesE-  Allen - 
S.  M.  Hill. 
Jessie  Oldham- 

Mrs  Corda  B-  Stamper- 

•  ■.A.  Glasscock. 

Lockmaster. 

Mrs.  Ruby  A-  Burton. 

Lockmaster. 

H.  A.  Baily- 

Lockmaster  - 

■las.  T-  Gofl. 

R.  J.  Howard. 

Zeb  Heston- 

Lockmaster- 

Lon  Robertson - 

-Ice  Igo- 

I.ockmaster. 

B.C.  Fraley. 

U.  S.  Weather  Bureau- 

Caney  Run  Com.  Center. 

R.  W.  Jones. 

Lockmaster 

,T.  W.  Crooke. 

Lockmaster- 

Lockmaster. 

Wadely  West. 

Lockmaster. 

Airway  Station - 


temperature  data  are  taken  from  self-registering  thermometers^ 
The^?parCes  from  normal  temperature  and  Precipitation  are  com 


<!i>'^VST^Z%''SX?SX'liSSJ^".°r<^'-XS', 


i:i™»i?..Sr.='.«™r.n„"?M.«.u.s;=^^^^^ 
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'M.IMATOLCHilCAl.   DATA:    KENTUCKY   SKCTION 


Westtm  DivUion 

Beavor  Dam 

ihilliomi 

Kftrliiiirton   ».... 

Kords  Kerry  Daai  50* 

Uilbertsvllle" 

lironnvillo 

llftitford  

UiMulorson 

llopkinaville     « 

Lovelace  ville 

Miiyiield 

Murray    

Ovveusboro  

Ovvensboro,  Dnm  46^    -.'.'.'.'.'. 

Haducah* 

Princeton 

lumaey,  Lock  No.  2  »  . 

Russellville  « '. 

I'uiontown.  D;im  49« 

.  ^  „  Centrnl  Dmsion 

Addison, Dam  45.  * 

.■luchorage 

BowUujr  Green « 

BowliiiK Green  No-  2'........ 

Browusville,Loc\No.  6'...   . 


Q. 

G. 

G. 

0. 

T. 

G. 

T. 

O. 

C. 

M. 

M. 

T. 

O. 

.....O. 
O. 

.'!!.'.'g.' 


CarrolltonLock  No.  1*.. 

Clermont 

C.>ld  Spring,  Dara  36= 

Danville" 

Dix  Dam,  Burgin 

Eadsville  ' 

Kraiikfort.LockNo.  4"...."."" 

Gest,  Lock  No.  3  -. 

Gla.<gow '.'.'.'.'.'.'. 

t.i:;iit,  Darn  SS- 

i;rei-n.iburg   - .' 

High   Briilge,  Lock  No.  7* 

(ivington   '.'.'.' 

LaGrange 

LL'itfhtield  -....'.'."."..'.....". 

Lexiuirton  t .'.'."'.'.'.' 

Little  Hickman,  Lock  No.  8  =t 
iAickport,  Lock  No.  2 '^ 


Field. 


Do. 
Mammoth  Cav 

UoQticello^ 

MunfordvillB  ^ 

•t.  John 

ialvisa.LockNo  6  ^t 

Science  Hill '.'.'.', 

ihelbyville  - 

Smith's  Grove  *• 

Jtearns  ** 

I'liylorsville 

yroue.Lock  No.  5  -t 

Villiaiustown  - '.'. 

Voodbnry,  Lock  No. 4-. . 

Enslern  i>iWs(( 

Ashland* 

(erea  

;olle!;e  Hill.  Lock  No.  11 

Jumberland 

:yntbi:uiH  ^ 

'almouth- 

'armors' 

'lemingsburg* 

■ord  Lock  No.  10  '^t.. .. .. 

Irayson^ 

ireenup  Dam    30- 

lazard- 

[eid«lberg.  Lock  No.  14". 

ackson  - 

eukins''' 

oiiisa- 

faysville.  Dam  33' 

liddlPsboro      

fount  Stprlinsr  •■ 

'neonta  Dnm  ,%  2 

'aiutsviljp  2   

ikeville- 

ippapass 

uicksauci* 

avenna.    Lock  No    ii'  '. 
:ichniond-    .... 
alley  Vii-w.  LockNo.'fl' 
aiipphnrL'.  Dam  No.  32  '. 


.'k  No.  13- 


Dally  Precipitation  for  Juno,   1943. 


f-^^J   ^    HiT    !u  ^  indicated  ob.servations  are  generallv 
'First-order  Weather  Bureau  station;  precipitation  is  for 
amount  then  recorded  is  for  the  preceding  •MWs 
1 .1  race,  or  precipita-tion  less  than  0.01  inch. 

c  ,*    ,^.  ^,        onta.  Califnrnin.Kv 
Salt-  (fl)  Green:  'C  Cnmherland: 


... 

'.'an 

.20 

.«: 

Mh 

..sr 

.Sfl 

.71 

.14 

.78 

1-01  , 
•12  , 
.58. 


i.fie 

.25  . 
.20. 


4.6,1 
1.S9 
8.71 
1.91 
8.20 
4.13 
4.12 
2.28 


3.72 
2.06 
6.65 
3.23 
1.71 


4.06 
4.25 
2.15 


4.46 
3.95 
1.66 
8.29 
8.85 
4.10 
3.9* 
2.59 


4.25 
3.68 
6.96 


6.07 
3.09 
5.41 


4.97 
8.29 
4.00 
2.62 
2.97 


4.25 
3.97 
3.88 


6.67 
8.61 
S.ll 
4.60 
1  78 
3.66 
5.70 
0.32 
4.35 
2.05 
5.21 
S.  16 


4.96 
4.68 
4  20 

'4.24 
4.49 
3.20 
.S.43 
2.  .52 


ide 


Kentiii' 


II.i 


morning; 


:  station.    Data  for  24  hours  endi: 


Post  office  addresses  as  follows; -Lock' s°LnTrfnThnre.  Ky.  ;    L^k  fi*^  Vc-rspi    ^f  •(°v'7n.T«'"l?^",.'T''"*- 
ndian  fime  adjusted  to  day  they  occur 


. 90th  1 


CLIMATOLOGICAL  DATA:  KENTUCKY   SECTION. 


June,  1948 


Daily  Temperatures  for  June,  1943 


Stations. 


Western  Division. 
„  )  Maximum  . 

Beaver  Dam  )  Minimum . . 

S  Maximum  . 

Calhoun  )  Minimum  ■  • 

)  Maximum  . 

Earlington )  Minimum . . 

)  Maximum  . 


•ille. 


Henderson.. 
Hopkiusville 
Lovelace  ville 
Msytield 


,  Minimum . . . 
4  Maximum  . . 
'(  Minimum  •  •  • 
;  Maximum  . . 
I  Minimum . . . 
J  Maximum  . . 
(  Minimum. .. 
i  Maximum  . . 
i  Minimum . . . 


S  Maximum 
Murray   )  Minimum . 

\  Maximum  . . 
Owensboro 1  Minimum . . . 

\  Maximima  . 
Paducah )  Minimum... 

J  Maximum  •  . 
Princeton )  Minimum . . . 

J  Maximum  • . 
RussellvilleSS |  Minimum... 

Cealrnl  DMfiori . 

\  Maximum  . , 

Aucliorage j  Minimum . . 

i  Maximum  . 

Bowline  Green (Minimum.. 

(  Maximum . 

Clermont )  Minimum  . 

S  Maximum  . 

Danville (  Minimum . . 

(  Maximum  . 

Dix  Dam (  Minimum . . 

S  Maximum  . 

Frankfort )  Minimum . . 

S  Maximum  . 

Glasgow   (  Minimum . . 

J  Maximum  . 

Greensburg ,  Minimum.. 

Maximum  . 

Irvingtoii j  Minimum . . 

^  ,_,  (Maximum  . 

Leitchneld  )  Minimum . . 

Maximum  . 

Lexington   j  Minimum . , 

(  Maximum 

Louisville  )  Minimum . 

DO.  Bowman  Field  J  Maximum 


■  ■  (  Minimum  — 

\  Maximum  . . . 
•  ■  )  Minimum.  . . . 

\  Maximum  . . . 
■  •  ■  )  Minimum  — 

j  Maximum  . . . 
■■■  I  Minimum.... 

(  Maximum  .  •  ■ 
"■  (  Minimum 


Mammoth  Cave. 

.^t.  .lolni 

Science  Hill 

KhelbyvUle  

Smith's  Grove  ..  ,  ,,,,^,^ 

Maximum  . 

Stearns ...   )  Minimum . . 

S  Maximum  . 

Taylorsville   j  Minimum .  • 

j  Maximum  . 

Wllliarastown ]  Minimum . . 

Easle<-ii    DU'mon. 

S  Maximum  . 

ABhland    )  Minimum . , 

)  Maximum  . 

'  /Minimum. 

S  Maximum  . 

'  (  Minimum. 

)  Maximum 


Berea 

Cumberland 
Farmers  — 
Heidelberg 
Maysvllle  . 


lUm.^ 

j  Maximum 
I  Minimum. 
1  Maximum 

— , j  Minimum. 

.  ,„    ^  i  Maximum 

Middlesboro j  Minimum. 

S  Maximum 
(  Minimum. 
j  Maximum 
'i  Minimum 
j  Maximum 
)  Minimum 
S  Maximum 
(  Minimum 
)  Maximum 
/  Minimum 


Mount  Slerlin!? 

Pikeville 

Pippapass   

Quicksand 

Richmond 

Williamsburg  .. 
Winchester 


.  Minimum. . 

(  Maximum  . 

/  Minimum.. 
\  Maximum 
i  Minimum. 


ii  Instruments  are  read  In  the  morning:  tbp  maxi 
•,''.''  etc-  indicate  respfctivplv  <    9    s  ctp    davs 
B  O  Louisvillo  l.'ir^iis  }W 


nnra  temperature  then  reail 
TiiSBing  from  racord. 


■Erf»d  tn  th»^  precpdiT 


nr 

1    po' 

04 

;■ 
q^ 

ii:.. 

fiS 

6c 

69 

73 
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01 

C) 
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qs 

PS 
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e4 

^ 

n 

f." 

6R 
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V 

qs 
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PO 

CQ 

p? 
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Q 

0(1 

?s:     72 
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T} 
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q 

92 
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70 
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nn^hl  l^^fumK**  occurred  on  Urn  25-28th,  and  moderat.)  fo  hnavy  ral 
™r  «S  9fi1n  h-    ,'^'''««''*'*'vf-'  "?cal  rains  MI  at  sonio  central  an.! 
??^i2'',.oH?"^-    l''*y'*"''tli  thiindcrstorniswiTe:  8.  4.  6.  0.  7  8  9 
zO,  ^0,  ^8,  2y,  HO,  III.  '     ■ 


rather  er-ncrally 
nittcni  Btfttlons  In  lliu 
10.  \l,  1.').  17.  18,  'a.  24, 


GENERAL    SUMMARY. 

T(Mnporaturos  that  did  not  vary  greatly  from  normal,  but 
wi-rc  sonu'whaL  above  most  of  the  tin)e,  prevailed  during  the 
month,  and  were  favorable  for  the  staple  crops  in  those  sections 
that  had  sudicient  rain.  In  the  drier  districts  rather  high 
temperatures  occurred  on  a  few  da^s,  causing  distress  to  crops 
and  some  damage  to  early  corn  on  hills  and  uplands.  This 
condition  applied  mainly  to  the  Purchase  and  eastward  to  the 
lower  Green  River  section;  also  to  a  few  extreme  eastern 
counties.  Uelatively  dry  weather  persisted  in  these  districts 
through  the  month.  Some  central  localities  also  became  too 
dry  for  good  growth.  Early  corn  on  hills  and  uplands  began 
10  suffer  about  the  middle  of  the  month  in  the  western  counties 
and  some  northern  areas.  The  growth  of  late  tobacco  was  re- 
tarded and  its  irregularity  increased.  Heavy  local  showers  in 
the  fourth  week  and  fairly  general  rains  near  the  end  of  the 
month  reached  most  of  the  dry  area  and  restoied  growth.  Some 
dry  spots  remained  at  the  end  of  the  month  in  the  southwestern 
and  extreme  eastern  counties,  and  in  the  lower  Green  River 
Valley.  The  abundant  sunshine  and  seasonal  heat  were  more 
favorable  than  otherwise  for  late  corn,  which  formed  an  unusu- 
ally large  proportion  of  the  crop  in  western  districts  This  corn 
extended  its  root  system  during  the  hot  dry  weather  and  made 
very  rapid  growth  after  the  rains  came.  Early  corn  that  had 
been  insufficiently  cultivated  on  account  of  preceding  wet 
weather,  and  was  laid  by  with  rows  full  of  weeds  and  grass, 
suffered  most  from  dry  weather,  which  caught  it  at  the  tasseling 
and  silking  stage.  The  prevailing  fair  weather  favored  harvest, 
threshing,  and  making  hay.  Alfalfa  hay  cured  quickly  and  was 
put  up  in  most  places  without  rain  damage.  Gardens  deterio- 
rated during  the  dry  period.  Field  tomatoes  were  damaged  by 
blistering  The  weather  was  too  dry  in  most  places  during  the 
period  of  late  potato  planting,  but  this  work  was  also  affected  by 
shortage  of  seed.  Pastures  became  short  on  western  and  north- 
ern uplands  Except  in  a  few  localities,  all  crops  were  improv- 
ing at  the  end  of  the  month. 


aho 


MISCELLANEOUS. 

^/y,?.-Tlie  oxtreme  lower  Ohio  subsided  slowly  durlnB  tl.r-  month,  but  remained 

..  the  nsual  sum.iior  .stage  at  the  close.     A  moderate  h«o1|  In  the  upn.r  a,  d  middle 

)l.l<.  resulted  from  the  rains  of  the  29-30th,  otherwise  stages  continued  near  Poo/leveK 

PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


TEMPERATURE. 

^^The  temperature  averages  for  the  various  stations  were  2°  to 
3  above  normal,  with  the  excess  somewhat  the  greatest  in  the 
drier  western  area.  Two  or  three  days  at  the  beginning  of  the 
month  were  rather  cool,  and  the  central  part  of  fhe  State  had 
weather  somewhat  cooler  than  the  average  in  the  second  week. 
With  these  exceptions,  temperatures  were  generally  above  nor- 
mal, but  not  excessively  high  at  most  stations.  The  warmest 
days  occurred  in  the  periods  16-1 7th,  and  25-28th.  The  ex- 
tremes for  the  State  were  102^^  on  the  21st  at  Kussellville,  and 
4S    at  Greenville  and  Pippapass  on  the  1st 


stations. 

Atmospheric  press- 
ure 1  reduced  to 
sea-level.) 

Wind. 

Relative 
humidity. 

11 

I 

i 

! 

i 

It 

1' 

5 

1 

s 

a 

o 

2 

2j 

d 

i 

J 

29.82 
29.72 
29.76 
29.74 

28 

1 

6.6 
5.4 
6.1 
6.9 

37 
21 

28 
29 

ne. 

w. 

w. 

26 
13 

17 
17 

33 
8G 

85 
8S 

56 
56 
55 

57 

67 
62 

85 
67 
85 
72 

_- — 

Cincinnati  .... 

Evans  ville 

Louisville 

Ohio 
..Ind, 
..Ky. 

30.27 
80.18 
30.21 

2 

0 
0 
0 
0 

COMPARATIVE   DATA  FOR  JULY. 


1889.. 
1890.. 
1891.. 
1892.. 
1898.. 
1891.. 
1895.. 
1896.. 
1897.. 


1922.... 
1923 . . . . 
1924.... 

1926.... 


PRECIPITATION. 

The  precipitation  averaged  near  normal  but  varied  considera- 
bly in  distribution.  In  the  western  divi.sion  good  rains  fell  on 
the   5th,   otherwise   precipitation   was   scattered  and   generally 

light.  This  section  received  only  about  one-half  of  its  normal  amount,  varying  from 
less  than  au  incli  m  the  southern  Purchase  to  about  3  0  inches  in  the  lower  Green 
River  Valley.  In  the  central  division  from  3.0  to  4,0  Inches  occurred  at  most  stations 
with  a  few  south-central  districts  receiving  as  much  as  6  0  inches.  A  few  counties^n 
^^'".Trn^'^.^r"*;,  '•^^'°n  had  less  than  2.0  inches.  Most  other  eastern  districts  re 
«  „  t  t  ';;  n\7'!n'1f' 'Af'^  fi  *iT  '"!,P^''"n'i'!"  ^O  '°  ^  °  '■"'•hes.  The  range  for  the  State 
«  as  between  0.57  inch  at  Mayfield  and  9  26  inches  atFord,  Rain  fell  irregularly  in  light 
to  heavy  amounts  in  the  period  4-llth,  and  as  scattered  showers  trom  the  ISth  to  22d 


Temperature. 


75.1 
73.0 
74-0 
76.5 

78.8 
76.2 
75.2 
77.4 
77.8 
77.8 


81.7 
78.1 
77.5 
75.2 
75.9 
75.2 
78.1 


75.2 
75.8 
76.8 


1941 

1942 

19J3 

Perlodt  , 


Precipitation 


3.30 
8.48 

5.75 
7.44 
4.79 
4.71 
3.78 
4.91 
1.72 
1.91 

s'40 


2.28 
5.50 
2.54 
3.20 
6.30 
4.17 


3.63 
4'S6 


4.31 
6.05 
4.84 
6.16 
3.78 
3.04 


4.71 
4.21 

4.20 


Number  of  days. 


17 

10 

4 

IV 

9 

^ 

17 

9 

>i 

18 

8 

15 

10 

6 

16 

9 

6 

17 

9 

5 

t55  Vear  average. 


-;    4 
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(JLlMATULOGiCAL  DATA:  KENTUCKY   aKCTiON 


July,  194o 


OUmatological  Data  for  July.  1943. 


WESTERN    UIVI9ION 

Bearer  Dam  

Calhoun 

Earllngton -  ■ 

Ford's  Ferry.  Dam  60.. 

GUbertsvUle • 

Greenville ^"^^r' 

Hartford,  [near]  .  ■•■■7,™  ^ 

Henderson 1  J  2mS 

HopkinsviUe 1-2  m  i. 

LovelaceviUe 

Maytteld 

Murray ■■"■o. 

Owensboro... 1-2  m  v\ 

Owensboro,  Dam  46. 

Paducah   

Princeton 

Rumsey.  Lock   2t 

Russellville 

Lniontown,  Dam  49 

CESTRAL  DIVISION. 

Addison.  Dam  45 

Anchorage 

Bowling  Green •  ■ 

Brownsville,  Locke  t 

Burnslde  •  ■  ■  ■  • 

Carrollton.Lockl 

Clermont  •  •  •  ■  • 

Cold  Spring!,  Dam  36 

Danville    

Dix  Dam.Burgin 


Ohio  •-..• 
McLean  .. 
Hopkins.. 
Crittenden 
Marshall . 
Muhlenburg 
Ohio  ■■•... 
Henderson. . 
Christian.  .. 
Ballard  ..  .. 

Graves 

Calloway.  .. 

Daviess 

Daviess  

McCracken 
Caldwell. .. 
McLean  — 

Logan  

Union 


Frankfort,  Lock  4 

Ge3t,Lock3 -^'^--^V 

Glasgow Sm^Ji. 

Grant,  Dam  38 

Greensburg   

Lock?... 


.  m  N  \V 


3  ni  SW 


.2  m  W 


HighBiidg 

Irvington 

LaGrangi. 

Lancaster 

Leitchfleld 

Lexington ;-r„ 

Littltt  Hickman,  Lock  8.. 

Lockport,  Lock  2 

L0U13VILI.E  ,;■,•■■■,; 

Do    Bowman  Field.s  m  L 

Mammoth  Cave....  ...   

Monticello 

Munfordville 

St.  .John 

Saivisa.  Lock  6 
Science  Hill  ■ 
Shelby ville  ... 
Smith's  Grove 

Steams  v\-^ 

TaylorsvlUe ImlsE 

Tyrone,  Lock  5 •. 

Williamstown 

Woodbury, Lock  4t 

EiSTERN  DIVISION. 

\8hland 3mSE 

Berea 

College  Hill.  Lock  11 

Cumberland..   4raS 

Cynthiana 

Falmouth 

Farmers   

Flemingsbnrg 

Ford,  Lock  10 

Grayson 

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14 

Jackson 

Jenkins — 

Louisa 

Maygville  Dam  33. 

Middleaboro   

Mount  Sterline 

OneontB.Dam35.-. 

Paintsville 

Pikeville 

Pippapass 

Ouicksand. 

Ravenun.I.ock  12.. 

Kichmoiid 

Valh-y  View. Lock! 
Viinci''l)urK,Dam  32 

Willi;im8hnrg 

Willow, Lock  13  •    • 

Winchreter 

State  averages  and  extreme 


Breckinridg 
Jefferson  . . 
Warren  ... 
Edmonson 
Pulaski  ... 
Carroll .  . . . 

Bullitt 

Campbell   . 

Boyle  

Mercer 

Wayne.  .• 
■Franklin  .. 

Henry 

Barren 


Green  . . 
Jessami...  . 
Breckinridge 
Oldham  .. 
Garrard  .. 
Grayson  . 
Fayette  .. 
Jessamine 
Henry  .... 
Jefferson  . 
Jefferson  . 
Edmonson 
Wayne  .  .  • 

Hart  

Hardin  . . . 
Mercer.  .. 
Pulaski  .. 
Shelby.... 
Warren  . . 
McCreary 
Spencer  . 
Anderson. 


.4  mE 


Grant. 
Butler 


Boyd 

Madison.. 
Madison . . 
Harlan .  . . 
Harrison  . 
Pendleton 
Rowan  .  . . 
Fleming  .. 
Clark  .... 
Carter  . . . 
Oreennp. . 
Perry   .... 


Breathitt 
Letcher. 
Lawrence 

Mason   

Bell  ........ 

Montgomery 
Campbell .  . . 
Johnson   ... 

Pike 

Knott 

Breathitt  . . . 

Estill   

Madison  — 
Madison  . .. 

Lewis  

Whitley  .... 

Lee    

Clark  


Temperature,  in  degrees  Fahr. 


PreciDitation  in  inches 


Number  of  days. 


V'6'2 


-  0.3 

"i-a" 

+  1.9 

95 

+  2:3 

■97 
100 

—  03 

92 

+  '0.'2 

"95' 

-H'o.- 

102 

-2.24 
-I.07I 
-2.641 
-2.97 
-2.53 
-0.04 
+  0.60 
-0.05 
-1.83! 
+0.161 
-0.8H 
-1.81 


1.50  2.33 
1.08  0.78 
1.74  0.7- 
+  1.12  1.30 
O.lBl  1.71 
1.33   260 


2.13 

5 

0.99 

5 

1  07 

5 

0.95 

» 

1.60 

5 

1.57 

5 

0.51 

5 

1.13 

25-26 

1.30 

25 

0.26 

C 

0.40 

18 

2.02 

4-5 

2.23 

4-5 

1.23 

80 

1.40 

6 

1.98 

4-5 

1.43 

30 

0.62 

5 

1  1  01 

+0.01i  1.95 

-1.47  1.17 

+2.73  1.25 


+0  661 


6.23 

3.70 

7.6»!  + 

3.75 

7.25 

2.  .35 

4.21 

3.74 

5.25' 


I  1.83 

+1.841  1.63 
+  0.04,  1.10 
1  3.61 
0.75 
+3.67  2.4fi 
■-1.35',  1.16 
I  1.08 


.60 


.^.91  -0.28  l.fO 
4. 56 -0.28  1  30 
4.G7+0.61    2.20 


.65 

9.26]  +  4,4Hi  3.36 

1,62  -2. 5SI  0  50 

3  72I-O  6'1,  1.31 

5  70' +0.66'  2.  82 

5. 12. +0.34,  2  70 

4-34 ■  1  06 

5  (141  +  0.65.  3,01 

5  3U;  +  1.75  3,03 

6.11 +2. OH,  1.2!i 

4.00  -0  S3I  1 ,15 

7  07+2,82,  2.28 

I  8.< I  0.84 


M    111 

-'  .'i,29 

•>   Mfi 

111'.' 

4  77 

+  0  05 

117 

7,V5 

-12  51 

1.01 

2.T 

5  41 

+  0.62 

2,41 

7   hi 

2  46 

25 

4.21 

+  0.01 

3  3a 

11-12 

J.  R.  Young. 

J.  H.  Ballantlne. 

Brick  Southworth. 

Lockmast^r. 

Tennessee  Valley  Authority. 

C  R.  Lovell. 

W.  R.  Carson.  8r. 

George  Street. 

W.  K.  Morris. 

Blaine  <■  alone. 

Mrs.  Joe  Payne- 

Ralph  B.  Wear. 

Henry  8.  Berry. 

Lockmaster. 

U.S.  Engineers, 

Alton  M.  HarvlU. 

Lockmaster. 

Daniel  C.  Jones. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret, 

Mrs.  Lillie  G.  Causey. 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

R.  P.  Amos. 

Lockmaster. 

R.  p.  Coldiron. 

Kentucky  Utilities  Co., 

Joe  Norfleet. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  Let'ieD.  Perkins. 

Lockmaster. 

L.  O,  Stiles. 

J.  C.  ogg. 

Kentucky  Utilities  Co. 

D.  Lem  Highes 

U.  !^.  Weather  Bureau. 

Lockmaster. 

Lockmater. 

U  S    Weather  Bureau- 

U.S.  Weather  Bureau 

Ivan  J.  Ellsworth. 

E.  0,  Cooper. 
Robert  C.  Smith. 
Sisters  of  Loretto. 
Lockmaster. 
Willam  H.  Dobbs. 
WillaS.  A.  Ratta. 

C.  W.  Gurnsey. 
Airway  Station. 
J,  D.  Brown. 
Lockmaster. 

Miss  Nettie  B.  Simpson. 
Lockmaster. 

Lockmaster. 

D.  H.  Center. 
Lockmaster. 
James  E.  Allen. 
S.  M.  Hill. 
Jessie  Oldham. 

Mrs   Corda  B.  Stamper. 

r.  A.  Glasscock. 

Lockmaster. 

Mrs.  Ruby  A.  Burton. 

Lockmaster. 

H.  A.  Baily. 

Lockmaster . 

.las.  T.  Goff. 

R.  J.  Howard. 

Zeb  Heston. 

Lockmaster. 

Loii  Robertson. 

Joe  Igo . 

Lockmaster. 

E.G.  Praley. 

U.  «.  Weather  Bureau. 

Caney  Run  Com.  Center. 

R.  W.  Jones. 

L.)Ckma»ter 

J.  W.  Crooke. 

Lorkma.«ter . 

Lockratister. 

Wadelv  West. 

Lockmaster. 

Airway  Station. 


All  t«niDerature  data  arc  taken  from  self-registering  thermometers 


'^ir„t;.i'?fSr.!'.r=Si^ ™™.«u„„w 

t  Also  on  other  dates.    t+ Received  too  late  to  he  nicUideil  in  mean    Bnn    invun.in 


I 


.hi.Y,  V.)\'\ 


i:1,I.MAI'()1,0.;1(:aI.    DAI'A:    KliNTUCKV    SKO'I'ION 


ir(»(,Tii  Divixioi 

Ucavor  Dam 

Civlliouii 

liftrliajftou    • — 

Pords  Korry  Dam  60* 

Oilbertsville* 

uroenville 

Hartford 

llc'udi'rson 

llopkiusville     « 

LovtiliioovUle 

Mivyrteld 

Murray   ..  .. 

<.)\vensDoro   

Owousboro,  Uiiin  46"    -. . .  . 

Padncfth'  

Princeton    

Knnisey,  Lock  No.  2  » 

Russellville  » 

I.'uioutown.  Dam  J9- 

Ceulrnl  Division 

Addison, Dam  -JS.  ' 

Anchorage 

Bowllnir  Green  *  

Bowlinsr  Green  No.  i' 

lirowiisvillH,  Lock  No.  6'. . . 

Rurnsido'  

CiirrolltouLock  No.  1" 

Clormont 

Cld  Spring,  Dam  36" 

Danville' 

Dix  Dam,  Bnrgin 

Eadsville  - 

Cranlvfort.L&ckNo.  4' 

Gcet,  Lock  No. 3".. 

Gla,';!to\v  — 

lirant.  J)aru  :^S- 


LaGrange 

Lnnc!istt-r2 

Leitehfield  ' 

LexiniTtoii  t 

:.ittU' HicKinnn,  Lock  No. 

jockport,  Lock  No .  2  " 

■,01'ISVILI.r'  t 

Do.  Bowman  Field 

^lanimoth  Cave". 

Uonticello" 

Hunfordville  " 

it.  John 

jrtlvis.'i,  LockNo  p  2) 

science  Ilill 

ihelbyville  '' 

Smith's  Grove"....    ...... 

Stearns  ** 

raylorsville 

\vrone,  Lock  No.  5  "t . . . . . . 

Villiamstovvn  ' 

Voodbury,  Lock  No. 4" 

Edslern  Diriiiinn 

kshlaud  " 

ierea   

JoUegeHill,  Lock  No.  n" 

Jumberland 

Jynthian.H" 

'almouth"  

^armers"  

'lomingsbnrg"  

^ord  Lock  No.  10  "f 

irayson" 

ireennp  D:iii]    30" 

lazard" .. 

[eidalberg.  Lock  No.  14".. 

ackson  '-  

eiiUiii.s" ■ 

.ouisa" 

laysville.  Dam  33" 

fiddlesboro      

Fount  Sterling 

ineontaDani  35" 

'nintsvillf.   " '.'. 

'ikevillf-*' 

'ippapass    ■■■. 


ill^y  Yi.-NV.  Lock  N. 
incf  biirsj;.  Dnm  No. 

illiamsbiirg" .   

illow,  Lock  No.  13»^ 


Daily  rreolplfation  for  July,   1D4» 

Day  or  moiiih 


.20 
18  1.47 
22 
31 

40 

65 

1.8U 

52 

.80 

.03,3.  ni 

...     .82 

..,|.2, 

.35:   .04 


22    !05 


21     22     28     24     2S     26     27     28     29     80     81 


71  ... 
1.49.. 
.27... 


2.16 
1.9a 
2.42 
8.2)i 
0.05 

2.et 

2.7J 
0.67 
0.80 
2.99 
2.91 
3.43 
2. 01 


4.62 
4.33 
4. 68 
3.75 
3.89 
8.19 
6.78 
6.70 
3.18 
7.93 
3. 46 
5.36 
6.41 
4.71 
4.81 
6.12 
6.23 
3.70 
7.68 
3.75 
7.25 
2.35 
4.21 
8.74 


8.48 
6.54 
8.13 


Tn^i,  lo   T>;,?1  i?,?,^*^  r        A  -*'^*"^-"^'"'''^-  tP"St  office  adrirPsso.s  as  follows:-Lock  h.  Lawrfi.cebnrL'.  - 

Ken  nckv     V  'iou.    V  .  p?.".^''"  r  ,^^''^"v"\"'  ^7'  ^.  ^       f''^®'"  drainage  area  in  which  station  is  located 
••a];  „^  V  *■  r.  ;    .      ?r?'  '^    Ciimbprlfind:    T>  Tennessee:  fOlOhio;  'M*  Mfssissinpi. 

Airport  station .    Data  for  21  hours  ending  at  12.30  a.  m  .  90th  meridian  time  adjusted  to  day  they  occur 


,     ,       „        .,,  ■'xt  following  measurement. 

^y.:    Tockfi.  \  Prsnilles    Ky,  Lock  8.  Nicholftsville  ICy 

indicated  as  follows:  (B)  Big  Sandy;  (L)  Licking:   R] 


1 


CLlMATOLOGiCAL  DATA: 


KEN'lUCKY   SECTION. 


July,  1943 


Daily  Temperatures  for  July,   1943. 


12        3       4 


Western  Dtmsion. 
^  S  Maximuin  . .  • 

Beaver  Dam  )  Minimum .  ■  •  • 

S  Maximum  .  • 

Calhoun   )  Minimum .  •  • 

)  Maximum  . . 

Earlington j  Minimum . . . 

)  Maximum.. 

Ureenville j  Minimum... 

J  Maximum  . . 

Henderson J  Minimum  ■  ■  ■ 

j  Maximum.. 

Hopkinsviue   •■•••■•  j  Minimum. .. 

.,,  Maximum.. 

Lovelaccville  .....•■■  j  Minimum . . , 

)  Maximum  . 

Majfield <  Minimum. . 

J  Maximum  . 

Murray   (  Minimum . . 

\  Maximum  . 

Oweiisboro j  Minimum. . 

\  Maximum  . 

Paducan )  Minimum . . 

j  Maximum  . 

Princeton j  Minimum . . 

„   .,,  ise  )  Maximum  . 

Riiss«11viUb6^ I  Minimum . . 

Cenirtd  Division . 

)  Maximum  . 

iVnchorage /  Minimum . . 

)  Maximum  . 

Bowling  (Jreen /Minimum., 

i  Maximum . 

Clermont )  Minimum 

J  Maximum 

Danville )  Minimum . 

(  Maximum 

Dix  Dam \  Minimum  . 

i  Maximum 

Frankfort j  Minimum . 

Maximum 

Glasgow    I  Minimum . 

(  Maximum 

Greensburg '|  Minimum. 

)  Maximum 

Irvington  (  Minimum. 

,,  (Maximum 

l.Bitcli  tielQ  (  Minimum . 

j  Maximum 

L'!xington   (Minimum. 

)  Maximum 
Louisville j  Minimum 

DO.  Bowman  Fic4dlMf„Xr, 
Mammoth  Cave 


St.  .lohn 

Science  Hill.  •  ■ 
Oielbyville  ... 
Smith's  Grove 
Stearns...  ••■• 
Taylorsville  •• 
WDliamstown  . 


Middlesboro  — 
Momil  Sterling 
PikeviUe 


i;iiicks:ind 


Williainsbnrs  ■ 


S  Maximum  . . . 

■  ■  ■  I  Minimum  — 

\  Maximum  . . . 

•  •  •  1  Minimum.  . . . 

(  Maximum  .  . 

■  •  ■  I  Minimum  — 

)  Maximum  . . , 
••■  i  Minimum... 

*  Maximum  . 
■  ■"  (  Minimum.. . 

(  Maximum  . . 

—  i  Minimum... 
j  Maximum  . . 

■■•■  1  Minimum... 

\  Maximum  .. 

I  Minimum... 

IHiisioa. 

\  Maximum  .. 
■ "  ■  /  Minimum . . . 

S  Maximum  . . 
(  Minimum. .. 

)  Maximum  . . 
•••■  i  Minimum,.. 

\  Maximum  . . 
)  Minimum.. . 

3  Maximum  . . 

•  •  •  ■  (  Minimum . . . 

I  Maximum  .  ■ 

1  Minimum.. . 

(  Maximum  . . 

—  (  Minimum... 
J  Maximum  . . 

•     (Minimum... 

J  Maximum .  . 
I  Minimum... 

i  Maximum  . . 
I  Minimum. .. 

i  Maximum . . 

■  ■  "  i  Minimum. . . 

J  Maximum  . , 
■"    i  Minimum, , . 

j  Maximum  . 

"■    )  Minimum. .. 

4  Maximuin  , 

•  ■  ■  ■    (  Minimum . , 


90     80     aO     86 


93     921    95     91     94 


I  11      12      13  I  14  I  15      16      17  j  18  I  19  I  20  |  21      22     23     24 


60     T,    73     70 


88     86     93     84 


63     69!     73     67 


93  96 

671  60i     63 

881  93l     93 

65  61 


681  67 

90  83 

68j     70  67 

K8      901  85 


79      84!     84      84 
64      63|     64      61 


67l     60      62      62      61 
831    79     83     89     89 


661  63 
89  84 
69      63 


60 

fft 

HI 

87 

58 

64 

84 

Rfi 

58 

64 

8ft 

84 

5K 

65 

71 

84 

K 

Rl 

85 

87 

58 

f.9 

KK 

81 

r,H 

64 

86 

8R 

57 

64 

87 

R8 

61 

66 

83 

RR 

SI 

58 

8' 

85 

55 

64 

«( 

«'^ 

70!     T. 
941     91 


1i 

9fl!  100 

73 


62l  61 
99]  102 
-"      64 


65j     66 


^4 

96| 

67 

71 

9ft 

94 

V4 

Vft 

94 

94 

73 

V4 

9ft 

9ft 

69 

7S 

9;-' 

94 

6ft 

6R 

9  J 

96 

68 

70 

73  72 
93!  97 
fiOi     69 


61      62     63     62 


I    62 


89      84      90 


92l     92      85      89      94 


7?1 

no]    88] 


89 
65 

82 
,S6 

941 
611 

93      971 

66      6S 

62 

80 

Oft!     92 

62 

6Ri     62 

85 

91 

9b 

65 

67 

qn 

93 

9S 

65 

6h 

9i 

09 

97 

61 

6:- 

63 

97 

'-«;  96 

6l 

86 

"r 

'_'! 

91.4 

67.5 

92,0 

65,0 

92,6 

66.9 

90.7 

67,1 

94.5 

68.2 

9H.2 

6V.4 

91  2 

70.5 

89.1 

92.8 

6H.ft 

90. 5 

70      651     BS.ft 


94  96  921  84 
57  67  681  68 
94      9S1     Go      86 


691  721     69 

9S|  891     87 

70  68i     64 

94!  8Ri 

711  70 


58 

67 

69; 

66 

90      97 

8S1     93i 

56      63 

66      61 

93      93 

1i      9f' 

5h     70 

6ft      f6 

89      95 

92      94 

60      67 

67 

6ft 

93I     94 

H3 

94 

ft9      69 

6^ 

94I     91 

79 

81- 

61 1     70 

,S4 

99      97 

94 

98 

62      68 

68 

67 

87      93 

q( 

92 

63 

70 

70 

66 

99 

92 

88 

91 

6': 

66 

65 

90 

84 

96 

69 

67 

67 

66 

93 

!«9 

91 

n4 

56 

60 

93 

92 

91 

58 

r.i 

62 

90 

87 

81 

94 

60 

6S 

6( 

6V 

qo 

8< 

KK 

92 

59 

63 

66 

64 

93 

9? 

R8 

91 

63 

65 

67 

93 

90 

89 

90 

6( 

6 

(12 

93 

99 

1     **' 

9-4 

f''> 

60 

68 

67 

qf 

82 

86 

(-.51     6, 

68[     68 

qa!     9f 

X>\     89 

61 

'r. 

\^ 

R6 

85.8 

63 

6.5.6 

94 

93,5 

68 

69.8 

qv 

^90.3 

ft- 

^63.4 

88 

87.3 

51 

64.3 

91 

90.6 

62 

67.4 

9f 

90.8 

61 

65.7 

87 

90  1 

61 

66.7 

86 

90.1 

66.1 

91 

89,2 

59 

66.4 

87 

88  1 

63 

67.4 

90 

S9.  7 

61 

e.1.5 

86 

87. T 

67 

69.5 

»f 

6< 

68.2 

PO 

88.5 

58 

65.5 

R7 

88.7 

ftft 

61.7 

89 

89.5 

60 

64.7 

90 

88.7 

ftc 

64.7 

99 

90. 0 

60 

66.3 

87  4 

64 

65.2 

94 

91,1 

69 

66.4 

87 

87  8 

64 

66. 5 

86      92|     921     8ft!     S^9 


93 

90 

71 

68 

90 

f-1 

63 

on 

87 

66 

6R 

90 

7f 

t 

9; 

88 

67 

6C 

89 

R1 

69 

65 

62  66 
89 

62 

«2l  85 

68l  66 

83i  88| 

67i  6ft 

83l  8Rl 

651  63 


88.4 
65.8 
87.8 
65.9 
'87,2 
'59.8 
89.0 
64,2 


60.8 
92.1 
65.7 
84,7 
68.5 
,88.4 
66, S 
86,8 
64.0 


irninsr;  the  maximum  temperature  then  read 
I    9    :i  Pt^     iavi  missinar  ^rnm  rBcorrt, 


I  cliarged  tn  t,hp  prprndii 


it^vtll.-  8-2)  l:i  lin 
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No. 


GENERAL,    SUMMART. 

Hainfall  was  deficient  in  nearly  all  sections  of  (ho  State.  Dry 
areas  that  were  present  at  the  beginning  of  the  month  in  the 
western,  extreme  eastern,  and  some  north-central  districts  ex- 
panded to  include  most  northern  and  western  counties  by  the 
end.  Some  good  showers  in  the  first  week,  mainly  in  the 
central  and  southeastern  counties,  together  with  moisture  re- 
maining from  the  rains  lato  in  the  preceding  month,  maintained 
fair  to  good  growth  in  those  sections.  By  the  middle  of  the 
month  drought  conditions  had  become  established  in  many 
western  districts  and  were  appearing  in  north-central  localities 
In  most  of  the  State  no  rain  of  consequence  fell  during  the  last 
two  weeks.  The  western  third  of  its  area  had  little  rain  after 
the  oth.  Temperatures  of  lOU'"  or  higher  on  several  days  in- 
creased the  suffering  and  deterioration  of  crops.  It  was  only 
in  the  southeastern  counties  and  the  eastern  half  of  the  south- 
central  section  that  late  crops  made  reasonably  good  progress 
and  pastures  were  fairly  well  maintained  throughout  the  month. 
The  heat  and  dryness  hastened  the  maturing  of  early  corn  and 
caused  rather  general  tiring  of  early  tobacco  in  the  drier  areas. 
p]arly  corn  matured  before  the  drought  could  injure  it  materi- 
ally. During  the  period  that  moisture  was  sufficient,  the  mod- 
erately high  temperatures  favored  late  crops;  but  as  the  soil 
dried  the  heat  increased  and  soon  became  damaging.  Late  corn 
on  uplands  fired  seriously  and  the  tassels  dried.  Premature 
cutting  of  much  tobacco  was  induced  by  extensive  firing.  In 
the  southeastern  counties  tobacco  developed  and  ripened  nor- 
mally. Except  in  this  district,  late  tobacco  grew  very  slowly 
during  the  last  two  weeks,  and  remained  so  small  that  complete 
development  could  not  occur  before  the  usual  frost  date.  Late 
potatoes  showed  irregular  stands  and  grew  very  slowly.  Pastures 
held  up  fairly  well  during  the  first  half,  but  deteriorated  later 
on.  Much  hemp  in  the  dry  districts  was  undersized,  due  partly 
to  late  planting  and  partly  to  dry  weather.  Soybeans  withstood 
the  dryness  quite  well,  but  podded  less  freely.  The  weather  was 
very  favorable  for  making  alfalfa,  lespedeza  and  soybean    hay. 

TEMPERATURE. 

During  the  first  eight  days  temperatures  were  not  far  from 
normal.  Temperatures  in  the  period  9-16th  and  in  the  last 
decade  were  considerably  above  the  normal.  Despite  the  cool 
weather  of  the  17-20th,  these  warm  spells  rai.sed  the  mean  for 
the  month  well  above  the  average.  In  the  western  dry  districts 
most  days  had  maxima  of  90-  or  above.  Temperatures  of  K'O^ 
were  reached  or  exceeded  at  many  western  and  central  stations 
on  one  to  six  days  of  the  warm  period  late  in  the  month.  Ex- 
tremes for  the  State  were  1('6^  at  Earlington  on  the  2.Vth  and 
42'-  at  St.  .John  on  the  20th 


PRECIPITATION. 

Precipitation  averaged  about  one-third  of  the  normal  amount 
for  August  There  were  no  general  rains  during  the  month 
Some  western,  central  and  a  few  eastern  stations  reported  good 
rains  m  the  period  Ist-oth.  Widely  scattered  showers,  mostly 
light,   occurred    in    the   periods    10- 17th    and    24-'>8th'      Some 

moilerate  to  heavy  rains  ffll  in  central  ami  eastern  districtson  the  I2thanfl  17t(r  The 
western  division  had  no  rain  of  cons-  quenoe  after  the  11th.  The  disfribu"  on  over  the 
State  was  very  irreg.lar  A  few  sourhuestern  counties,  a  considerab  "  ^o  ,thp«stlrn  I 
area,  and  a  few  stations  in  the  central  Kentucky  River  basin  received  fr,m'>G  to  7°  I 
inches .  -V.  few  other  station^  scattered  through  central  and  northern  districts  repor.ed  ! 
d  central  areas  amounts  ranged  between  0,60  j 


and  1.50  Inches,  whllo  several  northorn  coiinilcH  had  less  than  half  an  Indi.  1  ho 
raiiBO  tor  the  state  \yas  between  a  trace  at  AnchoraKo  and  Carrollton  and  4  7a  jnchex 
at  Herea-     Days  with  Ihundorstornis  were:  3,  4,  <).  IH.  2i.  20,  27. 

MISCELLANEOUS. 

Kivn-f.-HUxKcs  somewlint 
During-  tho  remainder  of  the  hm 

Aug:.  11.  -A  man  was  kill. 
standiiiK  111  a  barn. 

Aug.  2,).-.\  woman  was  shocked  by  lightning  at  Louisville  while  Ironing 


d  by  lit;hlaiiig  in-.iT  Ki 


(■  Ohio  durlnjr  the  first  decade, 
uool  levels  In  all  wetloiiR. 
■'Vllle,  Madison  (.'ounty,  whllo 


PRESSDRE,  WIND.  HUMIDITY  AND  SUNSHINE, 


Cairo Til . 

Cincinnati Ohio 

Evansville Ind, 

Louisville Ky. 


Atmospheric  press- 
ure  reduced  to 
sea-level.) 


30.13  18 
30. 17  19 
80. 12|   18 

30.14  19 


Relative 
humidity. 


|g 


COMPARATIVE   DATA  FOR  AUGUST. 


■  75  to  2  75  inches.     In  most  nort 


70.6 
73.2 
72.9 
75.4 
74.8 
77.1 
76.6 
77.1 
75.2 
76.7 
78.1 
80.4 
75.5 
75.6 
75.5 
75.2 
75.7 
77.4 
74.8 
76.3 


73.7 
78.0 
76.0 
71.3 
77.0 
73.9 
80.2 
75.0 
73.4 


77.0 
74.0 
76  5 
74.9 
76.5 
74.7 
76.6 
77.0 


74.9 
78.1 
75.9 


Preci  pitatfon        Number  of  days . 


3.13 

1.72 
3.02 
2.15 

2.33 


2.74 
5.12 
2.48 
3.27 


4.37 

4  27 
2.79 
2.60 


6.29 
4.25 
3.49 
3.18 


4.76 
4  22 
2.22 
3.63 
4.45 
2.88 
3.67 
3.13 
6. 56 
1.32 
3.69 


16    ! 

13    j 


t55  Vear  average. 


30 
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niimntnln^inaj^Data^r^ugust.  1943. 


WESTERN    DIVISION 

Beaver  Dam 

Culhoun 

Earlington •■ 

Ford's  Ferry.  Dam  50 

QilbertfivUle „-■• 

Greenville •• L**"""- 

Hartford,  [near]..  •••7  mh, 

Henderson-   1  ^  2mh. 

tf  opkiusville 1-2  m  ii 

LovelaceviUe 

Maylield. 

Murray Vr^'w 

Owensboro... 1-2  m  W 

Owensboro.  Dam  46 

Paducah   

Princeton 

Rnmsey,  Lock   2+. 

Russellville 

Xl  niontown,  Dam  49. 


Ohio  •■••• 
McLean  . . 
Hopkins .. 
Crittenden 
Marshall . 
Muhlenbnrg 
Ohio-.-.. 
Henderson 
Christian. 
Ballard  .. 
Graves  . . . 
Callovpay. 
Daviess. .. 
Daviess  .. 
McCrack  e 
Caldwell. . 
McLean  .. 

Lcgaii 

Union  .... 


.3mNE. 


mNW. 


CENTRAI.  DIVISION 

Addison,  Dam  45 

Anchorage 

Bowling  Green. ...-.•• 
Brownsville,  Lock  6  +• 

Burnside  

Carrollton.Lockl 

Clermont  ■■•■••■  ■  ■  ■  ■  • 
Cold  Spring.  Dam  36  •. 

Danville 

Dix  Dam.Burgin 

Eadsvllle   •■.■•,■■; 

Frankfort.  Lock  4 

Gest,Lock  3 

Glasgow •  •    - 

Grant,  Dam  38  .  •  •  ■ 

Greensbnrg  

High  Bridge,  Lock 

Irvington   

LaGrange 

Lancaster 

Leitchfleld 

Lexington ;•■•,•„ 

Little  Hickman,  Lock  8.. 
Lockport,  Lock  2 

Louisville  •  ■ 

Do    Bowman  FleldSmE 

Mammoth  Cave 

Montlcello    -.•■..•■■ 

Munfordville.. 

St.  John 

Salvisa.  Lock  6 

Science  Hill   •■ 

Shelby ville  .... 

Smith's  Grove. 

Steams  

TaylorsvlUe  •  ■ 

Tyrone,  Lock  5 •  •  • 

Williamstown 

Woodbury, Lock  It 

E43TEUN    mvisION. 
^.sbland 3  m  SK 


.  3  m  SW 


.2m\V 


iNE 


Breckinridge 

JelEerson  . . . 

Warren    — 

Edmonson  . 

Pulaski   — 

Carroll 

Bullitt 

Campbell   .. 

Boyle   

Mercer 

Wayne 

Franklin  . .. 

Henry 

Ii:irren 

I  Boone  

.Jefiinniiue  . 
Breckinridge 
Oldham  .-•• 
Garrard  — 
Grayson  . . . 
Fayette  .... 
.Tessnmine  . 

Henry 

.lefferson  . . . 
Jefferson  •  ■  ■ 
Edmonson  . 
Wayne 

Hart  

Hardin 

Mercer 

Pulaski   .... 

Shell)y 

Warren   •  •  • 

McCreary  •• 

Spencer  ••.• 

Anderson. .. 

Grant 

Butler 


College  Hill.  Lock  11 


.4mS. 


4  mE. 


Cumberland  • . 

Oynthlana 

Falmouth 

Farmers   

Flemingsburg 

Ford, Lock  10 

Graysoi\   

Greenup, Dam  30  .... 

Hazard 

Heidelberg,  Lock  14. 

Jackson  

.lenkins 

Louisa 

MayBvillcDam33.  • 

Middlesboro  

Mount  Stirling 

OneoQta.Dam  35 

Paintsville 

Pikeville 

PipTjapass 

Cinicksand. 

Ravenna,  Lock  12... 

Richmond 

Valley  View,  Lock  9 

Vanceburg.Dam  32, 

Williamsburg 

Willow,  Lock  13  •    ■• 

Winchp-ster   • 

State  averaffes  and  extreme 


Boyd 

Madison.. 
Madison . . 
Harlan .  • 
Harrison  . 
Pendleton 
Rowan  . .. 
Fleming  . . 
Clark  .... 
Carter  . . . 
inp.. 


Temperature,  in  degrees  Fahr. 


^7, 


79.7  + 
79.4  + 
81.2k 
80.9  + 
8U.  4  +  2. 8 
78.8 


Perry 

Lee    

Breathitt  .  • 
Letcher-  ■  -  • 
Lawrence  . 

.Mason   

Bell  ....... 

Montgomery 

Campoell 

■Johnson 

Pike 

Knott. ... 
Breathitt 
Estill  ... 
Miidlson  . 
Madison 
Lewis  . . . 
Whitley  . 

Clark".'.' 


Precipitation  in  inches       [Number  of  days 


C,7|... 
78.l|  + 


2  02 
•i.  2-1 
-2,90 
■1 

•0.24 
■3.00 
-2.72 
-2-91 
-0.67 
-2.52 
-2.01 


3.26 
2.  05 
2-39 

-2.61 

—  5.fi2 

.92 


45  ' 

19 

lo' 

'l9t' 


61' 

19 

19 

19 

49™ 
46 
48 

'20" 
Iflt 
20 

-54' 

19 

56' 

io" 

52 
42 

i  'ist 

20 

fO.fiS 
-2.80 
-2.8. 


-336 
-3  34 
-3  44 
-0.65 

-1  91 

+  0.52 
-2.38 

-2 '.90 
-3.C5 
-4.26 


J.  R.  Young. 

J.  H.  Ballantine. 

Rrick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

G.   R.  Lovell- 

W.  R.  Carson,  8r. 

Georire  Street. 

W.  K.  Morris. 

Blaine   *  alone. 

Mrs.  Joe  Favne- 

Ralph  B.  Wear. 

Henry  S.  Berry. 

Loekmaster- 

U.  S.  Engineers, 

Alton  M-  Harvlll. 

Lockmaster. 

Dr   Samuel  8.  tJcReynolds. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

Mrs.  Lillie  G.  Causey. 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

R.  P.  Amos. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co., 
Joe  Norlieet. 
Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  LettieD.  Perkins. 

Lockmaster. 

L,  O,  Stiles. 

J.  C.  Ogg. 

Kentucky  Utilities  Go- 

D.  Lem  Hi  ghes 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmater. 

U  S    Weather  Bureau. 

U-  S-  Weather  Bureau. 

Ivan  J.  Ellsworth- 

E-  O  Cooper. 

Robert  C-  Smith. 

Sisters  of  Loretto. 

Lockmaster. 

Willam  H-  Dobbs. 

WillaS.  A.  Ratta. 

C.  W.  Gurnsey. 
Airwa.\  Station. 
V.  E.  Snider. 
Lockmaster. 

Miss  Nettie  B.  Simpson. 
Lockmaster. 

Lockmaster. 

D.  H-  renter. 
Lockmaster. 
James  K    Allen - 
S.  M.  Hill- 
Jessie  Oldham. 

Mrs   Cord  a  B-  Stamper. 

C.  A.  Glasscock. 

Lockmaster. 

Mrs.  Ruby  A- 

Lockniaster. 

H.  A.  Baily- 

Lockmaster . 

Jas.  T-  (ioft. 

R.  J.  Ho^vard. 

Zeb  Heston. 

Lopkma-sler. 

Lon  Robertson - 

\v.  S.  Vice- 

Lockmaster. 

E.G.  Fraley. 

U.  S.  Weather  Bureau. 

Canev  Run  Com.  Center. 

R.  W.  Jones - 


Burton. 


Lockii 


^ler 


Crooke. 
Lockmaster - 
Lockmaster. 
Charles  B    West. 
Lockma-ster. 
Airway  .Station- 


d  only  for  such  stations  as  have  ten  or  --e^^ear^,?.'  Xer'Locks'a^^^S'tht  K?n"uckyRiver 
:•,,=,„-,:-„  „pans  IRuinHey,  lirownsviUe  and  Woodbury  are  Locks  on  the  G^een  River    oini.r 

^.'appea?i".Mn  the  table  indi^.ate  nui^bcr  of  days  missing ;  for  e-p-^pV'e<'nuK"s^  ""th^O  m'inch  rain  ormelted  snow 
+t  Received  too  late  to  be  iticlndsd  in  mean    and  Riimmanes.  1     KreduuftT.ion  v» 


All  temperature  data  are  taken  from  solf-retristenng  thermometers 
The  dei«irtures  from  normal  temperature  and  precipitation  are  compute 
•d  In  determiningsection  f 

Reference  letters,  *,  '' 

t  Also  on  other  dates 


AuausT,  194;{ 
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Daily  Vrooipltutiou  for  Au^ukI,    1043. 
Diiy  of  month 


Weitern  D\ 

Bo»vor  Dam 

Calhoun 

KarliuKton    •  — 

Kords  Korry  Dam  60' 

OllbertsviUe' 

Ureonville 

Hartford 

Hemlorson 

llopkiiisviUe     » 

Lovelncoville 

Mayflold 

Murray   . .  . . 

Owousboro  

Oweusboro,  Diun  46'   '^ 

Paducfth'  

"rinoetou    

Humsey,  Lock  No.  2  ' 

Russell  ville  ' 

Unioutown.  Dam  49* 

Central  Division 

Addison, Dam  48.  ' 

Anchorage 

Bowliiitr  Green  ' 

BowIiiifrOreeu  No.  2' — . 
Brownsville, Lode  No.  6'.. 

Burn.side'  

UiirrolltonLoclv  No. 

Clermont 

Cold  Spring,  Dam  36' 

Danville' 

Dix  Dam,  Bnrgin 

Eadsville  ' 

I'rankfort.LookNo.  4'.., 
CJest,  Lock  No.  3  « 

lasgow 

rant.  Dam  3S' 

flreensburg  ' 

High  Bridge,  Lock  No.  1^ 

Irvinsrton   

L.aGrange 

Lancust?r» 

Leitchfield   '' 

Li'xiiistoii  t '. . . . 

;.ittle  UicUnian,  Lock  No 
jockport.  Lock  No.  2'... 

jOUISVILLE"  X- 

Do.  Bowman  Field... 

Mammoth  Cave' 

Moiiticello  2 

slunfordville  ' 

't.  ,lolin 

-.■ilvis.i.LockNop't 

Science  Hill 

Shelb.vvi       " 

!raitli'e  lirovf  •*..... 

itearns  *" 

raylorsville 

:'yroue,Lock  No.  5  't 

Villlamstown  ' 

Voodlinry,  Lock  No. 4'. 

Eastern  Dimtiim 

ishland' 

k'rea   

JoUegelTill.  Lock  No.  IT 
Jumberland 


^armers^  

i'lfmiiigjbnrg' 

I'ordLockNo.  10 't.... 

irayson^ 

ireenup  Dam    30' 

lazard^ 

leidalberg.  Lock  No.  14 
ackson  ' 


■faysvil 
liddleslK.vo  .  . 
fount  St'Tliiifr  ■■ 
)ne9nta  0:1  ni  35  - 
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Dally  Temperatures  for  August,   1943. 


Western  JHvinon. 
„  J  Maximum. •• 

Beaver  Dam  )  Minimum .... 

)  Maximum  .  •  ■ 

Calhoun   \  Minimum .... 

J  Maximum  . . . 

Earlington J  Minimum. . . . 

j  Maximum... 

Greenville )  Minimum 

Maximum  . . 

Henderson.... )  Minimum. •• 

,  .       .,,  J  Maximum  . . 

Hopkinsville \  Minimum . . . 

LovelaceviUe ImniZ^m.':. 

\  Maximum  . . 
MayHeld j  Minimum... 

j  Maximum  . . 
Murray   (Minimum... 

J  Maximum  . . 
Owensboro -j  Minimum. . . 

S  Maximum  ■ 
Paducan )  Minimum.... 

J  Maximum  .  . . 

Princeton /  Minimum .... 

,.   •„  sa  3  Maximum  ... 

Kiissellville^S (  Minimum.... 

Central  Difision. 

j  Maximum  . . . 
Ancliorage j  Minimum.... 

i  Maximum  . . . 
Bowling  Green j  Minimum.... 

S  Maximum .  • . 
Clermont )  Minimum  . . . 

)  Maximum  ... 
Danville )  Minimum.... 

J  Maximum  . . . 

Dix  Dam \  Minimum . . . . 

,  ^    ,  )  Maximum  . . . 

Frankfort )  Minimum.... 

(  Maximum  . . . 
Glasgow   (Minimum.... 

\  Maximum  . . . 

Greensburg -j  Minimum 

.      ^  j  Maximum  . . . 

Irvington )  Minimum . . . . 

.   .  , ,  )  Maximum  . . . 

Leitchheld  j  Minimum . . . . 

i  Maximum  . . . 

Lexington   j  Minimum . . . . 

.     .,,  (Maximum.., 

LonisviUe j  Minimum . . . , 

Do.  Bowman  Field  I  M-/-„"-;: 

.1,  o„„„  i  Maximum  .. 

Mammoth  Cave j  Minimum. . . 

,   .  Maximum  . .  ■ 

St.  .lohu j  Minimum.  .. 

„.,,  )  Maximum  . . 

Science  HiU (  Minimum... 

,,,  Maximum  . . 

rihelbyville   (Minimum... 

.  .    „  /  Maximum  .  • 

Smith's  Grove  ...■.-.  (Minimum... 

)  Maximum  . . 

Stearns...   •••• (Minimum... 

)  Maximiim  .. 
TaylOTSViUe    (  Miniimun... 

WillianiBtown -;  Mfnimum  . '. ' 

Kniitprii    Diviniun. 
, ,      .  )  Maximum  . . 

Ashland    /  Minimum . . . 

)  Maximum  . . 

Uerea (  Minimum... 

„      ^     ,      .  )  Maximum  . . 

Cumberland j  Minimum . . . 

j  Maximum  . . 

Farmers )  Minimum... 

^  .^  ,.  )  Maximum  ., 

Heidelberg ,  Minimum.. 

„          .,,  \  Maximum  . 

MaysviUe (Minimum.. 

Middlesboro i  ^Sm.! 

Mount  Sterling.   ..    \^^Z^- 
,,,  j  Maximum . 

PlkovlUe ,  Minimum . . 

i  Maximum  . 

Plppapass   (Minimum.. 

,,   .  ,         ,  )  Maximum . 

Qnicksimd •.  j  Minimum.. 

.  ,           ,  )  Maximum  . 

'<'f^l""""'^ •■    (Minimum.. 

Williamsburg 1  SX^. 

Winchester • .  |  Minimum . 


4        5       6        7 


12      13      14      15 


701     71 

85l     89 
73 


73;     (58:     70 


95 

92 

M 

78 

q^ 

96 

RS 

75 

W 

91 

66 

74 

qe 

92 

6,1 

74 

92 

93 

62  60 

92  80 

64  64 

"-'  82 


104 


54 

77      80 
52     61 


87 

92 

74 

66 

90 

82 

70 

100 

65 
90 

67 

fih 

W. 

86 

66 

66 

9? 

8^ 

72 

fS 

64 
85 
65,     69 
88     89 


56 
98   102 
57 


S3.  5 

66.6 
94.2 
64.5 
98. 0 
66.4 
92.2 
66.7 
95.5 
67.0 


66.5 
'94,0 
62.7 
90.0 
62.7 
93.0 
68.5 
92.8 
64.1 


92.1 
'62.7 
90.8 
66.5 


91.4 
64.1 
91.4 
59.  9 
91.3 
63.5 
92  6 
62.6 
92.5 
55.6 
S9.1 
63.8 
94  2 
65.5 
89.5 
67.4 


67.3 
91.5 
61. S 
90.3 


97      88      85i     90     93| 
71      61      55     86     631 


59. n 

9(  0 
f2  5 
86.7 
67.2 
ro  2 
64  5 
88.9 
64,5 


ii  Instruments  are  read  in  the  - 
*.''."  etc  Indicate  rfspfftirpli 
(T   B  O   Lonisvillf.  9-2i  13  HOC 


the  maximum  temperature  then  read  is.  charjrerl  to  the  nreoedii 
tf     (1av«  missing  from  rnoord. 


vhirli  it  almost  always  occurs 


■  1 
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KExNTUCKY    SECTION 


J.   L.  KBNDAIili 


Xg^A^^^^^      Louisville,  Ky.,  September,  1943 


No.  9 


becam( 
Considerable 


GENERAL    StTBIMARY. 

Favorable  conditions  in  the  fir.t  week  were  followed  by  unsea- 
sonably cool  weather  that  prevailed  until  near  the  end  Gen- 
rhrin?  }f  o^'^;f^^™^  to  some  extent  the  retarding  effect  of 
o,Z  ";  H  f-  1  7-y^'^"^«««'-lyin  the  month  rdieved  the 
drought  and  started  late  crops  to  growing  vigorously.  These 
ra.ns  did  not  co,ne  in  time  for  some  late  corn,  which  had  fii?d 
rather  extensively  on  northern  and  eastern  uplands.  Where  not 
too  tar  advanced  late  crops  improved  decidedly  after  the  rains, 
thp  in  .  nf;;^  niatured  m  most  central  and  eastern  districts  b^ 
he  end  of  the  mon  h.  Some  very  late  corn  on  western  bottorJ 
lands  remained  quite  green. 

New  top  growth  of  badly'fired  tobacco  delayed  cutting  until 
the  fresh  leaves  ripened  about  two  weeks  later.  Late  fobacco 
developed  rapidly  but  much  of  it  had  to  be  topped  low  CoM 
winds  and  low  temperature  adversely  aflVcted  the  curing  of  to. 
bacco  in  the  preliminary  stages,  but  the  early  cuttin 
dry  enough  that  stripping  began  on  some  farms 
late  tobacco  remained  out  at  the  close 

Late  potatoes  which  had  stood  almost  unchanged  for  weeks 
began  to  grow  after  the  rains  General  improvement  in  pa^tuS 
relieved  teeding  that  had  commenced  on  account  o?  ?he  dry 
weather.  Better  growth  of  the  late  forage  crops  added  con 
siderablv  to  the  supply  of  hay,  when  littfe  had  been  andcl 
pated  be  ore  the  rains.  Hay  from  lespedeza,  soybeanrand 
third  or  fourth  crop  alfalfa  was  cured  and  put  up   with  a  mini- 

ZT\t^TT  ""'  "''^'^'■-  •  ^"'^  ^^^h*  ^^^"  occurre^l  no  th. 
ern  and  eastern  counties  in  the  last  three  weeks.  Good 
rams  in  the  southwestern  and  south-central  districts  in  the  third 
week  served  to  maintain  growth  in  that  section  Towad  he 
end  in  northern  and  eastern  areas  the  soil  became  too  d  y  to 
P  epare  the  seedbed  tor  grain  or  to  insure  germination  FaU 
plowing  advanced  well  after  the  early  rains  Seeding  to  cove 
orops  that  followed  immediately  resulted  in  good  stands  The 
weather  was  too  wet  for  short  periods  in  the  cotton  district  but 
ripening  and  picking.  Light  frost 
e  last  week  without 


MISOELLANEOtrs. 


PBKSSUKE.  WIND,  HUMIDITY  AND  SUNSHINE. 


Atmospheric  press- 
ure I  reduced  to 
sea-level.) 


Cairo 

Cincinnati  . 
Evansville. 
Louisyille.  . 


•111. 
Ohio 
Ind. 

..Ky. 


29.75 
29.60 
29.82 


Si 


OOMPARATIVE    DATA  FOR  SEPTEMBER. 


nost  of  the  month  favored 

5ccurred  in  some  places  on  the  10th  and  in  th 

jamage. 


TEMPERATtJRS 

The  subnormal  average  temperature  was  due  main! 
;ool  nights  ot  the  last  two  decades,   when  minimum  tempera 
^ures  were  frequently  in  the  low  40's.     The  first  firda'rjere 
iecidedly  warm,  with  daily  means  5"^  to  15^  above  ?henonm 
very  cool  weather,  with  temperatures  G^'  to  15°  below    he  e-Ta 
ional  average  occurred  in    the    periods    9-lUh 
-od-Z/th       With  a  few  exceptions,  d 
inough  to  promote  fairly  good  growth 
vere  104'^  at  Bowling  Green  on  the  1st 
he  ISth. 


ly  to  the 


17-20th     and 

iay  temperatures  were  high 

'^       Extremes  for  the  State 

and33^atPippapasson 


1920... 
1921... 
1922... 
1923... 
1924... 
1925... 
1926.  . 
li)27 . . . 


PRECIPITATION. 

Precipitation  averaged  about  two-third^j  nf  H-,a  r.^vw,„i 
.r  this  month.     Most  stations  soutltr  f     hrc^e  n  Tive 

alley  reported  from  3.0  to  4.  5  inches,  which  is  n.ar  or  sligh  ,y  hL  r  I        .J 
inal  average.     From  the  Kentucky  River  eastward  mn'   of  .1        ^  "^  '^^ 

,„hQe  ™>,;i„  ., .,  ■"  '^''^"'^^^'^'^  roo.st  of  the  section  liari  ^,,1, 


sea- 
:ches  while  some  northeastern  counties  re;.e"i;e"dVo"i;7h  or^lesf '  fJ"1°"'^  '' 
ntral  counties  southeast  to  the  border  amounts  range^from  2  0  to  3  ^  .  °°'"'' 
•ec.ptattonfortheState  varied  between0.82inchatc"'thratnr5.'9sSeTat^^^^^^ 


1942 

1943   ... 
Periodt  . 


73.4 
68.7 
74.6 

69'l 
71.1 
70.2 
73.0 
69.1 
71.6 


73.5 

72.2 

65.5 

69  5 

72.6 

75.1     I 

69.6 

74.3 

69.2 


Number  of  days. 


2.51 
4.41 
3.71 
2.80 


2.87 
4.49 
2.83 
3.78 


5.03 
4.82 
2.75 
3.57 
1.84 
3.52 


1.16 
3.12 

2.58 


t55  Vear  average. 


? 
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(JLiMATULUGiCAL  DATA:   KENTUCKY   tiECTiUM 


Seftember,  1943 


Climatologicalj>ata^j^  September,  1943. 


WESTERN    DIVISION 

Beaver  Dam  • 

Calhoun 

Earlington 

Ford's  Ferry,  Dam  50.  ■ 

Qilbertsville • 

Greenville •■ 3 

Hartford,  [near] 
Henderson  ■  •  • 
HopkinsviUo. . .. 
L..v.il»cev.lle... 

Msyfleld. 

Murray 

Oweusboro. 1 

Owensboro,  Duiii  46 

Paducah   

Priucetou 


RuBsellvillt 

Tjniontown,  Dam  49. 


....7mN 
.1  1-2  mS 
. . 1-2  lu  E 


CENTRAL  DIVISION. 

Addison,  Dam  45 

Anchorage 

Bowling  Green • 

Brownsville,  Lock  6  +■ 

Burnside  •  •  •  ■ 

Carrollton,Lockl 

Clermont  ■■■■  -^ 

Cold  Spring,  Dam  3d 

Danville   

Dix  Dam.  Bnrgin 

Eadsville 

Frankfort,  Lock  i 

Gest.  Locks ■  •  •  • 

GlaPKow 3mNE 

Grant.  Dam  38 

Greensburs; 

High  Bridge,  Lock  7 

Irvington   • . •  ■  •  •  •  ■• 

LaGrange 1  m  NW 

Lancaster 

Leitchfield 


Ohio  •  •  ■  ■ 
McLean  . 
Hopkins . 
Crittendi' 
Marshall 
Muhlenburg 

Ohio 

Heudereou. . 
Christian.  .. 
Ballard  ..  .. 

Graves 

Calloway.  .. 

Daviess 

Daviess  . . .. 
McCracken 
Caldwell... 
McLean  — 

L'>ga" 

Union 


.2m 


i'ne' 


Lockport,Lock2  .. 

Louisville  

Do    Bowman  Field.5  m  E. 

Mammoth  Cave 

Montlcello 

Munfordville --^ 

St.  John 3  m  S\\ 

Saivisa.  Lock  6 

Science  Hill  ■■ 
Shelby viUe  ... 
Smith's  Grove. 

Steams  

Taylorsville  .• 

Tyrone,  Lock  5 

Williarastown 

\Voodbnry,Lock  4t 

EsSTERN   division. 

Vshland 3  m  SE 

Berea 

College  Hill.  Lock  11 

Cumberland  ..   *  m  .^ 

Cyuthiana 

Falmouth 

Farmers   

Flemingsburg 

Ford, Lock  10 

Grayson 

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14 

Jackson  

Jenkins 

Louisa 

Maygville  Dara  33 4  m  E 

Middlesboro 

Mount  Sterline 

Oneonta.Dam  35 

Pftlntsvllle 

Pikcville 

Ptppapafls  

Quicksand.  — 

Ravenna,  Lock  12 

Richmond 

Valley  View,  Lock  9 

Viineebnrg.Dam  32 

Williamsburg 

Willow, Lock  13 

Winchester 

StAte  averages  and  extreme 


Edmonso 
Pulaoki  . 
Carroll  .  . 
Bullitt . . . 
Campbell 
Boyle  ... 
Mercer  . . 

Wayne 

Franklin  . . . 

Henry 

Barren 

Boone .  • 

Green  

Jessamine  . 
Breckinridge 
Oldham  — 
Garrard  — 
Grayson  ... 
Fayette  .... 
Jessamine  . 

Henry 

Jefferson  . . . 
Jefferson  . .  • 
Edmonson  . 

Wayne 

Hart 


Ihirdin  ... 
Meiv.T.  .. 
Pulaski  .. 
Sli.-lby.... 
Warren  •• 
McCreary 
Spencer  .. 
Anderson. 

Grant 

Butler.... 


Boyd 

Madison  — 

Madison 

Harlan 

Harrison  . .. 
Pendleton  . 

Rowan 

Fleming  .... 

(Uark    

Carter    

Greenup 

Perry    

Lee 

Breathitt  .   ■ 

Letcher 

Lawrence  .. 

Mason   

Bell  ........ 

Montgomery 
Campbell.  .. 
Johnson   ... 

Pike 

Knott 

Breathitt  . . . 

Estill   

Madison  — 
Madison  . .. 
Lewis  —  .. 
Whitley  ... 

Lee   

Clark   


Temperature,  in  degrees  Fahr. 


Precipitation  in  Inches        JSTumber  of  days. 


1070 

40 

fill 

33 

1440 

684 

?.S 

fiOO 

36 

668 

18 

870 

?.l 

593 

13 

7''6 

17 

Ifififi 

40 

/■84 

lb 

524 

44 

1128 

60 

930 

21 

497 

9 

620 

7 

-1-0.55 
+  1.73 
+0.01 
-0.18 

3.08—1.20 

3.11 

3-10 

4  331  +  1.  Ofi 

4.39i  +  l.C5 

4.J0+1.25 

3.15+0 

3  89-0 


2.50-0.55  0.76 
2.76+0.04  1.64 
3.241-0.15  1.18 
3.891+0.67 
3.03-0.59 
1.471-1.63 
43 

2.15 

2.20 

0 


1  f'!!:- 1.40 

l.?,2|-l  31 
3.  67+0.97 


-2.56 
-0.55 
-1.01 


1.491, 
O.HOi- 
3.99| 
■?.12- 


•?.  -U',- 

1.83  - 
l.fiO  . 
2.58- 


W  3 

6  1  9 

10  I  11 
18 

17 
12 


"„ 

13 

15 

■9 

... 
10 

10 

18 

8  !  11  I 


J.  R.  Young. 

J.  H.  Ballantine. 

Brick  Southworth. 

Loekmaster. 

Tennessee  Valley  Authority. 

C   R.  Lovell. 

W.  R.  <'arson,  Sr. 

George  Street. 

W.  K.  Morris. 

Blaine      alone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Henry  8,  Berry. 

Loekmaster. 

XJ.  8.  Engineers, 

Alton  M.  Harvin. 

Loekmaster. 

Dr   Samuels.  iNlcReynolds. 

Loekmaster. 


Loekmaster. 

C.  E.   Barret. 

Mrs.  Lillie  G.  Causey. 

Loekmaster. 

Sarah  E.  Lewis. 

Loekmaster. 

R.  P.  Amos. 

Loekmaster. 

R.  P.  Coldiroc. 

Kentucky  Utilities  Co-. 

Joe  Norlieet. 

Loekmaster. 

Loekmaster. 

L.  E.  Turner. 

Loekmaster. 

Mrs.  LettieD.  Perkins. 

Loekmaster. 

L.  0,  Stiles. 

J.  C  ogg. 

Kentucky  Utilities  Go- 

D.  Lem  Highes 

U.  S.  Weather  Bureau- 

Lockmaster. 

Lockmater. 

US    Weather  Bureau. 

U.  S.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  O.  Cooper. 
Robert  C  Smith. 
Sisters  of  Loretto. 
Loekmaster. 
Willam  H.  Dobba. 
WillaS.  A.  Ratta. 

C.  W.  Gurnsey. 
Airwa.v  Station. 
V.  E.  Snider. 
Loekmaster. 

Miss  Nettie  B.  Simpson. 
Loekmaster. 

Loekmaster. 

D.  H.  *  enter. 
Loekmaster. 
.Tames  E-  Allen. 

1  S.  M.  Hill. 
Jessie  Oldham. 
Mrs   Corda  B.  Stamper, 
c.  A.  Glasscock. 
Loekmaster. 
Mrs.  Ruby  A.  Burton. 
Loekmaster. 
H.  A.  Baily. 
Loekmaster . 
Jas.  T.  Coff. 
R.  J.  Howard. 
Zeb  Ileston. 
Loekmaster. 
Lon  Robertson. 
W.  S    Vice. 
Loekmaster. 

E.  C  Fraley. 

U.  S.  Weather  Bureau. 

Caney  Run  Com.  Center. 

R.  W.  Jones. 

Loekmaster 

J.  W.  Crooko. 

Loekmaster. 

Loekmaster. 

Charles  B    West. 

Loekmaster. 

Airway  Station. 


"-^  -  1^^^^!^^^''::^^^^^^.  table  indi  ^=b^-^rr^^^p^^  ..„  ormeued  snow 

t  Also  on  other  dates.    +t  P^eeived  too  late  to  be  included  in  mean   and  summaries.  1     1  lerimtation  is  11  ss  i.i-».i 
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CLIMATOLOGICAL  DATA.    KENTUCKY  SECTION 


U'fstenj  mvition 

Heavor  1)0111 

0 

Q 

-ion   ' 

Q 

1  ViTy  DamM'.'; 

0 

'..li'  nsMlle' 

T 

'M-.HMlVlUO 

« 

Hiiitford 

T 

Heudorson 

O 

llopkinsville     « 

c 

LovelftcoviUe 

M 

Maylleld 

M 

Murray   

T 

>)\vensboro  

O 

Ovvonsboro.  Dam  J6'   » 

I'H.liirah^ 

.....o 

o 

'inm-rv.  LockNo:  2 '«'.■.■.■"■■ 

.....G 

lUixM'llvilla* 

I  niontown.  Dam  49' 

■  ....O 

Central  Dirhion 

iddisoii.DamiS.  « 

0. 

Auchoraite 

0. 

iowlin?  Green  = 

....G 

Sowliiijr  Green  No.  2" 

G. 

Jrownsvilh'.LockNo.  6" 

>?uru,'iide»  

1". 

'urrolltoaLock  No.  1^ 

■.'.V.'k'. 

■Icrraont 

....  s. 

"Id  Spring,  Dam  36= 

0 

lauvillo- 

.   .-K. 

)ix  Dam,  BurRin 

....K. 

:adsville- 

raiikfort.  Look  No.  4" 

'.'.'.' .'k! 

Jest,  l,ock^!o.3^ 

....K. 

rlasgow 

...G. 

rant,  Diun  3S- 

....0. 

reeuebnra  - 

....G. 

i.iih  Bridge,  Lock  No,  7'^ 

....K 

rviusfton   

....  0 

aGrange 

....0. 

aaca:Jter« 

....K. 

eitchHeld  ^ 

....G 

exington  i 

....K 

ilUe  Hickman    Lock  No.  8  "t 

....K. 

ockport.  Lock  No ,  2  ^ 

....K. 

)Ulsvn.!,E=  J. ' 

....0. 

Do.  Bo%vman  Field 

...  0. 

ammoth  Cave'-'. 

...G. 

onticello  « 

..    .C. 

unfordville  - .' 

....G. 

.  John 

....S 

.Ivisa,  Lock  No  6  2t 

....K. 

3ieuce  mil '.'.,.'■.■.■.■.' 

....C- 

lelbyville  ■' 

....S. 

iiitli's  Urove  •• 

..   .G. 

earns" '. 

•  ■■.c. 

lylorsville 

....S. 

yrone,  Lock  No.  5  ^t 

...K 

illiamstown  - '..'.'.. 

I, 

oodhury.Lock  No. 4'. 

...G. 

Kn^Ur,,   Dirhion 

shland^ 

...0 

area 

...K 

lUejie  ililL  i.'o'ck'No.' iV^".!!.'! 

...K. 

imberland 

C, 

V-ntlimua^ 

..   L 

ilmonth^ 

...L. 

irmers'-'  

L 

emiii!?sbi;r<;2 

...L 

3rd  Lock  No.  10  ^t 

...K.I 

rayson-'' 

0. 

reenun  Dinn    30= 

azard^ 

...0. 

..K. 

eidwlberg.  Lock  No.  14^ 

...K 

ckson  2 

..K 

!ikins2 

...B 

Miisa- 

...B. 

aysvillo,  Dam3.S2 

. .  .0 

iddlesboro      . 

...C.  . 

ountSterlinK 

ieonta.Dani35  2 

"'d' 

liutsville   2 

'.B 

keville" :: 

:::b: 

ppapass 

K.I 

lick-sand'- ;... 

..   K 

ivenna.    Lock  No    12=    

..  K    . 

chniond^    .... 

...K.  . 

^!l^v  View,  Lock  No'.!)' .'.".' ■" 

.  ..K." 

...peburg,  DHmNo.32= 

...0. 

illiumshHre^ 

illow.  Lock  No.  13'-'.' ■.'.'.... 

'."K'i. 

inchcstcr  "• 

...K  I 

Dally  Precipitation  for  September,  1048. 

Day  of  month 


.7fi 

T. 

1  M 

.06 

1(1 

l.!)2 

'21 

\-' 

.12 

1.13 

1.07 

.48 

.11 

11 

.6il 

.Oi>  . 

."is 

.65 
.05 

..  T. 
.10  .. 
.141  .02 
.06!  .04 
37 


81    .. 

O.'i    T 

.,d  T. 

3.59I    .04 


2,04 

10    .CO 
10    .04 


.43  ... 
.25  .. 
.30    T. 


17     18     19     20     21     22     28     24     26     26     27     28     2'J     80     81 


.07... 

•;nj::: 

.1: 

,04 

.0: 

.19 

M 

.Of 

.04 

.0? 

.m 

M 

r. 

,06 

.'ii 

2.93 
'aiei 

4.46 
4.40 
4.64 
2.09 
4.01 
4.69 
4.22 
■2.»0 
8.08 
8.11 
3.10 
4.33 
4.89 
4. JO 
8.15 
3.89 


3.03 
1.47 
3.43 


1.52 
1.63 
2. 31 
2-22 
3-18 
1.86 


2.81 
1.72 
2.44 


2.07 
1.71 
1.42 
1.74 


2.41 
1.79 
1.99 
1.25 
3.30 

'2'oi 
1.64 
1.49 

o.eo 

3.99 
2  12 
2  22 
3.44 
2.40 
1.05 
2.34 
1.68 
1.60 


=SH3S~|i|S"-:::5i^^ 


precipitation 


amo 

T.  T 
Lock  10.   Rod  FI 
Kentnckj:  •>:.  Salt-  f  G  >  ^rpon  :    C>  Cumberland 

Airport  station.    Data  for  24  hours  endinsr  at  12.3 


Onponta.  California 


River  drainage  area   in  which  station 
Tl  Te,nne.ssee:  'OlObio:  'M^  \ff8Sissippi. 
1.  m  .  90th  meridian  time  adjusted  to  day  thev  ocoi: 


ifated  is  indieatj?d 


Nicholajville,  Ky. 
Big  Sandy:  (L)  Licking:  R. 
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CLIMATOLOGIUAL  DATA:  KEJSIUCKY   SECTION. 


SliPTEMBER,   1943 


Daily  Temperatures  for  September,  1843. 


'ii.     23     24     25     26 


■a  „„„,  n.™  )  Maximum  .  •■ 

Beaver  Dam  |  Minimum 

r.  11,  „„  i  Maximum  ... 

Calhoun  !  Minimum.... 

Earlington JmnlmX'.:: 

Greenville iMfntmuT'' 

Henderson |?Su"m'.::; 

HopWnsvllle   l^f^^;;: 

I  ovplacBville  i  Maximum  . . . 

Lovelacevuie j  Minimum . . . . 

„      „  , ,  )  Maximum  ... 

Mayfaeld j  Minimum . . . . 

S  Maximum  . . . 

Murray  \  Minimum. . . . 

,,  ,  )  Maximum  . . . 

Owensboro \  Minimum. . . . 

D  A.,^«\.  \  Maximum  .   . 

Paducah (Minimum.... 

_  .       .  J  Maximum .  . . 

Princeton I  Minimum.... 

a        11   iii<.cR               j  Maximum... 
Russell villeSS -j  Minimum 


Central  Dii 

A.DCtiorage 

Bowling  Green 

Clermont 

Danville 

Dix  Dam 

Frankfort 

Glasgow   

Qreensbure 

Irvington 

Leltchfield 

Lexington   

Louisville 

Do.  Bowman  Field 

Mammoth  Cave 

et.  John 

Science  Hill 

Shelby viUe   

Smith's  Grove .. 

Stearns ...   

Taylorsville   

Williamstown 

Eastern  Dii 

Ashland   

Berea 

Cumberland 

Farmers 

Heidelberg 

Maysville 

Middlesboro 

Mount  Sterling 

Pikevllle 

Pippapass 

Quicksand 

itichmond •.• 

Williamsburg 

Winchester 


Maximum  . 
(Minimum., 
j  Maximum  . 
(  Minimum . . 
S  Maximum . 
(  Minimum . . 
\  Maximum  . 
>  Minimum . . 
( Maximum  . 
\  Minimum . . 
j  Maximum  . 
(  Minimum. . 
j  Maximum  . 
(  Minimum.. 
J  Maximum  . 
(  Minimum . . 
j  Maximum  . 
)  Minimum.. 
\  Maximum  . 
}  Minimum. . 
S  Maximum  . 
(  Minimum. . 
(  Maximum  . 
(  Minimum.. 
j  Maximum  . 
(  Minimum. . 
(  Maximum  . 
)  Minimum.. 
)  Maximum  . 
(  Minimum.  . 
j  Maximum  . 
(  Minimum .  ■ 
(  Maximum  . 
I  Minimum.. 
'  Maximum . 
(  Minimum.. 
S  Maximum  . 
I  Minimum., 
j  Maximum  . 
)  Minimum . . 
.(  Maximum  . 
/  Minimum .. 
•ision . 

j  Maximum  . 
'  Minimum . . 
S  Maximum  . 
(  Minimum.. 
S  Maximum  . 
(  Minimum . . 
S  Maximum  . 
(  Minimum. . 
3  Maximum  . 
(  Minimum.. 
)  Maximum  • 


\  Maximum  . 

'  Minimum. . 

S  Maximum  . 

(Minimum,. 

J  Maximum. 

/  Mininiurn . . 

j  Maximum  . 

(  Minimum. . 

(  Maximum . 

(Minimum.. 

)  Maximum  . 

(  Minimum. . 

S  Maximum . 

/  Minimum. . 
i  Maximum 
/  Minimum. 


5  n 


8'/!     8.5 


47 

85 
4? 
82 
5 


78l     80 


60  65 

--  85 

f,0  ffi 

84  35 


901     85 

70: 

92 


84i  88 

fiSi  69 

84,  84 

70,  74 


«S  TnstriuDents  are  read  in  the  momtng;  the  maximum  temperature  then  read  U  charerod  t,o  tho  i 
'.''.'  eU;.  indifatfi  respprtivplv  i.  7.  s  oto     <1avs  miasing  from  rerord. 
W  B  O  Louisville.  10-25  43  1100 


?hirh  it  almo^it  always  oonirs 


-p-t^ 
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GENERAL    StTMMAKY. 

Temppralun'H  were  variiible  but  Koncrally  favorable  for  fall 
crops  in  tiie  sections  wlu-rc  soil  moisture  was  sulliciont.  which 
inchided  the  western  and  most  southern  counties.  No  rain  of 
consequence  fell  until  near  the  end  of  the  second  week,  when 
moderate  showers  occurred  in  eastern  districts  and  hght  rain  in 
the  western  area.  While  helpful  in  bringing  up  small  grains 
and  conditioning  the  soil  for  sowing,  these  rains  provided  little 
or  no  subsoil  recharge,  and  the  moistened  surface  soon  dried 
under  the  influence  of  rather  high  day  temperatures  and  abun- 
dant sunshine.  Wheat  sowing  began  in  northern  and  central 
districts  during  the  first  week,  with  soil  so  dry  as  to  render 
germination  uncertain  in  many  localities.  AddiUonal  showers 
in  the  last  week  furnished  enough  moisture  to  sprout  the  grain 
in  most  places,  but  the  northeastern  counties  did  not  receive 
sutHcient  rain  to  maintain  growth  for  a  considerable  period 
These  conditions  resulted  in  spotted  stands  in  some  northeastern 
areas  and  slow  growth  from  the  north  central  counties  eastward. 
Stands  and  growth  were  fairly  good  in  western  sections. 

Cutting  of  late  tobacco  continued  through  the  first  week,  with 
temperatures  rather  low  but  sunshine  and  dry  weather  favora- 
ble. The  long  dry  spell  hastened  the  curing  of  tobacco,  and 
stripping  began  on  the  showery  days.  Pastures  remained  fair 
to  good  in  the  western  counties,  but  failed  in  central  and  eastern 
sections.  Except  on  about  ten  days,  late  haymaking  and  com- 
bining of  soybeans  advanced  without  weather  interference.  Late 
potatoes  lacked  sufficient  moisture  to  develop  completely. 
Killing  frost  occurred  in  most  of  the  State  on  the  17th  or  18th. 
Late  corn  had  matured  at  this  time  on  the  uplands,  but  some 
of  the  very  late  crop  on  the  western  bottoms  suffered  considera- 
ble damage.  Except  in  a  few  southern  and  western  areas  the 
subsoil  remained  quite  dry  and  good  rains  were  needed  at  the 
end  of  the  month. 

TEMPERATURE. 

Several  periods  of  cool  weather,  with  departures  of  5"^  to  IS'^ 
from  the  daily  mean  temperature,  depressed  the  average  for  the 
month  considerably  below  the  normal.  The  lowest  tempera- 
tures, ranging  from  25"  to  32"'  occurred  at  most  stations  on  the 
ITthorlSth  There  were  brief  intervals  of  relatively  warm 
weather,  with  maxima  of  70"  to  80",  at  the  beginning  and  end 
of  the  month  and  centered  about  the  10th  and  2  th.  Except 
in  a  few  instances,  day  temperatures  favored  moderate  growth 
Extremes  for  the  State  were  89°  at  Princeton  on  the  11th  and 
21"  at  St.  .John  on  the  18th. 


PRECIPITATION. 

Precipitation  averaged  about  GO  per  cent  of  the  normal  amount 
for  October,  and  was  fairlv  well  distributed  over  the  State.  A 
few  southwestern  and  northeastern  counties  received  1.0  inch  or 
less.  Other  northern  and  western  districts  had  from  J. 2  to  1.8 
inches.  In  the  upper  Cumberland  area  and  the  southern 
mountain  section  amounts  ranged  from  2.0  to .3.0 inches  The 
total  precipitation  for  the  State  varied  between  0..55  inch  at 
Taylorsville,  Spencer  County,  and  3.76  inches  at  Jenkins. 
Except  for  a  few  widely  scattered  showers  in  eastern  districts 
no  rain  fell  in  the  first  12  days.  Light  to  moderate  and  irregu- 
larly distributed  showers  occurred  in  the  periods  12-]  7th  and 
25-29th.     Some  localiti's  received  light  showers  on    the   21st 


22d,  30th  or  Slst.  Rainfalls  of  1.0  inch  or  more  were  reported 
from  a  few  eastern  stations  on  the  18th. 

MXSCELLANEOTTS. 

.  .i'^";:^«;-l''"ftctical)y  iionni-o(Io<(iirnrl,l„rlDK  tlH.  month  I'ool  ulaueo  prevall.d 
m  the  Ohio  and  Its  tributaries.  ]lea<lwa|pr  streams  ri/maliied  vtry  low.  and  many 
small  cre«l;s  uoro  dry. 

Errata. -Ausr.  1943.  paRe  SO-Williamstown.  nipan  temperature  should  be  771- 
W  inchester,  total  precipitation  should  be  s,I6;  page  82;  Wiuiamstown  mean  minimum 

.slioulU  be  63t4. 


PRK£ 

JSORE,  WIND,  HUMIDITY  AND  SUNSHINE 

Atmospheric  press- 

" 

ure  '  reduced  to 

Wind. 

sea^level.) 

•5 

Stations. 

^         h 

1i^-^ 

i 

1 

1 

1 

1 

3 

1 

1 

s 

1 

1 

k 

Cm 

1 

Cairo 

...111. 

30.45 

B 

29.71 

1.S 

H  6 

?4 

71 

Ciucinnati..   .. 

Ohio 

30.50 

fi 

29.65 

16 

7.2 

2.1 

IR 

90 

57 

Rfi 

fin 

EvansvlUe 

..Ind. 

80.47 

fi 

29.71 

13 

i^.-f 

96 

18 

84 

4<) 

69 

65 

284 

Louisville 

..Ky. 

30.48!     6 

1 

29.73    16 

^2 

27 

s. 

13 

82 

48 

58 

70 

234 

1940 

1941 

1942 

1943 

Period  t 


OOMPARATIVE   DATA  FOR  OCTOBER. 


Temperature. 


56.4 
58.6 
52.2 
65.8 
63.2 
57.1 
61.3 
64. B 


67.0 
56.9 
55.5 
57.1 
55.2 
61.4 
59.9 
69.5 
56.9 
59.7 
60.6 
S7.6 
51.1 


61.6 
56.4 
5.5.8 


59.5 
59.5 
.58.5 


64.0 
58  7     I 
56.7 
58.4     I 


Preci  pitation        Num  ber  of  days . 


0.78 

0.51 

4.00 

1.36     I 

1.24 

1.71 

MO 

4.19 

2.42 

2.29 

1.57 

2.34 

2.22 

0.52 

4.95 

1.51 

2.97 

0.71 


1.42 
3.55 
5  10 
3.40 
2.59 
3.18 
3.81 
7.99 
1.64 
2. 31 
2.28 


1.83 
3.01 
3-31 


2.51 
3.47 
4  27 
048 
2.11 
0.74 
4  25 
2.81 


T. 

10 

O.f 

5 

0.( 

5 

0.( 

4 

T. 

5 

T. 

5 

0.( 

2 

0.( 

9 

■1'. 

7 

T. 

O.f 

■r. 

6 

0.1 

o.r 

10 

o.r 

4 

'1'. 

9 

0  (1 

9 

0  (1 

6 

'1'. 

n.i 

7 

0.(1 

10 

0.(1 

15 

o.n 

4 

o.n 

6 

0.(1 

6 

0.2 

5 

0.0 
3.2 

1 

j     22 


0.0 

o.ol 


o.n 

7 

0.(1 

6 

0  (! 

4 

o.n 

8 

o.n 

9 

T. 

12 

fi.i) 

2 

o.n 

6 

0.0 

4 

0.0 

11 

'1'. 

S    1 

T. 

^ 

0.1 

6    1 

t55  Vear  average. 
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CLiMATULUtiiCAL  DATA:  KENTUCKY   8ECT1UN 


October,  1943 


Ciimatologrieal  Data  for  October,   1943. 


Temperature,  in  degrees  Fahr. 


Preciuitation  in  inches        LNumber  of  days. 


g-s 


iiZ 


WESTEBU   DIVISION 

Beaver  Dam 

Calhoun 

Earlington 

Ford'e  Ferrjr.DamSO 

Qllbertsville 

Greenville 3mS 

Haxtford.  [near] 7  m  N 


1  1-2  mS, 
. .  1-2  m  E 


Henderson 
Hopkinsville 

Loveiaceville 

Mayfield 

Murray 

Owensboro. 1 

Owensboro,  Dam  46 

Padncah   

Princeton 

Rurasey.  Lock    2t. . 

RuBsellville 

t'niontown,  Dum  49 


CBNTRAL  DIVISION. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brownsville,  Lock  6  i 

Bumside •  •  • 

Carrolltoi..L(iC-kl 

Clermont 

Coldbpiiiii;,  Dam  3d 

Dauvill.;    

Dix  Dam.  Burgin 

Eadsvillo 

Frankfort,  Lock  4 

Gest.Lock  3 

Glasgow 3  m  NP; 

Grant,  Dam  38 

Green  sbnrg 
High  Bridgf 

Irvington    

LaGrange l  in  X  W 

Lancaster 

Loitchfield 

Lexington 

Little  Hickman.  Lock  s. . 

Lockvort.Lock2 

Louisville  

Do    Bowman  Field . .5  in  ]•: 

Mammoth  Cave. 

Monticello 

Munfordville 

St  John 3mSVV 

Saivisa.  Lock  6 


Ohio  • 

:McLMn  .... 

Hopkins 

Crittenden.. 
Marshall  .•■ 
Mublenbarg 
Ohio  ...... 

Henderson., 
l.'hristian.  .. 
Ballard  .... 

Graves  

Calloway.  .. 

Daviess 

Daviess  

McCracken 
Caldwell.  .. 
McLean  — 

Logan 

L'nion 


Breckinridge 
Jefferson  . 
Warren  . . , 
Edmonson 
Pnlaski  ... 
Carroll.  .. 
Bullitt .... 
Campbell 
Boyle  .... 
Mercer  . .. 
Wayne.  .• 
Franklin  . 

Henry 

B.irrou 

Boone  .... 


Lock  ' 


Smith's  Grove | 

Stearns  —  —        ■  ' 

Taylorsvllle 1  m  X  Iv 

Tyrone.  Lock  5 ■ 

Williamstown 

W'oodbnr.v.  Lock  it 

eastkrJ)  division.  I 

\sbland 3  m  SE. 

Berea 

College  Hill.  Lock  11 | 

Cumberland 4  m  .^ 

Cynthiana 

Falmouth 

Farmers   

Flemingsburg 

Ford,  Lock  10 

Grayson    

Greenup,  Dam  30 

Hazard' 

Heidelberg.  Lock  14. . . 

Jackson  

Jenkins 

Louisa 

May«villeDam38... 

Middlegboro   

Mount  Sterlinc 

Oneontft.Dam  35.  ... 

P.iintsville 

PikeviUe 

Pippapass 

(iuicksand. 

Knvenna,  Lock  12... 

Richmond 

Valley  View,  Lock  9 
Viinceburg.Dam  32. 

Willininsburg 

Willow. Lock  13  .    •• 

Winchester   

State  average";  and  extreme 


JfllVr.-on 
Sdraonsoi 
Wayne  -  ■ 

Hart 

Hardin  ... 
Mercer.  . 
Pulaski  . 
Shelby... 
Warren  ■ 
McCreary 


.4mE. 


Boyd  . . . . 
Madison. 

Madison . 


Lee 

Breathitt  •  • 

Letcher 

Lawrence  .. 

Mason  

Bell  ........ 

Montijomery 
C.'tmpoell .  . . 
Johnson   ... 

Pike 

Knott 

Breathitt  ... 

Estill    

Madison 

Madison  . .. 

Lewis  

Whitley  .... 

Clark   '.."...■ 


57.2!- 
58.41-  2.4 
59.0-  1 


SOI) 

8 

910 

6 

fion 

14 

777 

47 

hO(\ 

VH 

0S5 

0 

S25 

.50 

607 

5 

W} 

37 

5',M 

25 

943 

40 

r>04 

26 

534 

26 

070 

40 

on 

33 

fiH4 

(iOO 

36 

6f;H 

18 

H70 

27 

593 

13 

m 

h4() 

19 

HK9 

H 

663 

19 

55.7 
56.5- 
56.2  . 


85 

1 
11 

86 

12 

87 

"ii 

■  j     84 


1566 

40 

.'.8.) 

1.1 

.V21 

44 

1128 

50 

930 

21 

497 

9 

620 

7 

036 

9 

1035 

17 

732 

'H 

631 

46 

926 

30 

571 

26 

,525 

46 

939 

23 

646 

964 

54.7 

-■2'7 

-56:5 

+  0:7 

84 

■156.  7 
53.2 

"88^' 
86 

.7      89 


21 


18 


SO 


0.04 
0.50 

55  0.42 
0  43 
0.78 

66|  0.50 
0.91 
033 


l.Syi- 

0.971. 


1.221. 
2.95. 
0  5S  - 
1.21  - 
1.351- 
1.74i- 


039 
0.38 
0.40 
0.67 


0.71 
2.50  0.21 
-1.771  0  60 
-1.64  n.'25 
-1.2'.il  0.52 

-l.Onl  1.13 
-1.00  0.57 
-1.26]  0.60 


-1.84 


J.  R.  Young. 

J.  H.  Ballantire. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C   R.  Lovell. 

W.  R.  (.arson,   Sr. 

Georete  Street. 

W.  K.  Morris. 

Blaine     alone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Henry  a.  Berry. 

Lockmaster. 

XJ.  S.  Engineers, 

Alton  M.  Harvill. 

Lockmaster. 

Dr    Samuel  8.  ftlcReynolds- 

Lockmaster. 


Lockmaster. 

C.  E.   Barret, 

Mrs.  Lillie  G.  Causey- 

Lockmaster. 

Sarah  E  ■  Lewis . 

Lockmaster. 

R.  P.  Amos. 

Lockmaster. 

R.  p.  Coldiron. 

Kentucky  Utilities  Co.. 

Joe  Norfleet. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner, 
I  Lockmaster. 
!  Mrs.  LettieD.  Perkins. 
1  Lockmaster. 
:  L.  O,  Sti!es. 
[J.  C.  og-sr. 

Kentucky  Utilities  Co. 
I  D.  Lem  Urglies 
j  U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmater. 
[  U  S    Weather  Bureau. 
1  U.  S.  Weatlier  Bnrfnu. 

Ivan  J.  Ellsworth. 
I  E.  O-  Cooper. 

Roberto.  Smith. 
I  Sisters  of  Loretto. 
I  Lockmaster. 

WillamH.  Dobbs. 
I  WillaS.  A.  Ratta. 

C.  W.  Gurnsey. 

Airwav  Station. 

V.  E.  Snider. 

Lockmaster. 

Miss  Nettie  F       ' 

Lockmaster. 


tipson. 


15  I    6  ]  10     nv 


62!  0.41 


I" 

■■ 

... 

10 

13 

ib 

"h 

15 

•io- 

6 

Lockmaster. 

D.  li.  (.enter. 

Lockmastei . 

.lames  K.  Allen. 
.    S.  M.  Hill. 

Je.ssie  Oldham. 

Jlrs.   Corda  B-  Stamper. 
,  I  I  .  A.  Glasscock. 

Lockmaster. 
.    Mrs.  Ruby  A.  Burton. 
.    Lockmaster. 
.1  H.  A.  Rally. 
,  Lockmaster. 

.ln,p.  T.  (lOiT. 

R.  J.  Howard. 
.  I  Zeb  Heston . 
j  Lockmaster. 
.  I  Lon  Kobertson. 

W.  S    Vici^. 
i  I,ockmaster. 

F.  C    Fralpy. 

r    s.   W'-;itlicr  lureau. 


.67:- 


,1.  v;.  Drooke. 
Tiockma.ster. 
Lockmaster. 
Charles  B    Wei-t. 
Lockmaster. 
Airway  Station. 


All  temperature  data  are  taken  from  self-rcKistering  thermomet/^-rs .  „„„„  „<  ,q„„,.,i  hnf  -,  1 

The  departures  from  normal  temperature  and  preeipitation  are  computed  only  for  such  .stations  as  have  ten  or  more  years  or  rejorn.  n  Jt  ,11 
n«ed  in  det^rminintrsection  or  division  means.  iRiiniscy.  Brownsville  and  Wnodbnry  are  Locks  on  the  (rreen  mver, 

Ileference  letters,  ',  '',  ",  appearinsr  in  the  table  indicate  mimber  of  days  missing;  for  example,  b  represents  two  flays,  etc.  „,.,„oitoH  . 

t  Also  on  other  dates,    -^t  Rr-c-ived  too  late  to  be  inclndwd  in  mean    and  summaricF  '''    nvomnitncmr.  is  les'i  than  0  01  men  i,iin  orme.uu  . 


Prc'iiitK.fir 


OoTtlBKR,   lai'i 


CIJMATOLOGICAL  DATA:   KENTUCKY  SKCTION 


U'estfrii  ZXi/xioii 

Beavor  Dam 

Q 

Civltioun 

BarliiiBton   «.... 

G 

Korvls  Ferry  Dam  60" 

0 

Gllbwtsville" 

T 

(iMonvillo 

0 

Hartford 

T 

Heudorson 

0 

Hopkinsville     « 

c 

Lovelai'ovillo 

M 

Mnyfield 

M 

Murray    

T 

Oweusboro  

0. 

Oweusboro,  Dam  46>   ^ 

.::.::;o 

Paducah^ 

Princeton 

6 

'tnmsey.  Lock  No.  2  ' 

G. 

Russell  V  il  le  « 

Q. 

I'niontown.  Dam  49» 

0. 

Cmtral  Division 

Addison, Dam  45.* 

Anchorage 

Bowlinp  Green " 

BowiiuK  Green  iio-  2*  —  . . 
Brownsville,  Lock  Xo.  6'. . . 

Burnside'  

CiirroUtouLock  No.  1' 

Clermont 

Cold  Spring,  Dam  36- 

Danville^ 

Dix  Dam.  Bnrgin 

Eadsville* 

Krankfort.LockNo.  4'^ 

Gest.  Lock  No.  3  5.. 

Glaseow 


JDaily  Prooipltation  for  October,   1943. 
Day  ot  mouth 


1 ;  ridge,  Lock  No'. 't^' .■.■.".'.'; 

...X 

LfiGrange 

:::o. 

...K. 

.eitehtield  "■ 

...G 

Le\-i!i},'tou  t 

Attic.  Hickmnu.  Lock  No.  8  "t 

...K. 

uockport,  Lock  No.  2^ 

K 

-ouisville'  t- 

.    0 

Do.  Bowman  Field 

...  0. 

MriTTipioth  Cave'''- 

...G. 

-          ;■   r.lvilly    ■' 

...G.| 

•:i:'^ --Lock  No'6'2t'.V.V.V.'.  ".■.'.■.'. 

...K.l 

M'ienceHill 

helbwille  2 

...S. 

■>mith'B  Krove  ** 

..  G 

Stearns  " 

..  .C 

^aylorsville 

n.Ti-oae.LockNo.S^t..... 

..   K 

\  ofdhury,  Locic  No. 4^. 

..1:. 

EaHem  Divisio7i 

>shland2 

0 

;erea  

"ollesellill.  Look  No.  n"  .... 

'umberland 

...0. 

^almnuth^    

...L. 

^ai-mers-  ...     . 

^I'^mingsliura- 

T, 

^ordLockNo.  10  ^t 

..K. 

irayson'^ 

0. 

reenupDnm    30^ 

lazard^^ 

:eid«lberff.  Lock  No.  142 

•  K 

ackson  - 

^"^^^^f 

..F. 

B 

laj^ville.  Dam  332....            "   " 

[Jddlesboro      ...                  

,. 

lonut.StPi-lin? 

L 

neontaD.ini  35 '^ . 

■.<' 

Except  a..<!  otherwise  in 

'Kirst-order  Weather  P 

anion ut  thou  r"cordt>i1 

T.  Trace,  or  precipit,; 

KePU,Pi;v"%  ' 'salt .  -: 
"'-•Mrport  station,     iia! 


16     16 


.01 

"03 

T. 

!6.3 

.09 

.... 

.06 

.1? 

,ir> 

.06 

(W 

.05 

.08 

06 

1.40 

.02 

|..52 

.48 

.li 

.44 

.0;- 

.95 

.4.! 

T. 

1     '' 

M 

■:5o 

....1 

.57 

...  1 

.4(1 

or, 

..SM 

13 

.51 

" 

T. 

■.'is 

tV 

".'io 

If 

T. 

.03 

".m 

.13 

.]0|  .10 


T 

:::;j 

Of 

1 

.02 

.OC 

T. 

tV 

.... 

0? 

.07 

.03 

...   1 

■'"i 

;,!■ 

.  02 

.IV 

, 

.02; 

1 

.071 

.10  .07 

.32!  .10 

.45]  .30 

.22'  .12 

.Hi  .07 


.15  .15 
.21  .18 
.25i   .17 


15!   .C4 


.16    .10 
.12  .... 

T. 

.11 


04 

.20r.'i4!'.'08 
.221  .161  .04 
.04i  .31  .03 
.15i    .591   .10 

■  41!  .26:  .34 
.40'... .(.... 

■  45,    .12:   .06! 


37  .231  .12' 
33,  .141  .08! 
17    .111   .lOi 


1.64 
1.18 
1.81 
1.76 

2.oy 

2.20 
I.OU 
1.06 
1.00 
0.00 


1.52 
1.62 
1.45 

1.28 


1.66 
1.41 
0.97 
2.41 
1.22 
1.80 
1.23 


1.95 
1.43 
1.39 
0.97 


i.ei 

1.37 
1.18 
1.12 
1.17 

i.m 

2.03 
1.52 
1.45 
1.52 
2.16 
1.08 


0.55 
1.21 
1.35 
1.74 


2.60 

O.OH 

0.99 

1   ,53 

1.27 

131 

■>  ?4 

3  -5 

2.04 

2,68 

3.  76 

1.26 

1   ft? 

1.10 

2  40 

■-;  27 

2.23 

2.  .55 

2  q3 

2.12 

1.50 

1.43 

s  4n 

2.05 

1.18 

tfr-nr'r,i!'i!^^'!f  ■'-'""'v.'"''"'  ?L'"'^''--  ""'^  Precipitation  i-^corded" 
-PvLirtrnTion  .^  "-"^  V°  midiii-in  nnles.s  otherwise  indicated. 
.  rteci^puation  measured  with  recording  gage.  'Inni,-,;,  .] 

.  .r  Vi'^^T"""'  "^  follows: -Look  ,5.  L.,-,v7?n?pbn!-?.  Kv.  :  J  mi  . 
.►*■  WOhfo-tl?-?  Ji'  which  .station  i..  Located  is  indirat^.n  , 
■leridian  time  adjnsted  to  day  they  occur 


=  for  24  honr.<:  ending  at  time  of  observation 
-i  recipitation  rneasnred  in  t'^e  morning:' 

';;;■■■     ■■  ,-'y;.f'''"  V   >'^l-.ol.a^*viVle.Ky. 
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CLIMATOLOGICAL   DATA:   KEM'lUCKi   ShlCTlUJN. 


OCTOBEE,    1943 


Daily  Temperatures  for  Octolier,  1948. 


Stations.                          1 

1 

2 

3 

4 

5 

6 

7 

8 

' 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

"20 

21 

22 

23 

24 

H 

26 

^ 

28 

^ 

30 

31 

Mean 

tt'egtem   Division. 

Beaver  Dam   

!  Maximum  . . . 
•••  i  Minimum.... 

-1 

Calhoun 

\  Maximum  . . . 
•  •  •  1  Minimum .... 

•• 

■  1 
1 

■ 

j  Maximum  . . . 

86 

77 

73 

66 

68 

73 

77 

79 

82 

84 

88 

81 

76 

72 

60 

46 

56 

73 

S3 

»5 

77 

72 

74 

65 

501 

47 

51 

60 

75 

73 

SO 

■■7i;6 

EarlinKton 

'  ■■  1  Minimum 

48 

61 

53 

40 

40 

34 

86 

40 

43 

40 

41 

61 

60 

39 

42 

37 

26 

30 

47 

49 

51 

34 

36 

48 

43l 

40 

40 

42 

33 

60 

61 

43.0 

Greenville 

j  Maximum... 

84 

78 

74 

^? 

73 

76 

76 
38 

79 
42 

40 

83 
40 

88 
50 

75 
60 

70 
40 

46 
35 

64 

73 
SO 

11 

85 
45 

78 
51 

77 
36 

79 
36 

68 
46 

42i 

47 
38 

50 
38 

60 
37 

75 
33 

72 
65 

80 
58 

71.2 

41. » 

■  ■ '  i  Minimum 

47 

52 

61 

41 

37 

34 

43 
43 

Henderson •  ■ 

S  Maximum  . . . 

85 

74 

72 

65 
41 

tl 

l^. 

77 

80 

79 

82 

80 

85 

78 

68 

47 

61 

82 

83 

83 

83 

73 

69 
36 

62 
43 

46 
40 

63 
40 

60 
41 

-& 

65 
40 

79 
66 

71,5 
43.0 

■   (Minimum.... 

52 

66 

49 

38 

36 

44 

46 

43 

45 

61 

58 

41 

40 

34 

26 

38 

44 

51 

£2 

37 

\  Maximum  . . . 

83 

73 

65 

68 

70 

75 

77 

79 

80 

80 

70 

68 

62 

6(1 

54 

72 

80 

S3 

7T 

70 

73 

62 

56i 

50 

51 

59 

57 

83 

79 

69.5 

Hopkinsville   ... 

•••  1  Minimum.... 

56 

62 

56 

fo 

45 

43 

45 

43 

46 

44 

45 

66 

65 

46 

50 

39 

32 

44 

60 

53 

43 

43 

55 

45! 

40 

43 

40 

S8 

61 

59 

47.2 

Lovelaceville.... 

)  Maximum  . . . 

88 

78 

74 

71 

74 

78 

85 

84 

87 

87 

86 

77 

75 

68 

56 

61 

70 

85 

86 

84 

79 

72 

66 

54 

48 

66 

64 

78 

T. 

81 

74.3 

■■■  (  Minimum.... 

61 

57 

53 

46 

43 

42 

36 

42 

43 

40 

44 

55 

54 

40 

36 

82 

31 

44 

47 

61 

35 

43 

49 

44I 

41 

38 

29 

35 

56 

59 

43.7 

Mnvflpld 

\  Maximum  . . . 

85 
52 
85 

78 
58 
83 

?1 

69 

70 
40 
69 

41 
72 

77 
40 
74 

43 

7S 

81 

48 

S4 
43 
82 

83 
49 
81 

82 
57 
SO 

7fi 

42 
70 
45 

67 
86 
66 

51 
35 
49 

57 
25 
54 

75 

82 

83 
51 
84 
53 

80 
64 

71 
40 
72 

^^6 
72 
42 

67 
47 
67 
48 

50! 
42: 

61 
43 

48 

54 

6-1 
32 
69 

75 
40 
74 

75 
6b 
74 

,57 

82 
59 
76 
44 

72.1 
44.9 
70. i> 
46.1 

Jiayneia ,  jjunmjum .... 

Murray   i  Maximum... 

67 

?n 

49 
40 

52 

40 

(  Minimum 

52 

54 

56 

46 

42 

44 

46 

^9^ 

51 

47 

60 

57 

59 

40 

37 

28 

39      w 

41 

36 

3  Maximum  . . . 

84 

77 

73 

67 

78 

71 

81 

82 

71 

45 

52 

73 

78 

88 

82 

70 

69 

60 

51 

48 

62 

57 

72 

78 

70,0 

Owensboro 

•••  1  Minimum.... 

55 

B8 

47 

45 

45 

36 

44 

45 

43 

45 

64 

63 

42 

45 

37 

27 

44 

51 

52 

39 

35 

35 

43I 

40 

41 

41 

37 

57 

57 

44.8 

\  Maximum  .  . 

85 

76 

74 

66 

69 

73 

77 

79 

82 

81 

82 

69 

71 

52 

50 

57 

74 

82 

83 

78 

72 

71 

54 

53: 

45 

55 

61 

75 

76 

70.2 

Paducah  

■■■  )  Minimum 

51 

52 

53 

46 

43 

43 

38 

39 

44 

43 

44 

4.'; 

58 

41 

41 

37 

27 

34 

43 

44 

37 

37 

46 

431 

41 

40 

S6 

36 

38 

58 

42.1 

Princeton 

j  Maximum  .  . . 

86 

77 

75 
56 

70 

74 

72 

77 

80 

81 

82 
36 

89 
89 

82 

78 

71 

70 
42 

60 
39 

57 

7S 

82 
40 

85 
42 

82 
44 

75 
32 

1 

67 
44 

63i 

45 

50 
40 

54 
40 

65 
42 

75 
30 

70 
50 

80 
58 

73.2 
41.6 

"I  Minimum 

48 

55 

45 

42 

39 

33 

40 

49 

22 

26 

R.issellville§«.... 

J  Maximum  . . . 

82 

82 

81 

72 

78 

80 

65 

84 

83 

85 

86 

83 

75 

76 

65 

62 

75 

85 

87 

80 

75 

65 

65 

57 

50 

62 

76 

71 

76 

74.3 

■■■  (  Minimum.... 

49 

50 

53 

44 

39 

37 

36 

,. 

47 

41 

41 

42 

55 

42 

42 

36 

29 

29 

36 

47 

60 

85 

35 

40 

42| 
1 

37 

38 

40 

34 

53 

58 

41  7 

Cenlrnl 

Divifimi. 

\  Maximum  . . . 

85 

75 

71 

65 

66 

72 

78 

80 

78 

83 

84 

82 

72 

69 

67 

49 

62 

70 

78 

84 

74 

69 

69 

58 

4J 

46 

47 

52 

72 

72 

78 

69.2 

A.ncftorage 

•••  1  Minimum.... 

46 

49 

50 

39 

41 

37 

35 

40 

47 

44 

44 

43 

41 

40 

41 

29 

38 

45 

46 

33 

32 

43 

421 

40 

41 

40 

30 

50 

43 

40.8 

(  Maximum  . . . 

84 

82 

77 

69 

72 

75 

78 

79 

82 

80 

-■ 

68 

67 

53 

51 

70 

78 

82 

74 

71 

78 

68 

541 

48 

46 

56 

77 

71 

78 

70. S 

Bowling  Green.. 

■■■  1  Minimum.... 

55 

59 

57 

47 

48 

43 

42 

44 

53 

45 

47 

51 

60 

50 

46 

38 

32 

32 

42 

51 

50 

45 

50 

49 

441 

41 

40 

42 

36 

53 

55 

46.7 

\  Maximum  .  . . 

64 

■ 

79 

69 

74 

S2 

82 

80 

86 

87 

84 

71 

^I 

58 

53 

11      'i 

^^ 

It 

70 

It 

58 

"i 

46 
43 

45 
38 

64 
43 

^ 

71 
59 

79 
59 

"70,6 
"45. & 

■  •    )  Minimum .... 

43 

. 

44 

38 

34 

36 

58 

58 

43 

58 

65 

49 

65 

56 

42 

34  i    .38 

44 

54 

44 

42 

)  Maximum  . . . 

82 

75 

72 

64 

62 

63 

78 

73 

81 

82 

81 

73 

67 

62 

57 

54 

67,    73 

78 

7(1 

67 

60 

59 

50 

44 

43 

19 

68 

67 

69 

66.5 

Danville 

■"  '  Minimum..., 

46 

50 

49 

88 

36 

33 

84 

40 

48 

49 

40 

49 

57 

61 

42 

39 

32 

29 

48 

41 

49 

42 

33 

43 

40: 

38 

40 

38 

83 

52 

48 

42.2 

S  Maximum  . . . 

85 

79 

65 

74 

78 

81 

79 

82 

85 

82 

80 

76 

69 

60 

69 

78 

83 
46 

79 

71* 

69 

67 

60 

541 

48 

46 

61 

54 

75 

74 

71.4 

Dix  Dam    ■  • 

•••  i  Minimum.... 

49 

49 

48 

43 

41 

35 

37 

43 

43 

44 

45 

47 

56 

55 

42 

52 

85 

62 

48 

54 

44 

35 

45 

44 

45 

46 

45 

2^ 

49 

55 

45.4 

\  Maximum  . . . 

88 

78 

73 

67 

74 

80 

82 

81 

85 

86 

82 

79 

75 

63 

60 

53 

71 

78 

84 

78 

70 

71 

63 

511 

46 

47 

50 

71 

73 

76 

71.1 

Frankfort 

•■•  (Minimum.... 

46 

49 

50 

41 

38 

33 

33 

40 

47 

40 

40 

43 

53 

50 

39 

43 

35 

SO 

36 

41 

43 

44 

31 

48 

43' 

40 

48 

41 

30 

57 

47 

41.8 

Glasgow    

)  Maximum  . . . 
■■  (Minimum.... 

;• 

'■ 

•- 

(  Maximum  . . . 

78 

84 

70 

73 

69 

72 

78 

80 

77 

83 

84 

85 

79 

67 

66 

62 

51 

69 

79 

34 

76 

68 

65 

601 

45 

47 

54 

68 

69 

74 

"76:5 

Greensburg 

■  ■  •  "l  Minimum .... 

44 

48 

55 

89 

30 

31 

36 

46 

38 

87 

53 

50 

39 

39 

30 

25 

37 

42 

43 

32 

40 

43! 

40 

42 

41 

40 

42 

39.3 

(  Maximum  . , . 

86 

77 

72 

65 

67 

71 

79 

79 

77 

83 

86 

■?4 

74 

67 

64 

55 

50 

691    83 

86 

73 

67 

69 

61 

471 

46 

47 

53 

-2 

75 

79 

69.5 

Irvingtoii 

•■■  (  Minimum.... 

46 

52 

48 

37 

34 

32 

40 

40 

40 

.50 

5i 

41 

45 

36 

27 

29 

40 

44 

60 

38 

32 

44 

41 

37 

38 

39 

33 

54 

54 

Leitchfield  

(  Maximum  . . . 

;: 

•■ 

• 

;: 

:; 

::1 

-- 
-- 

;; 

■■ 

)  Maximum  . . . 

88 

80 

73 

67 

71 

77 

8i 

84 

81 

85 

83 

79 

72 

61 

46 

51 

69 

79 

85 

8] 

?o 

•4! 

60 

t1' 

43 
39 

45 

47 

7(1 

u 

75 
5! 

70.2 
43.6 

■••  (  Minimum.... 

49 

54 

46 

39 

3« 

41 

38 

44 

47 

46 

4r 

52 

54 

48 

45 

34 

33 

42 

48 

50 

39 

31 

46 

41 

4r 

Louisville 

S  Maximum  . . . 

83 

74 

69 

63 

64 

68 

76 

76 

76 

80 

80 

80 

76 

67 

6' 

46 

47 

66 

76 

82 

72 

64 

66 

55 

48j 

45 

47 

52 

72 

76 

67.1 

■  ■  ■  (  Minimum .... 

66 

59 

54 

43 

43 

44 

4S 

53 

61 

57 

51 

57 

59 

51 

50 

39 

401     51 

.M 

56 

48 

46 

45 

i 

41 

42 

44 

4,= 

60 

58 

49,4 

-^      „ „  Ts^i^iA  S  Maximum  . . . 

S5 

74 

72 

65 

67 

72 

79 

78 

83 

83 

80 

75 

68 

68 

47 

51 

70      77 

84 

67 

65 

55 

4=i 

48 

63 

■2 

73 

78 

6'<.7 

Do.  Bowman  f  ""*  ' 

'''"/ Minimum.... 

50 

66 

49 

43 

4( 

37 

38 

44 

53 

46 

45 

,02 

58 

48 

45 

40 

85 

34I     44 

47 

52 

42 

37 

46 

44! 

40 

42 

40 

38 

57 

54 

45.0 

Mammoth  Cave- 

S  Maximum  . . . 

8,1 

79 

71 

64 

68 

71 

75 

77 

80 

83 

80 

75 

68 

67 

43 

51 

70 

78 

84 

68 

73 

5-1 

46; 

44 

54 

71 

70 

76 

68.4 

••■  i  Minimum,.., 

47 

.52 

53 

42 

36 

33 

33 

40 

44 

41 

41 

53 

58 

41 

og 

36 

27 

28 

44 

45 

47 

37 

32 

36 

4- 

41 

3! 

40 

32 

44 

^i 

41.6 

.  , 

<i  Maximum  . . . 

84 

81 

72 

68 

67 

72 

77 

80 

80 

83 

83 

79 

77 

71 

67 

56 

52 

70 

80 

8f 

Pf 

7r 

70 

66 

51 

46 

44 

SR 

11 

72 

76 

70.  S 
37.3 

•  ■  •  (  Minimum 

46 

50 

46 

37 

33 

35 

31 

48 

36 

35 

39 

54 

38 

38 

32 

21 

33 

?8 

41 

33 

27 

a 

38| 

32 

35 

34 

■75 

51 

47 

Science  Hill 

(  Maximum  .  . . 

84 

8n 

72 

65 

70 

78 

81 

77 

82 

82 

81 

77 

71 

66 

61 

56 

66 

-7 

79 

77 

70 

62 

,52! 

43 

46 

50 

67 

75 

69.  7 

■"•  (  Minimum.... 

47 

50 

52 

41 

38 

37 

35 

37 

44 

39 

S9 

46 

52 

54 

45 

32 

25 

45 

44 

l.!; 

37 

31 

47 

42! 

4r 

4.1 

.39 

31 

?0 

51 

41,7 

Shelby ville  

)  Maximum... 
•■■  (  Minimum.... 

82 
49 

66 

72 
47 

67 

48 

69 
38 

74 
36 

79 
36 

SI 
45 

80 
59 

85 
40 

65 
43 

f. 

78 
54 

69 
45 

65 
41 

! 

53 
32 

70 
28 

79!     84 
381     42 

75 
49 

68 

7ii 
3? 

47 

41 

46 

To 

fO 
.18 

32 

73 
(^3 

76 

53 

70.0 
43.0 

69  4 

Smith's  Grove  . .  • 

/  Maximum  . 

CS 

SO 

73 

66 

69 

73 

79 

78 

82 

83 

8i 

76 

70 

68 

44 

51 

70|     78 

84 

74 

r 

75 

.^5 

■•'I 

45 

45 

55 

71 

70 

76 

■"  (Minimum.... 

.50 

55 
»i6 

51 

44 

42 

39 

38 

41 

49 

41 

43 

49 

57 

42 

37 

35 

28 

29      42 

49 

48 

36 

49 

44 

40 

42 

31 

32 

55 

56 

43.1 
66.7 

Stearns ...  •■•■■■ 

\  Maximum  . , . 

79 

6H 

62 

68 

72 

74 

75 

80 

81 

79 

75 

63 

51 

43 

49 

561     77 

79 

80 

67 

70 

66 

47 

42 

44 

49 

69 

73 

75 

•■■  (Minimum,... 

49 

51 

4» 

40 

37 

36 

40 

42 

45 

44 

45 

49 

51 

6? 

43 

32 

31 

28 

-121     47 

50 

45 

35 

45 

<10 

38 

39 

36 

3? 

52 

5.- 

42.5 

Taylorsville   ■•■■ 

S  Maximum  . . . 

87 

81 

70 

66 

67 

72 

78 

80 

79 

84 

86 

86 

80 

69 

59 
41 

,5? 

71 

80 

82 

79 

68 

69 

62 

51 

47 

46 

62 

71 

Z2 

78 

71  1 
44.0 
68.7 
45.2 

'"  1  Minimum.... 

48 

43 

50 

,39 

3f 

37 

31 

43 

56 

47 

46 

62 

58 

.5^ 

48 

85 

33 

41 

44 

52 

42 

33 

49 

42 

3» 

41 

40 

35 

^0 

54 

Williamfltown  ... 

)  Maximum  ... 
■■■  1  Minimum    ... 

84 
56 

82 
55 

72 

46 

64 
39 

89 

IS 
43 

75 
50 

77 

u 

78 
48 

83 
51 

8 

80 

53 

11 

67 
46 

59 
40 

,50 
29 

68 
32 

76 
42 

43 

TO 
,50 

43 

64 
39 

61 
45 

4S 
41 1 

45 
39 

4-'i 

41 

^6 

69 
36 

69 

66 

76 
51 

F.n!<teni 

Dirigimi. 

Ashland    

\  Maximum  . . , 

86 

78 
48 

70 

67 

66 

73 

80 

81 

80 

80 

83 

84 

82 

80 

66 

55 

48 

68 

70 

71 

85 

72 

63 

60 

52I 

50 

48 

70 
46 

71 

81 

70  0 

■   ■  (  Minimum.... 

47 

49 

If 

•AC 

35 

36 

41 

47 

40 

42 

42 

45 

68 

51 

42 

35 

34 

36 

35 

.''f 

52 

K,'^ 

A( 

43 

42 

41 

42 

64 

50 

42.7 
68.8 

)  Maximum  . . . 

82 

79 

76 

65 

67 

7; 

76 

79 

78 

81 

83 

81 

SO 

75 

65 

57 

48 

66 

75 

80 

67 

62 

53 

44: 

48 

48 

48 

68 

74 

77 

Berea 

••■ /Minimum.... 

47 

47 

47 

36 

33 

33 

85 

40 

43 

47 

4.^ 

54 

54 

50 

40 

37 

.12 

31 

46 

44 

51 

32 

ti 

39 

<i~< 

!'9 

38 

38 

37 

5:h 

54 

42.0 
70.1 
39.3 
72.4 
38.3 

Cumberland 

I  Maximum  . . . 
"■■  /  Minimum.... 

71 

47 

83 

55 

6; 

34 

78 
33 

72 
36 

80 
47 

70 
30 

72 
41 

67 
3' 

77 
44 

82 
51 

86 
57 

81 
54 

4« 

70 
41 

72 
35 

60 
25 

71 
27 

68 
31 

40 

^6 

67 
33 

35 

JO 

50, 
38, 

48 
39 

49 

68 
32 

73 
4(1 

70 
3S 

« 

Farmers 

(Maximum  ... 

86 

82 

78 

70 

7i 

75 

81 

84 

81 

85 

8" 

84 

84 

80 

71 

F.8 

•f 

68 

75 

83 

82 

70 

68 

6*! 

54. 

48 

5(1 

52 

71 

7(1 

i'Ci 

■■■  (  Minimum.... 

48 

42 

43 

32 

32 

28 

2! 

36 

S9 

35 

40 

41 

54 

4' 

42 

35 

26 

37 

3( 

40 

"2 

25 

■1(1 

1,'t 

41 

42 

40 

28 

51 

46 

Heidelberg 

3  Maximum  . . . 
•■■  /Minimum.... 

83 

44 

78 
46 

72 
47 

65 
39 

69 
31 

75 
31 

80 
33 

81 

78 
42 

84 
38 

83 
38 

81 
42 

81 
41 

73 
59 

60 
49 

T. 

,52 
38 

s 

79 
36 

8S 

4-' 

70 

-!0 

9" 

m 

5?' 

45 

42 

50 
41 

50 

42 

71 

.52 

78 
46 

70.2 
40.4 
67.8 
41.6 

Maysville 

)  Maximum.  .. 

83 

74 

69 

63 

64 

72 

77 

80 

78 

79 

83 

83 

83 

76 

57 

54 

60 

68 

70 

72 

81 

65 

64 

,56 

4(; 

47 

47 

48 

70 

68 

76 

■■•  (  Minimum.,., 

48 

49 

44 

35 

85 

87 

41 

44 

42 

42 

46 

46 

65 

42 

42 

34 

32 

31 

37 

42 

46 

32 

4f 

44 

4' 

41 

12 

3" 

53 

48 

Mlddlesboro 

(  Maximum  . . . 
•   ■  (  Minimum.... 

■■ 

" 

;• 

-1 

'■ 

; ; 

•'■ 

Mount  Sterling  . 

)  Maximum  . . . 
'Minimum.... 

84 
49 

82 
62 

4! 

fi6 

38 

68 
35 

74 
35 

78 

81 
42 

78 
46 

82 
45 

84 
44 

83 
61 

80 
51 

i 

68 
46 

5: 

49 
31 

12 

7' 

80 
45 

82 
46 

68 
43 

65 
33 

64 

5n! 
42| 

45 
39 

4R 
42 

48 
40 

68 

71 
5? 

76 

69.9 
43.1 
"72  S 
-'40.8 
71.3 
3S.1 

Pikevllle .. 

\  Maximum.  .. 
•••  /  Minimum.... 

:: 

72 
34 

77 
33 

79 
86 

83 
36 

8? 

41 

84 
39 

86 
39 

85 
42 

86 
42 

80 
60 

7(1 

58 

C3 

"f 

681     79I     84 
081     40,     3^ 

88 
42 

72 
50 

72 
30 

67 
38 

■:^i 

48 
42 

49 
44 

48 
42 

72 
34 

75 
41 
73 
42 

81 
48 

Pippapass   

)  Maximum  . . . 
■■  '  Minimum.... 

83 
89 

79 
40 

72 
48 

6S 
33 

1^ 

7R 
26 

77 
30 

75 
3? 

81 
S3 

83 
37 

86 
36 

86 
38 

85 
37 

71 
3' 

6:1 
38 

35 

5P 

06'     08 
37!     35 

81 
32 

8,-, 
31 

76 
39 

29 

65 
33 

61 
39 

56 

37 

46 

45 

58 

69 
27 

80 
44 

(./uicksiind 

S  Maximum  .  . . 
■••  (Minimum..., 

45 

4« 

48 

,38 

30 

SO 

35 

42 

38 

40 

40 

53 

52 

41 

33 

2(!l     38 

.,- 

41 

40 

,io 

38 

43 

h 

44 

'h 

48 

7,5 
57 

■"89.'8 
70.7 
46  9 
69.7 
40.5 
68.4 
44.3 

Klchmond 

, .  )  Maximum  . . . 
'  Minimum  . , , 

,53 

80 
5^ 

70 
50 

68 
40 

■^ 

70 
40 

76 
40 

46 

78 
.^0 

84 
50 

60 
80 
40 

'.t 

80 
57 

72 
54 

s 

48 

35 

34.     46 

.'■.0 

70 

44 

4f 

47 

;; 

5(1 
40 

50!     ,50 
42i     42 

70 

72 
55 

Williamsburg  ■  • 

)  Maximum.  . 
■'■  /  Minimum.... 

81 
4.') 

SO 
46 

70 
60 

67 
48 

70 
32 

3; 

74 
34 

77 
34 

75 
39 

78 
S7 

78 
44 

78 
43 

l^ 

64 
53 

62 
3» 

48 
33 

67'     7- 
281     :'-8 

4v> 

4> 

39 

29 

Z 

S! 

46 
41 

57 
41 

51 
40 

7(1 

71 
49 

75 
47 
75 
54 

Winchester 

....  1  Maximum.. 

84 

78 
53 

71 

45 

65 

68 
36 

74 
42 

78 
43 

81 
47 

79 
47 

83 
47 

8S 
48 

8? 
53 

79 
63 

69 
48 

61 
45 

47 
36 

48 
31 

671     76 

8? 
47 

79 
62 

66 
42 

67 
38 

T^ 

411 
40 

43 
4" 

4-'i 

42 

4' 

.0 

l! 

.^■ 

(Minimum... 

32 

44 

«S  Instruments  are  read  in  the  mornlni?;  the  maximum  temperature  then  read  is  charged  to  the  prec-pding  dav.  on  whirh  it  almost  alfl  ay?  occur? 
*."'.•  etc.  Indicate  respprt.1vi-1v  1    9    t  otr,     davo  missing  frnm  record, 
WHO  Lonisvlllc.  11-2543  llfto 


m.i/ 


^ 


^^ /^<^   -/'.V 
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Vol.  XLVIII      Louisville,  Kv.,  November,  1943 


No.  11 


OENERAL   SUMMART. 

_  November  was  unsoasonahly  <\xy  aiul  rather  cold  The  pre- 
cipitation was  niostiy  light  and  hii)ited  to  the  lirst  Ki  days  of 
the  month,  with  practically  no  rain  occurring-  during-  the  last 
halt,  lemperatures  were  somewhat  below  the  normal  due 
principally  to  cold  nights  which  were  oWset  in  part  by 'mild 
weather  on  days  with  plentiful  sunshine.  Hard  freezes  occurred 
about  the  middle  oi  the  n)onth  and  again  near  its  close  but 
since  they  were  of  short  duration,  the  cold  did  not  penetrate  the 
soil,  and  no  damage  to  winter  grains  resulted. 
_  Winter  wheat  reflected  the  dryness  of  the  current  and  preced- 
ing months.  Stands  continue  fair  in  the  relatively  moister 
southern  areas,  but  in  the  dry  north-central  and  northeastern 
counties  they  are  short  and  ragged  and  in  some  sections  of  the 
Lluegrass  the  latest  plantings  did  not  germinate.  Corn  was 
mostly  gathered  by  the  middle  and  nearly  all  housed  or  in  shock 
by  the  close  of  the  month.  The  stripping  of  tobacco  progressed 
as  rapidly  as  possible  in  sections  where  moisture  conditions  were 
lavorable,  but  the  extremely  dry  weather  throughout  the  State 
the  latter  part  of  the  month  practically  suspended  this  activity 
Pastures  deteriorated  rapidly  during  the  last  18  days  and  mod- 
erate to  heavy  feeding  of  livestock  was  necessary  'in  the  drier 
counties. 

The  existing  water  shortage  in  most  of  the  north-central  and 
Bluegress  sections  was  further  aggravated  by  the  lack  of  abundant 
raintall  during  November  and  increasing  amounts  of  water  had 
to  be  hauled  for  stock  and  general  use. 

The  severe  cold  periods  during  the  month  were  especially 
favorable  for  butchering  of  hogs,  and  many  animals  were  slaught- 
ered on  farms  or  moved  to  market. 

TEMPEBATTJHE . 

The  mean  temperature  for  the  month  was  44.5'^  which  is 
1.9  below  normal.  The  highest  temperatures,  near  or  some 
what  above  80  ,  occurred  on  November  1st,  when  daily  means 
avernged  from  10^  to  lo^  above  normal.  Short  periods  of  rela- 
tively warm  weather  occurred  also  from  the  .5th  to  the  8th  and 
again  from  the  ISth  to  the  21st  The  lowest  temperatures  were 
recorded  mostly  from  the  ITth  to  the  20th  in  a  prolonged  cold 
spell  during  which  minima  fell  to  15^  or  lower  at  several  stations 
At  a  few  stations  lowest  temperatures  recorded  were  during  a 
short  cold  period  at  the  close  of  the  month  The  extremes  for 
the  State  were  85^  at  Russellville,  Logan  Co.,  on  the  1st,  and 
13  at  Irvington,  Breckinridge  Co.,  Mammoth  Cave,  Edmonson 
eo.  on  the  1  /th  and  I^armers,  Rowan  Co.,  on  the  29th. 

PRECIPITATION. 

The  average  monthly  precipitation  was  1.33  inches  or  9  05 
inches  below  the  normal.  The  precipitation  oecurred^n  three 
periods,  the  1st  and  2d,  the  5th  to  the  9th,  and  on  the  15th 
and  IGth,  with  the  heaviest  rains  on  the  7th,  especially  in  the 
western  districts.  In  the  extreme  southern  counties' and  the 
eastern  mountain  districts  the  rainfall  for  the  month  exceeded 
2  inches,  but  in  the  Bluegrass  region  and  the  lower  Lickine 
valley  the  amounts  ranged  downward  to   less  than    0  60  incli 

now  flurries  were  general  over  the  State  on  the  9th 
snow  melting  as  it  fell.      The    extreme    monthl 


amount  in  21  li.uirs,  2.36  inches,  fell  at  Murray  on   the  fi-7th. 
MISCEI.I.ANEOUS. 

Ibrrrx:  -The  Ohio  River  was  at  pool  throughout  the  month 
wiih  the  main  tributaries  low  and  the  small  feeder  streams 
nearly  or  completely  dry. 

r„,„'^y*^'***'""^'^''i^^l?l^'"-  ^"■'^"  ■'**'  Murray'mean  temperature  should  be  fi8  5-  Wni 
ai.,sl,„rsr.  gn-atcst  •24.hoiir  precipitation  should  be  1.2-2  inches  on  IBth.  iLe  i  : 
ripimuass  mean  iiiaxirnum  temperature  sboiild  be  71. 2.  laife^jo, 

PBK83DRE,  WIND.  HUMIDITy'aND  SUNSHINE, 


Atinosphcrii-  press-  i 

1      Relative   1 

r    " 

Stations. 

sea-level.) 

i    humidit.v. 

S5 

1 

3 

1 

5" 

lii 

g  1  s 

1 

B 

^ 

Hi 

3i« 

! 
1 

Cairo 

111. 

30.58    21 

29.65i     6 

-.4 

22    ne. 

1. 

79 

.0 

67 
57 
61 
70 

669 

079 
6HS 
613 

tincinuati  . 

30.6-2   24 

29. 6i:      7 

«.r 

21     s 

7 

81 

52  63 
52  63 
4S  1  60 

Louisville.  .. 

Ky. 

30.  60|  24 
.30.621  24 

29.71      6 
29.69     7 

80 

8.7 

27      sw. 
26      sw. 

8 

80 
76 

COMPARATIVE    DATA  FOR  NOVBMBErT 



precipitation  for  the  State  were  3. 17  inches  at  Murray!" Callow a'^y 
Co.,   and  0.41  inch  at  Valley  View.   Madison  Co.      the  greatest  1 


43.5 
42.8 
44.3 


45.2 
50.5 
46.9 

49.  S 


1     44.9 

73 

80 

'    51.3 

82 

46.8 

78 

44.6 

81 

47.1 

86 

bn.O 

84 

43  8 

78 

45.5 

S5 

.50.5 

84 

47.3 

85 

42. 9 

81 

43.2 

82 

47.9 

83 

43.6 

79     1 

45.8 

4R.0 

85 

49.8 

80     1 

44.5 

85     1 

46  4 

QS     1 

83 

5 

85 

10 

83 

8 

78 

11 

77 

IH 

78 

16 

79 

10 

79 

20 

87 

10 

75 

16 

88 

13 

6.04 
4.87 
6.04 
3.85 
3.12 


1-52 

4.42 

3.01 

0.89 

3.55 

5.02 

3.49 

2.61 

2.29 

2.04 

4.51 

1.22 

3.25 

1.23    ', 

4.80    I 

1.52 

1.23 

1.90 

7.31 

2.21 

7.96    ■ 

1.93    i 


Numberof  days. 


!  :: 

.1 

1     10 

!    13 

T        1 

12 

7    ' 

!  i" 

19 

i     11 

12 

i     15 

16 

'     13 

;  14 

14 

15 

i     1« 

10 

16 

5 

12 

18 

S     ' 

15 

1     20 

'     14 

14 

S     ' 

15 

s    1 

12 

16 

14 

11 

•J  ! 

12     1 

6    ' 

10    ; 

7 

9 

7 

to')  Year  average. 


0 

3.40 

2.0 

9 

10 

2 

13 

14 
]4 

5.01 

O.I 

10 

9 

i. 

10 

3.93 

T. 

10 

0 

4.03 

8  0 

8 

fi 

-  4 

1.^2 

1.0 

12 

:1.  ,=52 

13 

1-' 

",^ 

14 

11 

I  -  .'4 

6 

1 

11 

2.S5 
3.  86 

r. 

15 

7 

10 

3.50 

3.4 

14 

8 
12 
9 

6 

1.63 

0.6 

12 

■^ 

3  68 

8.7 

16 

14 

1.16 

T. 

13 

« 

3.70 

0  9 

10 

i3 

2.80     1 

T. 

11 
13 

4.88 

T. 

13 

13 

1..33 

0.2 

16 

9 

n.ii 

s 

13 

11 

:h  V. 
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OUmatological  Data  jorjJovgmbgr.  1943. 


...3niS 
. .  7  m  N 
1-2  m  8 


1-2  m  \V 


Ohio  •.■•■ 

McLean  . . 
Hopkins . . 
Crittenden 
Marshall . 
Muhleubnrg 

Ohio 

Henderson 
(_;hristian. 
Ballard  .. 
Graves  .  . . 
Calloway. 


Daviess  . 
McCrack  e 
Caldwell. 
McLean  . 
Logan  ... 
Union  . . . 


■WESTERN   DIVISION 

Beaver  Dam  • 

Calhoun 

Karlington 

Ford's  Ferry,  Dam  50.. 

Gilberts  ville 

(ireenviUe 

Hartford,  [near] 

Henderson 

Hopkiusville 

Loveiacev;lle.  .. , 

Mayfield 

Murray 

uweusboro. ..... 

Owensboro,  Dam  46 

Paducah    

Princeton 

Rurasev,  Lock    2t. 

Kussellville 

L  niontown.  Dam  49. . .  • 

CENTRAL  Division. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brownsville,  Lock  6  t- 

Bumside  

Carrollton,  Lock  1 

Clermont 

Cold  Spring,  Dam  36  •• 

Danville    

Dix  Dain.Bnrgin 

Eadsville 

Frunklort,  Lock  4 

Gest,  Lock  3  . 

tilasgow 

Grant.  Dam  ?• 

Greensbursj 

HighBridg. 

Irvingtoii    

LaGrang; 1  ' 

Lancaster 

Leitchfield    •  •  ■ 

Lexington .••••• 

Little  Hickman,  Lock 
Lockport.  Lock  2 

LOUISVILLB    

Do    Bowman  Field. 5  m  E.  1  Jefferson  . 

Mammoth  Cave 1  Edmonson 

Monticello Wayne  •   • 

•  ■••I  Hart  

a  SWj  Hardin  . . . . 

Mercer.  .. 


Lock  7. 


mNE. 


NW, 


Breckinridgt 
Jetferson  . . 
Warren  . . . . 
Edmonson 
Pulaski   .... 

Carroll 

Bullitt 

Campbell   . 

Boyle  

Mercer 

Wayne-  ■■■ 
Fniiikliu  .. 
Henry 


.)essa\nine  . 
Breckinridgf 
Oldham  .■•• 

Garrard  

Grayson  ... 
Fayette  .... 
.Jessiimine  . 

Henry 

Jefferson  . . . 


Temperature,  in  degrees  Fahr. 


47.2,- 
47.11- 
46.8i- 
47.61- 
45.2!- 


Munford  ville. 
Lock  6 


m  W, 


ith'! 


lOVt 


•Stearns •^■ 

Taylorsville . .  1  m  >i  li 

Tvrtme,  Lock  5 — 

WilliainstowQ 

Woodbury,  Lock  4t 

KASTEBN   DIVISION. 

\8hland 3mSE 

Berea 

College  Hill,  Lock  11 

Cumberland..   4mS 

Cvuthiana 

Falmouth 

Farmers   

Flemingsburg 

Ford,  Lock  10 

Graysoci 

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14 

.Jackgiin 

.Jenkins 

Louisa 

Maysville Dam  Hi 4  in  K 

Middlesboro   

Mount  Sterliir.' 

Oueonta.Daiii  Ho 

Paintsvllle 

Pikeville 

Pippapass 

•  inicksand 

Ftavenna,  Lock  12 

Richmond 

Valley  View.  Lock  9  .  •  • 

Vancebnrff.Dam  32 

Williainsbnr!.' 

Willow.  Lock  13 

Winchester  

State  averages  and  extremes 


Pulaski  .. 

Shelby 

Warren   •. 
McCreary 

Spencer    ■ 
Anderson. 

Kntler.... 


Boyd 

Madison... 
Madison... 
Harlan .  •  •  ■ 
Hiirrison  . 
Pendleton 
Rowan  ... 
Fleming  .. 
(Uark  .... 
Carter  — 
Greenup . . 

Perry   

Lee   

Breathitt . 
Letcher.  ■ 
Lawrence 


10H2 

17 

635 

4V 

989 

59 

Srtd 

33 

485 

33 

459 

70 

558 

h 

8(1(1 

8 

910 

5 

600 

14 

777 

4( 

590 

•.>8 

1065 

0 

Wf 

50 

607 

5 

U0(1 

7 

4H9 

3V 

.524 

25 

943 

40 

.504 

26 

.534 

26 

1070 

40 

611 

33 

1440 

684 

25 

600 

36 

668 

18 

Precipitation  in  inches 


Numherof  days 


Mason   

52! 

14   ' 

Bell  ........ 

112^ 

511 

Montgomery 

9;!0 

■.>l 

Campbell.  .. 

497 

9 

.Ir.hnson   ... 

620 

7 

Pike 

636 

9 

Knott 

1035 

17 

Breal.bitt  ... 

732 

24 

Estill    

631 

46 

Madison  .... 

926 

HO 

Madison  ... 

.571 

26 

Lewis  

.525 

46 

Whitley  . . . . 

939 

23 

Lee   ....... 

646 

Clark   

964 

85 


1.65-1.52 

1.71     .... 

2.02-1.52 

1.41  ... 

1.831—1 

2.171-1 

1.67|-1 

2.08— 1- SO 

3.  i;-0.2H 

1.46'-1.8fi 

1.40 

1.54 

1.95 

1.49 

1.95 


0.92 

0-73 

(1.76 

1.4£ 

2.07 

1.16 

1.09 

0  58 

1.45 

0.86 

1  67 

2. 19 

0.4S 

0.6f 

0.51' 

1.53 

1.5S 

1.39 

2.41 

0  56 

1   1.06 
1  0  54 

0.43 
0.81 
0.4« 
0.58 
0.72 
0.35 
0.40 
0  51 
0.37 
0  39 
076 
0.63 


5 
4 
3 
5 

18 
U 

5  1 

'si 

... 

7 

15 

5 

3 

14 

9 

3 

4 

18 

3 

4 

12 

y. 

... 

... 

3 

.. 

6 

■■ 

5 

14 

6 

I   13 


J.  R.  Young. 

J.  H.  Ballantine. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.   R.  Lovell. 

W.  R.  (arson,  Sr. 

GeorKe  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne- 

Ralph  B.  Wear. 

Henry  .S.  Berry. 

Lockmaster. 

U.  S.  Engineers. 

Alton  M.  Harvill. 

Lockmaster. 

Dr   Samuels.  McReynolds- 


Lockmaster. 

C.  E.  Barret. 

Mrs.  Lillie  G.  Causey. 

Lockmaster. 

Sarah  E .  Lewis . 

Lockmaster. 

R.  1'.  Amos. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co., 

Joe  Norfieet. 

Lockmaster. 

Lockmaster. 

I.  E.  Turner. 

Lockmaster. 

Mrs.  LettieD.  Perkins. 

Lockmaster. 

L.  0,  Stiles. 

J.  C.  Ogg. 

Kentucky  Utilities  Co. 

D.  Lem  Hughes 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmater. 

U  S    Weather  Bureau. 

US.  Weather  Bureau. 

Ivan  J.  Ellsworth- 

E.  O.  Cooper. 
Robert  C.  Smith. 
Sisters  of  Loretto. 
Lockmaster. 

Will  am  H.  Dobbs. 
WillaS.  A.  Ratta. 

C.  W.  Gurnsey. 
Airway  Station. 
V.  E.  Snider. 
Lockmaster. 

Miss  Nettie  B.  Simpson. 
Lockmaster. 

Lockmaster. 

D.  H.  (enter. 
Lockmaster. 
.lames  E-  Allen. 
S.  M.  Hill- 
Jessie  Oldham. 

Mrs   CordaB.  .^tamper. 

C.  A.  Glasscock. 

Lockmaster. 

Mrs.  Ruby  A.  Burton. 

Lockmaster. 

H.  A.  Baily- 

Lockmaster . 

.las.  T.  Gon. 

R.  J.  Howard. 

Zeb  Heston. 

Lockmaster. 

Lon  Robertson. 

W.  3,  Vice. 

Lockmaster. 

E.  C  Fraley. 

U.  s.  Weather  Bureau. 

Caney  Run  Com.  Center. 

R.  W-  Jones. 

Lockmaster 

J.  W.  Crooke. 

Lockmaster. 

Lockmaster. 

Charles  B    West. 

I;ockniast.pr. 

.Mrway  Station. 


All  temperature  data  are  taken  from  self-registering  thermometers.  ^       ,     ,  .   „»„»!„.,=  ,=  have  ten  or  more  years  of  record,  but  alUoniplete  rerortga^^^ 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  '"[  ?"^^/.^"  "^  £ock8  on  the  Green  River;  other  Locks  are  on  the  KentnckyR.ver 
nspd  in  determiningsection  or  divi-sion  means.  JKumsey,  B™;^I>«^>"^«";^  ^7„'i^°J^J  "L  b^^^^^^  ,      .  „  ,,,„„,„ 

Reference  letters,  ',  '.  •,  appearing  in  the  table  Indicate  number  of  days  missing;  for  "''a^.V'P'!'' '?_7t»Hnn  is  less  than  0  01  inch  ram  ormelted  snow 


t+  Rpcfivorl  too  lat«  to  he  ittflndfld  in  mpan   anrl  summaries. 


XovKMMKii,  1  !)■!;< 


t:i.lMAl'OI,()i!IC.\i.   DATA:    KKNIIKKY   SECTION 


Daily  Freolpitatlon  for  November,  1943. 


ltVs(frii  Pivigion 

Ueavor  Pain 

CallKnin 

Kiirliiidton    ».... 

Konls  Korry  Dftin  60* 

UllbertsvlUe* 

i)r.Hi\iviUB 

Hartford 

Heiulorson 

Hopkinsville     " 

Lovelace  vlUe 

Mnyrtold 

Murray    

v>\vtinsboro  

OwtMisboro,  Dsira  46'   ' 

radurah' 

Priucotoii    .    

'{iimst'V,  Lock  No.  2  ' 

RussollViUe" 

I'uioutowu.  Dam  49" 

Central  nivisUm 

Addison, Dam  45.  ' 

Anchorage  

Bowlinfr  Green  '  — 

Bowling  Green  No.  2'....... 

Urovvusvillf.LockNo.  6'.... 

Burnsido'  

CnrroUtonLock  No.  1' 

Clermont 

Cold  Spring,  Dam  36° 

Danville* 

Dix  Dam.  Burgin 

Eadsville' 

Krankfort.  LockNo-  4- 

Gest,  Lock  No.  3* 

Glasgow 

(irant,  Dam  3S' 

Greensburg  * 

High  Bridge, Lock  No.7»... 

Irvingtou  

LaGrange 

Lancaster' 

Leitchtield  ' 

Lexington  t 

Litllo  Hicfcrnan,  Lock  No.  8  ' 

Lockport,  Lock  No .  2  ^ 

Lorisvii.LE'  i 

Do.  Bowman  Field 

Mammoth  Cave^- 

Monticello  '' 

Munfordville  ' 

St.  John 

Salvisa.  Lock  No  6  ^f 

Science  Hill 

■^helbyville  - 

Smith's  Srove  " , 

Stearns" 

Taylorsville 

Tyrone,  Lock  No.  5  "t 

Williamstown  - , 

S'oodbnry,  Lock  No. 4*. 

Eastern  Division 

Ashland' ..., 

Berea   

OoUeseHill,  Lock  No.  11«  ... 

Cumberland 

CynthianJi- 

Falmouth- 

Farmers-  

Flemingsburg'  

Ford  Lock  No.  10 't 

Grayson'  

Greenup  Dam    30' 

Hazard' 

Heidelberg,  Lock  No.  14' 

Jackson  ' 

Jenkins' 

Louisa' 

May sy ille,  Dam  33' 

Middlesboro      — 

Mount  Sterling 

Oneonta  Dam  95  ' 

Paintsvillp   '   

Pikeyllle" [ 

Pippapass 

Qnicksand' 

Rncnua.    Lock  No.  12'   .... 

Richmond' ' 

Vjill<\v  View.  Lock  No.  9  . . . . , 

A'anceburg,  Dam  No.  32  '. 

Williamsburg'.  .'.'. 

MMllow,  Lock  No.  13^ 

Winchester  •* 


Day  of  month 


0 

T. 

H 

K 

K 

K 

K 

K 

K-. 

O. 

K 

K 

.01 

7 

8 

9 

i!6i 

".M 

'tV 

.77 

.6n 

.02 

l.(l( 

,8t 

Ofl 

1.4( 

.2f 

.77 

.8. 

T. 

l.3t 

T. 

.01 

1  41 

.51 

.97 

T. 

1.2( 

.2( 

02 

2.»( 

.15 

.m 

.Si 

T. 

.fiH 

.41 

.05 

.61 

.75 
1.95 

'r. 

M 

.42 

T. 

..OC 

,2( 

.49 

.K2 

T. 

.47 

.60 

T. 

Hfi 

.03    T.  1 

.S2 

.17 

.03 

.21 

T. 

.OB 

.10 

.03 

.03'   ,I6!....|....   .. 

■•■I   .031  T.  I   .Oil   .01 


18     19     20     21     22     28     24     26     26     27     28     29     30     31 


I'-^cept  as  otherw'ise  indicated  observations  are  generally  made  late  in  the  afternoon   near 
!!l'^'h°/5l«f_^«*''^e'"?F?a",?«."°n:  precipitation  is  tor  the  24-hour  period 


2.02 
1.41 
1.83 
2.17 
1.67 
2.08 
3.17 
1.46 
1.40 
1.84 
1.98 
1.49 
1.95 
1.47 


2.. 34 
0.42 
0.81 


0.55 
1.00 
0.92 
0.73 


1.09 
0.58 
1.45 
0.86 
1  67 
2.19 


0.74 
0.92 
2.34 
1.39 
2.04 
2.21 
2.04 
O.TO 


2.02 
2.66 
0.63 


amount  then  recorded  is  for  the  preceding  24  h 
T.  Trace,  or  precipitation  less  than  O.ni  inch 
Lock  10.  Red  Hnnse    Kv.  :  Oneonta.  California.  K 
Kentucky:  (S)  Salt-  'Gl  Green:   (O  Tumherland:  (T 
••Airport  station.    Data  for  24  hours  ending  at  12.30  a. 


.  and  precipitation  recorded  is  for  24  hours  ending  at  time  of  observation 

j.„      .   ..  i.         dnight  to  midnight  unless  otherwise  indicated.    'Precipitation  measured  in  the  morning- 

tPost  nmo.IZ^Jlf'}^"^  mea^sured  with  recording  gage.  *Ineluded  in  the  next  following  measurement. 

tPost  omce  addres.ses  as  follows: -Lock  .';.  Lawrencehnr?.  Kv.  :    Lock  6.  Versailles.  Ky.  Lock  8.  Nicholasville,  Ky. 

TennB==IfwmX1'*.^*'  A';^^^^,'."  ''^^^^^  Station  is  located  is  indicat.ed  as  follows:  (B)  Big  Sandy;  (L)  Licking:   K. 

1  .  90th  meridian  Hme  adjusted  to  day  they  occur 


m. 
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CLiMATOLOGiUAL  DATA:   KEJS'1U(]KY   SECTiO^^ 


November,  1943 


Daily  Temperatures  for  November,  1943. 


n'eMrrii 
Beaver  Dam   •  ■  • 

Calhoun  

Ivarlington 

Greenville 

Henderson  .... 
Hopkinsville  . 
r,ovelttceville .. 

May  field 

Murray  

Owensboro  .... 

Paducah  

Princeton 

(liissellvilleS?.. 


Divinmi. 

\  Maximum  . . 
*  Minimum... 

*  Maximum  .  • 
(  Minimum... 

\  Maximum  . 
(  Minimum.. 

)  Maximum  . 
(  Minimum.. 

j  Maximum  . 
■  • "  ■    (  Minimum . . 

)  Maximum  . 
(  Minimum.. 

i  Maximum  . 
(  Minimum.. 

\  Maximum  . 
I  Minimum.. 

\  Maximum  . 
i  Minimum.. 

J  Maximum  . 
I  Minimum . . 

(  Maximum  . 
(  Minimum . . 

)  Maximum . 
I  Minimum.. 

3  Maximum  . 
I  Minimum.. 


Centrnl  DU 

Ancborage  

Bowling  Green 

Clermont 

Dspville 

Dix  Dam 

Frankfort 

Glasgow    

Greensburg 

Irvington 

Leitchfield  

Lexington  

Louisville 

Do.  Bowman  P'ield 

Mammoth  Cave 

St.  John 

Science  Hill 

Shelby ville  

(Smith's  Grovp  •■•■-■ 

Steams 

Taylorsville   

Williamstown 

Kdxtmi   Pi 
Ashland    

aerea 

Cumberland 

Farmers 

Heidelberg 

Maysville 

Middlesboro 

vionnt  Storlins  .  •  ■  ■  ■ 

Cikeville 

I'ippapass    

ijTiicksand ■ 

Kif'limond 

WIlliamKbnrg 

Winchester 


)  Maximum  . . 
)  Minimum... 
j  Maximum  . . 
'  Minimum. . . 
)  Maximum .  . 
(  Minimum . . . 
S  Maximum  . . 
'  Minimum . . . 
(  Maximum  . . 
I  Minimum... 
^  Maximum  .. 
'  Minimum... 
\  Maximum  . . 
(  Minimum... 
(  Jlaximum  . . 
I  Minimum . . . 
)  Maximum  . . 
(  Minimum... 
)  Maximum  . . 
'  Minimum. . . 
)  Maximum  . . 
(  Minimum... 
)  Maximum  . . 
(  Minimum.. . 
)  Maximum  . . 
I  Minimum... 
(  Maximum  . . 
)  Minimum . . . 
S  Maximum  . . 
(  Minimum.  . 
)  Maximum  . . 
(  Minimum . . . 
)  Maximum  . . 
*  Minimum . . 
'  Maximum  . 
i  Minimum.. 
(  Maximum  . 
'I  Miuinnnii.. 
^  Maxiiiiinn  . 
I  Miiiiiriurii.. 


\  Maximum  . 
'  Minimum.. 
)  Maximum  . 
I  Minimum.. 
(  Maximum  . 
(  Minimum.. 
<!  Maximum  . 
(Minimum.. 
)  Maximum  . 
I  Minimum.. 
(  Maximum . 
>  Minimum.. 
)  Maximum  . 
'  Minimum.. 
S  Maximum  . 
'  Minimum.. 
(  Maximum . 
I  Minimum.. 
)  Maximum  . 
'  Minimum. . 
S  Maximum . 
'  Minimum. . 
)  Maximum  . 
'  Minimum. . 
t  Maximum. 
*  Minimum.. 
\  Maximum  . 
'  Minimum.. 


•234867 


9     10     11     12 


451    55,    a.5;    29 


27  !i- 
66;  1: 
341     47 


63  39 

38  30 
5.5 

38i  32 


io 

..9 

.■iH 

49 

HC 

64 

n7 

46 

79 

74 

fit' 

fid 

7« 

63 

b(i 

T, 

"\  •■! 

5R!  60 

27 1  25 

.5-2  eii 

25  23| 

."^71  62 

31 1  29 

521  61 

31  29 


71      71      67      66      46 
.39!    S5|     55     38     29 

m'   75!   fin!   59    48 


691     63      41 


65 

78 

31 

31 

64 

69 

43 

40 

"9 

72 

42 

44 

64 

74 

39 

35 

4fi 

45 

51 

59 

tib 

70 

35 

29 

41 

44 

56 

61 

67 

72 

26 

24 

2t 

45 

56 

60 

68 

7! 

45j  35 
331  33 
45 


fi«i     65      40 


?7      43      49|     451     31      32 
621     64l     741     P.5!     5-1 


821    67     51      .55     63     69 


.551     44      311     25 


J8|  « 

72  6fi 

.59!  39     28 

731  78     62 

28  29 


54  46 
24     23 

55  50 


42  62 

20  .36  25 

54  64   51 

31  43 


35 

20 

hi 

52 

35 

Ih 

f5 

41 

3S 

18 

57 

48 

451  53 
21  25 

49  57 


.52 

38 

24 

82 

64 

56 

47 

57 

37 

82 

56 

82  73 
46   49| 


77  70  sr.l 

.52  51  31 ! 

77  65  51 1 

55  37  32 


25 

27 

6S 

3( 

31 1 

,5r 

32 

36 

61 

65 

■2f 

33 

58 

62 

27 

40 

49 

45 

45 

K 

28 

24 

59 

46 

48 

3;i 

3H 

27 

45 

5r 

55 

3C 

25 

30 

51 

48 

46 

31- 

32 

26 

35 

42 

43 

30 

30 

24 

27 

£ 

51 

44 

34 

31 

54 

45 

30 

27 

,^n 

5r 

24 

29 

56 

53 

55 

50 

23 

2V 

55 

47 

24 

21 

55 

,5( 

28 

26 

58 

51 

24 

3( 

51 

5( 

27 

28 

f? 

51 

30 

27 

54 

52 

25 

32 

55 

52 

2? 

25 

48 

5i 

21 

2! 

5fi 

5^ 

19 

3( 

5f 

5: 

2( 

28 

54 

45 

23 

28 

,53 

5S 

2f 

21 

6f 

.5. 

22 

3, 

58 

5- 

16 

2: 

fi; 

y. 

22 

s-- 

52 

5, 

35 

r 

fi 

5 

'?' 

3 

5, 

4 

2( 

2 

46 

15  28 

45  65 

22  34 


21  i  33 


39 

40 

68 

65 

34 

34 

67 

64 

45 

44 

.30      41 1 

201     31 

69      66 

30 1     S3 

70|     fiO 

,30 1     S"| 

67 

W 

36 

34 

66 

6) 

44 

75 

70 

3( 

30 

7,'= 

71 

32 

ST 

7.'- 

Cq 

V 

o,) 

fi5i    r,:"! 

42!     4,5 

.,f,|        ,,c, 

fi.-|    r< 

.2 

1  •■'^ 


24 
67   43 
17 


25j  30 


21]  231 
491  60  59 
18  21 


23I    SO 


43      43 
22      30| 


!i$  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  read  Is  charged  to  (he  proceding  day. 
',^.°  etc  indicate  resoectivflv  12    s  ntc     »lav5  missing  from  r«cnrd. 
O  Loniavillp.  12-25  4.3  llOn 


ilmnst  always 


,jd^..4  M^^"^  i^i-r" 


U.  S.  DEPARTMENT  OF  COMMERCE.  WEATHER  JUIRI' AIJ 
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KENTUCKY    SECTION 

E.  E.  ■O'NGER 


Vol.  XLVIII      Louisville,  Ky.,  Dkoembeb,  1943  No.  12 


GENERAL    SUMMARY. 

December  was  the  coldrst  month  of  1948,  and  like  tlio  pre- 
ceding fall  months,  temperatures  were  below  the  seasonal  aver- 
age. The  weather  was  con)parativeiy  mild  during  the  first 
decade,  but  a  rather  severe  cold  period  set  in  about  the  middle 
of  the  month  in  whieh  temperatures  fell  close  to  zero  over  most 
of  the  State,  and  thereafter  temperatures  were  mostly  below  the 
normal.  The  precipitation  was  ajjtain  below  the  seasonal  aver- 
age. ^  Though  relatively  light,  it  was  fairly  ^q\\  distributed  over 
the  State  both  in  frequency  and  as  to  area  covered.  Moderate 
rainfall  during  the  first  half  of  the  month  and  fairly  heavy  rains 
the  hist  week  of  the  month  materially  improved  the  moisture 
situation  in  the  Section. 

Winter  wheat  reflected  the  improved  moisture  situation,  and 
though  its  growth  was  retarded  by  the  cold  temperatures,  grain 
that  had  germinated  continued  in  fair  to  good  condition.  Low 
temperatures  appear  not  to  have  damaged  the  crop  materially 
beyond  slight  discoloration  of  tops  where  growth  had  occurred 
earlier  in  the  season. 

Tobacco  stripping  proceeded  rapidly  and  was  practically  com- 
pleted in  most  counties  by  the  close  of  the  month.  The  dry 
cold  weather  of  mid-December  hardened  country  roads  and 
srreatly  facilitated  the  movement  of  the  weed  to  market. 

The  condition  of  pastures  continued  poor  and  moderate  to 
heavy  feeding  of  livestock  w^as  necessary  in  the  drier  counties. 
.\Uhough  the  condition  was  improved  considerably  by  good 
rains,  water  is  still  being  hauled  in  some  counties  for  stock  and 
general  use 

Roads  and  streets  were  icy  and  slippery  on  the  25th,  incident 
to  a  glaze  storm  that  covered  practically  the  entire  section. 
Fields  were  generally  frozen  too  hard  or  were  too  muddy  for 
plowmg  or  early  preparation  of  the  soil,  and  little  of  this  work 
lad  been  done  by  the  end  of  the  month. 

TEMPERATX7RS. 

The  mean  temperature  for  the  month  was  35.1^,  or  2.7  below 
;he  normal.  The  highest  temperatures  occurred  in  the  first 
ieeade  in  whieh  daily  means  averaged  from  C^'  to  20^^  above  the 
laily  normals.  The  lowest  temperatures  were  recorded  during 
;he  severe  cold  period  from  the  1.3th  to  the  18th,  when  temp- 
eratures fell  to  near  zero  at  several  stations.  At  a  few  places  in 
extreme  eastern  sections  the  lowest  temperatures  occurred  on 
:he  24th.  The  extremes  for  the  State  were  68"  at  Williams- 
3urg,  V/hitiey  Co.  on  the  9th,  and  -  1"^  at  Farmers,  Rowan 
Jo.  on  the  IGth,  17th,  and  24th. 

PRECIPITATION. 

The  average  precipitation  for  the  month  was  2.24  inches,  or 
1.62  inches  below  the  normal,  and  occurred  principally  from 
he  3d  to  the  11th  and  from  the  2.5th  to  the  close  of  the  month 
rhe  distribution  of  the  precipitation  was  fairly  even  over  the 
■itate.  In  the  south-eentral  counties  the  monthly  rainfall 
ipproached  four  inches  with  the  amounts  tapering  of!  to  slightly 
nore  than  one  inch  in  the  extreme  northern  counties.  Snow 
ell  generally  over  the  State  on  the  2Sth  and  29th.  with  a 
naximum  depth  exceeding  three  inches  in  portions  of  the  north- 
astern  border  counties.  The  precipitation  extremes  for  the 
Hate  were  3.79  inches  at  Mammoth  Cave.  F^dmonson  Co  and 
.0/  inches  at  Oneonta,  Campbell  Co.     The  greatest  amount  in 


24  hours  was  1.22  inches  recorded  at   R.rownsville 
Co  on  the  2Sth.  

MISCELLANEOUS. 

Rivers:  The  rainfall  during  December  was  too  li^ 
the  river  materially  and  the  Dams  in  the  Ohio  liive 
up  throughout  the  month.  Small  streams  were 
replenished  by  the  rains  at  the  close  of  the  month 


Julinonsoii 


lit  to  affect 

r  remained 

somewhat 


PRESSDRE,  WIND,  HUMIDITY  AND  SUNSHINE, 


Cairo 111. 

Cincinnati Oliio 

Evansville Ind, 

I-ouisville Ky. 


Atmospheric  press- 
ure '  reduced  to 
sea-level.) 


29.82 
29. 6S 
29.80 

29.78 


COMPARATIVE   DATA  FOR  DECEMBER . 


S  01 


Temperature. 


1889... 

isau... 

1891... 
1892 . . . 
1B9S... 
1894... 
1S95... 
18%... 
1897... 
1898... 
1899... 
1900... 
1901... 
1902 . . . 


ISIS.... 
1919.... 
1920.... 
1921.... 
1922.... 
1923.... 
1924 . . . . 
1925.... 
1926.  .. 
1927 . . . . 
1928.... 
1929.... 
1930... 
1931.... 
1932.... 
1983.,.. 
1934 .... 
193S.... 


1W2.... 
1943  ... 
Prriod* 


34.1 
34.8 
38.6 

3.3.  8 

30'7 
j  36.4 
'     37.3 

39.0 


37.2 
39.5 
32,8 
37.0 
35.5 
20.5 
44.8 
84.6 
38.6 
41.7 
41.5 
46.  C 
S-l  9 
34.8 
37.8 
37.4 
39.5 


£7.9 
44.2 
37.0 


•)2.5 
36.2 
35.2 


Precipitation 


II    I 


3.51 

4.10 
4.22 


4.43 

1.82 
3.75 


Number  of  days. 


76 

-15 

69 

73 

-'s 

r,.', 

-14 

70 

10 

68 

0   : 

67 

n 

-  2 

75 

0 

72 

1' 

76 

79 

-22  ' 

5.22 
7.56 
4.23 
2.01 
4.44 
4.93 


2.82 
2.72 
2.21 


_M8 
2.39 
4.  51 
2.94 


2  80 
5.34 
2.20 
.3.83 


0.3| 
0.5 

T-J 


155  Vear  average. 
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CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION 


December,  1943 


Climatologieai  Data  forJ3ecginber,^j43. 


WESTERN   DIVISION 

Beaver  Dam 

Calhoun 

Eurliugtou ;. 

Ford's  Ferry,  Dam  50 

GUbertsvUle •• 

Greeuville 3raS 

Hartford,  [near] ''  m  N 

Henderson 1  1  2mS 

Hopkiusville 1-2  m  E 

LovelaceviUe 

Mayficld 

Murray ■ 

Owensboro 1-2  m  W 

Owensboro,  Dam  46 

Padnciih   

Prluceton 

Rumsey,  Lock   21 

Knssellville 

L  niontown.  Dam  49. 

CBJJTP.AL  DIVISION. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brownsville,  Lock  6  t 

Bnraside ■  ■  • 

CarroUton,  Lock  1 

Clermont 

Cold  Sprin;;,  Dam  36 

Danville    

Dix  Dam.Burgin 

Eadsville 

Frankfort,  Lock  4 

Gest.Lock  3 


3mNE 


Grant,  Dam  38 
Green.-ibunr  .  . . 
HighBnd-i',  Lf 

Irviugton    

LaGrang-i 

LancasU^r 

Leitchlield  .... 


Lockport,  Lock  2 

Louisville  

Do    Bowman  Field  5  : 

Mammoth  Cave 

M(mtirf>llo 

Maiifordville 

M     .Inhll 3l! 

:~  uv,-i.L(irkG 

Hrieiu...  Hill    

SheilivvaiH  2r 

Smith's  Grove ■ 

Steams  

Taylorsville 1  m 

TyroD'',  Lock  5 

William.luwu 

Woodl) 


Ohio  ■ 

McLean 

Hopkins 

Crittenden.. 
Marshall.-- 
Muhlenburg 
Ohio  ..... 
Henderson.. 
Christian.  .. 
Ballard  ..  .. 

Graves 

Calloway.  .. 

Daviess 

Daviess   

McCrack  e  n 
Caldwell... 

McLean 

Logan 

Union 


Breckinridge 

Jeflerson 

Warren 

Ednioiisc 

Pulaski 


k  4'. 


Bullitt . .  ■  - 
Campbell 
Boyle  .... 
Mercer  . . . 
Wayne-  - 
Franklin  . 

Henrv 

Barren.... 
Boone  


Edinci 


son 


Wayne  ..- 

Hart  

Hardin  . . . . 
Mercer.  .. 
Pulaski   .. 

Shelby 

Warren  •• 
McCreary 
Spencer  .. 
Anderson. 

Grant 

Butler.... 


E;»stki;n  iiivi:,in>;. 

Ashland 3  m  SE 

Berea 

College  Hill,  Lock  11 

Cumberland 4mS 

Cynthiaua 

Falmonth 

Farmers   

Flemingsburg 

Ford,  Lock  10 

Grayson     -  •   

Greenup, Dam  30 

Hazard 

Heidelberg,  Lock  14.... 

Jackson 

.leukins 

Louisa 

Mavsville  Dam  33 4  m  K 

Middlesboro 

Mount  Sterling 

Oneonta.  Dam  35 

Paintsville 

Pikeville 

Pippapass 

C^uicksand. 

Kavenna,  Lock  12 

Richmond 

Valley  View.  Lock  9  .   - 

Vanoebnrg.Dam  32... 

Williamsburg 

Willow.Lockl3 

Winche.ster 

State  averages  and  extremes 


Boyd  . . . . 

Madison. 
Madison . 
Harlan .  ■ 


Carter 
Greenu 
Perry   . 


Bell  .... 
Montgomery 
Campbell . 
Johnson    , 

Pike 

Knott 

Breathitt  , 
Estill  ... 
Miidison 
Madison  , 
Lewis  — 
Whitley  . 

Clark   ..- 


Temperature,  in  degrees  Fahr. 


Precipitation  in  inches 


Number  of  days 


2.15 


-1.05 
-1.23 
-2.99 
+  1.74 


25-26 
27 
26 


2.68-0.48 

2.56-2.18    

2.48—1.291  0.08 
2.23  -l-^^'l  0.65 
1.68-2-00'  0-56 
1  76-1-99 
1.  59 


0.54 


3.79  .. 

2.8'i  ■- 

3. 321+0. 24 

2-231-2.29 

1.89-2.61 

2.69 

2.05-2.13 

4.22 

2.91    

1.6-1-2.64 
1  88-2.21 
1.50l-2.O4 
2. 531 -1-39 


0  46 
0.  .53 
0.32 
0.44 
0  33 
0.  ,52 


042 

.8"    0.38 
-2.29    0.41 

-2.46!  0  45 
-2..S!|  0.25 
. . . .  I  0  40 
-1.481  0.57 
....  1  0.35 
-1.92:  0.48 
-0.761  0  fin 
-2.  92j  0.  ?5 


24    0.64 

60   0  70 

0.39 


25-26 
25-26 

26 
28-29 
25-26 


2.5-26 
25-26 
28-29 
26 


28-29 

28 
2.5-2f 
2.5-2f 
26-'. 

10 

26 
28-29 

"lO 
6  7 
8 
26 
10 


J.  R.  Young. 

J.  H.  Ballantire- 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C  R.  Lovell. 

W.  R.  Carson,  Sr. 

GeorKe  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Henry  S.  Berry. 

Lockmaster. 

U.  S.  Engineers, 

Alton  M.  Harvill. 

Lockmaster. 

Dr   Samuels.  McReynolds- 

Lockmaster. 

Lockmaster. 

C.  E.  Barret, 

Mrs.  Lillie  G.  Causey. 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

R.  P.  Amos. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co.. 

Joe  Norfleet. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs-  LetiieD.  Perkins. 

Lockmaster. 

L.  O,  Stiles. 

J.  C  Ogg. 

Kentucky  Utilities  Go- 

D.  Lem  Hughes 

U.  S.  Weatlier  Bureau. 

Lockmaster. 

Lockmater. 

US.  Weather  Bureau. 

U.S.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  O.  Cooper. 
Robert  C.  Smith. 
Sisters  of  Loretto. 
Lockmaster. 
WillamH.  Dobbs. 
WlllaS.  A.  Ratta. 

C.  W.  Gurnsey. 
Airway  Station. 
V.  E.  Snider. 
Lockmaster. 

Miss  Nettie  B.  Simpson. 
Lockmaster. 

Lockmaster. 

D.  H.  Center. 
Lockmaster. 
James  E-  Allen. 
S.  M.  Hill. 
Jessie  Oldham. 

Mrs   CordaB.  Stamper. 

C.  A.  Glasscock. 

Lockmaster. 

Mrs.  Ruby  A.  Burton. 

Lockmaster. 

H.  A.  Rally. 

Lockmaster . 

Jas.  T.  Goff. 

R.  J.  Howard. 

Zeb  Heston. 

Lockmaster. 

Lon  Robertson. 

W.  S.  Vice. 

Lockmaster. 

E.  C.  Fraley. 

U.  S.  Weather  Bureau. 

Caney  Run  Com.  Center. 

R.  W.  Jones- 

Lockmaster 

J.  W.  Crooke. 

Lockmaster. 

Lockmaster. 

Charles  B    West. 

Lockmaster. 

Airway  Station. 


,.p  t^n  or  more  years  of  record,  but  allc.omplete  reports  are, 
ks  o^  the  G°.en  liiver;  other  Locks  are  on  the  KentuckyRs 

TloV^l^fX^^^  t^l  "  n^^i^'  ^''T^;;;,',;^SIl^nTlS\ba^^  m  ^inoh  rain  ormelted  snow 


self-regi.stering  thermometers.  ,      ,    ,  , 

I'ire  and  precipitation  are  computed  only  for  such 
,,.ans.  tUumsey.  Brownsville  and  Woodbnry 

?  in  tiie 
•d  too  lat 
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l^MM.\'r(>l;(H;i('AL   DATA:    KKNTIICKY   SKCI'ION 


Dally  Precipitation  for  December,   1943. 


BeRver  Dora 

(JlllllOUU 

KarlinKton    •  — 

Konts  Kerry  Dam  60* 

OtlbBrtsviUe' 

i.reoiivillo 

Ilaitlorii 

Ileuderson 

llopkiiisville     ' 

I.oveliicoville 

Miiytleld 

Murray    

Owmisboro  

Owensboro,  Dam  46'   * 

PaducaM  

Prinroton    

Hnmsoy,  Lock  No.  2  » 

Russt»11ville« 

Cuioiitowu.  Dam  49* 

Central  Dhngion 

Addison, Dam  45. ' 

Anchorage 

Bowltnfr  Oreen ' 

Bowliiijt  Green  No.  2*  —  . . 
Bro\vu8TiIle,Lock  No.  6*... 

Burnside'  

CiirrolltouLock  No.  1*...  .  . 

Clermont 

C^ld  Spring,  Dam  36^ 

Danville* 

Dix  Dam,  Burgiu 

Eadsville* 

Krankfort.LockNo.  4^ 

fiest.  LockNo.3» 

Glasgow 

(Jraut,  Dam  SS'' 

Greensburg  ' 

High  Bridge,  Lock  No.  7*.. 
trvingtoii   


Leitchfield  « 

Lexington  t 

Little  Ilickman    Lock  No.  t 

Lockport,  Lock  No .  2  = 

Loi'I'<vii.i,e'  t 

Do.  Bowman  Field 

Mammoth  Cave^ 

Monticello  - . 

Munfordville  ' 

j>t,  .lohn 

Salvisa.  Lock  No  6  ^j 

ScienoeHiU 

rihelbyville  * 

Smith's  Srove  •• 

Stearns ••  

Taylorsville , 

Tyrone,  Lock  No.  5  ^t....... 

Williamstown  - 

Woodbnry,  Lock  No.4». 

Eastern  Division 

Ashl.'ind^ 

Berea   

CoUese  Hill,  Lock  No.  n^  . 

Cumberland 

Cyntbian:!'^ 

Falmouth" 

Farmers^  

FliniiingsbiirEC-  

Vord  Lock  No.  10  ^t 

Grayson^ 

' ;  reenu  p  D  am    30' 

Hazard^ ... 

Heid'flberg,  Lock  No.  142... 

Jackson  ^ 

Jeiikius'-^ 

Louisa'^ 

May sville.  Dam  33^ 

Middlesboro      — 

Mount  Sterling 

OrieontaDani  35* 

Paintsville  «. , 

Pikeville" 

Pippapass 

Quicksand' 

Eiveniia.    Lock  No.  12- 

Richmond'^    

Vallpy  View.  Lock  No.  9   .'.', 
Vanceburg,  Dam  No .  32  "... , 

Williamsburg*.  , . 

■Willow,  Lock  No.  13''.,..  ... 
Winchester  ** 


0 

T 

U 

....T. 

0. 

C 

....M. 
....M. 

T. 

O. 


Day  of  month 


■  :is 


.4. 

. 

0? 

.38 

.1.=^ 

.21: 

.02 

.01 

.4b 

.IJ 
.22 

.31 

.Ofi 
.20 

.06 

.27 

■r. 

'1'. 

.Ih 

■  U 

.OR 

T 

.02 

.2<1 

,2C 

.01 

.40 
..SO 
17 

.ar 

T 

.2'f 

T. 

.33 

■m 

.02 

25 

.32 

,30 

m 

'!'. 

.25 
.9H 

T. 

,21 

.04 

01 

■J'. 

.17 
.32 

.3S 

.14    .. 

.2r 

■  w 

.20 

.23    T. 

.04 

.261-    -. 

,02 

.3(    T. 

.02 

■'1 

24     26     26     27     28     20     30     81 


2.23 

l.RS 

T. 

2.69 

■  m 

2.06 

T. 

4.n 

r. 

2.91 

1.64 

1.88 

1.50 

2.83 

ther  RnrMtnl^Hrj''**''"-'  '-^^  r""™"''  made  late  in  th-  afternoon,  near  .unset.  f,nd  nrer-iMtntio 
tiier  i^»'-eaustatwu_,_  precipitation  is  lor  the  24-honr  period,  midnight  to  midnight  unless  otherwise 
-4  noiirs.  +  Precipitation  mea-sured  with  recording  gage. 

Rpd  ClonVp    Kv    .-n.:.;;V;"r.;K,-"l']:    ,.„      ^P"^*  °^?^  addresses  as  follows: -l..-k    s.  l.:nvr..r,cehnn      - 


2.68 

'2.' 90 
1.98 
2.2.S 
2.76 
2.63 
2  03 
2.B6 
2.27 
2.64 
2.2ii 
2.35 
2.24 
2.47 
1.64 
2.42 
2.65 
1.93 


2.86 
1.93 
3.67 


2.30 
2.00 
3.07 
1.90 
1.42 

'i!36 
3.28 
2.04 
2.15 


2.86 
2.48 
2.23 


2.13 

2.r,5 

1.30 

i.-n 
^.9^ 

2.85 
2.34 


'First-order  W 

amount  tlien  recorded  is  for  the  nreced 
T.  Trace,  or  precipitation  less  than  O.m  inch, 

'Ineonta.  California.  K 


Kentuclcv;  (.s)  .^aU 


River   dr 


!iee   ar 


•  at  12.30  a.  ra  .  90th  meridian  ( 


'M^  Mi 


stati. 


located  is  indirat*>d  a.s  follows 


lofl  ic  ior  ''4  hfii'i-s  ending  at  time  of  observation 
id.  *  Precipitation  measured  in  the  morning: 
ded  in  the  iiuxt  following  measurement, 
k  fi.  VersniUes.  Ky.  Look  8.  Nicholasville,  Kv 


».  Ky.  Look  8.  Nicholasville,  Kv. 
(B)  Big  Sandy:  (L)  Licking;  fi. 


■  adjusted  to  dav  they 
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CLIMATOLOGICAL  DATA:  KEN'lUCKY  SECTION. 


December,  1943 


Daily  Temperatures  for  December,  1943. 


Western  Division. 
„  -^  J  Maximum . . 

Beaver  nam  (Minimum... 

„  ,,  S  Maximum  .  ■ 

Calhoun  fMinimum... 

„     ,,      ,  ^  Maximum  . . 

EaJlington •,  Minimum . . . 

.,,  )  Maximum  . . 

Greenville i  Minimum... 

„      ,  i  Maximum  . . 

Henderson j  Minimum . . . 

,  .        .,,  S  Maximum  .. 

Hopkinsville   Uliulmum.., 

r       1  „  „iio  S  Maximum  ., 

LoveUceviUe i  Minimum.., 

.^      ^  ,.  J  Maximum., 

May  field )  Minimum.. 

!  Maximum  . 
Murray  (Minimum.. 

j  Maximum  . 
Owensboro ,  Minimum. . 

S  Maximum  • 
Paducah )  Minimum . . 

t  Maximum . 

Princeton |  Minimum. . 

,,   .,,  cc  Maximum  . 

RussPllville§§ I  Minimum. . 

Cmtrnl  Divii'i"'" . 

)  Maximum  . 

Anchorage j  Minimum . . 

„      ,. \  Maximum  . 

Bowling  Green ,  Minimum.. 

S  Maximum . 

Clermont )  Minimum . . 

^        .„  )  Maximum  . 

f^ft"^'i"e )  Minimum.. 

,^  \  Maximiun  . 

Dix  Dam ;  Minimum . . 

^       ,  ,     .  \  Maximum  . 

Frankfort ,  Minimum . . 

^  Maximum  . 
Glasgow   »  Minimum.. 

i  Maximum  . 

Greensburg -,  Minimum . . 

.^     .      .  \  Maximum . 

Irvington J  Minimum.. 

■,   -.  v.^^^A  S  Maximum  . 

Lsitchfield j  Minimum . . 

)  Maximum  . 

Lexington  (Minimum.. 

,,      .     .„  S  Maximum  . 

Louisville (Minimum.. 

Do.  Bowman  Field  i^If^^/^;™; 

Mammoth  cave l^ZS,] 

,.      ,   ,  \  Maximum . 

St-  •'''►'" (Minimum.. 

„  .           „ii  S  Maximum  . 

Science  Hill j  Minimum . . 

Shelbyville  iMfnimuT: 

o    ■<.%,,   n     „Q  '  Maximum . 

Smith's  Grove (Minimum.. 

S  Maximum  . 
Stearns (Minimum.. 

Taylorsville   !?^?^Zm.: 

„..,,.        .       „  )  Maximum  . 

^  illiainstown ;1  Minimum.. 

Rnntern    Diriaion. 

^.      ,  )  Maximum  . 

A'^hlaml    (Minimum.. 

)  Maximum  . 

"•^r^a /  Minimum.. 

„      ,     ,      ,  (  Maximum  . 

Cumberland (Minimum.. 

_  (  Maximum  . 

Farmers ,  Minimum.. 

,r  ■  J  11,    ~  '  Maximum  . 

Heidelberg ,  Minimum.. 

...  S  Maximum  • 

Maysvillo i  Minimum.. 

.,.,,,    .  „,„  !  Maximum  . 

Middlesboro )  Minimum.. 

»  ot„.i-r...  S  Maximum  . 

Mount  Starling i  Minimum.. 

„.,      ,,,  t  Maximum . 

P'keville -(Minimum.. 

i  Maximum  , 

ywviiva,^^    ••••!  Minimum., 

,.    .  ,         ,  S  Maximum. 

'■)">^-^»"<"^ ••  /Minimum.. 

,,.  ,     „,  J  \  Maximum  . 

lacinnouci .•■  ,  Mjjiiinum.. 

,.••11-        1  „»™  (Maximum. 

U.ll.amstmrg !  Minimum., 

.     ,..  i  Maximum 

Winchester ',  y^- 


54 

27 

55:  571  561 

24  47  41 

56!  63l  50 

28'  45l  30j 

bi\  57l  58, 

28  5Ui  43| 

57!  62  621 


Ss]     61 


41  33 
56  89 
43      38 


291     4^      41      28 
56|     60      53J     61 


56      65 

45!  34 
561  56  46 
44  44  "" 
541     54 


44|     45!     36 


57  55 

201  45 

55  61 

25 
54! 

27!  4fi 


54      60      .'■.21     58 


54  541     58 

46j     44l     36 

55  5! 
49 


5S  5H 
29  33 
53     53 


42|     47      45]     32 


60  53 
41  51 
56     56 


14  I 


58 

54 

60 

26 

47 

46 

53 

60 

54 

?7 

4,^1 

46 

51 

62 

56 

28 

42 

46 

50 

63 

5R 

22 

28 

50 

5H 

5H 

58 

211 

4! 

47 

58!    55 
29|    38 


46:     41      .50 

R2I     26      28: 
461     4li     47 


35 

31 

28  ]S 

47 

Sfii  .17;  4fi 

32 

22{  27   16 

50 

40 

48!  44 

35!  28 

2ri  26 

491  41 

47i  44 

34 1  22 

52 

42 

301  47 

19 

31 

46 

:io 

:-;h 

45 

46 

52 

39 

29 

:■? 

2) 

.'.3;  63| 

59 

57 

62 

52 

52 

h!i 

58 

47 

41 

231  32 

49 

31 

30 

4: 

40 

44 

*^. 

'^ 

..'  ..! 

521  62i 

r,s 

57 

60 

65 

54 

58 

5.5 

47 

38 

45i41 

29i  37! 

45 

44 

31 

45 

4f 

46 

46 

36 

24 

28   19 

51   63! 

61 

56 

46 

60 

54 

6f 

62 

56 

42 

21 

311 

41 

U 

34 

4S 

46 

47 

36 

62 

63 

61 

55 

57 

fid 

5' 

65 

65 

54 

4:-". 

17 

?.5l 

41 

39 

4f 

?5 

42 

41 

48 

33 

23 

^■^.,    17 

59 

63 

59 

5H 

67 

57 

62 

i;2 

6? 

52 

4,'j 

51 :  5r 

19 

29 

48 

'.' 

31 

40 

45 

4'/ 

48 

36 

28 

23 

24 

.5.5 

56 

63 

60 

65 

59 

59 

5' 

fi« 

.55 

4? 

5. 

47 

9.] 

39 

47 

41 

a; 

44 

46 

45 

51 

38 

27 

21 

24 

.52 

.^Ql 

53 

57 

62 

M 

50 

58 

54 

K 

38 

46 

30 

99 

4.S 

46 

32 

43 

41 

46 

42 

32 

22 

23 

16 

17 

49 

42 

21 

?r 

5r 

4|J 

2' 

21 

48 

4(1 

26 

29 

4!- 

42 

21 

27 

51 

43 

18 

22 

49 

47 

48 

49 

17 

18 

5f 

4' 

16 

4< 

4; 

91 

22 

^.( 

43 

21 

24 

41 

45 

21 

23 

4^ 

45 

21 

?0 

49 

4? 

ir 

25 

47 

44 

f2 

21 

3> 

9( 

4t 

44 

1f 

18 

51 

44 

V 

25 

4< 

4H 

17 

18 

48 

45 

21 

22 

5? 

44 

17 

22 

5;- 

45 

1'^ 

16 

51 

14 

20 

50 

49 

14 

18 

48 

41 

22 

22 

38 

42 

■>a 

36 

37 

49 

27 

36 

41 

41 

15 

32 

85 

41 

37 

43 

26 

36 

36 

42 

'M 

34 

40 

41 

28 

37 

Rf 

45 

29 

3Q 

36 

42 

"5 

34 

45 

47 

21 

24 

351  «9 

1r!  34 

3<: 

45 

i'l 

35 

47 

40 

2(! 

29 

37 

47 

21' 

35 

3:J 

46 

21 

33 

36 

46 

20 

38 

36 

45 

2? 

35 

50 

26 

34 

37 

48 

23 

36 

37 

49 

yj' 

33 

41 

44 

24 

42 

40 

29 

18 

'' 

36 

33 

21 

19 

3C 

32 

26 

22 

47 

4( 

28 

21 

46 

31 

2f 

37 

.St 

25 

27 

32 

29 

22 

14 

40 

.30 

21 

21 

36 

42 

2^ 

26 

47 

44 

21 

23 

47 

37 

36 

26 

45 

47 

26 

27 

2« 

28 

20 

20 

'44.0 
'24.2 
48. 9 
25.5 
46.1 
29  6 
47.5 
26.4 


45.6 
28.8 
46.1 
26.8 
43.4 
25.5 
45.2 
24  8 
47.2 


25.3 
44.9 
29.  T 


42.3 
23.6 
45.0 


44.6 
26.8 
42.8 
22. 5 
43.6 
26.9 
44.4 
27.7 
43.5 
25.7 
44.0 
24.3 

44.3 
25.1 
43.8 
25.1 
N5.7 
''25.7 
45.1 
22.9 
45.6 
25.8 
43.3 
23.9 


44.1 
25.9 
45.4 
26.0 

48.8 
21.8 


temperature  then  read  is  cliarfred  to  the  prRcedine  day.  on  which  it  almost  always  occurs 
ins  from  ropord. 


Trf>nisvi11p.  1-25  44 


I 


_       ">:^v/'  kU^t.  ^y^,/. 


\wt 


U.  S.  DEPARTMENT  OK  COMMKRCi:.  WIlATHiiR  BURKAU  ''i  t*  lliii*^*^ 

CLIMATOLOGICAL     DATA 


l;5  KENTUCKY    S  15  C  T  1  ()  X 

b.bTunqer 


Vol.  XLVIII ^Ix)uisville,  Ky.,  Annual,  1943  No.  13 

GENJEKAL  SUMMARY. 
The  notable  weather  features  for  the  year  1948  were  the  unu- 
suaHy  late  and  wet  .^prinii:,  the  hot  Summer,  the  cool  P^all  and 
the  dry  late  Summer  and  Fall.  The  mean  annual  temperature 
was  slightly  below  normal,  and  the  mean  annual  precipitation 
amounted  to  88  per  cent  of  normal.  The  latest  killing  frosts  in 
Spring  occurred  on  April  18tii,  21st  and  22d,  and  the  tirst  killing 
frosts  in  Autun)n  occurred  generally  on  October  17th.  While 
the  mean  annual  temperatures  and  rainfall  show  no  marked 
departures  from  the  averages,  the  timing  of  the  weather  condi- 
tions during  the  year,  on  the  whole,  was  unfavorable  for  farm 
work.  Preparation  of  the  soil  and  planting  of  tobacco  beds  was 
begun  early  in  the  year,  but  the  promising  .start  was  rendered 
useless  by  periods  of  extremely  cold  weather  in  February  and 
March  and  frequent  heavy  rains  in  the  middle  of  the  planting 
season.  jMore  favorable  weather  in  the  late  Spring  and  early 
Summer  enabled  crops  to  recover  to  a  considerable  extent  from 
the  early  setback,  and  growth  during  this  period  was  generally 
good.  By  late  Summer,  however,  drought  conditions  set  in  in 
the  western  sections  and  became  generally  acute  over  most  of 
the  State  by  late  August,  and  this  drv  condition  continued 
until  near  the  close  of  the  year.  The  highest  temperatures  of 
the  year  were  recorded  during  the  latter  part  of  August,  and 
from  this  period  on,  deterioration  in  all  crops  was  rapid.  '  The 
dry  autumn  also  had  a  very  unfavorable  effect  on  winter  wheat 
and  tobacco  stripping  was  greatly  retarded.  Water  shortage 
had  become  serious  in  the  central  counties  by  mid-October,  and 
it  was  not  materially  relieved  until  near  the  close  of  the  year. 

Several  floods  occurred  in  the  Ohio  River  during  the  first  five 
months  of  the  year,  the  January  and  March  Hoods  extending 
the  full  length  of  the  State,  while  the  April  and  May  floods 
were  principally  in  the  lower  reaches  of  the  river.  The  severest 
flood  occurred  during  the  hist  decade  of  March,  incident  to 
heavy  rains  falling  between  the  10th  and  19th  of  the  month. 
Extensive  flooding  of  lowlands  along  the  Ohio  did  not  subside 
until  April.  Taylorsville  in  Spencer  County  suffered  severely 
from  a  flash  rise  in  the  Salt  River  in  jMarch'. 

The   Weather  by  Months. 

Jfiii  «a(v/.- Temperatures  a  verafjed  above  tho  normal  but  wer"  cxtivi]!,!!    ^.riinle. 
Precipitation  was  delicient.    Alternate  freezing  and  thawing  r(-M^:t.'il  in  .    n-i/icrable 
d.T.mage  to  winter  grains.    Periods  of  abnormal  warmth  were  too  short  and  too  i 
followed  by  severe  cold  to  start  growth  of  Tegetation  and  fruit  trees. 

/'d;r(-an/.-Both  temperature  and  precipitation  conditions  were  similar  to  tho^e  in 
•Tannavy.  Preparation  of  tobarco  beds  was  begun  during  the  first  decade,  but  had  to 
bo  discontinued  during  the  mid-month  cold  period,  when  temperatures  fell  to  near 
zero.     On  account  of  wet  soil  plowing  made  little  progress. 

.VmrA.-Cold,  wet  weather  throughout  the  month  was  unfavorable  for  farm  activi- 
ties. Peach  buds  were  damaged  by  a  severe  cold  wave  early  in  thy  month.  Hea\'y 
rains  during  the  first  two  decades  saturated  the  soil  and  liitle  plowing  could  Ijb  done 

.4pr(;.-Cold,  showery  weather  continued  during  most  of  the  month,  llighertemp- 
eratures  and  diminishing  rainfall  during  the  last  half  permitted  more  extensive  farm 
operations.  Considerable  plowing  was  done  and  corn  planting  started  in  .soufhern 
counties.  Tobacco  came  up  about  two  weeks  late.  The  hard  Ireeze  of  the  Hth  dam 
aged  fruit  and  strawberries  extensively  throughout  the  State- 

i)/r,y.-Warra  days  the  first  decade  induced  extensive  corn  plantingand  preparation 
of  soil  advanced  rapidly,  but  frequent  rains  the  middle  and  latter  part  of  the  month 
halted  farm  work.  Delay  in  planting  of  corn  became  serious  in  northern  counties  by 
the  close  of  .May.     Tol.iacco  transplanting  was  general  during  the  last  week. 

./»Hf.-Corn  planting  .luring  tlii-:  month  was  frequently  interrupted  bv  heavy 
showers.  Warm  .lays  brouglu  late  torn  up  rapidly,  but  fields  were  too  wet  for  culri 
vatioii.  Tobacco  .-netting  continued  until  the  third  week.  Wheat  harvest  in  the 
southern  counties  began  about  this  time. 


•/«/?/.- High  temuoraturesiind  rapid  ovaporation  <au.>iod  dlstrefi.s  and  some  danjujro 
to  upland  corn  in  western  sections.  Crowlh  of  tobacco  was  retarded  and  irrejfuliirlty 
Increased.  Heavy  showers  towArd  the  end  of  the  mouth  relieved  the  situation  couhld- 
erably.     On  the  whole,  crops  showed  improvement  during  July. 

Aiion»\.-T\\a  month  was  dry  and  warm .  EfTeets  <  f  the  dry  weather  on  crops  bewan 
to  appear  early  and  by  the  end  of  the.  second  week  drought  conditions  prevailed  In  the 
wevieni  .lisHiels  Temperatures  above  100"  accelerated  crop  deterioration,  late  corn 
liieii  seriously,  and  much  tobacco  had  to  be  cut  prematurely, 

.s,  j)^7///(ri-.-Co!d  weather  prevailed  during  most  of  the  month,  and  light  frojt  oc- 
curred at  some  places  on  the  10th .  Moderate  rains  early  in  the  month  relieved  drought 
conditions,  but  occurred  too  late  to  benefit  late  corn.  Considerable  tobacco  remained 
to  be  cut  at  the  close  of  the  month. 

Orfr//HT. -Temperatures  were  variable  and  rainfall  light,  but  weather  was  generoUy 
favorable  for  farm  work.  Sowing  of  wheat  began  during  the  first  week.  Cutting  of 
tobacco  continued  through  the  first  decade.  Dry  weather  hastened  curing  and  strip- 
ping commenced  on  rainy  days. 

iVorrmbcr. -Moderate  rains  fell  early  in  the  month,  but  drought  conditions  con- 
tinued and  again  became  accute  by  about  the  l.'itii.  Winter  wheat  reflected  the  dry 
weather  and  stands  were  ragged.  In  the  drier  areas  of  the  Bluegrass  late  plantings 
failed  to  germinate.    Water  shortage  became  serious  in  the  central  counties. 

i)fmnbe)-.-This  was  the  coldest  month  of  the  year.  Moderate  rains  early  in  month 
and  again  near  its  close  relieved  considerably  the  prevailing  water  shortage.  Winter 
grains  responded  to  the  improved  moi.sture  situation,  but  growth  was  retarded  by  low 
temperatures.    Tobacco  stripping  was  mostly  completed  at  the  close  of  the  month. 
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CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION 


Annual.  1'94'8'  '' 


Climatological    Data   for   the   Year    1943. 


WESTERN   UIVISIOU 

Beaver  Dam 

Calhouu 

Earliugtou 

Ford's  Ferrv ,  Dam  50 

Gilbertsville •■ 

(TreenviUe 3ra  S. 

Hartford,  [uear] "  m  ^ . 

Henderson .1  1-2  m  S. 

Hopkiusville 1-2  m  K- 

Loveiacev.lle 

Mayfleld 

Murray •  •  • 

Owensboro 1-2  m  W . 

Owensboro,  Dam  46 

P.Hducah  

Prisicetou 

Rumsey,  Lock   2i 

Rnssellville 

Viiiontown,  Dam  49 


Bo«liii-   i;r.'-ii 

BrowiK--.  ill.-.  Ia,<:k  rt  : 

Burnsid''   

Oarrolltoi..  Loik  1  .  .  - 

Clermont  ■  ■  •  ■ 

Cold  Sprint.'.  Dam  36 

Danvill.-    

Dix  Dam.BurKin  .... 
Eadsville  .....  •  • 
Franktort,  Lock  4  .  . . 
Gest,  Lock  3  .  ■ 

(ilasgow 

Grant,  Dam  3S 

GrecDsburg 

High  Bridge,  Lock  V. 

Irvington   

LaGrange Im  NW. 

Lancaster 

LeitcUfield 

Lexington 

Little  Hickraan.  Lock  S . . 

Lockport,  Lock  2 

LOUISVTLI.E    

Do    Bowman  FieM.:j  in  11 

Mammoth  Cave 

Monticello    — 

Munfordvil'e 

St. .John 'Am  s\i 

Saivisa.  Lock  6 

Science  Hill   -■_ 

Shelbyville  2  m  W 

Smith's  Grove ■■ 

Steams 

Taylorsville    • 

Tyrone,  Lock  5 

Williamstown 

Woodbury, Lock  4j. 


Ohio  ••••• 
McLean  . . 
Hopkins . . 

Crittenden 
Marshall . 


.3mNE. 


..1  mNE 


College  HiU,  Lock  11 ^ 

Cumberland  . .     4  m  S 

Cynthiana 

Palraonth 

Farmers    

Flemingsbnrg 

Ford,  Lock  10 

Grayson    

(Jpeenup,Dam  30 

Hazard 

Heidelberg.  Lock  14.... 

Jackson 

.lenkins — 

Louisa 

Maysville  Dam  33 4  m  E 

Middlewboro 

Mount  Sterline 

Oneorita.  Dam  35 

I'liintsville 

Pikeville 

Pippapass 

(Quicksand 

Kiivenna,  Lock  12 

Richmond 

Valley  View.  Lock  9 

V-incebur'.',Dam  .32 

Williamsburg 

Willow.  Lock  13 

Winchester   

•State  averages  and  extremes 


McCreary  . 
Spencer  ■• 
Anderson. . 

Grant 

Butler 


Boyd 

Madison.. 
Madison . . 
Harlan .  • 
H.irrison  . 
Pendleton 
Rowan  ... 
Fleming  . . 
(Mark  .... 
Carter  . . , 
Grcennp.. 
Perry   .... 


Breathitt 

Letcher 

Lawnmce  .. 

Mason    

Bell    ....... 

Montgomery 
Oanipbell,  .. 
.Johnson    ... 

Pike 

Knott 

Kreathitt  ... 

Estill    

.Madison  — 
Madison  . .  ■ 

Lewis  

Whitley  . . . . 

Clark   


Temperature  (degrees  Fahrenheit). 


Mubleuburg 

519  1 

3hio 

6M 

tienderson.. 

332 

.■hristian.  .. 

524 

Ballard  .... 

445 

^Jraves 

364 

:;allo\vay.  .. 

412 

Daviess 

Daviess   .... 

404 

McCrack  en 

341 

Caldwell.  .. 

529 

McLean  .... 

384 

Logan  

590 

Union 

357 

Breckinridge 

352 

.T.-IY.  rsou  ... 

700 

500 

410 

ru;:i-ki    .... 

705 

iMrroll 

4H0 

Bullitt 

474 

Campbell    .. 

489 

B<,vle    

955 

Mercer 

770 

Way  lie 

622 

501 

il.lliv 

490 

H:aTcn 

780 

Hooue  

5U6 

.fess-Miune ' : 

5S1 
5l4 

Aug.  25 1 
Aug'. '25 


Ang.  25 
Aug.  25 
Aug.  25t 
Aug.  25t 
Aug.  25 
Aug.  26 

Aug.  25 


103  I  Aug.  26 


102     Aug.  24t 


Aug.  26 
Aug.  26 


Aug.  -Zbv 
Aug.  2Bt 
Aug.  24t 


Aug 

27 

Aug 

21t 

Aug 

25 

Precipitation  (inches). 


Number  of  days 


Mcb.   3 

3S 

Feb.    16 

41 

Feb.   16 

54 

39.24 

15 

35.00 

5 

35.67 

Feb.    16 

27 

33.73 

5 

36.29 

,Tan.   20 

81 

37.48 

Feb.  Irt 

43 

36.27 

Mch.   ,1 

15 

34.88 

Mcb.   3 

35 

33  98 

Mch.   3 

31.14 

Feb.    16 

47 

35.11 

Ifi 

.«.53 

Feb. 
Feb.' 

16 

16t| 

Feb. 

^^i 

Feb'. 
Mcb 

'16  i 
3 

Mch 

•Tan. 

1  Jan. 

"3 

20t 
20 

Feb: 

ie' 

ivic'h 

Feb. 

Feb. 

i   Mch 

"4 

16 
16 

i  'Jim. 

20 

Feb.' 

'le' 

j  MCI 
Dec. 

4 

16 

F'"!) 

15 

Mch 

.4 

Moil 

.    i 

Mch,    4 
'Feb."l5 


Feb.  16 
Mch.    4 


40.51 
86.  38 
38.39 


31.03 
37.88 
42.02 
41.49 
3635 


41.61 
32.80 
36.  36 
45.53 
41.92 
44.18 
36.57 
35.18 
35.83 
42.53 
43.2s 
42.04 


47. SI 
35.91 
44.49 

31.29 
.39.33 

37  61 

47.0'? 

6.31 

Mar. 

0  56 

8.81 

Mar. 

0.77 

7.75 

Mar. 

0.92 

8.56 

Mar. 

0.20 

7.87 

Mar. 

0.49 

5,99 

Mar. 

0.S3 

7.55 

Mny 

0.88 

10.65 

Mar. 

0  1)6 

6.81 

M-r. 

061 

7.86 

M.y 

0.68 

6.79 

Mar 

0.57 

7.31 

Mar. 

0.70 

11.48 

Mar. 

0.41 

3.83 

.•\pr. 

0.3o 

8.51 

May 

0.47 

8.  34 

Mar. 

0  79 

5.69 

Mar. 

1.10 

10.20 

Mar. 

0.18 

10  53 

M,.r. 

0.60 

9.79 

Mar. 

T 

7.73 

Mar. 

1.06 

6.97 

Mar. 

0.61 

6  01 

Mac. 

1.08 

8.03 

Mar. 

T. 

5.59 

Ma'y ' 

0.61 

8.15 

niar. 

102 

7.43 

Mar. 

0.62 

6.98 

May 

1.43 

9.76 

Mar. 

0.42 

7.93 

July 

0.29 

5.96 

M:ir. 

?'■ 

9.. 31 
9-90 
6.58 
6.76 
7.47 


6,26      Ml 
7  46  I  Mr 


M:.r. 
Mnr, 

0  7(1 

^liir. 

0.41 

.hme 

0.51 

.Iiilv 

2.02 

Mar. 

0  80 

July 

0.63 

Mnr. 

T. 

Nov. 
Nov.  . 


ioi 

93 

102 

205 

93 

171 

96 

94 

106 

lift 

198 

99 

148 

107 

101 

103 

109 
148 

"i23 

75 

& 

ioo' 

"is'o' 

116 
84 

128 
125 

s 

92 

121 

I 

79 

94 

93 
152 

1^0 
96 

s 

'is' 

"i47' 

96 

U7 

111 

147 
133 

'129 

m 

"iSi't 

"72' 

"'95' 

'iei' 

72 


97 

110 

All  temperntuie  data  are  taken  from  self-registering  thermometers. 

Reference  hitters,  a,  b,  c.  appearing  in  the  table  indicate  number  of  days  missing; 


tAlso  on  other  dates. 
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Monthly  and  Annual   Preolpltatlou   for  tho  Year  1943,  with   Departure*  from   the   Normal. 
May. 


January 


WKSTSRK  DIVISION. 

Beave\r  Dam 

Callioun 

Kiirliiijtion  

Koni's  Kerry,  Dam  60  • 

i.illH-rtsville 

(Iri'i-iiville  

llaitfortl    

llfiuler«on 

Hopkiiisvillo  

LoveliicBville 

MMvrield 

Murray    

Owonshoro 

OwiMisboro,  Dam  46... 

S'luiHCllll    

Priuci'tou 

TJnmsey.  Lock  No.  2  I. 

Russellville 

Uiuontown,  Dam  4t  .. 

CENTRAL  DIVLSION. 

Addison,  Dam  45 

Anchorage  

Bowling  Green 

Brownsville,  Lock  No  6 

Bnrnside 

I'arrollton,  Lock  No.  1 

Clermont 

Cold  Spring,  Dam  .36. . . . 

D'luville 

Dix  Dam,  Bnr-m 

Kadsville   

Frankfort,,  Lock  4 

Gest;  Lock  No.  3 

Glasgow . . . 

Grant,  Dam  33 

Greensbnrg 

Uigii  U ridge.  Lock  No  7 

Irvington    

LaGrange 

Lancaster 

Leitchfield  

Lexington 

Little  Hickman, Lock  fe. 
Lockport,  Lock  No.  2.. 

Louisville 

Do.    Bowman  Field.. 

Mammoth  Cave 

Montirello  .   

Munfordville 


Woodbury,  Lock  No. 4t.  I  I'lj 
KASTERN  DIVISION. 


K«bruary.       March 


-1,51 

1.0  J 

-2.2:1 

-4.-,'( 

1   Hr. 

—2.14 

-3,85 

1.2J 

-i.ys 

-3.K7 

l.7i 

-1.69 

-3.84 

].21 

-1.11 

-,i.  01 

1.96 

-0.70 

2.M 

l.bS 

-1.2S 

-4.16 

■2.45 

-1.17 

-4.  W. 

1,4H 

-2.51 

;-!.;V( 

I.9S 

-1.82 

2.(14 

l.bO 
1.6,, 

-I  Oil 

-P2.07 
f4.24 
-1-3.17 
-f3.53 


+3.15 
-3.84 
-1-0.92 
-1-6.27 


April. 


-(-0.19 
-1.37 
-0.23 
-11. 94 
-2.68 
-1.74 
4-0.35 
-193 


-1-0.60 

■Vo.'si 

-1-2. -'0 
+4.36 
+2.79 
-0.12 
-0.07 
-0.28 
+  1.57 
+  1.17 


+0.18 
-0.40 
-2.16 
-1.45 


-;i  491  !.46i- 

•2-U7 

-1,56    2.60- 


-2.4.-!;  2.22 
-2  65;  1.27 
!   1   4H 


.OP  tf.yij  i-.i-U 
•59  6  5H-I-2.I 
■64  7.47i  +  3.1 
■7,^  7,47^+3, 1 
65  7.751+3.3 
.2J*  I OO:' I +5.63 


-1-96  9  86 
-1.93  7.09 
-142  - 


7  15  +3,. 50 
7.9J  +3, 90 
7.41  4-2. HO 


4.06-f-0. 16 
4.25+0.58 
i)l 
02 


2.5SI-1.52 
5.981+1.97 
3.S6+0.24 


July. 


1.83 

+0.16 

0.83 

1.81 


+0,01 
-1.47 
+2.73 


AngUHt.    September.    October.    Novombor.  D 


4.531  +  0.54 
3,  04  -0,40 
4,351+0.23 


£.78 
C.70, 
3.18 
7.93+3.97 
3.46-1.0- 
5, 361+1.  7! 
5  411  +  1.  3- 
1  71  +0  66 
1    :i  +1.24 


--  -  ■'  '■■•'•  '■  '23 +1.84 
,i,  07  +(i  9'^  3.70+0.04 
3.09i-0.96|  7,6,H+4.03 
,5,411  +  1 

.261+3 


2.351-1.35 
4,21].. 


3,291-2,31 

4  00;-0,2fil  4,II4J- 

2,62-1  80l  3  3I)|. 


~-0.70 

[  +  1.9S 
-0.34 


.45  3.91-0.28 
.111  4,561-0.28 
.Ool  4  071  +  0.61 


+4,46 
-2.59 
-0.63 
+  0.66 
+0.34 


3.16 
0,93 
106 
0.65}  0.99 


2-05 

-2.39 

2.61 


-0.13 
-0.4S 
+  1.06 
+1.05 

1.25 
+0.08 

0.81 


0.55 
+0.04 

0.15 
+0.67 
—0.59 


-3.36 
3.34 
3. 44 

-0.65 


-1.91 

+  0.,52 
2.38 

2'9n 
3.65 

-4.  26 
3, 
3 

-0.74 
2.05 
0.85 
2.93 


1.45-2.03 
2.48 
1.52-1-38 
1.63 


— n.29 
1,84 
1,53 
1-851-1.24 
1.92-0.86 

3.5ll 

5, 98 

4.31 -i!66 
2.K1  -0.24 
1.72-1.34 

2.44i 

3, 981  +  1.14 
4.31   


1..33 
1.76 
0.62 

oigi 

1.02 
0.62 
2.34 
j  0.42 
0.81 


0.62 


0.9f 
1  45: 
1.68!  0.92 
1.53 


-0.86 

-2'.56 
-0..55 
-1.0 
-l,fi3 
-1.28 


1:4^ 

-1.84 

0.  86 

1.67 

2-lc 

-2.56 

0.4K 

—  1.77 

0.60 

-1.64 

0.58 

-1.29 

1.53 

-1.06 

1.5.'^ 

-1,06 

1   3il 

-1,26 

i.n 

2.60: 

0.98i-l,.59 
0.99;- 1.62 
1.11I-I.80 
1.531-1.78 
1.27|-1.32 
1.31i-1.69 
2.2(  +0.08 
3.75+0.71 
2.04!-!. 08 


2.4] 

0.56 
1.06 
0.54 
0.76 

0,90 
2   IP 

-2,39 
-1.93 
-2.84 
-2.1c 


1.42 

'!'..36 

3.28 

2.04 

2.15 

1-70 

2.68 

2. .56-2.181 

2.48—1.291 

2.23-1.45 

1.68  -2. 00| 

1.75-1.991 

l^ ! 

2.82  ■.■.■.:.':[ 
3..32I+0.24I 

2.231-2.291 
1.891-2.61 

2.69: 

2,05'-2.]3 

4.22 

2.91: 


1.07 

89.24 

.09   35.00 

...•   j  .35.6' 

-1.20   83.73 

36.29 

-2.6) 
-2.631  .36.27 
-1.84,  34. SS 
-1.78  23.98 
-2.41  31.14 
■1.39  35,11 
-O.93I  .36,53 
-1.72'  34.68 
-2.72;...  . 
-140;  36,82 


-1.33 
-1.17 

32.91 
34.54 

-1.25 

40.54 

-1.9f 

86  3f 

-1 .05 

38. 3£ 

-1.2? 

36.  PS 

-2M 

.37.02 

-1.74 

33.41 

Ji'eq 

31.03 

-1,54 

37.88 

-l.TC 

42.02 

44.49 

-1.9C   .36.351 

:^:^'' 

39.07 

■  7.20 
-13.22 
-15.98 
-12.34 


■  2.12 
-  6.66 
-10.71 
-12.78 
-13.43 


-  9.78 

-  6.23 

-  0.68 


38.16 
40.24 

46.78 

'4i!78 
38.48 
41.61 
32.80 
,36.. 36 
45.53 
41.92 
44.18 
36.  57 
35.18 
35.83 
42.53 
43.28 
42.  04 


-2.64 
-2.21 

'3.5.'21 

1.50 

-2.04 

35.7c 

2.83 

-1.39 

.33.57 

1,.57 

-2.08 

37.17 

2,751-1,51 

47.81 

2,53-1.45 

35.91 

2,83 

44.  4f 

1  OB -2  76 

1.27|-2.35 

31.29 

1.89|-1.97 

38- 21 

— 1.55 

39,3? 

10  52 
6.92 
6.46 


.58 


1  h(^  departures  from  n 
::tion  or  division  means. 

tRnmsey,  Brownsville 


ormal  precipitatit; 
and  Woodbury  ai 


.are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  bnt  all  complete  reports  are  used  in  determii 
Locks  on  the  Green  River:  other  Locks  are  on  the  Kentucky  River.  T,  Precipitation  is  less  than  0.01  inch. 


CLIM  A  TO  LOGICAL  DATA:   KEN'IUUKY   SECTION. 


Annual,  1948 


Monthly  and  Annual  Mean  Temperatures  for  the  Year   1943,  with  Departures  from  the  Kormal. 


WB9TKRN   DIVISION. 

Beaver  Dam 

Calhoun 

Karlington 

Greenville   

Henderson 

Hopklnsville 

Lovelaceville    

Mayfield 

Murray 

Owensboro 

Paducah  

Princeton  

Kussellville  

CENTRAL  DIVISION. 

Anchorage 

B>wling  Green   

Clermont 

Danville 

DixDara 

Frankfort 

Glasgow 

Greeusbnrg 

Irvington 

Leitchfled 

Lexington 

Louisville. 

Bowman  I'ield 

Mammoth  Cave.    

St.  John 

Science  Hill 

Shelbyville 

Smiths  Grove 

Stearns 

Tavlorsville  •  •  • ■ 

Williarastown 

KASTBRN  division 

Ashland 

Berea 

Cnmberland  

Farmers 

Heidelberg 

Maysville 

Mt.  Sterling 

Pikeville 

PippapaBS  ...   

Quicksand 

Richmond 

Willlmsbnr?  — 

Winchester 


January.   I  February.  1     March. 


37.4  +  1.8 

SS.Ol-l-  O.aiMl.D-^  2.4 
38.4+2.2  11.8+  4  0 
87  8,+  0.8  40.4  +  0  4 
37.5+  0.7  41.0 -r  (..3 
38.2+  0.31  12.1+  2.11 
39.2|+  4.8'  43.4!+  S-l! 
38.5i+  1.2  42.61+  2  6 
38.51+  0.3  43.01+  2.4' 
'88.5+  3.3'  40.4;+  3.9, 
36, 2i-  1.2  40.5'+  4.5 
38.9+  2.7'  42.6+  4.8 
^36.0-  O.l:  39.5;+   1.2 


35.6+  2.1  37.0,+ 
39.81+  2.3    42.8+ 

■37.01 '  39.81     . 

36.6+  1.3;  38.3  + 
39.2+  1.6  41.2^- 
37.01+  0.7;  38.6i  + 
39.61-  0  5'  4i.5  + 
i'37.8!+  2.3  41.4  + 
35.61-  O.ti  3-i.  1  + 
3-<.C+  2.11    40.C'-r 


44  6  - 
45. qI- 
40.7  - 
43. C - 


August.    ISepteraber. 


October,    i  November 


3.3 


36.1+   1 

35  81.... 

35.01.... 

34.6 

39.2 

86.8 

3S.4 


39. 


2.0    42.2,- 

...    41.6. 

...'  41.21. 
+  O.Si  87. 6;+  2.2  40.01- 
;  40.81 !  43.61. 

S.9,  410- 


43.11. 


42. 


38.3  + 
40. 0  . . . 
S6.6|  + 
35.41  + 
42- 2, . . . 


'8''37.9+'4.'il  42. 2|- 


1 

1   r  44.41-   I. 

1.6:  43. 6i-  3. 
....l''43.3i 

2.5;'42.2-  2. 
....1  43. 4 

2.9l  42.0-  2. 

3.6   42.1  -  1. 


52.2  - 
55.6  - 
53.2  - 
56.2  - 
56.0- 
53.2  ■ 
65.6  ■ 
50.8  - 


....i«44.2 ui.u 

0.8  »43  el-  1.6l  53.4 

3.11    44.2  -   1.4J  55.2  -  0 

2.6    46.2-  0  S;  56.4]-  0 


t-  2.0]  74.9;+  2.8 
J-  2.  7;  80. 3 

»75.6l 

]-  0.2  76.21+  2.6 
+  4.2  79.5+  5 
+  1.6  77.71+  4 
+  3.6  78.6+  4.5 
+  3.7  78.5  ,  „  „ 
+  0.61  76. 2+  2.2 
77.2+  3.9 
78.01+  5.8 


78.91- 
81.4J  + 
80.3+ 

80 '.6 
78.5 
81.0 


+  2.3 
+  2.1 
+   1.6 


77.6  +  2 
77.2  .... 
76  8  ... . 
74.81+  2 
77.01 
75.91+  2.f 


79.4  +  1.5 
81.2 -L  3.2 
80  9!+  3.4 
80.  5+2.9 
78.81+  2.9 
80.31-  0.3 
79.61+  2.3 
78.41  + 


+  2.81  77. 
+  3.31  77. 


+  3.3    77.4 


5.1  57.0;- 

5.2  56.5'  — 
2.6  57.2;- 
5.41  58.4  - 
I.3I  69. Ol- 
4.51 

58.4- 
57.4 
56.2 
57.4 
58.0 


55  0 
4.1    58. 8i 

....>58.2 
4.8l  54. 4l 
3.71  58.41 
2.71  56.4 


4.4    54. 


76.6+  1 
76.5  .... 
76.6—  0 
77.9+  1.9 

■75.'2  .; 
78.9  +  2.3 
76.6- 
77.4+  0.2 
75.4 


75 
77.4 
77.61-1 
79. OL 
76.4  . 
79.81+  5.6 

r7.4'+  3.1 


76.5'  + 
76.2  + 
73.61  .. 
76.4  + 
75.81... 
76.0;  + 


77.0  + 
77.4  + 
76.71... 


3.5!  ,56.4 

3.7:  55.4 
....;  64.7 

2.O1  55.4 
....I  55.3 

8.4|  54  7 
■  O.sl  56  5 


35.1  -  2.( 

35 .4 
34  1 

3.7 
37.91-  M 
37.01-  2.2 
36.6—  38 


....I  33.21-  5  4 
1.2]  37. Ol-  3  0 
2.0!  34.61-  2.3 


44.0-   1.71  34.81-  2.5 
42.6-  4.4l  33.01- 
46.61-  0.2]  86.0-  1-2 
43.41-  1.4!  34.0-  1.8 
44.51—  2.21  35.0'- 
43.0' 1  33.8!- 


3.9    43. On 

46.4- 

44.6- 


44. 


35. 


58.0- 

59.1  + 
58.3- 


54.8 

58.3:+   1.0 
06.2I-  0.1 


43.3!-   1.5i  32,6-  3 

43.8' '  35.21.... 

44.81 '  36.01.... 

1.3    44.4-  6.7!  34.61-   1 

0.41  34.2  —  0.6 


2.91  34.6- 
3.6|  34.4!-  8  6 
.    .     "3.0.81.. 
2.0    34.0- 


58.8'—  0.2    44  6l-  2.6 
.55.11-  4.4    4S.-'-   l..*-    .37 

56.4 I  4';.«!  ■ ...  ,  33. 


.55.6- 
56.61- 
55.61- 
55.1  . 


55.91-1 


All  temperature  dat:i  arc  tak'-n  im 
The  departures  from  normul  tpiiipi 
section  or  division  means. 

Keference  letters,  a.  h.  c.  appciin 


iy  for  sucli  stations 
lumbi-r  of  days  mis; 


lave  tfnormnreye;irs  of  record,    but  all 
for  ex.imple,  b  represents  two  days.  etc. 


used  in   determining 


KILr.ING  FROSTS,    1943. 

Stations. 


1    Last  in     First  in 
I   Spring.   1  Autumn. 


WESTERN    DIVISION 

Eiirlington  

Greenville    

Hopkinsville 

liOvelaceville 

Mayfield 

Owensboro 

Princeton 

RuBsellville 

CENTRAL  DIVISON 

.Anchorage 

Bowlinpr  Green 

Danville   

Dix  Dam 

Frankfort 

Glasgow  

GrHensbnrg   

Irvington 


do  21 

do  15 

do  15 

do  21 

do  15 

do  15 

do  15 


do  22 
do  15 
do  15 
do   15 


Oct. 

do 

17 

do 

17 

do 

(1.1 

17 

do 

17 

do 

do 

^' 

o<t. 

do 

17 

do 

17 

do 

17 

do 

18 

do 

do 

11 

do 

17 

EASTERN    DIVISON 

Ashland  ............ 

Uereu 


Last  in  i  First  in 
Spring.    1  Autumn 


April  15 
do  22 
do    15 


April  22 
do  22 
do    22 


MO 

NTH 

JLV    fc 

umm 

AKlJb 



Temperature. 

Precipitation. 

Average  number  of  days. 

"5 

°  c 

^ 

Month. 

fi 

^ 

& 

s 

sg 

>. 

^ 

K 

ti 

S 

? 

s 

OJ 

c 

S  0 

•f^ 

¥ 

1 

iS 

1 

r" 

p. 

R 
* 

^B 

- 

S," 

5 

J;illlMrv 

I'.'liriliir;,-     .... 

37.9 

40.1 

+  2.2 
+  3.1 

82 
73 

-1 

-  5 

1.54 

1.81 
7  63 

-  2.92 

-  1.55 
+  2.91 

7              9 
7            13 
10             14 

7 

6 
5 

!5 

6.8 
I.S 
30 

■'.",''     ■ 

54   1 

-  2.0 

87 

20 

3  03 

-  0,05 

13 

0.0 
0,0 
00 
0.0 

"t" 

0.2 
1.3 

.Inly   

.Novemiier.... 
December  .... 

67.3 

71  s 

+  1.9 
+  3.6 

+  0.7 

92 
100 
102 

29 
46 
48 

5.43 
4.04 
4.21 

+  1.50 
-  0.14 
+  0.01 

10 

y 

14 
15 

12 

5 

108 

42 

1..32 

+  2,37 

4 

66.4 
56.7 
44.5 
35.2 

-  4.0 

-  i.'o 

-  2.7 

104 
80 

85 
68 

2? 

13 

-   I 

2.58 
1.G7 
1.33 
2.24 

-  0.30 

-  1.01 

4 

9 

16 
16 
11 

6 
5 

9 

7 
15 

Annual  means 
and  extremes 

56.6 

-  0.1 

106 

-  6 

37.73 

-  7.56 

101 

158 

97 

110 

12.6 

♦Compared 

1 

With 

5  year 

nal. 

NOTE— Tables  giving  climatic  data  fc 
tice,  Louisville,  Ky. .  and  can  be  obtaini-f 


for  Kentucky  in  detail  durin 
tlie  Official  in  Charf,'e 


bei-'U  pnblislied  for  ( 


louth  at  the  Kentucky  section  center,   Weather  Bureau 


y/^ 


^   /v/c.^o^. 
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iA^Vi 
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GBNEKAL   SUMMAKY. 

The  lirst  month  of  19-14  proved  to  be  one  of  the  driest  months 
ol  January  on  record,  lower  precipitation  averages  havin^,^  oc- 
^""iTJ^ioo*;  ""''^  P'-evious  yeara  since  the  beginning  of  record, 
in  1943,  931,  and  ISDG.  As  a  consequence,  the  drought  con- 
ditions winch  started  last  Summer  again  became  acute  in  most 
counties  ol  the  State,  i^lany  wells  and  ponds  dried  up  and  even 
reservoirs  in  the  larger  communities  were  at  abnormally  low 
evels.  The  snowfall  was  infrequent  and  light  and  contributed 
little  or  nothing  to  the  top  soil  moisture. 

Daily  mean  temperatures  were  generally  above  the  seasonal 
average  except  during  a  comparatively  moderate  cold  period  the 
second  week  in  the  month.  In  a  prolonged  period  in  the  last 
decade,  temperatures  rose  to  70  degrees  or  above  on  several 
days  throughout  nearly  all  portions  of  the  State 

The  weather  conditions  during  January  were  favorable  for 
out-of-door  work  of  all  kinds  and  much  more  plowing  was  done 
than  IS  usually  the  case  at  this  time  of  year.  On  account  of  lack 
of  moisture,  winter  grains  and  pastures  showed  little  growth 
notwithstanding  favorable  temperatures.  Buds  on  trees  and 
early  shrubs  began  to  swell  during  the  warm  period  but  did  not 
advance  sufhciently  to  be  susceptible  to  damage  bv  freezing  The 
rains  during  the  fore  part  of  the  month  favored  tobacco  stripping 
and  marketing  of  tobacco  was  completed  except  in  a  few  sections 
II  i'jf  '^''''?  7^'  '^^^'^'  backward.  Frozen  or  dry  soil  during 
the  middle  and  latter  portions  of  the  month  facilitated  removal 
of  corn  reniaining  in  fields,  and  roads  free  from  snow  and  ice 
favored  delivery  of  tobacco  to  market. 

TEMPEKATUKE. 

The  mean  temperature  for  the  month  was  37.7^,  or  1  9'^  above 
normal.  The  highest  temperatures,  ranging  from  69^  to  75° 
were  recorded  in  an  unse^asonably  warm  period  extending  from 
the  19th  to  the  close  of  the  month,  during  which  daily  mean 
temperatures  ranged  from  5^  to  SS'"^  above  normal.  The  lowest 
temperatures  occurred  mostly  on  the  9th.  10th,  and  IGth  in  'a 
moderate  cold  period  of  rather  short  duration.  The  extremes 
lor  the  State  were  75°  at  a  number  of  stations  on  the  27th  and 
0    at  Farmers,  Rowan  Co.  on  the  9th. 


exception  of  Dam  No.  41  at  Louisville,  were  lowered  and  re- 
inained  down  for  a  number  of  days,  but  by  the  beginning  of 
the  second  decade,  the  dams  were  again  raised  and  continued 
up  during  the  remainder  of  the  month. 

PKESSORE,    WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo Ill . 

Cincinnati Ohio 

Evansville Ind, 

Louisville Ky. 


Atiiiosphoric  pre««. 

ure  I  reduced  to 
^aea-level.) 


29.72 
29. 'd 
29.70 


Relative 
huml(lit.v. 


COMFABATIVE    DATA  FOE  JANUARY 

Temperature. 


PEECIPITATION. 

_  The  average  precipitation  for  January  was  1.60  inches  or  '>  74 
inches  below  normal.  The  greater  portion  of  the  precipitation 
for  the  month  occurred  on  the  2d  and  3d.  Scattered  rains  fell 
also  on  a  number  of  other  days,  but  the  amounts  recorded  were 
genera  ly  insignificant.  Light  snow  on  the  9th  and  again  on 
the  15th  remained  on  the  ground  for  a  few  days  only  In  the 
eastern  mountain  districts  the  monthly  precipitation  "exceeded 
2.o0  inches,  while  amounts  ranged  downward  to  less  than  an 
inch  in  the  western  Ohio  Eiver  counties.  The  extreme  monthly 
amounts  for  he  State  were  3.0S  inches  at  Cumberland,  Harlan 
County  and  0.74  inch  at  Cold  Spring,  Campbell  County  The 
greatest  24-hour  amount  recorded  was  1.86  inches  at  Bowline- 
Green,  Warren  County  on  the  2d-3d.  ^  vvun^ 


1889.... 
I«90 .... 
1391.... 


MISCELLANEOUS. 

The  Ohio  River  responded  moderately  to  run-off  from   the 
rams  on  the  2d-3d.     As  a  result,  Ohio  Mver  dams,  with  the 


44.0 
37.0 
29.0 
26.0 
38.0 

36^1 
32.0 
40.4 
34.4 
37.2 
36.7 
33.7 


33.8 
39  7 
25.9 


33.0 
41.2 
30.7 
20.6 


43.9 
40.4 
37.3 
29.4 
43.6 
35.9 
40  4 
21.1 
36.7 
32.7 
37.9 


2.08 
2.91 
5.71 
1.25 
3.25 

6.23 


Number  of  days. 


3.09 
11.41 
2.31 
5.03 
7.27 
6.38 
5.09 
3.62 
6.75 
3.06 
2.25 
6.11 
5.05 


6.83 

2.47 
4.54 
4.85 


5.28 
2.99 
15.77 
3.56 
,5.56 
1.67 
2.53 


toti-Year  average. 


HIST. 


CLIMATOLOGICAL  DATA:   KKJSIUCKY   SECTION. 


January,  1944 


CUmatoXogical  Data  for  January,  lj43^ 


WESTERN   DIVISION 

Beaver  Dam  

Calhoun 

Eiirlington 

Ford's   Ferry,  Dam  50 

GilbertsvUle ••••■ 

Greenville 3mS 

Hartford,  [near] ''  ™  ^ 

Henderson .ll-2mS 

Hopkiiisville 1-2  m  E 

Muyli.'ld..' 
Mnrrny... 


Owensboro. 1-2  m  W. 

Owensboro,  Dam  46. 

Piiduciih    

Princeton 

Ruiusey.  Lock    2t 

Rnssellville 

Vniontown,  Dam  49... 

CENTRAL  DIVISION. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brownsville,  Lock  6  t 

Bumside  

Oarrollton,  Lock  1 

Clermont  

ColdSprinu.  Dam  36 

Danville 

Dix  Dara.Burgin 

Eadsville 

Frankfort,  Lock  4 

Gest.LockS ■■•■■ 

Glassjow 3  m  NE 

Grant,  Dam  38 

GreenHburg  

High  Bridge,  Lock  7... 

Irvington   •■■ 

LaGrange Im  NW. 

Lancaster — 

Leitchfleld 

Lexington 

Little  Hickman,  Lock  8..   - 

Lockport,Lock2 

Louisville  

Do    Bowman  Field -5  m  E 

Mammoth  Cave 

Moftticello    .-••..•■■ 

Munfordnlle •   •••- 

St.  John 3  m  SW 

Salvisa.  Lock  6 ^  - 

Science  Hill 

Shelbyville 2  m  W 

Smith's  Grove 

Steams  

Tyrone,  Locks ••• 


Ohio  •.... 

McLean  . . 
Hopkins . . 
Crittenden 
Marshall . 
Muhlenburg 
Ohio  ..... 
Henderson 
Christian. 
Ballard  .. 
Graves  . . . 
Calloway. 

Daviess 

Daviess  .. 
McCrack  e 
Caldwell.  . 
McLean  — 
Lngau. 
Union  . 


Woodbnry.Lock  4t 

EASTERN  DIVISION. 

Ashland 3n 

Berea 

College  Hill,  Lock  11  ... 

Cumberland i 

Cynthiana 

Falmouth 

Farmers   

Flemingsbnrg • 

Ford,  Lock  10 

Grayson    

Greenup,  Dam  30 

Hazard 

Heidelberg.  Lock  14..... 

Jackson  

Jenkins 

Louisa 

Mavsville  Dam  33 4 

Middlesboro  ■ 

Mount  Sterling 

Oneonta.Dam  35 

Palntsville 

Pikeville 


Warren  .. 
Edmonson 
Pulaski  .. 
Carroll .  . . 
Bullitt . . .  • 
Campbell 
Boyle  .... 
Mercer  . . . 
Wayne.  •• 
Franklin  . 

Henry 

Barren  — 
Boone 

Green  

Jessamine  . 
Breckinridge 

Oldham  .... 

Garrard  — 

Grayson   ... 

Fayette    .... 

Jessamine  . 

Henry 

Jefferson  . . . 

Jefferson  •  •  ■ 

Edmonson  . 

Wayne  

Hart 

Hardin 

Mercer 

Pulaski  .... 

Shelby 

Warren   — 

McCreary  .. 

Anderson. .. 

Grant 

Butler 


Onicksand 

Ravenna,  Lock  12 

Richmond 

Valley  View.  Lock 9 

Viincebnrg.Dam  32 

Wllliamsbnrg 

Willow,  Lock  13 

Winchester 


State  averages  and  extrenigs 


Boyd 

Madison.. 
Madison.. 
Harlan .  ■ 
Harrison 
Pendleton 
Rowan  . . 
Fleming  . 
Clark  ... 
Carter  . . 
Greenup . 
Perry   

Breathitt  . ' ' 

Letcher 

Lawrence  .. 

Mason   

Bell 

Montgomery 
Campbell .  . . 
Johnson   ... 

Pike 

Knott 

Breathitt  . . . 

Estill   

Madison 

Madison  . .  ■ 

Lewis 

Whitley  .... 

Lee    

Clark   


Temperature,  in  degrees  Fahr. 


2.1     75 
4-  6.8     72 


Precipitation  in  inches        Number  of  days. 


1.23 

1.09 

,  0.95 

0.75 

0'78 
0.72 
1.10 


2- 40   0  94 

2.76    1.13 

2.96    l-dO 

....    0.9') 

2.90i  0.80 

—2.921  n  52 

-2.09'  0.88 

-2.87.  0.H7 

-2.59   0.95 

-2.2r,  0.69 

-l.BO  083 

-2.66  1.07 

-1  65  0.95 


-2.91 
-2.68 
-1.27 
-2.68 
-3.2.1 
-2  21 
-3.42 
-2.84 
-2.61 
-2.58 
-2.66 


I.60I-2.74 


•^T 


J.  R.  Young. 

J.  H.  Ballantlne. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C   R.  Lovell. 

W.  R.  Carson,  Sr. 

George  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne- 

Ralph  B.  Wear. 

Henry  S.  Berry. 

Lockmaster. 

U.S.  Engineers, 

Alton  M.  Harvill. 

Lockmaster. 

Dr   8amnel  8 .  LvIcReynolds  - 

Lockmaster. 


Lockmaster. 

C.  £.  Barret. 

Mrs.  Lillie  G.  Causey. 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

R.  P.  Amos. 

Lockma-ster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co.. 

Joe  Norfleet. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  LettieD.  Perkins. 

Lockmaster. 

L.  O.  Stiles. 

J.  C  Ogg. 

Kentucky  Utilities  Co. 

D.  Lem  Hughes 

U.  S.  Weather  Bureau, 

Lockmaster. 

Lockmater. 

U  S    Weather  Bureau . 

US.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  O  Cooper. 
Robert  C  Smith. 
Sl-itersof  Loretto. 
Lockmaster. 
WillamH.  Dobbs. 
WillaS.  A.  Ratta. 
C.  W.  Gurnsey. 
Airway  Station. 
Lockmaster. 

Miss  Nettie  B.  Simpson. 
Lockmaster. 


Lockmaster. 

D.  H.  Center. 
Lockmaster. 
.lames  E.  Allen. 
S.  M.  Hill. 
Jessie  Oldham. 

Mrs  CordaB.  Stamper- 

O  A.  Glasscock. 

Lockmaster. 

Mrs.  Ruby  A.  Burton. 

Lockmaster. 

H.  A.  Baily. 

Lockmaster . 

Jas.  T.  Goff. 

R.  J.  Howard. 

Zeb  Heston. 

Lockmaster. 

Lou  Robertson. 

W.  3.  Vice. 

Lockmaster. 

E.  C.  Fraley. 

U-  S.  Weather  Bureau. 

Caney  Run  Com.  Center. 

R.  W.  Jones. 

Lnckmaster 

.1.  W.  Crooke. 

Lockmaster. 

Lockmaster. 

Charles  B    West. 

l.fickma-ster. 

A  i  r way  Station . 


t  Also  on  other  dates.    +t  Received  too  late  to  bo  included  ui  mean   and  summaries.         I    Precipitation  is  less  man  u 


Jani'aky,  l!»4l 


OI.IMATOLOt^lCAl.   DATA:   KENTUCKY  SK(;TI()N 


Daily  Precipitation  for  January,  1844. 


n'ffttrn  Divition 

BeavorDftiu Q 

Calhoun Q. 

Karii nirtoH   ' Q 

Kords  Ferry  Dam  60* O 

Oilbertsville' T 

Uroeuvillo O, 

Hartford T. 

Hendorson 0. 

lUnikinsvlIle     ' C. 

Lovolacoville M . 

MnyHeld M 

Murray    T 

Oweiisboro  O. 

Owousboro,  Dam  46'   * 0. 

I'aducah' 0 

Princeton O 

•tumsey.  Lock  No.  2* Q 

Kussellvllle' G 

L'niontown.  Dam  49* O 


Day  oJ  month 


Centrnl  Dinsion 

Addi8ou,D:ira45.« 

Anchorage 

Bowliujr  Green '  

Bowline  Green  No-  2« 

HrowiisviUn,  Lock  No.  6» 

Buniside*  

r:u  ronton  Lock  No.  1* 

I'lerniont 

Ci>ldSpriu!5,Dara  36» 

Danville- 

Dix  Dam,  Burgin 

Eadsville  ^ 

Kraukfort.  Lock  No.  4'''. 

:ipst.  I-ock  No.  3" 

Cilasgow 

.r:uit.   Dam  SS- 

jreen.iburg  ' 

digh  Bridge,  Lock  No.  7« 

rvinprton   

jaGrange 

^:uiciister' 

:.eitchfield  » 

jpxintrton  t 

:.ittle  Hickman    Lock  No.  8  "t. 

jockport.  Lock  No .  2  ' 

:j()1'isvii.lk'  t- 

Do.  Bowman  Field 

Jammoth  Cave^ 

vionticello  ^ 

Hunfordville  '' 

;t.  John 

lalvisa,  Lock  No  6  ^^ 

Science  Hill 

ihelbyvillo  « 

lmith'8  Rrove  •*. 

jtearns  ** 

i'vrone,  Lock  No.  5  ^t 

Villiamstown  ^ 

Voodbary,  Lock  No. 4'. 

Eastern  Divmrm 

kshland' 

Serea   

'ollegeHill.  Lock  No.  11» 

Jumberland 

;yutbiana2 

i'almouth*  

''armers'  

i'lemingsburg^  

i'ordLoekNo.  10  M 

Srayson' 

Jreenup  Dam   30' 

lazard^ 

leidelberg.  Lock  No.  14^. 

ackson  ' 

enkins^ 

^onisa^ '. 

riaysville,  Dam  38' 

(liddlesboro     — 

'lount  Sterling 

)neonta  Dam  35  ' 

>aintsville   ' 

•ikeville" 

'ippapass    — 

iuicksand' 

lavenna.    Lock  No.  12' 

lichmond'    

''alley  View.  Lock  No.  9  

^ancebnrg.  Dam  No.  32  - 

Williamsburg' . , 

Pillow,  Tjock  No.  l.S'- 

Fincheeter  •*   ... 


2       3       4       6       6       7       8       9 


1.  1.8fi 
.071.75 
.0511.70 


11      12     18     14     16     16     17     18      19     20     21 


07 

\? 

T. 

.0,5 

m 

.11 

■V. 

.1.5 

.01 

.07 

28     24     26     21 


;xeept  as  otherwi.se  indicated  obser\'ations  are  eenernllv  mnrip  laro  in  the  off„^„^ „  »        j  T^       '■  7^ 

First-order  Weather  Bureau  station:  meci^iLnn^VJ^J^l  fl^.olu':Jlll!ry^lV2°?^^^  precipitation  recorded  : 


2.07 
2.09 
2.00 


1.49 
1.95 
1.84 


1..53 
1.73 
2.09 
1.58 


2.09 
2.07 
2.70 
2.06 


2.82 
0.91 
1.44 
2.54 


1  89 
2.07 
1.7T 


amount  then  recorded  is  for  the  preceding  24  hours 
T.  Trace,  or  precipitation  less  than  0.01  inch 

••Airport  station.    Data  for  24  hours  endin?  at  12.30a  ™    nn.,.  _?.:,.. _M"<''    ?.'    Mississippi 


for  24  hours  ending  at  time  of  observation. 

J.        .   .      .  „... jss  otnerwise  maicatea.    'Precipitation  measured  in  the  moi 

tD„  *        i.l're^ipitation  measured  with  recording  gage.  *Included  in  the  next  following  measurement, 

rrost  office  addresses  as  follows: -Lock  .5.  Lawrenceburg.  Ky.  :    Lock  fi.  Vprsnillpe.  Ky.  Lock  8.  Nichola.sville,  Ky. 

cated  is  indicated  as  follows:  (B)  BigSandy;  (L)  Licking;'(K.) 


.  90th  meridian  time  adjusted  to  day  they  occur 


CLIMATO LOGICAL  DATA:   KENTUCKY  SECTION 


January. 1944 


Daily  Temperatures  for  January,  1944. 


Western   Divition. 
„  _  )  Maximum . .  • 

Beaver  Dam  j  Minimum .... 

(  Maximum  ... 

Calhoun   (Minimum.... 

^     ,.   _^  Maximum... 

EarUngton (Minimum.... 

.„  S  Maximum  . . . 

Greenville j  Minimum .... 

„      ,  Maximum... 

Henderson \  Minimum .... 

„     ,  .        .„  j  Maximum  ... 

Hopkins  villa   j  jji  nimum .... 

Lovelaceville l^J^Sr.!:: 

S  Maximum  . . . 

Mayfield J  Minimum 

Maximum  . . . 
Murray  (Minimum.... 

i  Max!  mum... 
Owensboro <  Minimum 

i  Maximum  .  . 
Paducah (  Minimum.... 

J  Maximum  . . . 

Princeton (  Minimum.... 

„  .,,  no  j  Maximum  . .. 
RnssellviueSS I  Minimum 

Central  Divinnn. 

S  Maximum  . . . 

Ancnorage )  Minimum. . . . 

\  Maximum... 

Bowling  Green )  Minimum. . . . 

S  Maximum . .  • 

Clermont (Minimum.... 

S  Maximum... 

Danville )  Minimum.... 

„  \  Maximum  . . . 

Dix  Dam )  Minimum .... 

^,    ^  j  Maximum  . . . 

Frankfort j  Minimum .... 

)  Maximum  . . . 

Glasgow   (Minimum.... 

„  .  J  Maximum . . . 

Greensburg ,  Minimum.... 

.      ^  Maximum  . . . 

Irvington i  Minimum.... 

^„  ,j  i  Maximum  ... 

teitchtield ,  Minimum.... 

S  Maximum  . . . 

Lexington  (Minimum.... 

.     .,,  Maximum  . .. 

Louisville \  Minimum .... 

DO.  Bowman  FieldJIl'gX::: 

Mammoth  Cave j  Mf5mum . '. '. '. 

,   ^  Maximum  . . . 

St-  John (Minimum.  ... 

„  .  „.,,  )  Maximum  . . . 

Science  Hill (Minimum.... 

„,    ,^      .,,  Maximum  ... 

ShelbyviUe  j  Minimum . . . . 

,>     ...1.1   r.     ..TO  ;  Maximum..  ■ 

Smith's  Grove j  Minimum.... 

S  Maximum  . . . 
i-tearns ,  Minimum . . . . 

„,.,,.        ,      „  t  Maximum  ... 

WiUiamstown - 


Eastern   Dirisinn. 
^,      ,  )  Maximum  . 

Ashland    )  Minimum . . 

S  Maximum  . 

Berea )  Minimum. . 

^      ,     ,      ,  S  Maximum . 

Cumberland (  Minimum . . 

„  S  Maximum  . 

Farmers (.Minimum.. 

„  .  .  ,.  t  Maximum  . 

Heidelberg j  Minimum.. 

,,         ...  Maximum . 

Maysville (Minimum.. 

,,,,.,    .  S  Maximum  . 

Mlddlesboro i  Minimum.. 

Mount  Sterling \]^Z^: 

Pikeville \  Minimum.'. 

)  Maximum  . 

Pippapa.'is   (Minimum.. 

.,   .  ,         ,  (  Maximum . 

"^^""■1^S'""5 •■  (Minimum.. 

„.  ,  ,  \  Maximum . 

Kmiimond...........  (Minimum.. 

..,.„.        , )  Maximum. 

Williamsburg (Minimum.. 

,..<     V,  .,»„,  Maximum  . 

Winchester (Minimum.. 


44     41 
18     21 

421     40 


43 

ar. 

44     5K 


10     11     12     13     14     15     16     17     18     19 


4-2 

27     18 
24     25 


.^oj    ."in 


."in     ^f: 


2(1 

23 

30 

52 

5fi 

fin 

22 

23 

42 

(11 

tV2 

69 

28 

■m 

43 

48 

M 

fi7 

?S 

w 

42 

■iH 

52 

6f; 

:^? 

•M 

4(! 

4^ 

a:- 

67 

2t 

31 

41 

4? 

f-,= 

68 

2? 

22 

37 

ei 

5= 

64 

25 

9? 

38 

61 

5r 

M 

27 

27 

3« 

5^ 

55 

67 

25 

2fi 

52 

f;i 

66 

2fl 

2< 

46 

5( 

5S 

64 

32 

25 

4" 

5S 

hi 

65 

30 

27 

37 

m 

51 

69 

4f 

22 

36 

5( 

5. 

64 

2( 

2: 

43 

5.' 

3- 

4(1 

2: 

IV 

21 

5S 

5( 

68 

Ri 

iq 

36 

fi 

p" 

67 

2f 

H 

36 

5'5 

4<r 

65 

3£ 

21 

'.•9 

kf 

h 

66 

■.V 

21 

39 

M 

5. 

76 

ss 

2a 

32 

(if 

,54 

76 

3. 

■>l 

SC 

51 

r.r 

a' 

2' 

41" 

5^ 

5 

6!i 

2 

2 

46 

1<^\     4 

64 

3 

i    ' 

39 

76 

75 

5f 

35 

6^ 

72 

47 

54 

67 

74 

54 

56 

71 

74 

50 

51 

68 

72 

55 

58 

6f 

72 

52 

55 

67 

47 

M 

6< 

71 

47 

54 

6' 

731 

.52 

54 

71 

73 

47 

48 

6r, 

7f 

5< 

55 

70 

6:- 

54 

7f 

74 

47 

60 

65 

71 

37 

35 

6< 

72 

5- 

48 

5' 

6° 

36 

S4 

69 

74 

42 

38 

75 

42 

36 

72 

40 

39 

7n 

71 

4f 

43 

72 

71 

37 

37 

73 

75 

4- 

35 

t\fi 

70 

5( 

54 

7' 

74 

5' 

4f 

73 

4i).4 
27.2 
49.9 
26.5 
48.8 
27.9 
49.6 
30.9 
52.5 
27.6 
49  9 
29.0 
50.1 
30.3 
47.9 


45.8 
24  4 
48.5 
31. & 
49.0 
27.9 
46.9 
26.0 
49.1 
29.5 


64 

66 
26 

51 

52 

18 

82 

57 

5.') 

25 

32 

53 

51 

25 

32 

52 

52 

34 

37 

53 

53 

25 

34 

55 

53 

1^ 

n 

55 

55 

22 

26 

51 

51 

2.« 

27 

54 

5S 

2f 

W 

5.5 

hS 

25 

34 

52 

51 

"?' 

31 

4f 

«1 

23 

34 

51 

50 

9.' 

2h 

4' 

49 

2? 

29 

60 

58 

42 

SO 

51 

51 

If 

2! 

55 

53 

21 

2!i 

51 

51 

19 

26 

49 

51 

2' 

32 

57 

5( 

27 

24 

.54 

53 

21 

24 

5( 

45 

26 

28 

5; 

53 

2 

23 

5- 

51 

25 

32 

48.0 
27.3 
46.5 
26  4 
49.4 
28.9 


47.4 
25.2 
49.0 
26.5 


25.1 
47-7 
29.0 
47  5 


47.8 
26.0 
"43.6 
•-2.2. 4 
48.1 
23  9 
49.7 
25.7 
46,0 
25.0 


46.2 
27.7 
49.8 
27.0 


28.0 
50.9 
28.0 
44.8 
26.6 


S§  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs 
*,''.°  etc.  indicate  respectivelv  V  1,  3  otc     days  missing  from  record. 
WHO  I^uisvllV.  2.25.44  950 
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GENERAL   SUMMARY. 

February,  194<1,  was  unusually  warm  and  rather  wet  With 
the  exception  ot  a  .short  but  sharp  cold  period  about  the  middle 
fv.v,"  '"°P  '  .  n  •''  '""""  temperatures  were  well  above  the 
average.  Kaintull  was  trequent  and  abundant.  In  faet  it  was 
the  hrst  month  smce  the  previous  August  in  which  the  mean 
monthly  amount  exceeded  the  monthly  average  for  the  State 
nrS'Tr  ^^'"P^';^^"^-f  conditions,  together  with  adequate 
precipita  ion,  stimulated  growth  of  winter  grains  and  pastures 
and  developed  h-uit  buds  and  early  vegetation  to  a  degree  that 
made  them  vulnerable  to  severe  damage  from  subsequent  heavy 
fros  s.  he  hard  treeze  on  the  12th  caused  some  damage  to 
winter  wheat  through  lifting  of  plants,  and  some  injury  to  early 
peaches  was  reported  also.  Plowever,  the  prolonged  warm 
weather  during  the  latter  half  of  the  month  re-established  growth 
and  vigor  On  the  whole,  grains  and  pastures  had  improved 
considerably  by  the  close  of  the  month,  though  stands  continued 
rather  poor  in  northeastern  counties.  Plowing  made  good 
progress  during  the  first  decade,  but  thereafter  tVequent  rains 
made  helds  too  muddy  for  this  kind  of  work.  The\urning  of 
obacco  beds  .started  about  the  middle  of  the  month,  and  a  few 
beds  were  planted  about  this  time.  Increasing  numbers  of  beds 
were  planted  as  the  month  advanced,  but  planting  had  no 
become  general  at  its  close.  _  A  few  early  gardens  weTe  planted 
in  the  southwestern  counties  during  the  last  week  Water 
supplies  were  practically  replenished  in  the  southern  and  central 
dislrSs.  "  '"^  ""'  "^"^'  ^""^^^^d  '^  ^^^  "«  "h-n 


MISCELLANEOUS. 


rl.-c 


stttKes  niitl)  llio  lust,  derndo 
1  niii-oir  from  mod.TuU;  \i, 
li'^    tiiKlicwt   stiiKes    r.-arh<-d 

.11  Uio  iAlh  ftiid  auth. 

I  cratiire  should  ».o  9  on  tlie 

I). 80  on  14-Utl);  Iloldelhcrif. 


PRESSDRE, 


TEMPERATURE. 

The  mean  temperature  for  the  month  was  42  4^  nr  ^  9° 
above  the  normal.  This  was  the  warmest  February  since  1938 
when  the  temperature  for  the  State  averaged  45  7"  There 
'Oth  n^  Pjolo"^*^^.^™  P^nods,  the  first  from  the  l^t  to  the 
■  Oth  and  the  second  from  the  20th  to  the  28th.  Durin^  he 
latter  period,  daily  mean  temperatures  ranged  from  5^  to  25° 
above  the  daily  normals.  There  was  one  short  butTather  severe 
cold  period,  from  the  11th  to  the  loth,  during  which  tempera 
tures  ell  generally  to  below  10^  over  the  Stafe  and  to  z^ro  '; 
slightly  below  at  a  few  stations  on  the  13th.     The  extremes  for 


the  State  were  7 
Breathitt  Coi 
County  on  the  13th. 


l.^.t^^'i^!i;^'  ^'^  ^«"„".<y'  and  at  Quicksand, 
at  Farmers,   Rowan 


PRECIPITATION. 

e  average  precipitation  for  February,  1944,  was  4  59  inches 

w'l  H  /"?f/^°'\'^^'  ""^"^^^-  P'^'"f^ll  ^-^^  frequent  and 
well  distributed  over  the  State.  The  amounts  ranged  downward 
rom  over  8  inches  over  the  southeastern  border  countrelto  less 
than  3  inches  in  the  extreme  northern  counties  tIII  •  \ 
rains  fell  on  the  17-18th  and  on  the  28-2Th  eVS Hv  ^^7 
southern  sections  where  amounts  "  '   ^-^^^""^^^^^  ^"  the 


Cairo 

ncinnati 
Evans  viUe. 
Louisville- 


•111. 
Ohio 
.Ind, 
..Ky. 


VWMv  2,  .'lain  il!r,  ]n^^. 
Should  he  0.>i5nn  2-,1d. 
WIND,  HUMIDITY^AND  SUNSHINE, 
Wind 


Atmospheric  press- 
ure I  reduced  to 
sea-level.) 


29-67 
29.59 
29-62 
29-70 


Relative 
humidity. 


54  622 

44  I  •Jca 

45  [  TSO 

46  6s7 


COMPARATIVE    DATA  FOR  FEBRUARY. 


Temperature. 


The 


^„  X   J       o  i.  ,,  -^  '"  excess  of  2  inches  were  re> 

ported.  Snow  tell  generally  over  the  State  on  the  14  h  with  n 
maximum  depth  of  five  inches  or  more  in  the  Purchase' and  in 
the  central  Bluegrass  sections.  The  extreme  montinmount 
of  precipitation  were  8.46  inches  at  Stearns,  McSea^  Z^nfv 
and  2.48  inches  at  Frankfort,  Franklin  Countv  The  greate^ 
24-hour  amount  recorded  was  2.75  inches  at  Stearns  on  the  mh 


1918. 

1919. 

1920. 

1921. 

1922. 
1923. 
1924 . 
1925., 
1926. 
1927. 
1928., 
1929.. 
1930. . 
1931.. 
1932.. 


34.1 
45.6 
42.2 
42-2 


32.4 

27.9 

35.2 
27.9 
34.7 
-35.7 
35.6 
42.4 
32,9 
42.0 
29.7 
34.8 
32.2 
41.9 
35.0 
34.8 
39.3 


Precipitation 


3.08 
2.94 
4-14 
1-74 
2.99 
3-61 
2.04 
1.79 
2.27 
3-20 
3.58 
4-67 
2.66 
391 
3. 14 
2-G5 
2-48 
3-58 
3-49 
3-20 
3.36 
4.25 
2.20 
2-35 
1.95 
2.40 
2-39 
8. 03 
4-56 
0.66 
2-63 


Number  of  days. 


t-5fi-Year  a'^^erage 


5 

13 

15 

10 

13 

12 

14 

11 

in 

12 

10 

10 

9 

12 

12 

12 

15 

14 

17 

10 

16 

9 

13 

12 

HISK' 


CLIMATOLOGiCAL  DATA:  KEJS'IUCKY  SECTION. 


February,  1944 


CUmatological  Data  for  February,  1944. 


Temperature,  in  degrees  Fahr. 


g 

Ss 

gfc 

ii  a 

s 

to 

a  s 

6 

> 

F 

E 

o 

s 

Precicitation  in  inches        Number  of  days. 


WESTERN   DIVISION 

Beaver  Dam  

Eiirliugton 

Ford's  Ferry,  Dam  50 ■ 

Gilbertsville 

Greenville 3mS, 

Hartford,  [near]  .  —  7  m  N 

Henderson ll-2mS, 

Hopkinsville 1  2  m  E 

LovelaceviUe — 

Mayfield. 

Murray 

Owenaboro. 1-2  m  W 

Owensboro,  Dam  46 

Paducah   

Princeton 

Rumsey.  Lock   2t. 

Rnssellville ■ 

t  nioiitown.  Dam  49 

CENTRAL  DIVISION. 

Addison,  Dam  45 

Anchorage 

13owling  Green 

Brent 

Brownsville,  Lock  6  t 

Burnsidc- ■•• 

UarroUtoii ,  Lock  1 

Clermont 

DauviU.. 

Dix  Dnm.Burgin 

Eadsville 

Frankfort,  Lock  4 

(iest.  Lock  3 

(41;isso\v 3  m  NE. 

Crant.   Dam  38 

(ir-i-nslmr-' 

HiL'hBrid-.-,  Lock?... 

Irviiijiton    

LaGrange 1  m  NW. 

Lancaster 

Lcitchfield 

Lexington 

Little  Hickman.  Lock  8. . 

Lockport.  Lock  2 

Louisville  

Do    Bowman  Field -5  mE. 

Mammoth  Cave 

-Monticello    ..•••■ 

Munfordville 

St.  John 3mSW 

Saivisa.  Lock  6 

Science  Hill 

Shelby V. He  2  m  W. 

Smith's  Grove 

Steams 

Tyrone,  Lock  5 

Williamstown 

Woodbury,  Lock  4t 

EASTERN   DIVISION. 

Ashlaiid 3mSE. 

Berea 

College  Hill.  Lock  11 

Cumberland..   4  m  .S. 

Cynthiana 

Falmouth 

Farmeri    

Fleminnsburg 

Ford, Lock  10 

GravsoM 

(ireeuup.  Dam  30 

Hazard 

Heidelberg.  Lock  14 

Jackson  

Jenkins 


Ohio  • 

Hopkins 

Crittenden.. 
Marshall  .•■ 
Sluhlenburg 
Ohio-...  ... 

Henderson. . 
Christian.  .. 
Ballard  ..  .. 

Graves 

Calloway.  .. 

Daviess 

Daviess  .... 
McCrack  en 
Caldwell.  .. 
McLean  — 

Logau 

Union 


Breckinridge 

Jetlerson  . 
Warrt-n  ... 
Campbell 
Edmonson 
Pulaski  ... 
Carroll.  .. 

Bullitt 

Boyle  

Mercer  . .. 


Maysville  Dam  33 4  : 

Middlesboro 

Mount  Sterlint' 

Oneonta.Dam  35 

I'aintsville 

Pikeville 

Pippapass 

linicksand. 

Ravenna,  Lock  12 

Richmond 

Valley  View,  Lock9  . . . . 
Vanoebnr2.Dam32.... 

WilliMmHburcr 

Uillow.LocklS 

Winchester   


4tate  averages  and  extremes  . 


Henry 

Barren 

Boone  .... 

Green  

Jessamine 
Breckinridge 
Oldham  ... 
Garrard  .. 
Gravson  . 
Fayette  .. 
Jessamine 

Henry 

Jefterson  . 
Jefferson  . 
Edmonson 
Wayne  .  •  • 

Hart  

Hardin  .... 
Mercer.  .. 
Pulaski  .. 
Shelby.... 
Warren  .  ■ 
McCreary 
Anderson. 

Grant 

Butler.... 


Boyd 

Madison.. 
Jiadison .. 
Harlan .  . . 
Harrison  . 
Pendleton 
Rowan  .  .. 
Fleming  .. 
Clark  .... 
Carter  ... 
Greennp. . 
■rry   .... 


Lee 
Breathitt  . 

Letcher 

Lawrence  .. 

Mason   

Bell  ........ 

Montgomery 
Campbell.  .. 
Johnson   ... 

Pike 

Knott 

Breathitt  ... 

Estill   

Madison  — 
Madison  .  .■ 

Lewis 

Whitley  .... 

Clark".'.'.'.. 


I    75 

+  4.8|    71 
G 


+  3.9 
+  4.9! 
+  3.5 


42.4  +  5.2     78 


4.57+1 

4.32  ... 

3.79+0.92 

6.29+2.63 

5.28+1 

5.40,-1-2. 

6.30>-|-2.12 


16-1' 


3.111  0-00 
4.S7;  +  I 
3.10!-0 
3.791+0 
8  031-1-4 
3  28i+0.51 


3.  95M-0. 70 
2  92+0 
6.86+2  83 
3.76!  +  i.l5 
5  04t  +  L12 
7.351  + 
3.60+0.96 
4  091 . . 
4.161+0.62 


L02 


08+1.80 


.83 
.88 

3.71'+0.43|  085 
3  66+0.591  0.76 
87 

4.i8i+n.n 

5.191-1-1.77 
3671  +  0.05 
4.451-1-1.18 
3.63l+0.f.3 
3.341-0.30 

3. 15' 

6.161-2  30 


4.141  +  0.90 
3  761+0.84 

4.85; 

2.64,-0.20 
3.  48, +0.42 
H.  71  +0.63 
2.661-0  54 
4.04  +1.06 


0.34    0.85 


55  +0.55 
59+4.00 
391  +  1.96 
48+2.02 
58+2.79 
321+0.17 
181-0.05 


.49+1 
.34, +1 
.49+4 


72  0-1 
16  1. 
I6|  0. 


29 
28-29 
25 
29 
22 
29 


28 
28-29 
17-18 


50  +1.2n.  2.75 


.iis 


^ 


E.  G.  Young. 

Brick  South  worth. 

Lockma«ter. 

Tennessee  Valley  Authority. 

C   R.  Lovell. 

W.  R.  Carson,  Sr. 

George  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Henry  S.  Berry. 

Lockmaster. 

U.  S.  Engineers, 

Alton  M.  Harvill. 

Lockmaster. 

Dr   Samuel  8.  ivIcReynolds. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

W.  Ky,  State  Teachers  College 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

R.  f.  Amos. 

K.  p.  Coldiron. 

Kentucky  Utilities  Co., 

Joe  Norfleet. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  LetiieD.  Perkins. 

Lockmaster. 

L,  O,  Stiles. 

J.  C.  Ogg. 

Kentucky  Utilities  Co. 

D.  Lera  Hughes 

U.  S.  Weather  Bure.au. 

Lockmaster. 

Lockmater. 

U  S.  Weather  Bureau. 

(I.  S.  Weatlier  Bureau. 

Ivan  J.  Ellsworth. 

E.  O.  Cooper. 
Robert  C.  Smith. 
Sisters  of  Loretto. 
Lockmaster. 
Willam  H.  Dobbs. 
WillaS.  A.  Ratta. 
C.  W.  Gurnsey. 
Airway  Station. 
Lockmaster. 

Miss  Nettie  B.  Simpson. 
Lockmaster. 


Lockma-ster. 

D.  H.  Center. 
Lockmaster. 
James  E.  Allen. 
S.  M.  Hill. 
Jessie  Oldham. 

Mrs   CordaB.  Stamper. 

C  A.  Glasscock. 

Lockmaster. 

Mrs.  Ruby  A.  Burton. 

Lockmaster. 

H.  A.  Baily. 

Lockmaster . 

Jas.  T.  Goff. 

R.  J.  Howard. 

Zeb  Heston. 

Lockmaster. 

Miss  Margaret  A.  Qunn. 

W.  3.  Vice. 

Lockmaster. 

E.  C.  Fraley. 

U.  *^.  Weather  Bureau. 

Caney  Run  Com.  Center. 

R.  W.  Jones. 

Lockniai-ter 

J.  W.  Crooke. 

Lockmaster. 

Lockmaster. 

Charles  B    West. 

Lockmaster. 

Airway  Station. 


All  temperature  data  are  taken  from  self-registering  thermometers.  „  „  „»  ,..„„,,i    K„t  .ii /.«,r.T^ioto   ron/^rts 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete   reports 
used  In  determining  section  or  division  means.  JHuniM'y,  Brownsville  and  W  oodbury  are  Locks  on  the  Green  Kiv 

Reference  letters,  •,  ■',  »,  appearing  in  the  table  indicate  number  of  days  missing:  for  example,  b  represents  two  days^ 
t  Also  on  other  dates,    tt  Received  too  livte  to  be  included  in  mean   and  summaries. 


r;  other  Locks  are  on  the  Kentucky  Ri' 
T'precipilation  is  less  than  0  01  inch  rain  or  melted  snow 


CUMATOIXHIICAI.  DATA:   KENTUCKY  SKCJTJON 


Dally  Preolpltatlon  for  February,  1944. 


Wettern  Divifion 

BeavorPam 

KiirliufTton    •  — 

Fords  Ferry  Dam  60* 

Gllbei-tsvllle' 

i)rot«iiville 

Hartford 

Heiulorson 

Mopklnaville     ' 

Lovelace  villo , 

Miiyrield 

Murray   

Oweiisboro   

0\v<'usboro,  Diim  46'   ' 

Pnducah' , 

Princeton    • 

'{nmsey,  Lock  No.  2  « 

Ru,«ellvill6  « 

I'liioiitown.  I);ini  49' 


Cenlrnl  Dii'iginn 

A  ddison ,  Dnm  45 .  ' 

Anclioiage 

Bowliujr  Greeu  -  — 

BowliiiK  Green  No-  '2* — .. 

Uri-ut,  Dam36^ 

Krownsvillf.LockNo,  6»... 

Rvirnside'  

(\irrolltouLock  No.  P 

Clormont 

Danville'^ 

Dix  Dam,  Burgin 

Eadsviile  ' 

l-rankfort.LockNo.  4'' 

Gest.  Lock  No.  3^.. 

Glasgow 

Gr.snt.  Datn  SS^ 

Greensburg  ' 

llif?h  Bridge, Lock  No.  7"... 

Trvington   

LaGrange 

LaucasterS 

Leitchfield  ' 

Lexington  i 

LittlH  Hicivraiin,  Lock  No.  8 

Lockport,  Lock  No .  2  ^ 

Louisville'  t- 

Do.  Bowman  Field 

Mammoth  Cave^ 

Montlcello  2 . 

Munfordville  ' 

.St.  John 

Salvisa,  Lock  No  6  ^t 

Science  Hill 

Shelby ville  ^ 

Smith's  Grove  •*..... 

Stearns  ** 

Tyrone,  Lock  No.  ,5  ^t 

Williamsto wn  '■' 

Woodhnry,  Lock  No. 4- 

Ensterv  THvixion 

Ashland^ 

Berea   

CoUeaenill,  Lock  No.  n"  .. 

Cumberland 

Cyuthiana' 

Falmouth'^  

Farmers'  

Flemingsburg' 

Ford  Lock  No.  10  't 

Grayson' 

Oreennp  Dam   30' 

Hazard- 

Heid«lberg,  Lock  No.  14'.... 

Jactson  ' 

-TenkiTis' 

Lonisa' 

Maysville.  Dam  33' 

Midillesboro      

iNiount  Sterling 

Oneonta  Dam  as  ' 

Paintsvillp   « 

Pikeville*' 

Pippapass    — 

Qnicksaiid' 

Riveniia.    Lock  No.  12' 

KichmoiuP    .... 
Vnll^y  Vi.-w.  Lock  Nn.c,' :.'.': 
VMiirfburt;,  Dnm  No.  32  '. 
M'illi.imsburg2.                     .:".; 
Willow,  Lock  No    13''     .. 
Wiiicliester  •* ! 


Day  of  month 


2      8      4      6      6 


8       9     10     U      12     18 


14     16     16     17     18     19     20     21     22     28     24     25     26     27 


T. 

.21 
1.80 
21    .10 


H.96 
6.09 
4.67 
4.82 
8.79 
6.29 


8. 11 
4.87 
8.10 


3.9.5 
2.92 
(i.86 
7.02 

5.04 


4.16 
4.02 
8- 09 
2.48 


4.08 
6.31 
3,71 
3.66 
3.  Ob 
4.18 
5.19 
3.67 
4.46 


3.15 
e.lfi 
8.34 
6  36 
3.36 
3.84 
7.16 


•S..55 
7..=i9 
5  39 
5. 48 
fi..'i8 
3.32 


3.00 
2.8fi 
4.40 
5.34 


3.78 
8.36 
5.29 


Salt-  'GiGTPen:   (D  Cnmherland:  (T)  Tennessee;  '0>  Ohio!  'An  Mi, 


Kentucky;  (f 


'Airp(,rt  station.    Data  for  24  hours  ending  at  12.30  a.  m  .90th  meridian  time  adinstedto  day  they  occur 


*^r..^.A    .  :Pi:ec'Pitation  measured  in  the  morning:' 
•    T  nek  fi   Vp  «-'';iT'^'  following  measurement. 
.hich  station  is  located  is  indicated  as  fXw3-'BVBigSaL\:^i?Lickingt  (K^) 


CLIMATOLOGICAL  DATA:   KENTUCKY  SECTON 


February.  1944 


Daily  Temperatures 

for 

February, 

19 

44. 

stations. 

_L 

2 

3 

4 

5 

_! 

^ 

8 

9 

^ 

" 

12 

13 

14 

^ 

16 

18 

19 

^ 

21 

22 

23 

24 

25 

26 

27 

28 

29 

1 

31    Mean 

n'estern 

DivHon. 

Beaver  Dam   •  •  •  • 

J  Maximum  . . . 

48 

52 

56 

55 

64 

62 

65 

S2 

54 

54 

53 

26 

31 

36 

43 

56 

54 

£0 

51 

51 

56 

67 

66 

74 

70 

72 

66 

56 

44 

54.9 

■■■■  '  Minimum.... 

2S 

44 

28 

39 

28 

25 

33 

33 

24 

8 

5 

27 

12 

26 

29 

27 

34 

48 

34 

45 

46 

57 

41 

40 

31 

31.2 

Calhoun  

\  Maximum  . . . 

52 

61 

60 

64 

61 

6« 

61 

54 

62 

52 

25 

85 

36 

43 

61 

53 

49 

51 

51 

68 

66 

6t 

75 

70 

71 

64 

52 

42 

54.9 

••••  !  Minimum.. ■■ 

'21 

30 

45 

21 

26 

28 

29 

34 

31 

31 

25 

8 

7 

28 

15 

26 

37 

28 

27 

36 

25 

60 

32 

52 

46 

68 

37 

40 

31 

31.1 

Greenville 

)  Maximum  . . . 

51 

58 

58 

65 

60 

65 

61 

55 

53 

49 

23 

34 

85 

41 

50 

55 

47 

62 

52 

66 

66 

66 

72 

70 

72 

67 

53 

44 

64.6 

••••  (Minimum.... 

•21 

29 

43 

25 

43 

26 

29 

33 

30 

30 

23 

5 

6 

26 

15 

2S 

36 

27 

25 

33 

26 

46 

36 

50 

45 

65 

38 

41 

29 

30.9 

, 

j  Maximum  . . . 

49 

58 

57 

63 

59 

66 

60 

61 

58 

50 

24 

34 

43 

42 

50 

49 

42 

60 

46 

67 

70 

64 

72 

65 

70 

66 

47 

39 

63.8 

Henderson 

•■■   (Minimum.... 

22 

33 

41 

SO 

38 

22 

32 

31 

28 

28 

24 

6 

8 

24 

15 

24 

36 

26 

24 

34 

27 

50 

31 

45 

61 

58 

33 

37 

32 

30.7 

Hopkinsville   ... 

>  Maximum  . . . 

50 

54 

59 

58 

60 

47 

64 

57 

54 

54 

45 

25 

34 

35 

40 

53 

55 

47 

53 

64 

63 

67 

74 

66 

63 

72 

66 

45 

54.6 

••••  (  Minimum.... 

24 

40 

46 

29 

36 

28 

33 

40 

33 

38 

25 

10 

14 

30 

17 

24 

44 

33 

29 

38 

39 

66 

37 

53 

54 

55 

48 

44 

33 

35.5 

Lovelaceville.... 

j  Maximum  . . . 

67 

52 

62 

61 

65 

61 

64 

65 

54 

51 

26 

36 

37 

46 

63 

51 

47 

61 

48 

60 

70 

70 

77 

74 

70 

67 

54 

42 

56.2 

■■■■  (  Minimum.... 

20 

33 

46 

40 

27 

33 

40 

32 

3o 

26 

7 

10 

28 

11 

24 

37 

35 

26 

61 

33 

58 

63 

68 

40 

82 

32  6 

)  Maximum  ... 

52 

51 

60 

59 

64 

61 

66 

62 

54 

56 

56 

28 

82 

38 

42 

50 

54 

48 

51 

61 

55 

67 

67 

71 

70 

70 

65 

56 

46 

65.2 

May  field 

•■■•  i  Minimum.... 

24 

34 

44 

29 

39 

27 

33 

40 

31 

83 

24 

27 

17 

26 

37 

26 

26 

34 

30 

50 

35 

58 

55 

56 

41 

39 

30 

38.0 

(  Maximum  . . . 

&0 

62 

60 

69 

64 

57 

64 

60 

53 

53 

52 

27 

35 

36 

40 

62 

65 

48 

52 

51 

65 

66 

68 

74 

70 

70 

70 

5;* 

46 

65.1 

Murray  

■•■■  (Minimum.... 

25 

30 

45 

31 

42 

30 

37 

42 

37 

26 

9 

11 

27 

20 

40 

30 

27 

36 

32 

51 

40 

57 

46 

58 

35 

41 

82 

34.5 

Owensboro 

J  Maximum  . . . 
/  Minimum.... 

. 

•• 

;: 

.. 

"' 

Paducah  

)  Maximum  .   . 

50 

i 

60 

60 

65 

4H 

66 

44 

54 

54 

30 

23 

34 

38 

41 

5i 

f. 

37 

61 

47 

62 

69 

69 

74 

71 

71 

60 

44 

45 

29.8 

••••  (  Minimum.... 

28 

23 

38 

30 

32 

29 

40 

34 

32 

2!' 

8 

14 

12 

29 

31 

27 

2!< 

32 

36 

35 

61 

64 

43 

40 

32 

1  Maximum  .  . . 

56 

53 

60 

60 

70 

69 

65 

53 

55 

53 

60 

28 

35 

36 

43 

50 

64 

44 

53 

54 

58 

68 

69 

76 

71 

74 

61 

5S 

43 

56.0 

Princeton ■ 

••••  1  Minimum.... 

11 

30 

44 

25 

30 

29 

24 

38 

32 

34 

25 

8 

28 

5 

21 

39 

29 

26 

35 

25 

50 

31 

46 

45 

56 

32 

35 

32 

• 

30.1 

RnssellvilleSS.... 

j  Maximum  ... 

5: 

54 

64 

63 

66 

60 

66 

60 

60 

57 

34 

30 

40 

36 

51 

67 

56 

45 

60 

65 

65 

68 

70 

77 

70 

76 

70 

60 

52 

. 

57.2 

■■■■  1  Minimum.... 

2R 

26 

38 

30 

30 

30 

30 

32 

32 

34 

30 

10 

10 

12 

.0 

20 

29 

35 

28 

28 

28 

28 

39 

54 

54 

44 

43 

82 

30.7 

Centrn).  Diiision. 

Aii^hnra.frA 

j  Maximum  . . . 

46 

45 

55 

53 

So 

58 

57 

41 

53 

45 

42 

22 

32 

86 

40 
18 

50 

46 

48 
25 

47 

56 

(•? 

62 

69 

69 

73 

62 

40 
37 

38 
29 

50.7 
27.9 

Allv,UUli»KO 

—  (Minimum.... 

20 

25 

41 

32 

32 

28 

23 

28 

26 

28 

19 

IC 

22 

20 

•33 

28 

30 

22 

37 

33 

36 

41 

47 

S7 

j  Maximum  . . . 

49 

52 

69 

55 

65 

58 

64 

63 

64 

54 

60 

25 

32 

36 

42 

83 

66 

50 

54 

51 

57 

67 

65 

73 

63 

74 

65 

54 

45 

54.3 

Bowling  Green. 

••■•  }  Minimum.... 

29 

44 

34 

32 

37 

35 

36 

23 

10 

11 

30 

26 

40 

33 

30 

38 

35 

49 

41 

44 

53 

64 

47 

42 

31 

35.0 

(Maximum... 

52 

50 

56 

51 

61 

58 

54 

55 

52 

45 

68 

32 

37 

44 

52 

53 

51 

53 

47 

58 

66 

66 

71 

68 

75 

66 

59 

42 

64.1 

Clermont 

■••■  (Minimum.... 

26 

34 

38 

37 

33 

31 

24 

2"! 

25 

22 

22 

14 

'2 

32 

26 

24 

40 

37 

28 

38 

26 

49 

36 

42 

88 

42 

52 

40 

28 

81.4 

\  Maximum  . . . 

49 

50 

50 

52 

60 

60 

60 

58 

50 

54 

65 

22 

33 

34 

36 

47 

63 

69 

47 

47 

67 

65 

64 

68 

68 

71 

70 

60 

43 

53.2 

Danville 

■■■'  (  Minimum.... 

23 

24 

39 

35 

32 

27 

23 

27 

30 

25 

20 

10 

1 

23 

27 

22 

36 

32 

25 

31 

23 

37 

38 

44 

39 

55 

48 

37 

28 

29.7 

\  Maximum  . . . 

f.2 

^9 

55 

53 

58 

68 

59 

59 

54 

51 

56 

25 

35 

39 

41 

62 

56 

65 

65 

49 

57 

68 

65 

71 

69 

76 

64 

51 

44 

64.3 

••••  (  Minimum.... 

26 

28 

43 

40 

36 

31 

28 

32 

29 

31 

25 

13 

0 

26 

26 

24 

38 

30 

28 

41 

37 

44 

44 

57 

SO 

41 

82 

Frankfort 

)  Maximum... 

5n 

45 

55 

55 

64 

56 

51 

53 

49 

47 

23 

31 

38 

43 

62 

52 

51 

47 

49 

5S 

6(1 

66 

71 

67 

71 

57 

41 

53.1 

•■•■  (Minimum.... 

26 

25 

40 

38 

30 

SO 

2f 

SI 

32 

27 

22 

11 

23 

28 

22 

33 

34 

26 

29 

25 

37 

S6 

36 

36 

57 

48 

39 

30 

30. 3 

\  Maximum  ... 



■■■■  (Minimum.... 

Greensburg 

J  Maximum  . . . 

52 

57 

5S 

58 

64 

60 

62 

.56 

55 

58 

5.5 

25 

33 

36 

40 

48 

56 

54 

68 

56 

66 

64 

68 

73 

70 

70 

70 

65 

59 

"ke.4 

•  •  •  ■  (  Minimum .... 

23 

28 

43 

31 

30 

80 

20 

33 

32 

29 

25 

16 

6 

26 

27 

23 

38 

36 

29 

33 

27 

38 

56 

47 

44 

48 

49 

42 

28 

32.3 

Irviiigton 

\  Maximum  . . . 

48 
2 

51 
18 

54 
40 

65 
27 

62 
35 

58 

60 
25 

50 
28 

53 
27 

49 
26 

48 
20 

23 
6 

36 
1 

37 
23 

41 
20 

51 
21 

51 
33 

45 
27 

48 
23 

46 

57 
23 

66 
42 

64 
34 

11 

60 
40 

73 
56 

62 

38 

48 
35 

27 

61.9 
28.1 

••••  (  Minimum.... 

Leitchfield  

)  Maximum  . . . 

S2 

R2 

58 

59 

65 

61 

67 

58 

55 

55 

53 

27 

36 

36 

43 

50 

54 

49 

51 

52 

60 

6f 

68 

7.= 

66 

74 

65 

52 

45 

55.2 

••■•  (Minimum.... 

22 

30 

43 

29 

S7 

27 

2- 

32 

32 

30 

23 

9 

8 

27 

18 

25 

31 

27 

35 

23 

47 

37 

46 

48 

56 

41 

40 

31 

31.8 

LBxingTxjn   

\  Maximum  ... 

49 
24 

44 

30 

53 
36 

64 

35 

63 
36 

47 
25 

67 
25 

41 
28 

64 
30 

25 

47 
18 

20 

33 
5 

35 
2-' 

43 
26 

53 
25 

52 
38 

40 
28 

49 
26 

46 

35 

58 
27 

68 
44 

66 
37 

71 
45 

62 
43 

76 
56 

63 
40 

45 
36 

31 

28 

50.7 
30  5 

■••■  (  Minimum.... 

Louisville 

(  Maximum  . . . 

47 

48 

54 

52 

62 

42 

57 

42 

61 

45 

39 

20 

29 

35 

47 

49 

37 

45 

45 

53 

66 

59 

67 

64 

60 

43 

34 

48.3 

••••  (  Minimum.... 

31 

37 

43 

37 

42 

32 

33 

34 

32 

30 

20 

n 

1; 

28 

29 

28 

37 

30 

27 

36 

33 

49 

39 

48 

44 

60 

43 

34 

30 

34.1 

Do   Bowman  F^'^^'^  ■  iviaximuiTi  . . . 

46 

46 

54 

53 

62 

42 

58 

42 

62 

45 

39 

34 

35 

43 

50 

49 

38 

47 

47 

56 

66 

62 

68 

62 

72 

60 

43 

34 

49.1 

'  Minimum.... 

29 

32 

42 

38 

oV 

30 

80 

82 

30 

29 

20 

12 

9 

29 

27 

26 

38 

28 

27 

3^ 

27 

48 

39 

42 

43 

fO 

41 

34 

31 

32.7 

Mammoth  Cave 

(  Maximum  . . . 

61 

51 

58 

57 

65 

42 

45 

54 

55 

85 

20 

34 

36 

42 

50 

56 

38 

55 

51 

62 

66 

62 

73 

64 

75 

65 

45 

41 

62.1 

•••■  (Minimum.... 

22 

23 

30 

29 

29 

29 

28 

34 

34 

82 

34 

10 

n 

5 

21 

22 

35 

28 

28 

2r 

2« 

43 

47 

48 

42 

41 

30 

•■ 

29.1 

St.  John 

j  Maximum  . . . 

53 
20 

49 

56 
41 

56 

31 

62 
37 

62 

27 

64 
26 

64 
30 

64 

no 

63 
29 

52 
22 

24 
9 

32 
4 

35 
2.5 

42 
19 

49 
20 

35 

63 
31 

SO 
25 

49 
33 

57 
24 

65 

66 
35 

72 
46 

41 

71 
56 

70 
39 

S! 

42 

29 

.. 

55.1 
29.9 

■•■•  (  Minimum 

B/>iAn/»o    Rill 

i  Maximum  . . . 

6" 
25 

50 
27 

55 
42 

53 
39 

63 
31 

59 

62 
23 

59 
82 

51 

ill 

68 
31 

53 
25 

25 
13 

36 
6 

27 

42 

29 

53 

27 

51 
S9 

64 
35 

65 
31 

62 
36 

57 
31 

68 
42 

65 
40 

71 
47 

68 
4." 

73 
68 

66 
52 

61 
42 

4f 
30 

_■_■ 

54  9 

oCie<!*-c    11111  ■  ■  ■  • 

■■■■  (  Minimum.... 

83.2 

.Shelby ville  .... 

\  Maximum  . . . 

4H 

45 

57 

49 

62 

69 

57 

64 

47 

44 

21 

32 

35 

41 

49 

50 

49 

48 

47 

66 

65 

64 

70 

60 

74 

68 

56 

39 

51   8 

■■■■  (  Minimum.... 

22 

26 

40 

37 

32 

27 

24 

28 

25 

20 

9 

23 

20 

22 

34 

31 

24 

31 

23 

40 

31 

40 

40 

57 

40 

28 

29.0 

Smith's  Grove .  . 

'  Maximum  . .  • 

51 

SI 

5-< 

57 

64 

47 

63 

45 

63 

65 

49 

31 

36 

35 

41 

51 

55 

40 

56 

51 

57 

66 

f.h 

70 

64 

76 

63 

48 

41 

63.0 

■■■■  (Minimum.... 

29 

32 

39 

31 

38 

31 

31 

35 

36 

35 

23 

11 

29 

21 

28 

40 

33 

39 

30 

62 

53 

52 

48 

58 

48 

41 

33 

85.0 

Stearns 

S  Maximum  . . . 

52 

50 

5? 

53 

64 

38 

64 

48 

62 

58 

45 

22 

4f 

39 

45 

56 

54 

41 

55 

SO 

61 

67 

67 

72 

64 

74 

69 

49 

47 

53.4 

■  ■ "  ■  (  Minimum .... 

27 

41 

32 

31 

25 

26 

34 

33 

30 

■9 

9 

27 

28 

28 

41 

32 

30 

38 

48 

4  4 

50 

51 

55 

49 

29 

33.5 

WilliaiTistown 

)  Maximum  ... 

51 

43 

51 

50 

63 

60 

59 

54 

51 

49 

48 

25 

28 

37 

38 

60 

47 

49 

43 

SI 

5l 

63 

65 

64 

64 

74 

71 

51 

45 

61.  6 

■■■■  /  Minimum.... 

23 

30 

37 

36 

36 

29 

21 

30 

28 

23 

20 

10 

2 

20 

24 

26 

35 

29 

22 

SO 

28 

40 

38 

41 

38 

50 

41 

36 

26 

29.3 

/^ers/wn 

Dirhinn. 

Ashland    

S  Maximum  . . . 

49 

43 

47 

50 

66 

64 

56 

50 

52 

51 

47 

29 

30 

37 

42 

50 

48 

66 

46 

43 

65 

68 

65 

68 

62 

77 

70 

60 

44 

62.6 

■■■■  (  Minimum.... 

35 

22 

37 

36 

31 

25 

28 

32 

26 

28 

16 

24 

31 

32 

37 

25 

26 

28 

33 

44 

36 

33 

50 

50 

38 

29 

30.8 

Berea 

(  Maximum  . . . 

47 

48 

52 

57 

64 

61 

58 

58 

57 

57 

55 

26 

34 

30 

53 

55 

55 

50 

68 

69 

64 

69 

69 

7^ 

72 

60 

44 

54.9 

(  Minimum 

24 

25 

38 

35 

35 

27 

23 

26 

30 

26 

21 

(1 

24 

25 

?3 

37 

32 

25 

30 

26 

40 

38 

46 

41 

53 

48 

37 

26 

29.9 

Cumberland.  ... 

S  Maximum  ... 

47 

r,H 

51 

56 

60 

61 

45 

60 

68 

56 

64 

50 

30 

48 

44 

65 

66 

60 

SO 

68 

70 

68 

71 

66 

60 

71 

69 

60 

67.6 

•■••  (  Minimum.... 

24 

34 

25 

31 

30 

40 

28 

36 

44 

30 

:J8 

30 

12 

30 

31 

20 

31 

30 

39 

40 

39 

44 

49 

47 

47 

43 

40 
64 

51 

34 

30 

34.3 

Farmers 

)  Maximum  ... 

511 
24 

46 
21 

49 

52 
36 

6? 

2S 

62 
33 

f. 

66 
25 

54 
30 

53 
24 

48 
24 

32 
14 

33 

37 
22 

40 
29 

53 
19 

52 

54 
36 

26 

28 

56 
24 

68 
33 

65 

33 

69 
37 

72 
50 

64 

4r 

45 

30 

63.7 

(  Minimum 

28.9 

Heidelberg 

J  Maximum  . . . 

51 

51 

53 

^«i 

68 

63 

61 

56 

56 

69 

66 

27 

3.5 

44 

57 

66 

56 

52 

47 

60 

71 

68 

72 

62 

78 

69 

fO 

44 

56.0 

■•■•  1  Minimum.... 

27 

23 

39 

36 

23 

33 

20 

27 

36 

21 

'>' 

17 

1 

2-2 

31 

21 

3,^ 

38 

30 

31 

?1 

35 

48 

31 

39 

51 

50 

44 

33 

31.0 

Maysville 

i  Maximum.  .. 

45 

40 

49 

51 

64 

55 

55 

48 

52 

45 

44 

24 

30 

38 

42 

52 

52 

52 

.50 

53 

65 

64 

67 

57 

74 

70 

52 

41 

51.3 

•••■  (  Minimum.... 

24 

22 

39 

30 

32 

22 

31 

25 

23 

1 

20 

30 

21 

31 

34 

26 

26 

24 

36 

41 

35 

33 

48 

48 

38 

29 

29.  S 

Middlesboro.... 

(Maximum... 
'  Minimum 

:; 

.. 

."::'■ 

Mount  Sterling 

S  Maximum  ... 

4.5 

45 

63 

50 

64 

m 

55 

51 

53 

62 

50 

25 

31 

37 

39 

52 

52 

61 

49 

.^0 

kc 

67 

63 

69 

67 

75 

70 

60 

42 

•■ 

"62. 9 

"    (  Minimum.... 

26 

26 

40 

35 

32 

30 

26 

28 

32 

^R 

25 

14 

5 

26 

28 

24 

37 

35 

25 

34 

27 

41 

37 

4R 

42 

53 

47 

3" 

29 

31   4 

PikeviUe 

j  Maximum.  .. 

49 

42 

50 

48 

70 

48 

60 

48 

54 

fiO 

S-l 

2« 

38 

SO 

45 

58 

67 

5R 

65 

54 

53 

74 

70 

72 

71 

78 

75 

50 

48 

55.8 

••••  1  Minimum.... 

24 

24 

36 

28 

26 

24 

23 

29 

2" 

21 

L'.' 

11 

7 

24 

24 

23 

36 

32 

30 

32 

36 

34 

38 

38 

40 

S2 

48 

44 

32 

29.9 

Pippapa^s   

(Maximum... 

47 
25 

45 
18 

33 

45 
30 

48 
20 

38 
28 

18 

2.3 

1' 

■■'2 

11 

'l 

25 

25 

12 

Sil 

32 

26 

26 

.32 

30 

3P 

34 

41 

38 

26 

•• 

'  Minimum 

25  2 

Qnicks:ind 

S  Maximum.  .. 

B2 

45 

53 

53 

75 

56 

61 

62 

ri^ 

59 

P8 

32 

40 

44 

59 

59 

F-ti 

64 

54 

P? 

78 

70 

74 

67 

64 

SO 

.57.8 

•■■■  (  Minimum.... 

25 

23 

38 

29 

24 

33 

23 

28 

3f 

25 

27 

17 

6 

23 

25 

22 

34 

3R 

30 

31 

30 

35 

4? 

38 

op 

51 

.SI 

43 

32 

30.9 

Rif^hmoiid-.. 

S  .Maximum  . . . 

45 

50 

60 

45 

60 

40 

65 

40 

46 

5n 

36 

30 

34 

38 

40 

45 

52 

40 

48 

60 

4S 

6R 

64 

66 

6S 

7'1 

61 

4ft 

40 

49.  0 

•■■■  '  Minimum 

27 

32 

36 

38 

3S 

.32 

26 

.30 

30 

27 

30 

12 

7 

2" 

28 

30 

35 

33 

29 

36 

30 

45 

40 

JS 

45 

48 

40 

30 

32.  7 

Williamsburg  . . 

S  Maximum  .  . . 
(  Minimum.... 

50 

28 

50 

26 

54 
41 

55 
33 

66 
29 

69 
32 

65 
22 

64 
30 

.■S4 
39 

2? 

s 

32 

18 

38 
7 

43 
25 

45 

57 

55 

66 

54 

53 

62 

71 

71 

75 

72 

76 

72 

65 

. 

.R8.2 

Wlnohestpr.   . 

)  Maximum  ... 

46 

J! 

46 

S2 

52 
33 

62 

J! 

1 

42 
28 

62 

J! 

53 

_! 

19 

7 

32 

So 
23 

40 
26 

1 

52 
38 

41 
21 

47 
26 

46 
34 

.^5 

29 

67 
42 

63 
37 

69 
46 

60 
43 

74 
66 

69 
49 

37 

1 

49.7 

«im,iit»i«r  ....           (Minimum.... 

.30.4 

•  day.  on  which  it  almost  alv 


\f<ff 
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GENERAL    SUMMARY. 

Ill  inarkod  eontrust  with  conditions  of  the  procedin^  month, 
thi-  wiMihei-  during  March  was  too  cold  for  seasonal  growth  and 
too  wet  for  much  plowing  and  planting.  While  the  monthly 
mean  temperature  wa'?  not  far  below  the  average,  periods  of  un- 
seasonable warmth  were  more  than  oifset  by  prolonged  periods 
of  relatively  cold  weather,  during  which  minimum  temperatures 
fell  below  freeznig  generally  over  the  section  on  more  than  half 
of  the  days  of  the  month.  Precipitation  was  frequent  and  at 
times  heavy.  Wheat  made  some  growth  and  maintained  about 
the  same  relative  condition  it  showed  during  the  preceding 
month,  and  some  wheat  was  still  coming  up  at  the  close  of 
March.  Stands  varied  greatly  and  the  size  of  the  wheat  at  the 
close  of  the  month  varied  mostly  between  3  and  7  inches.  To- 
bacco planting  was  completed  in  most  sections  at  the  close  of 
the  month  with  some  plants  up.  Pastures  improved  considera- 
bly and  the  condition  of  alfalfa  and  old  clover  varied  from  fair 
to  good,  while  the  seeding  of  clover  advanced  steadily  in  fields 
that  w^ere  not  too  wet.  Where  conditions  permitted/some  early 
gardens  and  potatoes  were  planted,  but  as  a  whole,  farm  work 
was  considerably  behind  generally  throughout  the  State  at  the 
end  of  March. 

Peach  blossoms  were  injured  by  the  freezing  weather  of  the 
8th,  9th,  and  'ZOtb,  but  the  percentage  of  loss  cannot  be  deter- 
mined until  later  in  the  season. 


sections  below  Evansville  at  the  close  of  the  month. 

IlViu/s.-Stroiiif  Kiisly  winds  occurred  over  Kentucky  on  the  4th.  LItHc  or  nr. 
damage  resulted  e.xcept  In  parts  of  Scott  County,  whero  liouses  and  ouU,ull<ili,Ks 
were  reported  daiiiagod  or  destroyed  and  trees  uprooted.  ouinuikjiiiks 

/f(i«..— Hail  fell  in  Scott  County  on  the  4th;  no  damapro  reported. 
tiitioLi"^''  ~^  ^^'^'^^  ^^^  *'*'^°  ^'"''™  "°  '■''*'  ^''*"''  *''P*^«nt'y  '^''1  ""'"  damaire  to  vokc- 


PRESSURE,    WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo 111. 

Cincinnati Ohio 

Kvansville Ind, 

Louisville Ky. 


Atmospheric  press- 
ure I  reduced  to 

sea-lovel.) 


Relative 
humidity. 


TEMPERATURE . 

The  mean  temperature  for  the  month  was  45.2°  or  1.2°  below 
the  normal.  There  was  one  short  but  decidedly  warm  period 
from  the  14th  to  the  16th.  On  the  16th  daily  mean  tempera- 
tures ranged  from  14°  to  28°  above  the  normal  for  that  day. 
Other  short  periods  of  comparatively  warm  weather  occurred 
from  the  3d  to  the  Gth  and  from  the  24th  to  27th.  The  rest  of 
the  month  was  cold  with  frequent  freezes  and  heavy  frost.  The 
lowest  temperature  occurred  generally  on  the  9th  with  readings 
below  16^  in  most  of  the  central  and  eastern  counties  The 
extremes  for  the  State  were  84^  on  the  oth  at  Ashland  and  on  the 
2Gth  at  Pikeville,  and  8°  on  the  9th  at  Clermont  and  Farmers. 

PRECIPITATION. 

The  average  precipitation  for  March  was  5.60  inches  or  0  77 
inch  above  normal.  Rainfall  was  fairly  well  distributed  over 
the  State  both  as  to  amount  and  frequency  of  occurrence.  The 
heaviest  rains  fell  over  the  upper  Green  and  Kentucky  water- 
sheds m  amounts  generally  over  seven  inches.  In  the  north- 
western counties  near  the  Ohio  River,  monthly  amounts  were 
slightly  over  four  inches.  The  periods  of  heaviest  rainfall  oc- 
curred on  the  6-7th,  19-20th,  and  the  27th.  An  unusually 
heavy  sleet  and  glaze  storm,  mixed  with  snow,  passed  over  the 
State  on  the  19-20th.  The  extreme  monthly  amounts  for  the 
State  were  8.01  inches  at  Greensburg,  Green  County,  and  3  77 
inches  at  Greenville,  Muhlenburg  County.  The  greatest  amount 
m  24  hours,  2.G5  inches,  fell  at  Graensburg  on  the  7th. 

MISCELLANEOUS. 

ie-/m'«.--The  Ohio  River  responded  to  periods  of  heavy  rain- 
tall  with  moderate  rises  and  approached  flood  stage  in  the  upoer 
and  middle  sections  between  the  26th  and  28th.  The  lower 
river  was  slightly  above  flood  stage  and  still  rising  slowly  in  the 


COMPARATIVE    DATA  FOR  MARCH. 


Temperature.         Precipitation        Numberofdays 


40.5 
41.2 
41.8 
40.6 
45.0 


49.6 
50.7 
43.9 
42.8 
46.4 
47.2 
52.5 
47.7 
52.2 
39.2 
54.9 
51.8 
44.8 
55.0 
46.0 
41.. 3 
46.5 
41.8 
37.8 
43.5 
45.9 
51.6 


45.6 
41.5 
49.2 
40.2 


44.5 
41.4 
41.2 
46.0 
43.6 
54.  B 
50.7 
42.2 
S3. 7 
49.4 
43.9 
40.5 


6.16 
7.94 
7.59 
8  10 
2.58 
3.50 
4.44 
4.43 
6.26 
4.45 
6.37 
2.28 
5.42 
5.14 
0.79 
2.57 
6.22 
7.22 
3.62 
2.11 


5.65 
4.85 
5.75 
8.11 
5.27 
3.05 
3  59 
2.80 
6.04 
2.64 


5.52 
4.83 
9.56 


5.04 
1.65 
4.48 
7.63 
5.60 


1 56-Year  average. 


■-f'-WS''' ' 
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CLlMATOLOGiCAL  DATA:  KENIUCKY  SECTION. 


March,*  1944 


Climatologlcal  Data  for  March.   1944. 


/ 


WESTEUN    DIVISION 

Beaver  Dam 

Earliugton 

Ford's  Ferr)  ,  D.iia  50 

Gilbertsville 

Greenville Smb. 

Hartford,  [near] 7  m  N . 

Henderson .ll-2mS. 

Hopkinsville 1-2  m  £  • 

Lovelacev:lle 

Mayfleld 

Murray ;■ 

Owensboro. 1-2  m  W . 

Owensboro,  Dam  46. 

Paducah   

Princeton 

Runisfy-  Lock    2X. 

RussellviUe 

Tj  niontown,  Dara  49 

CENTRAL  DIVISION. 

Addison.  Dam  45 

Anchorage 

Bowling  Green 

Brent ■ 

Brownsville,  Lock  6  X 

Burnside -  — 

CarroUton ,  Lock  1 

Clermont 

Danville   

Dix  Dam.  Burgin 

Eadsville 

Frankfort.  Lock  4 

Gest,  Lock  3 

Glassrow 3  m  NE 

Onint.   DaraSS 


Marshall... 
:\luhlcnbnrg 
Ohio ....... 

Henderson. . 
c:hristian.  .. 
Ballard   ..  .. 


D;ivicss    .... 

404 

JlcCrack  en 

341 

Caldwell.  .. 

529 

384 

Li'gau 

590 

357 

jraiig- 


Lock  ' 


Leitchlield 

Lexington 

Little  Hickman.  Lock  8.. 

Lockport.Lock2 

Louisville  

Do    Bowman  Field. 5 1 

Mammoth  Cave 

Monticello    —  . . 

Munfordville 

St.  .John 3n 

Saivisa.  Lock  6 

Science  Hill   ^• 

ShelbyviUe  2m  W. 

Smith's  Grove 

Steams 

Tyrone.  Lock  5 — 

Williamstown 

Woodbury,  Lock  4t 

EASTERN  division. 

Ashland 3  m  SE. 

Berea 

College  Hill.  Lock  11 

Cumberland..   4raS. 

Cynthiana 

F.almouth 

Farmers   

Flemingsbnrg 

Ford,  Lock  10 

Gravson    

Greenup.  Dara  30 

Hazard 

Heidelberg.  Lock  14 

Jackson  

.Tenkine 

London    


Warren  ... 
Campbell  . 
Edmonson 
Pulaski  ... 
Carroll .  . . . 

Bullitt 

Boyle   

Mercer 

Wayne.  ■•■ 
Franklin  . 

Henry 

Barren 


.4mE. 


MaysvilleDam  33... 

Middlesboro   

Mount  Sti^rlin? 

Oneonta,  Dam  35.    .  • 

Paintsville 

Pikeville 

Pippapass 

C^uicksand 

Ravenna.  Lock  12... 
Valley  View.  Lock  9 
Vanceburg.Dam  32. 

Williamsburg 

Willow,  Lock  13  .  ■• 
Winchft-Jter   


State  averages  and  extremes 


Green  

Jessamine 
Breckinridgf 
Oldham  ... 
Garrard  ... 
Gravsou  . . 
Fayette    ... 


Henry 

Jefferson  . . 
Jefferson  . . 
Edmonson 
Wayne  • . .  • 

Hart 

Hardin.... 
Mercer.  ... 
Pulaski   ... 

Shelby 

Warren  ■  ■  ■ 
McCreary  . 
Anderson. . 

Gnrnt 

Butler 


Boyd 

Madison... 
Madison... 
Harlan .  .  ■ . 
Harrison  . . 
Pendleton  . 
Row.an  .  . .. 
Fleming... 

Clark    

Carter 

Greenup . . . 

Perry   

Lee    

Breathitt  . . 
Letcher.  • . . 

Laurel 

Lawrence  . 
Mason   .... 

Bell  ....... 

Montgonier 
Campbell .  . 
.Johnson   .. 

Pike 

Knott 

Breathitt  . . 

Estill    

Madi.«on  . . 

Lewis  

Wliitley  , . 

Clark   


Temperature,  in  degrees  Fahr. 


45.8  .... 
■13.6!-  2 
-  0.9 


Precipitation  in  inches 


0.02 
-0.82 
+0.54 


-0.35 
+0.08 
+0.87 


+0.44 
-0  25 
-0.4 


5  271  +  1.06 

6.os;+o.bs 

+  0.97 


-0  61 
+2.53 
+0.94 


-1.72 


+0.03 
+  0  95 
+  1 

5.101+1 

8.211+3.02 

5..'i9|+1.29 

4.14 

5.54 

7.001  +  2.01 

5.6 

5.291  +  0.97 

6-12+1.85 

6.34+2  08 

4.72I+O 

5.6OJ 

5.8ft 

fi.91 

5.99 

6.23 


+0.11 

+  i'io 

+1.  35 

+1 


+  1.48 
+2.48 
+2.33 


+0.68 

+2.92 

+2. 

+0. 

+1. 


5.65+1 
6.26  +1 
6.2'1  +1 
6. 64  +1 
6.261  +  1 


7.20- 

7.22I- 
f).\t\  - 
5 .  r,'->  - 


Number  of  days 


18-19 


5 

( 

16-17 

2 

1 


E.G.  Young. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C  R.  Lovell. 

W.  R.  Carson,  Sr. 

George  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne- 

Ralph  B.  Wear. 

Virgtil  P.  Clark. 

Lockmaster. 

U.S.  Engineers. 

Alton  M.  Harvill. 

Lockmaster. 

Dr    Samuel  8.  McReynolds. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret, 

W.  Ky,  State  Teachers  College 

Lockmaster. 

Lockmaster. 

Sarah  E .  Lewis . 

Lockmaster. 

R.  P.  Amos. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfieet. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  LettieD.  Perkins. 

Lockmaster. 

L.  0,  Stiles. 

J.  C.  Ogg. 

Kentucky  Utilities  Go. 

D.  Lem  Hughes 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmater. 

US.  Weather  Bureau. 

U.S.  Weather  Bureau. 

Ivan  J.Ellsworth. 

E.  O.  Cooper. 
Roberto.  Smith. 
Sisters  of  Loretto. 
Lockmaster. 
WillamH.  Dobbs. 
WillaS.A.  Ratta. 
C.  W.  Gurnsey. 
Airway  Station. 
Lockmaster. 

Miss  Nettie  B.  Simpson. 
Lockmaster. 


Lockmaster. 

D.  H.  Center. 
Lockmaster. 
James  E.  Allen. 
Marshall  Hill. 
Jessie  Oldham. 

Mrs   CordaB.  Stamper. 
C  A.  Glasscock. 
Lockmaster. 

Lockmaster. 

H.  A.  Baily. 

Lockmaster. 

■las.  T.  Goff. 

R.  J.  Howard. 

Sue  Bennett  College. 

Zeb  Heston. 

Ijockmaster. 

Miss  Margaret  A.  Gunn. 

\V.  3.  Vice. 

Lockmaster. 

E.  C  Fraley. 

U.  S.  Weather  Bureau. 

Caney  Run  Com.  Center. 

R.  W'.  Jones. 

Lockmaster 

Loekniaster. 

Lockmaster. 

Charles  B    West. 


."Airway  Station. 


1 


All  temperature  data  are  Ukon  from  self-registering  thermometers. 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  tor  such  stations  as  have  ten  or 

used  in  determining  section  or  division  means.  tl!nni«.'y,  Brownsville  and  Woodbnry  are  Locks  on  the 

Reference  letters.  •.'■.•.  appearing  in  the  table  indicate  immber  of  days  missing;  for  example,  b  represents 

t  Also  on  other  dates.    1+ Received  too  late  to  be  included  in  mean    and  smnmnries.         T    Preemitfttion  is 


more  years  of  record,  but  all  complete   reports  are 
Green  River;  other  Locks  are  on  the  Kentucky  River 

two  days,  etc.  .  ,^  .,       „ 

less  than  0  01  inch  ram  or  meltci  snow 


March,  1944 


c:lima'i:olo(J1cai,  data:  kentik;ky  skctjon 


Dally  Preoipitatlon  for  March,  1944. 


llVsfcni  nil- 

Beiivor  Dam 

KurliiiBtou   •  — 

Kords  Kerry  Dam  50'. 

Ollbortsvllle' 

oroiniville 

Hartford 

Ueinierson 

Uopklnsvilli)     » 

LovolaceviUe 

MiiyrtoW 

MiHTay   . 

0\\  onshore   

(>\vtiinl)oro,  Dam  46'   ' 

I'.i.liu'ali' 

Priiuvtoii 

'{iiiiiBoy,  Lock  No.  2  *  . 

KussollviUe' 

ruioutowu.  Dam  .19'. .. 


Central  Division 

Addisou.Dam  -15.  * 

Aiiohorftge 

Bowlinfr  Ureen '  

Bowling  Green  No-  2' ....... . 

Bront,  Dam36''' 

Brownsville,  Lock  No.  6« 

Burnsido'  

CarroUtouLoek  No.  1*.. 

Clermont 

Danville* 

Dix  Dam,  Bnrsiu 

Ka.i.ville^ 

!•  i::nkU)rt.LockNo.  4". 

l^-t,   Lock^•o.3^. 


;ia- 


ss^ 


iiridat'.  Lock  No. 


Leitihliold   2 

Lexinston  t 

Little  Hickman,  Lock  No. 

Lockport,  Lock  No.  2  '■' 

Louisville'  J. 

Do.  Bowman  Field 

Mammoth  Cave^- — 

Montu-elio  - 

Munfordville  ^ 


.Lock  No  6  2). 


rvrone,  Lock  No.  5  ^t . . . 

iVilliamstown  ••' 

rt'oodl)ury,Loek  No. 4'. 


Eaflern  Dirifion 

\shlaiid  * 

Berea   

^oUfOHHill. 
Jumherlaiid 


r-k  No.  11 


Farmer?-  

Plomingsburg*  

PordLookNo.  10  ^t 

Sravson- 

Vreenup  Dam    30^ 

Hazard-  . 

-Ipidvlber?,  Lock  No.  14^ 
lackson  -  


Maysvi 
Midd'.pv 
Mount ; 
">neont: 


11     12     18     14     16     16     17 


18     19     20     21     2? 


Except  as  otherwise  indicated  ob.servations  are  ffpiiprallv  mo^o  i„(-„  ■    ^^      Z 

'First-order  Weather  Bureau  station :  P.recfp1t;7o^"1I"oV%he24-}rJur' period.''" -"""•  ""^'' 


49    .25  .45 

.91  .07 

■  781.08  T, 

1.12 


•t. 

.02|  T.  1 

.0' 

.... 

.0 

... 

T 

T. 

".m 

T.' 

T. 

.04 

.ifi 

.02 

.11 

0? 

T. 

T. 

'1'. 

.08 

.04 

.05 

16 

.10 

4.16 
8.49 
6.b5 
3.77 


4.fi0 
S.3.3 
5.60 
3.08 

4.41 
4.fi4 
4.49 
4.01 
5.99 
4.26 


5.27 

fi.08 
6.21 
4.*i2 
5.08 
7.83 


6.36 
4.36 
5.. 34 
6.64 
5.10 


5.99 
6.23 
5.78 
6.14 
6. 54 
6.24 
6.17 
5.97 
5.20 
5. 01 


5.00 
5.31 
6.83 
5.40 
5.26 

".5."  65 
6.26 
6.24 
r..64 
6.26 


r-^..t-..„.,w,,  ,,„,,-,.,.. -.^  n^,„.,^^^  ^       -J    .  ■  ind  precipitation  recorded  is  for  24  hours  ending  at  time  of  observation 

amount  then  recorded  is  for  the  precedinj?  24  hours  ~%'^^^.^?r'°.'^'  midmsht  to  midniprht  unless  otherwise  indicated,    ^precipitation  measured  In  the  morning' 

^   Trace,  or  precipitation  less  than  0.01  inch         ' '    tPn=<-  ,^f*;  ;tiv„5"3.^        "'^  measured  with  recording  gage.  *Includpd  in  the  next  following  measurement. 

"  "         '  '  ■iirau  uni<e  annres.ses  as  follows: —Lock  ."i.  Lnwrencel  ~  -      .    -    -.         .„        __..___._ 


Hneonta.  ralifornia.  K 
t-^'ii'  Hreen:  'C)  Cumberland 
Data  for  24  hours  ending  at  12.30  a 


„,,  ._         River  drainage  area   in  which  station  i« 
1  )  Tennessee:  ^O^Ohio:  ^M^  Mississippi 

n  meridian  time  adjn.sted  to  day  they  occur 


ncebnrg.  ICy.  :    Lock  6.  Versailles.  Ky,  Lock  8.  Nichnlasville,  Ky. 
located  is  indicated  as  follows:  (B)  BigSandy:  (L)  Licking:  (K.) 
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CLIMATO LOGICAL  DATA:   KENTUCKY  SECTON 


March,  1944 


Daily  Temperatures  for  March 

1944 

Statioi 

.- 

1 

2 

« 

4 

5 

A 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

iL 

18 

19 

20 

21 

22 

23 

^ 

25 

^ 

27 

28 

29 

30 

31 

Mean 

V/Mern    Dii 

S  Maximum  • .  ■ 

43 

53 

65 

67 

47 

67 

47 

36 

36 

48 

60 

61 

58 

78 

81 

63 

63 

44 

85 

42 

65 

60 

63 

75 

75 

79 

56 

64 

45 

55 

58.0 

Beaver  Dam   

'  Minimum  — 

30 

25 

36 

42 

32 

40 

27 

21 

15 

10 

33 

47 

29 

36 

49 

55 

85 

41 

32 

27 

25 

85 

45 

80 

40 

39 

44 

41 

34 

27 

26 

34.0 

S  Maximum  . . . 

42 

5S 

66 

62 

46 

66 

45 

35 

38 

51 

63 

62 

53 

81 

81 

71 

M 

69 

42 

35 

45 

67 

69 

67 

75 

78 

72 

56 

65 

45 

67 

58.2 

Earlington 

1  Minimum.... 

30 

24 

34 

34 

40 

27 

22 

15 

16 

49 

30 

85 

52 

57 

36 

42 

82 

27 

24 

35 

40 

31 

45 

38 

43 

42 

34 

28 

23 

34.0 

S  Maximum  . . . 

42 

65 

65 

65 

49 

65 

46 

39 

37 

50 

62 

60 

59 

78 

80 

73 

65 

58 

46 

82 

46 

66 

60 

65 

75 

77 

73 

57 

56 

46 

55 

58.1 

Ureenville 

(  Minimum 

2S 

24 

35 

47 

30 

39 

26 

19 

14 

16 

37 

46 

27 

35 

54 

55 

81 

41 

80 

20 

24 

33 

44 

28 

41 

88 

41 

39 

32 

25 

24 

33.0 

Henoerson 

)  Maximum  . . . 

42 

55 

66 

60 

45 

63 

44 

35 

86 

50 

62 

67 

55 

79 

80 

65 

64 

55 

40 

36 

89 

67 

60 

66 
36 

42 

73 

68 
42 

68 
89 

£3 
82 

46 
27 

66 
30 

66.2 
34.3 

(  Minimum  — 

30 

40 

32 

39 

27 

21 

17 

20 

36 

44 

28 

39 

52 

54 

34 

40 

31 

26 

25 

33 

44 

37 

S  Maximum  . . . 

44 

60 

6'- 

60 

56 

44 

42 

35 

40 

60 

65 

57 

63 

79 

80 

70 

65 

60 

60 

36 

60 

66 

60 

65 

69 

77 

70 

57 

53 

46 

67 

58.0 

Hopkinsville   ...... 

1  Minimum.... 

31 

29 

36 

47 

43 

36 

35 

25 

22 

2S 

32 

47 

32 

43 

50 

55 

87 

48 

35 

30 

30 

42 

49 

35 

44 

48 

50 

45 

42 

30 

30 

S8.0 

Lovelaceville 

j  Maximum  . . . 

60 

67 

61 

50 

65 

50 

40 

43 

60 

70 

67 

60 

81 

82 

77 

78 

74 

46 

40 

50 

67 

64 

67 

70 

73 

70 

60 

47 

48 

60 

61.1 

(Minimum.... 

24 

24 

35 

45 

35 

40 

28 

21 

17 

22 

86 

49 

35 

41 

50 

57 

86 

46 

33 

27 

37 

45 

88 

43 

39 

43 

42 

34 

;:« 

24 

86.4 

S  Maximum  . . . 

42 

56 

65 

52 

46 

66 

50 

39 

40 

55 

67 

68 

62 

76 

77 

72 

65 

63 

48 

38 

51 

66 

62 

63 

72 

72 

72 

68 

57 

46 

57 

69.2 

Mayfield 

(  Minimum.... 

24 

27 

39 

41 

32 

40 

23 

20 

24 

42 

47 

38 

43 

55 

56 

35 

46 

31 

25 

26 

37 

44 

37 

48 

38 

42 

41 

33 

29 

28 

36.9 

\  Maximum  . . . 

42 

57 

66 

63 

46 

65 

50 

36 

40 

45 
31 

67 
40 

59 

63 

35 

78 
44 

79 
55 

75 
57 

66 
37 

65 
48 

48 
34 

38 

50 
27 

66 
39 

61 

64 
52 

72 
46 

76 
40 

J4 
44 

58 
43 

67 
86 

46 
29 

57 
30 

68.9 
38.0 

1  Minimum 

21 

2S 

41 

42 

31 

40 

29 

25 

29 

49 

27 

47 

Owenslioro 

j  Maximum... 

Paducah  §§••■• 

Maximum  . ' .' 

43 

ko 

67 

62 

58 

66 

45 

39 

40 

56 

69 

69 

60 

79 

80 

68 

67 

50 

40 

39 

49 

m 

56 

67 

72 

74 

62 

67 

48 

46 

60 

"hi'.9, 

1  Minimum.... 

27 

28 

32 

30 

35 

85 

29 

24 

21 

22 

28 

48 

43 

43 

56 

36 

45 

35 

27 

26 

27 

40 

85 

86 

39 

40 

44 

41 

31 

29 

34.5 

1  Maximum.  .. 

44 

66 

65 

65 

47 

60 

46 

38 

39 

52 

68 

60 

60 

80 

82 

67 

65 

70 

45 

35 

50 

f 

66 

70 

75 

77 

69 

66 

66 

47 

69 

69.2 

Princeton ... 

!  Minimum.... 

25 

24 

32 

42 

39 

26 

22 

14 

31 

48 

30 

36 

40 

65 

32 

41 

32 

27 

22 

47 

28 

31 

39 

44 

41 

34 

29 

20 

32.8 

RiissellvilleSS 

1  Maximum  . . . 

50 

60 

60 

70 

56 

67 

to 

40 

5fi 

50 

50 

68 

60 

79 

84 

83 

65 

65 

67 

40 

55 

66 

60 

53 

80 

80 

62 

57 

65 

60 

,"i5 

61.4 

(Minimum.... 

29 

26 

26 

42 

32 

32 

28 

22 

16 

16 

19 

24 

43 

31 

31 

41 

40 

40 

35 

30 

30 

31 

40 

32 

22 

41 

42 

43 

43 

30 

27 

81.7 

Centra!.  D 

iiimon. 

Anchorage 

j  Maximum  . . . 

41 

50 

62 

64 

42 

65 

45 

?Q 

35 

44 
IS 

58 
29 

55 

53 
■/2 

76 
35 

81 
42 

71 
51 

60 
34 

51 
86 

36 

34 

35 

65 

55 
R5 

63 
29 

65 
43 

73 
86 

63 

45 

47 
30 

63 

44 

27 

51 
27 

63  8 
31.1 

)  Minimum 

28 

22 

29 

S? 

29 

38 

28 

19 

10 

37 

26 

26 

30 

32 

(  Maximum  . . . 

42 

55 

85 

68 

4l 

59 

46 

32 

39 

50 

63 

58 

59 

77 

79 

67 

65 

60 

42 

35 

49 

63 

53 

61 

75 

77 

69 

54 

66 

45 

55 

56.7 

Bowling  Green 

'  Minimum.... 

30 

27 

40 

41 

33 

38 

29 

22 

20 

23 

40 

48 

38 

41 

55 

57 

37 

42 

31 

30 

32 

37 

86 

34 

45 

40 

60 

42 

36 

30 

86.4 

Clermont 

(Maximum... 

44 

56 

65 

64 

46 

69 

53 

42 

38 

51 

03 

57 

58 

79 

83 

81 
.52 

62 

58 

38 

33 

37 

f, 

61 

48 

66 
28 

77 

78 

09 

48 

69 

28 

54 
52 

45 
26 

65 

58.3 
33.3 

(Minimum.... 

'ir 

22 

28 

44 

30 

54 

26 

22 

8 

14 

32 

44 

24 

36 

48 

38 

22 

SO 

36 

36 

49 

\  Maximum  . . . 
t  Minimum.... 

3i 
25 

50 
20 

62 
S2 

63 
46 

54 
26 

61 
32 

56 
26 

54 
18 

32 
11 

45 
16 

.S7 
28 

58 
40 

56 

27 

72 
30 

75 
46 

76 
57 

65 

37 

56 
36 

28 

26 

39 
27 

60 
31 

60 
33 

60 
26 

73 
33 

76 
36 

75 
50 

57 
35 

50 
84 

42 
26 

51 
26 

56.2 

31.0 

\  Maximum  . . . 

52 

64 

64 

57 

63 

56 

36 

47 

59 

56 

54 

74 

81 

79 

68 

59 

39 

35 

41 

65 

64 

62 

64 

77 

61 

59 

58 

46 

54 

57.6 

DLs  Brira 

(  Minimum .... 

3( 

26 

32 

49 

31 

43 

29 

21 

15 

17 

31 

30 

34 

46 

53 

40 

31 

30 

32 

35 

47 

31 

86 

38 

51 

39 

88 

31 

28 

34.6 

Frankfort 

\  Maximum  . . . 

41 

51 

64 

67 

49 

62 

67 

37 

45 

58 

58 

54 

76 

81 

76 

62 

56 

39 

35 

38 

65 

62 

62 

75 

71 

55 

58 

44 

52 

56.8 

(  Minimum.... 

29 

25 

28 

48 

28 

35 

28 

li 

13 

15 

26 

46 

27 

32 

38 

53 

88 

38 

27 

27 

31 

34 

47 

29 

33 

39 

BO 

37 

36 

28 

29 

32.7 

S  Maximum  . . . 

41 

4S 

62 

68 

49 

61 

65 

44 

35 

48 

64 

84 

61 

76 

78 

73 

63 

47 

37 

51 

59 

57 

64 

78 

79 

76 

56 

55 

44 

64 

58.0 

Glasgow   

(Minimum.... 

30 

23 

31 

49 

32 

35 

28 

21 

14 

15 

29 

46 

33 

47 

58 

40 

&i 

84 

SO 

31 

35 

47 

27 

34 

39 

49 

43 

35 

30 

27 

84.2 

Greensburg 

j  Maximum  . . . 

48 

57 

65 

.57 

51 

55 

54 

39 

39 

48 

58 

58 

60 

78 

77 

75 

70 

57 

45 

34 

45 

62 

60 

65 

76 

80 

80 

45 

46 

46 

65 

57.5 

(Minimum.... 

29 

23 

31 

48 

32 

38 

28 

22 

14 

15 

27 

45 

29 

33 

41 

51 

40 

38 

33 

30 

30 

36 

48 

29 

32 

29 

58 

39 

36 

28 

26 

43.5 

\  Maximum  . . . 

42 

54 

64 

68 

47 

66 

44 

31 

34 

59 

54 

56 

79 

81 

69 

61 

56 

38 

33 

36 

68 

58 

65 

75 

76 

67 

60 

54 

44 

62 

56.6 
80.4 

Irvington 

(  Minimum.... 

27 

21 

31 

37 

28 

36 

24 

12 

10 

12 

33 

44 

24 

82 

49 

53 

33 

35 

21 

24 

24 

SO 

41 

28 

41 

35 

41 

36 

.^.0 

24 

24 

Leitehfield  

)  Maximum  . . . 

43 

66 

72 

51 

65 

47 

45 

40 

52 

61 

62 

57 

79 

80 

73 

64 

54 

39 

34 

88 

66 

57 

63 

75 

77 

72 

53 

54 

46 

40 

57.5 

(  Minimum.... 

29 

25 

35 

43 

31 

39 

20 

16 

18 

35 

46 

29 

30 

51 

56 

85 

39 

31 

29 

33 

48 

33 

39 

3fi 

45 

.■»8 

33 

27 

27 

34.0 

Lexington   

1  Maximum  . . . 

52 

69 

68 

42 

63 

43 

28 

36 

45 

58 

52 

53 

76 

81 

66 

57 

42 

32 

31 

38 

65 

55 

61 

75 

74 

68 

46 

66 

43 

52 

53.4 

•  f  Minimum.... 

2.5 

22 

37 

33 

28 

.32 

25 

18 

10 

13 

32 

3.^ 

29 

38 

49 

45 

38 

27 

27 

29 

32 

35 

31 

39 

38 

38 

35 

29 

29 

28 

30.7 

Louisville 

)  Maximum  ... 

37 

46 

69 

66 

43 

68 

33 

43 

58 

56 

5S 

75 

80 

66 

56 

47 

34 

36 

63 

52 

60 

71 

73 

62 

47 

56 

41 

4- 

S2.4 

■  /  Minimum.... 

30 

38 

31 

29 

37 

27 

20 

21 

37 

37 

29 

39 

59 

45 

38 

34 

27 

26 

32 

35 

42 

36 

39 

38 

45 

38 

34 

28 

32 

34.0 

r>/^    RnwrniiTi  l^iplfi  '  Maximum  ... 

40 

52 

64 

46 

66 

2' 

35 

47 

59 

55 

55 

77 

81 

64 

57 

45 

34 

S3 

38 

65 

51 

63 

75 

75 

63 

•i^ 

52 

44 

52 

63.7 

1)0.  Dowman  riei 

(  Minimum.... 

2S 

27 

35 

29 

34 

27 

21 

17 

17 

33 

35 

28 

3f 

49 

46 

40 

34 

28 

27 

32 

34 

37 

84 

39 

38 

41 

38 

32 

28 

31 

32.5 

Mammoth  Cave-... 

\  Maximum  . . . 

4; 

56 

65 

68 

58 

65 

41 

33 

39 

60 

62 

54 

58 

79 

80 

68 

64 

48 

35 

34 

52 

65 

51 

64 

75 

78 

58 

60 

56 

45 

55 

,56.7 

■  (Minimum.... 

29 

21 

28 

45 

31 

32 

27 

20 

10 

11 

21 

46 

28 

A3 

38 

65 

38 

36 

32 

29 

28 

82 

40 

25 

39 

38 

41 

40 

41 

28 

23 

31  8 

St.  John 

)  Maximum  . . . 

41 

51 

63 

68 

51 

65 

55 

41 

89 

46 

68 

58 

55 

76 

78 

78 

66 

58 

41 

33 

65 

62 

62 

73 

76 

74 

66 

64 

44 

63 

57.3 

(  Minimum.  . .  • 

2" 

24 

SI 

49 

30 

38 

27 

19 

14 

16 

34 

46 

2X 

35 

43 

55 

36 

40 

30 

32 

2f 

33 

47 

29 

36 

38 

45 

,38 

34 

27 

27 

83.5 

Science  Hill 

\  Maximum  .  . . 

3- 

54 

63 

68 

51 

62 

54 

42 

36 

47 

63 

58 

59 

75 

78 

74 

59 

57 

49 

50 

51 

63 

58 

62 

74 

79 

77 

69 

57 

42 

50 

68.2 

"  (  Minimum.... 

2- 

23 

.32 

48 

30 

37 

29 

20 

14 

17 

SO 

44 

81 

35 

48 

57 

43 

38 

S3 

30 

30 

35 

45 

28 

S5 

39 

54 

41 

."6 

29 

26 

84.3 

Shelby ville  

)  Maximum  . . . 

40 

51 

62 

64 

46 

62 

55 

40 

36 

44 

58 

56 

54 

75 

80 

74 

60 

58 

37 

32 

35 

64 

62 

61 

74 

71 

72 

51 

54 

44 

52 

65.6 

■  (  Minimum.... 

2- 

21 

30 

45 

27 

34 

26 

10 

13 

30 

44 

25 

33 

44 

33 

34 

36 

26 

25 

28 

31 

45 

29 

37 

R6 

47 

34 

82 

23 

26 

80.6 

Smith's  Grove 

'  Maximum  .  •  ■ 
(Minimum.... 

44 
31 

56 
25 

63 
38 

67 
36 

48 
33 

67 
36 

45 
26 

82 
22 

39 

50 
18 

62 
34 

56 
40 

58 
30 

W 

53 

or 

52 

62 
45 

49 
39 

33 

34 
30 

47 
32 

65 

63 
37 

62 
31 

43 

76 
40 

67 
48 

65 
42 

55 
32 

44 
29 

53 
29 

56.1 
34.8 

Stearns 

\  Maximum  . . . 

57 

61 

47 

65 

43 

30 

38 

51 

55 

62 

77 

80 

71 

6] 

54 

62 

50 

51 

60 

56 

64 

74 

79 

68 

49 

54 

45 

52 

57.6 

■  (  Minimum .... 

2' 

21 

36 

3f 

31 

36 

24 

19 

15 

18 

38 

43 

33 

36 

49 

55 

42 

36 

34 

31 

30 

36 

36 

31 

38 

39 

47 

42 

31 

28 

26 

38.fi 

Williamstown 

)  Maximum  . . . 

35 

46 

62 

65 

53 

62 

56 

31 

43 

63 

58 

53 

72 

81 

79 

64 

54 

38 

4P 

61 

61 

61 

74 

73 

65 

52 

57 

42 

60 

65.6 

t  Jdinimum  — 

27 

21 

35 

46 

25 

32 

26 

18 

10 

17 

42 

28 

33 

49 

5? 

37 

34 

23 

22 

29 

30 

41 

32 

40 

35 

60 

33 

36 

27 

26 

31.8 

KnxUr,,    D 
A.shlana    

visirm. 

\  Maximum  . . . 
(  Minimum.... 

34 

48 
22 

64 

26 

70 

43 

64 

29 

68 
30 

58 
31 

42 
22 

32 
13 

45 

15 

61 
25 

58 
36 

.?^ 

67 

28 

84 
36 

I 

67 
42 

62 
S5 

i26 

36 
SO 

41 
80 

62 
33 

58 
43 

61 

3] 

78 
32 

78 
39 

68 

55 

67 
35 

61 
40 

44 
29 

52 
29 

67.3 
31.9 

Berea 

(  Maximum  , . . 

Si 

62 

62 

75 

6f 

85 

41 

35 

46 

61 

fiO 

56 

75 

79 

77 

6S 

68 

44 

88 

44 

65 

60 

62 

75 

78 

77 

66 

61 

42 

51 

58.4 

■  (Minimum.... 

24 

18 

31 

45 

25 

32 

25 

16 

10 

12 

43 

2r 

49 

63 

60 

40 

40 

25 

29 

31 

36 

46 

32 

31 

35 

53 

39 

37 

31 

30 

33.4 

Cumberland 

)  Maximum  . . . 
i  Maximum  . . . 

6C 
35 

71 

52 

62 

58 
69 

70 
6f 

60 

68 

50 

40 
46 

47 
31 

59 
46 

68 
63 

62 

60 

58 

63 

56 
80 

70 

78 

69 
69 

66 
65 

74 
41 

67 
40 

54 
41 

61 

65 

E6 
64 

67 
62 

7! 
77 

78 
76 

68 

72 

70 

,58 

51 
60 

67 
43 

57 
42 

62.5 

Farmers 

■■58:5 

■  (  Minimum.... 

28 

20 

24 

42 

28 

31 

80 

20 

8 

11 

23 

34 

27 

29 

37 

66 

40 

35 

27 

29 

29 

33 

45 

27 

29 

^9 

48 

36 

40 

80 

29 

31  4 

Heidelberg 

3  Maximum  ... 

3' 

5f 

65 

71 

59 

67 

66 

41 

88 

49 

63 

56 

68 

76 

82 

76 

63 

56 

39 

38 

49 

66 

60 

f.f^ 

78 

82 

76 

67 

60 

45 

63 

59.2 

(  Minimum.... 

3C 

23 

28 

43 

32 

S2 

30 

22 

13 

18 

23 

33 

31 

29 

36 

46 

46 

33 

33 

83 

33 

34 

47 

29 

30 

37 

49 

43 

38 

26 

25 

32.2 

London  

S  Maximum  . . . 
(Minimum.... 

Maysvllle 

i  Maximum  . . . 

3.- 

50 

62 

66 

58 

64 

57 

39 

31 

46 

63 

53 

si 

72 

82 

78 

69 

63 

43 

3? 

41 

64 

6.'S 

61 

7J 

71 

52 

62 

,59 

43 

50 

"sfi.O 
81.4 

•  (Minimum.... 

23 

19 

25 

44 

27 

34 

29 

21 

9 

13 

23 

38 

31 

29 

37 

49 

41 

36 

26 

29 

31 

33 

46 

29 

32 

39 

46 

36 

38 

30 

30 

Middlesboro 

j  Maximum  . . . 
■  (  Minimum.... 

Mount  Sterling  ... 

3  Maximvun . . . 

3F 

86 

53 

62 

68 

65 

64 

43 

29 

33 

45 

61 

52 

.52 

74 

80 

69 

,55 

44 

34 

83 

42 

66 

.57 

62 

75 

7.5 

67 

60 

.59 

42 

■■64;6 

(  Minimum .... 

27 

22 

23 

36 

28 

28 

28 

If 

11 

12 

18 

36 

V. 

30 

35 

51 

41 

39 

42 

26 

28 

29 

33 

31 

39 

36 

39 

36 

36 

31 

30.4 

Pikeville 

j  Maximum  . . . 

3S 

58 

66 

74 

49 

71 

48 

^'l 

3S 

50 

sr 

5< 

r.i 

77 

8f 

74 

6n 

54 

84 

6? 

52 

64 

56 

68 

76 

84 

68 

57 

64 

53 

65 

59.8 

■  (  Minimum.... 

28 

24 

29 

43 

32 

30 

30 

12 

26 

43 

34 

30 

46 

39 

34 

36 

32 

32 

34 

42 

81 

32 

39 

49 

42 

38 

28 

28 

3?.9 

Plppapass 

(  Maximum . . . 
■  (Minimum.... 

- 

Qiiidcsand 

)  Maximum  ... 

38 

58 

65 

73 

74 

72 

g! 

4f 

38 

5i 

66 

61 

6.'= 

87 

83 

74 

6.5 

61 

43 

45 

62 

68 

66 

68 

ii 

82 

76 

66 

64 

46 

64 
26 

32.5 

■  (Minimum... 

2E 

23 

29 

43 

33 

32 

32 

22 

13 

15 

24 

84 

81 

30 

36 

45 

45 

34 

32 

S3 

32 

84 

46 

31 

88 

50 

40 

37 

27 

Williamsbunj 

S  Maximum .  . . 

SQ 

51 

63 

fi2 

62 

59 

55 

41 

50 

61 

60 

62 

83 

70 

67 

57 

58 

53 

68 

,50 

64 

76 

88 

79 

62 

58 

48 

64 

61.6 

(Minimum.... 

3 

26 

34 

•5' 

sr 

41 

33 

3r 

25 

24 

31 

33 

27 

2- 

8f 

46 

"6 

28 

29 

26 

24 

28 

39 

22 

29 

33 

48 

38 

32 

23 

24 
60 
26 

32.0 
52.6 
Sl.O 

,,,.     .     ^ 

\  Maximum  ... 
(  Minimum 

34 
24 

50 
21 

6 
3f 

6r 

30 

39 
28 

6.1 

42 
26 

2' 
1' 

35 
13 

4'i 
17 

58 
34 

52 
37 

50 
28 

7fi 
32 

79 
51 

65 
52 

55 
39 

41 
33 

37 
27 

32 
26 

39 
25 

63 
82 

66 
37 

32 

74 
36 

74 
88 

60 

38 

60 
84 

5? 
80 

41 
80 

S5  Tnstniraents  are  read  in  tlip  morninf ;  tb<>  rnaximnm  tomperaturp  then  read  is  phar<red  to  the  preredine  day.  on  ■ 
*.'•''  eto.  indicate  repcpftiv-plv  i    ■>    s  ntc     <1nv<!  missir.?  from  ror-ord. 
WHO  I^misvinp.  4-25-)4  950 


ich  it  nlmopt  always  opours 
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U.  S.  DEPARTMl'NT  OK  COMMERCE.  WEATHER  niJRj'AU  ^/^y  i)  i 


CLIMATOLOGICAL    DATA 


13  KENT  UC  K  Y_j5  E  0  T  ION. 

__  E.  E.  UNGER^ 

Vol.  XLI>; Louisvillk,  Ky.,  Aphil,  1944 


No.  4 


&ENEHAX,    SUMMARY. 

The  elVoots  of  April  wcatlier  conditions  on  crop  ^vnv/ih  and 
ttirm  oixMations  wore  rather  varied.  Cold  weather  during  the 
tir^t  week  vyith  temperatures  near  or  below  freezing,  checked 
Ki-owth  and  lurther  delayed  seasonal  planting  and  plowing. 
.Moderate  to  heavy  rainfall  during  the  second  week  stopped  all  of 
t  US  work,  which  on  the  whole,  was  about  two  weeks  late  On 
the  other  hand  more  favorable  conditions  during  the  latter  half 
ot  the  nionlh  were  reilected  in  more  rapid  growth  of  winter 
grains,  altalta,  clover  and  pastures.  Wheat  generally  made 
good  growth  with  plants  about  20  inches  high  and  formin- 
sheathes  in  the  more  advanced  fields  by  the  close  of  the  month 
borne  helds  that  had  not  germinated  became  green  under  favora- 
ble temperature  conditions.  Tobacco  continued  raostlv  good 
though  plants  remained  small  and  some  were  killed  during  cold 
periods  early  in  the  month.  Planting  of  oats  continued  and 
some  came  up  to  good  stands.  Seeding  of  clover  and  lespedeza 
made  good  progress  and  was  nearly  completed  during  the  month 
A  little  corn  was  planted  in  a  few  western  counties  The  peach 
crop  was  practically  ruined  by  frosts  but  other  fruits  withstood 
the  low  temperatures  fairly  well. 


a  U'w 


tho  contral  and  weHterri  coiiiilloB  on  tlu-  lOIti,  nth 
laccs  in  tho  western  counties  on  llio  28(1,    No  lUumitv 


//<(//.-  Hall  frll  I 
14th.  and  lOtli,  ami  n 
wa.s  reported. 

Errata.-March,   19U:  Page  10,  Greenville,    mean   toniperaturo  should  bo  ■1.'; 
Mammoth  Cave,  minimum  temperature  should  be  10  on  9th;  Willlanisburg 
temperature  .should  be  22  on  2ah.     Pa«e  U  Greenville,  mean  maximum shou 


mlnlniuni 
Id  bf!  68.4. 


TEmPERATUKE. 

The  mean  temperature  for  April  was  55.6=  or  0.5°  below  nor- 
mal. Periods  with  temperatures  above  normal  alternated  with 
abnormally  cool  periods  resulting  in  a  monthly  mean  but  slightly 
below  the  seasonal  average.  Killing  frosts  occurred  on  the  6th 
and  13th  over  practically  the  entire  State  and  as  late  as  the 
2.)  h  m  the  extrprae  eastern  counties.  The  highest  temperatures 
with  a  few  exceptions  occurred  on  the  21st  and  22d  and  the 
lowes  principally  on  the  oth.  The  extremes  for  the  State  were 
SJ  at  a  number  of  stations  on  the  21st  and  22d  and  17^  at 
Cumberland  on  the  4th  and  at  Danville  on  ihe  5th. 

PRECIPITATION. 

The  average  monthly  precipitation  was  4.73  inches  or  0.74  inch 
above  normal.  Showers  were  frequent  throughout  the  section 
during  the  month,  but  the  greater  portion  of  the  rainfall  oc- 
curred between  the  7th  and  11th  and  between  the  23d  and  27th 
The  monthly  amounts  ranged  between  seven  inches  over  the  lower 
Kentucky  watershed  and  less  than  four  inches  over  the  souTh- 
eastern  counties.  Light  snow  fell  over  portions  of  the  central 
and  over  a  of  the  eastern  counties  on  the  4th.  The  snow  mo  ly 
melted  as  it  fell,  but  in  the  extreme  eastern_ counties  mIxSmum 

monthly 
^,     ,  —■  inches  at 

,,      ,r  r,  '  the  least  3.26  inches  at   Monti- 

:el]o,  W  ayne  County.     The  greatest  fall  in  24  h 
nches  at  Lovelaeeville  on  the  10-1  Ith. 


xn.uru  ««  It  len  oui  in  tne  extreme  eastern  counties  ma 
depths  exceeded  1.6  inches  in  some  places.  The  greatest  n 
amount  of  precipitation  recorded  in  the  State  was  7  27ir 
i.ockport,  Henry  County,  and  the  least  3.96  in,.T.o.  „f 


lours  was  3.15 


MISCEIiLANEOUS. 

'  TM°,  T'  i^°^  ''"^^  ■"  "^°  "PP°^  ""d  '=i<3'31e  sections 

'  and  went  above    flood   stage  in  the   section 

nood  stage  in  the  extreme 

4  series  of  heavy  wind  squalls  that  parsed    over   Henrv     QhaiK 

5wen,  Scott  and  Grant  counties  on  the  11th  damaged  residenceT-  ^' 


Rirfi-s.-The  Ohio  Ri 
ncident  to  heavy  ratns  on  the  10-1 

)elow  Dam  47  on   the    15th.     The    nver  was  still  abo' 
ower  section  at  the  close  of  the  month. 


<httj 


.nd  other  property.    Loss  is  conservatively  estimated 
njured  near  Owenton,  Owen  County. 


barns,  outhouses 
Two  persons  were 


PRKSSDRE,  WIND,  HUMIDITY  AND 

SUNSHINE 

Atmospheric  press- 
ure  reduced  to 
sea-U'vel.' 

Wind, 

Uelatlve 
liumidlty. 

H  ^ 

Stations. 

i 

s 

, 

1 

liil 

1 

1 

s 

<a 

^ 

S 
ft 

B 
a 

( 

Cairo 111. 

Cincinnati Ohio 

Kvansville........lnd, 

Louisville Ky. 

30.43 
30.50 
30.45 
30. 48 

28 
28 
28 
28 

29.40 
29.34 
29.. 3.5 
29.35 

15 
15 
15 
15 

11.2   31 
8.9    26 
10.5   28 
10.7    35 

,»w. 
sw. 
sw. 
sw. 

23 

15 

79 
81 
80 
79 

60 
54 
55 
56 

.59 
57 
60 

62 
63 
56 
54 

226 
347 
317 
233 

1890 

1891 

1892 

1893 

1894 

1895 


1915. 


1916.... 
1917.... 
1918.... 
1919.... 
1920.... 
1921.... 
1922.... 
1923.... 
1924.... 
1925.... 
1926.  .. 
1927.... 
1928.... 
1929.... 
1930... 
1931.... 
1932.... 
1933.... 
1934 .... 
1935.... 
1936.... 


1940 

1941 

1942 

1943 

1944 

Periodt. 


COMPARATIVE    DATA  FOR  APRIL. 


Temperature. 


58.0 
56.0 
5.8.0 
66.0 
57.2 
63.6 
55.6 
52.4 
57.2 
56.2 
50.9 
54.2 
55.4 
50.8 
56.7 
59.5 
48.2 
59.8 
56.1 
55. 4 
53.8 
58.4 
55.3 
55.7 


50.8 
58.2 
.59.5 
64.8 
57.4 
61.2 
51.6 
53.7 
52.9 
60.1 


Precipitation 


4.07 
3.51 
6.16 
4.09 
4.25 
4.88 


6.39 
4.20 
3.57 
1.31 
4.52 
3.88 
4.74 
2.16 
4.42 


3.01 
3.93 
4.73 
3.99 


Number  of  days 


t.ifi-Year  average. 
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CLIMATOLOGICAL  DATA:  KENTUCKY  SECTION. 


April,  1944 


Climatological  Data  for  April,   1944. 


WESTERN   DIVISION 

Beaver  Dam  ■  •  • 

Karliiigton 

Ford's  Ferr).  Dain  50 

Gilbertsville 

(Jreeuville H  in 

Hartford,  [near]  ..■■■'  m 

Henderson .1  1  -  m 

Hopkiusville 1  .i  in 

Lovelacev.lle 

Maylield. 

Murray 

Owensboro. 1-2  m 

Owensboro,  D:iiii  46...    •• 

Puducah   

Priuceton 

Ramsey,  Lock   2t 

RassellYille 

U  uioiitown.  Dam  49 

CBNTUAL  DIVISION. 

Addison,  Dam  45 

Aachorage 

Bowling  Green 

Brent .•■■•  — 

Brownsville,  Lock  6  +•    ■  ■ 

Bnrnside • 

(Jarrollton ,  Lock  1 

Clermont 

Danville    

Dix  Dam.Burgiu 

Eadsville   ....-• 

Frunklort,  Lock  4 

Gest,  Lock  3 ■  • 

Glasgow 3ml 

Grant,  Dam  38 

Greensburg 

High  Bridge,  Lock?..... 

Irvingtou    

LaGrange 1  m  N 

Lancaster 

L«ilchfield 

Liixiiigtoii 

Little  ilickman.  Lock  8. . 

Lockport.  Lock  2 ■  • 

Louisville  

Do    Bowman  Fields  11 

Maiiiraotli  C:.v,- .. 

Monticello    —  ■ . 

Munfordville.. 

St.  John 

Saivisa.  Lock  6 
Science  Hill  •• 
Shelby ville  .... 
Smith's  Grove. 


mSW 
m'w 


Tyrone,  Lock  5 

Williamstowii 

Woodbury,  Lock  4t- 


.Marshall 


Callowaj 
Davi.....s. 
D.nn-ss 
McCvack 
Caldwell 
McLean 
L^.gaii.. 
Union.. 


Breckinridg 
Jefierson  . . 
Warren  . . . 
Campbell  . 
Edmonson 
Pulaski  ... 
Carroll  .  . . . 

Bullitt 

Buyle  

Mercer 


Henry 

Barren  — 

Boone 

Green  

Jessamine 
Breckinridge 
Oldham  ... 
Garrard  ... 
GravBon  .. 
Fayrtte  ... 
Jessamine 

Henry 

Jcttersou  .. 
Jefferson  ■  ■ 
Edmonson 
Wayne  — 

Hart 

Hardin  .... 
Mercer.  ... 
Pulaski   ... 

Shelby 

Warren  . .  • 
McCreary  • 
And(^rsou. . 
Grant 


;>,  m  i 


t:»lle-e  Hill.  Luck  11  .... 
Cumberland  . .   ■  ■•  — 4  1 

Cynthlana 

Falmouth 

Farmers   

Pleraingsburg •  • 

Ford,  Lock  10 

Grayson    ••■ 

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14 

Jackson  

Jenkins 

London     

Louipa 

Mavsvi!l.'l)aiii:i!  ■)  i 

Middl. ■,-•„!.  II    

Mount  -l'  rli"^' 

Oueonta.  D.ini  iiO 

Paiutsville 

PikeviUe 

Pippapass 

Quicksand 

Kiivenna,  Lock  12 

Valley  View.  Lock  9  .  ■ . . 

Vnnceburg,  Dam  32 

Williamsburg 

Willow,  Lock  13 

Winchester   •  •  •   • 

State  averages  and  extremes] 


Butler. 


Harlan.  •• 
Harrison  . 
Pendleton 
Uowan  .  . . 


Carter  . . . 
Greennp.. 
Perry    .... 

Lee    

Breathitt  . 
Letcher.  •  • 
Laurel   ■  ■  • 


Pike 

Knott.... 
Breatliitt 
Estill  ... 
Madison 
Lewis  ... 
Whitley  . 

Lee   

Clark   ... 


lemperature,  in 


+  0.5 

0. 
+  0.5 
-  0.8 

r  0.2 


55.6 


PreciDitation  in  inches        JNumberof  days. 


20 

+  0.30  1.82 
+  1.86  3.00 
1.93 


+  1.9r) 
-1-0.78 

1.80 
+0.66 
+0.72 

1.62 
+0.76 
+  1.10  2.67 
+  0  12i  1.72 
+  1.081  2.36 
+  0.80i  1.50 
+2.161  3.11 


+1.73 

+6!84, 
+  1.20 
-0.4< 
+0.08 
+0.87 
4-0.78 
+  0.94 

+2!69 
+0.0" 
+0.71 
+  1.04 
+3.05 
+2.59 

+  i!65 

+1.74 
-1-0.98 
-HO.. 30 


+0.32 
+0.51 

+  0.2! 


-1-0.45  1.71 

H-0.41  2.07 

+  0.yo!  2.12 

0. 90 

+0.31  0.91 

-0.25  1.11 

+0.7«  2.06 

-0.73  1.30 

+  0.49  1.68 


-0.14 

+  0.  29 

+0.10 

+  0.82    2.07 

-0  36  2.20 
4.31;+0.f'-l  1.70 
5.16  +n.Bft  2.63 
4.071+0.60    1.05 


3.96,-0-^2    1...   I   .. 
4.55    1-0.47    2  24      10- 
4.211  +  1.01  1.56 
5.54 I  1.95        11     1 


4.731  +  0.741  3.15 


E.G.  Young. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C   R.  Lovell. 

W.  R.  Carson,  Sr. 

George  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers, 

Alton  M.  Harvill. 

Lockmaster. 

Dr   Sa.muel  8 .  oIcReynolds . 

Lockmaster. 


Lockmaster. 

C.  E.  Barret, 

W.  Ky,  State  Teachers  College 

Lockmaster. 

Lockmaster. 

Sarah  E .  Lewis . 

Lockmaster. 

R.  P.  Amos. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

.loe  Norfleet. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  LettieD.  Perkins. 

Lockmaster. 

L.  O,  Stiles. 

J.  C.  Ogg. 

Kentucky  Utilities  Go. 

D.  Lem  Hughes 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmater. 

US.  Weather  Bureau. 

U.S.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.G.  Cooper. 

Robert  C.  Smith. 

Sisters  of  Loretto. 

Lockmaster. 

WillamH.  Dobbs. 

WiUaS.A.  Ratta. 

C.  W.  Gurnsey. 

Airway  Station. 

Lockmaster. 

Miss  Nettie  B.  Simpson. 

Lockmaster. 


Lockmaster. 

D.  H.  Center. 
Lockmaster. 
.lames  E.  Allen. 
Marshall  Hill. 
Jessie  Oldham. 

Mrs   CordaB.  Stamper. 
G.  A.  Glasscock. 
Lockmaster. 

Lockmaster. 

H.  A.  Baily. 

Lockmaster. 

Jas.  T.  Goff. 

R.  J.  Howard. 

Sue  Bennett  College. 

Zeb  Heston. 

Lockmaster. 

Miss  Margaret  A.  Gunn. 

w.  3,  Vice. 

Lockmaster. 

E.  C  Fraley. 

U.  s.  Weather  Bureau. 

Caney  Run  Com.  Center. 

R.  W'.  Jones. 

Lockmaster 

Lockmaster. 

Lockmaster. 

Charles  B    West. 

Lockmaster. 

Airway  Station. 


initiit 


li)|-: 


i;I,1MAU()I.()(;|(;a1.  data:   KENTUCKY  HKCTlON 


Daily  Preolpitation  for  April,  1944. 


ll'('s^T/i  niriifion 

Boa  ver  Paiu 

KiirlingtOH    «.... 

Kords  Ferry  Dam  60» 

Utlbertsvllle' 

lin't'iiville 


>iy,  Lock  No.  2  » 

Ilville" 

itowii.  Dum  49«.. 


Centml  Divifhit 

Addisoti.Diim  45.  - 

Aiu'liorago 

Bowliusr  Greeu  *  

Bowliiiy  Green  No.  2"  —  . 

Bn-nt.  D!ira36-  

Brownsville,  LocTv  No.  c^. . 

Burusicle*  

CarrolltonLock  No.  1*.. .  . 
Clermont 

Danville'^ 

Dix  Dam.  Burgiii  -.... 

i::ids\ille°-...: 

1  runkfort.LockNo.  4-.... 

tifst.  LockNo.3'-'.. 

Glasgow 

Gniat,  Daiu  3S- 

Greensburg  ^ 

High  Bridge, Lock  No.  7^. 

Irviugton   

LaGrange 

Lancaster^ 

Leitchlield  = 

Lexington  t 

Little  Hickmau,  Lock  No.  ; 

Lockport,  Lock  No .  2  - 

Louisville^  t- 

Do.  Bowman  Field 

Mammoth  Cave'-. 

Jlouticello  2 _ 

Munfordville  ^ 

St.  .loliii  - 

^nlvisa.LockNoPM 

Science  Hill 


ryroue.LockNo.,5  2t... 

Williamstown  - 

Woodbury,  Lock  No. 4^. 


Rnmberland 

;"yiitbiunn -^ 

Pahnouth'^   

Farmers^  

Flemingsburg^ 

Ford  Lock  No.  10 -t 

Grayson^ 

"ireeuup  Dam    30^ 

Haza.d- 

rieidclber?,  Lock  No.  14- 
Jft(kson  ■-' 


Louisa- 

MaysviUe.  Dam  33"^  . . 
Miildlt'Sboro      


Day  or  moiitli 


louiit  .Sti^rling 

L 

">neontal)uni  35  = 

Paintsvillc   2. 

^-ikeville" 

B. 

^ippapass 

K. 

iuicksand^ . 

K 

i'lvcnna.    Lock  No.  12" 

K 

'.■ille-y  Vi..w.  Lock  No.  9   ..    . 

K 

-nncehnrs,  DamNo.32  2. 

o 

Villiamsburg^.                    

Villow.  Lock  No.  IS'." 

K 

Vinchester  " 

K. 

1      12      18      14      18      Id      17      IH      19     20     21     22     28     24     28     2fl     27 


.97|   .20 


■10|2.07 
■  08  1.07 
.3.5  2.06 
.122.05 


.05 

.03   T. 
.01    .01 


fin 

.11 

48 

02 

•n 

?.( 

21 

.15 

34 

Dfi 

?fi 

'1', 

.■is 

.-)■; 

.38 

27 

44 

r. 

.3,1 

IK 

OK 

.12 

-( 

30 

.1'' 

2E 

(W 

.39 

.O*' 

OS 

.27 

05 

.21 

25 

''3 

)3 

.05 

IR 

S3 

..38j 

.021  T. 

T.'  't. 


i^^i^;B^ls^l^^i:r=^!s")i^f-?-"-.--^^^ 


28     20     UO     81 


4.92 
6.27 
5.91 
6.28 
6.49 
6  09 
5.ii7 
5.C6 
•J.  47 
5.fi1 
4.38 
5  36 
5.23 
5.% 


6.63 
4.79 
4.61 
4.97 
8.74 
3.94 
3.30 
5.06 


6.29 
5.53 
4. 40 
4.21 


7.27 
6.47 
5.98 
6.26 
3.26 

5^26 
4.26 


4.00 

4.20 
4.8S 
3.55 
4.41 
3.95 
4.6.8 


4.61 
4.04 
5.26 


4.28 
4.02 
4.31 
5.16 
4.07 


3.96 
4.55 
4.21 
5. £4 


FMrst-order  Weather  Bureau  station ;  precipitation  is  for  tlT>lhour  period  midn^i^^fT"  -^'"'l'  '"1  r>reciritation  recorded  i.  for  24  boor,,  ending  at  time  of  ol 
■mount  then  recorded  is  for  the  precedine  24  hoiirs  *P?ecipft«?in;,^or.,^  .V°  midnight  unless  otherwise  indicated.    ^Precipitation  mea.sured  in  the 

^- .T^'-'l, 01-  precipitation  less  than  0.01  inch.  tPncf  ^m ^^I'^P^ll^l''''. T"l^'''^''^^  ^'th  recording  gage.  _     *Ir!cluded  in  the  „Pxt  following  measurem 


..a.a  fon4?,o,:^  jsfiii^yoiz  i;r^rSd[^;^!za^:,KtrH. 


time  of  observation, 
d  in  the  morning: 
following  measurement. 
Ky.  Lock  8.  Nicholasville,  Ky. 
g.«andy;  (L)  Licking;  (K.) 


la 


CLIMATOLOGICAL  DATA:   KENTUCKY  SECTON 


April.  1944 


Daily  Temperatures  for  April,  1944. 


\Vej>leni    D 

Beaver  Dam  

Earlington 

Greenville 

Henderson 

Hopkinsville   

Loveliiceville 

Mayfiold 

Murray   

Owensboro 

Paducah  §§ 

Princeton 

Riissellvnie§§ 


■'ision. 
\  Maximum  . 

\  Maximum  . 

•  !  Mluimum . . 
\  Maximum  . 

•  I  Minimum.. 
(  Maximum  . 
)  Minimum . . 
j  Maximum  . 

•  I  Minimum.. 
(  Maximum  . 

■  )  Minimum.. 
\  Maximum  . 

•  !  Minimum.. 
\  Maximum  . 

■  ?  Minimum.. 
1  Maximum  . 

•  'I  Minimum.. 
Maximum  . 
Minimum.. 

J  Maximum  • 
I  Minimum. . 
J  Maximum  . 
I  Minimum.. 


-i 


CeiitnJ  Di 

Anchorage  

Bowling  Green 

Clermont 

nanville 

Dix  Dam 

Frankfort 

Glasgow   

Greensburg 

Irviugton 

Leitchfield 

Lexington   

Louisville 

Do.  Bowman  Field 

Mammoth  Cave 

St.  .John 

Science  Hill 

Shelbyville  

Smith's  Grove 

Stearns 

Williamstown 

EfiKtem   Dir 

Ashland    

Berea 

Cumberland 

Farmers 

Heidelberg 

London  

Maysville 

Middlesboro 

Mount  Sterling  .  • 

Pikeville 

Pippapass  

Qnlcksand 

Williamsburg  — 
Winchester 


iimnn. 

j  Maximum  . 
1  Minimum.. 
S  Maximum  . 
'  Minimum . . 
S  IMaximum . 
/  Minimum , . 
\  Maximum  . 
'  MiiiiDium . . 
i  Maximum  . 
(  Minimum.. 
)  Maximum  . 
(  Minimum.. 
i  Maximum  . 
(  Minimum.. 
j  Maximum  . 
'l  Minimum.. 
S  Maximum  . 
(  Minimum.. 
\  Maximum  . 
(  Minimum., 
j  Maximum  . 
(  Minimum., 
j  Maximum  . 
(  Minimum . . 
)  Maximum  . 
(  Minimum.. 
S  Maximum  . 
(Minimum.. 
)  Maximum  . 
(  Minimum.  . 
S  Maximum  . 
(  Minimum . . 
(  Maximum  . 
)  Minimum . . 
*  Maximum  • 
(  Minimum., 
j  Maximum  . 
/  Minimum.. 
J  Maximum  . 
I  Minimum.. 


S  Maximum  . 
(  Minimum. . 
S  Maximum  . 
(  Minimum.. 
(  Maximtim  . 

)  Maximum  . 

/  Minimum . . 

J  Maximum  . 

1  Minimum.. 

\  Maximum  . 

(  Minimum. . 

(  Maximum  . 

)  Minimum. , 

S  Maximum  . 

(  Minimum., 

)  Maximum . 

(Minimum.. 

j  Maximum  . 
'  (Minimum., 

j  Maximum . 
'  (  Minimum., 

j  Maximum  . 
'  (  Minimum. , 

(  Maximum . 

(  Minimum., 

j  Maximum  , 

(  Minimum.. 


2^ 

5;,! 

4H 

4( 

■M 

28 

47 

4( 

■M 

27 

SO 

41 

26 

2H 

,"1(1 

4t 

?7 

4fi 

4fi 

27 

28 

48 

4« 

24 

27 

.W 

4(1 

w 

2H 

4S 

42 

27 

27 

44 

24 

31 

40 

44 

2K 

H() 

47 

40. 

2fi 

H2 

4.1 

4r 

2f 

17 

4(5 

4f 

■M 

■M 

5r 

4:- 

28 

2< 

ftf 

Sf 

27 

8( 

47 

« 

7S!     7(1,     fi2l     40 


37 

25 

M 

h4 

ir 

2R 

71 

7n 

IIT 

84 

7J 

M 

a(^ 

28 

7S 

59 

H( 

23 

44 

4H 

SO 

25 

47 

ROj     8fi 

42      4f) 


41 

as 

fi7 

57 

41 

H7 

m 

5C 

45 

4(: 

72 

hi; 

41 

70 

59 

60 

84      80 


4S      50      fil      62 


Jl     ^^1 


■6      70 


5§  Instnnnniits  are  read  in  1 
•.''.°  etc.  indicate  respecH 
•V   B  O  r^uisville.  5-2.5.44  950 


!  chariTPil  tn  t^lip  pi" 


Jr- 


\/^x1    H'  -/  Ll 
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'riicrnial  ami 
ci(l(Hll.v  favoial 
inoati  tonipi'vatuic  w; 
ud  fa 


GENERAL    SUMMARY. 

istuiT  coiulilions  during  May  \v(m-(-  ))o(Ii  dc- 
u-  crop  dovolopiiicut.  W'li'ilo  the  niontlily 
ono  of  the  liighcst  on  record,  adequate 
soil  moisture  and  fairly  frequent  showers  in  most  sections  brought 
al.out  increased  activity  in  preparation  of  the  soil  and  planting, 
and  caused  early  germination  of  seed  and  vigorous  plant  growtli. 

Wlu'al  made  better  than  seasonal  progress  and  was  heading 
and  rii)ening  freely  at  the  close  of  the  month  with  some  fields 
almost  ready  for  cutting.  Corn  planting  was  started  during  the 
hrst  decade  of  the  month  and  was  Hearing  completion  at  its  close. 
Plants  came  up  rapidly  to  good  stands  and  some  fields  received 
their  first  cultivation. 

Due  mainly  to  the  small  size  of  plants  and  the  appearance  of 
fungus  diseases  \\\  some  of  the  beds  in  the  southwestern  sections, 
tobacco  transplanting  was  rather  slow^  and  did  not  become  gen- 
eral until.the  last  week.  In  relatively  dry  sections  where  rain 
had  been  light  and  scattered,  the  high,  temperatures  caused  rapid 
evaporation  of  the  topsoil  moisture  which  resulted  in  uneven 
and  in  some  cases  poor  stands. 

Considera])lo  hay  was  made  during  the  month  and  the  first 
cutting  of  alfalfa  was  about  completed.  Clover,  lespedeza,  and 
pastures  reflected  local  moisture  conditions  and  in  some  of  the 
western  districts  the  effect  of  insufficient  rainfall  was  beginning 
to  appear  at  the  close  of  the  month.  I>Iay  ended  with  most 
crops  near  the  seasonal  state  of  advancement  and  farm  work, 
on  the  whole,  nearly  up  to  date. 

TEMPER  ATTJRE . 

The  mean  temperature  for  the  montJi  was  70.3°  or  4.S^  above 
normal.  Only  one  previous  IMay,  that  of  1896,  had  a  higher 
monthly  temperature  average.  There  was  but  one  short  but 
rather  sharp  e..(.l  period,  from  the  4th  to  the  8th.  Light  to 
heavy  frosts  were  general  over  the  State  on  tlie  Tib  witli  temp- 
eratures falling  below  freezing  at  a  muiibcr  of  ])la<Ts,  but  no 
damage  of  consequence  was  reiioi-tcd.  \\'lnl<'  ma -dniuin  temp- 
eratures were  not  excessivelv  lii-li,  niid-smiiiii.T' beat  prevol.,! 
generally  Iroiutlie  11  tli  to  tl„.  end  of  tlie  iiio,ii  1,.  i':xtivnie^  lor 
the  State  were  Do  at  rvu^sellville,  l.tioau  C(amtv,  on  tlie  Kith 
2(ith,  and  29th,  and  29^  at^severnhvest-central  stations  on  the  7th. 

PRECIPITATION. 

The  average  precipitation  for  IMav  was  3.62  inches  or  0  31 
inch  below  normal.  In  general  the  lieaviest  rainfall  occurred  in 
the  northeastern  counties  and  th.e  lightest  in  portions  of  the  Blue- 
grass.  However,  heavy  thundersh(:n\ers  occurred  in  scattered 
locahties,  principally  in  Breckinridge  and  Callowoy  counties 
which  had  ni(:>nt]ily  amounts  much  in  excess  of  tl 
from  adjacent  districts.  Periods  of  raiiifall  ',\<av 
fined,  liut  most  of  the  rain  fell  on  the  4t]i  and  r,th  a 
and  central  sections  also  on  the  24tli  and  2r)tli.  T 
trenies  were  7.71  inches  at  Irvington,  Hreckiiir!(lg( 
1.65  inches  at  Oest,  Henry  Comity.  The  greatest 
corded  in  24  hours  was  4.6,5  inciies  at  ?>h'rrav  ( 'all 
on  the  3-4th. 


in  11 


I    u|.|ier  dislricis  exctept  for  temporary  small 
pnlalion  of  the  dams  or  rimolf  fi'om  locally 


heavy  showc 

IMl.     Light  hail  occurred  at  Owensboro  and  Henderson  oi 
the  ir)th  and  at  Karlington  on  the  3d.     Nodamage  was  reportf^d 


reported 
ratlier  ill  de- 
iid  in  e;r-tern 

County  and 

amount    re- 

o\- a\'  Couiit\- 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 

Atmosphoric  pres.s- 



Kelatlve 

sea-lovol.) 

humldit.v- 

•o 

II 

Stations. 

1 

i 

1 

3 

i 

■"^'o 

1 

i 

1 

a 

a 

a 

W 

O 

« 

i.  ^ 

s 

p 

o 

<D 

(S 

P 

Cairo III. 

30.38 

.1 

29,76 

22 

7,3 

?fi 

s. 

9 

R3 

W 

7j 

58 

Cincinnati Ohio 

30.42 

11 

29, 7S 

21 

fi,f 

2» 

21 

87 

Evansville Ind, 

30.40 

11 

29. -S 

21 

(i.fi 

30 

83 
59 

Louisville Ky. 

30,40 

11 

29.76 

8,2 

36 

sw. 

24 

82 

51 

60 

81 

MISCELLANEOUS. 

Rivers.     The  Ohio  River  fell  lielow  llood  stage  in  the  extreme 
loAver  sections  during  the  first  decade.      Stages  continued  to  fall 


COMPARATIVE    DATA  POR  MAY. 


1889. 
1890, 
1891. 

1892. 

1891 ! 
1S95, 
1895, 
1897. 
1893. 
1899. 
1900, 
1901. 
1902. 
1903, 
1904. 
1905 
1906. 
1907. 
1908. 
1909. 
1910, 
1011, 

r.MJ. 

VAi. 
V.Wi. 
1M15, 
1916. 
1917. 
1918. 
1919, 
1920. 
1921 , 
1922. 
1923 . 
19:M. 
1925. 
1926 . 
1927, 
1928, 
1929. 
1930. 
1931. 
1932. 
1933. 
1934. 
11135 . 
1036. 


Temperature,         Procipitation        Numberof  days 


64.5 
63,9 
72,2 
61.4 
67,6 
68,8 
66.3 

70,0 


66,7 
66.1 
66.  5 
65.2 
67,2 


64.2 
65,9 
67.9 
63,9 
59,9 
61,2 
66,2 

63,' 2 
64,1 
66.6 
62,7 
65,1 
68,7 
67.7 
63.6 

66^2 

65.7 


2.92 
2.16 


2.45 
3.87 
3,98 
5,04 
2,61 
2.36 
7, 44 
3.  SB 
7.36 
2,  96 
2.59 


;s 


tofi-Year  average. 


■4^ 


IS 


CLIMATOLOGIUAL  DATA:  KENIUCKY  SECTION. 


May,  1944 


Climatolog-ical  Data  for  May,  1944. 


WESTERN   DIVISION 

Beaver  Dam 

Kurliuytou 

l''ord"e  Ferry,  Dam  50 

Gilbertsville •  •  •  ■  • 

Greenville 3rab 

'  ...7  m  N 
I  1-2  m  S 
.l-2mE 


Hartford,  [near] 


ntjuucisuii 

Hopkinsville.. . 

Lovelaceville ■  ■ 

Mayfield 

Murray 

O  wensDoro 1-2 

Owensboro,  Dam  40. . 

Padncah   

Princeton 
Rumsey 

Russell,...-- 

Tjniontown,  Dam  49 

CENTRAL  DIVISION. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brent ;•■■,■■•; 

Brownsville,  Locke  + 

Bnrnside 

Oarrollton,Lock  1 

Clermont 

Danville    

Dix  Dam,  BurgLu 

Eadsville  

Frankfort,  Lock  4 

Gest,  Lock  3 ■  ■  ■ 

Glasgow 3  m  NE 

Grant,  Dam  38 

Greensburg  

High  Bridge,  Lock  7... 

Trvington    V  xy'^k^ 

LaGrange 1  m  NW 

Lancaster — 

Leitchfield 

Lexington ■■■■;■,, 

Little  Hickman,  Lock  8..   ■ 

Lockport,  Lock  2 

Louisville  

Do    Bowman  Field -5  m  K- 

:M;iiniiintii  C.ive.... 

Jloutii-.'llo 

Salvisa.  Lock  6 

Science  Hill   vv,r 

Shelby  ville 2m\V. 

Smith's  Grove 


Ohio  • 

Hopkins . . . 
Crittenden. 
Marshall .  • 

Muhlenburg 

Ohio 

Henderson 
Christian. 
Ballard  .. 
Graves  . . . 
Calloway. 
Daviess... 
nnvicss  .. 
Mr-rack  e 
C^ildwell. 
McLean  .. 

Logan  

Union 


ibell 


\V: 
Ca 

Kdmonson  . 
Pulaski   .... 

Carroll 

Bullitt 

Boyle   

Mercer 

Wayne 

Henry  ...'.'.'. 

Barren 

Boone . 

Green  

.Jessamine 
Breckinridgi 
Oldham  ... 
Garrard  ... 
Grayson  . . 
Fayette  ... 
.L'S-saiiiine 
Hrnry 

.frllerSOll    .  . 

JelTcrson  .  ■ 
Edmonson 

Wayne 

Hart 

Hardin  .... 


Tyrone,  Lock  5 

WilHamstown 

Woodbury,  Lock  4; 

EASTERN  DIVISION. 

Ashland 3  m  SE 

Berea 

College  Hill,  Lock  11 

Cumberland..   4mS 

Cynthiana 

Falmouth 

Farmers   

Fleraingsburg 

Ford,  Lock  10 

Grayson  

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14 

Jackson  

Jenkins 

London     

Maysvi'lie  Darn'ss'. ! .". .  4  in  V. 

Middlesboro 

Mount  Sterling 

Onoonta,Dam35 

Paintsville 

Pikcville 

Pippapass 

tjuicksand ••• 

Ravenna,  Lock  12 

Valley  View,  Lock  9  .  ■ . 

Viincebarg,Dam32.... 

Williamsburg 

Willow, Lock  13 

Winclie-ster   

State  averages  and  extremes 


Mercer.  .. 
Pulaski  .. 
Shelby.  . . . 
Warren  .. 
McCreary 
Anderson. 


Boyd 

Madison.. 
Madison.. 
Harlan .  .  • 
Harrison  . 
Pendli'ton 
Rowan  ... 
Fleming.. 
Clark    .... 

Carter 

Greennp.. 
Perry   .... 

Breathitt  . 
Letcher.  . . 
Tjaurel  — 


.MonlLjome 
Campbell . 
.Johnson   . 


Madison 
Wliitley  . 
Clark   ".'.'. 


Temperature,  in  degrees  Fahr. 


+  3.2 
+  2.8 


+  -2.0 

+  5.4 


Precipitation  in  inches 


Number  of  days, 


3.1 
6.2 

+  5.3 


+  6 
+  '4.8 


+  5.6 
+  6.1 
+  4.8 


+-6:8l 


51 

-0^08 
+2.33 
-1.29 
-0.58 
-0.50 


-0.711  2.84 
-2.12!  1.10 
+0.33|  1-07 


-0.04' 

+  1.91 

1.37 


1.91 
0.92 
.S2i  Ml 
.15;  1.02 
.4fil  1.27 
.  62,  2.  07 
..  I  2.40 
.07|  1  72 
..  !  1-2.5 
in  2.05 
.86,  0.85 
.28 

0.69 


+  2.00 
-0.63 
-1.05 


1.02 
0.69 
0.91 
0.95 
-I.06|  1.79 

-0.22;  l.in 

-0.401  0.66 
:  1.661  1  68 
-0.70    1.01 


5  43  f2.09  1  02 
3.34  -1.51  0  75 
4.34+0.271  1.53 
4.09  +0.39i  0.92 
3.28-1.07j  1.13 

s.'si  fi!R7;'i.'i5 

3,56— 0.2(  0.86 
3  131-0.97  1.00 
5.34+1.24  2.36 
3  5II  +  0.21,  l.v!6 
5.681+2.51,  1.42 


,80  -1    11  1,13 

.5-i  +0,'^3  0.9'^ 

63  -1,72  1   15 

.73+0.03,  1.04 


3.62-0.31    4.05 


E.G.  Young. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C   R.  Lovell. 

W.  R.  Carson,  Sr. 

George  Street. 

W.  K.  Morris. 


Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers, 

Alton  M.  Harvlll. 

Lockmaster. 

Dr   Samuel  8.  McReynolds. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

W.  Ky,  State  Teachers  College 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

R.  P.  Amos. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfleet. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  LetrieD.  Perkins. 

Lockmaster. 

L.  O,  Stiles. 

J.  C.  Ogg. 

Kentucky  Utilities  Co. 

D.  Lem  Hughes 

U.  S.  Weather  Bureau. 

Lockmaster. 

Iiockniater. 

US.  Weather  Bureau. 

TI.  S.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  O.Cooper. 
Robert  C.  Smith. 
Sisters  of  Loretto. 
Lockmaster. 
Willam  H.  Dobbs. 
WillaS.  A.  Ratta. 
C.  W.  Gurnsey. 
Airway  Station. 
Lockmaster. 

Miss  Nettie  B.  Smipson. 
Lockmaster. 


Jjockmaster. 

D.  H.  Center. 
Lockmaster. 
James  E.  Allen. 
Marshall  Hill. 
Je.'^sie  Oldham. 

Mr.s   CordaB.  Stamper. 
C.  A.  Glasscock. 
Lockmaster. 

Lockmaster. 

H.  A.  Baily. 

Ijockmaster. 

Jas.  T.  Golf. 

R.  J.  Howard. 

Sue  Bennett  College. 

Zeb  Heston. 

Lockmaster. 

Miss  Margaret  A.  Qunn. 

W.  3.  Vice. 

I,ockmaster. 

E.  C.  Fraley. 

U.  S.  Weather  Bureau. 

Canev  Run  Com.  Center. 

R.  W.  ilones. 

Lockmaster, 

Lockmaster. 

Lockmaster. 

Charles  B    West. 

T.ockma.stPr. 

Airway  Station. 


■■'  '"  ^i^^^^Z^^^X  '  P^piru^f^t^e  table  indic^rt^Shi^oTda^^ll^^iB^in.l  "o'r^^^  ,,,„  ,,  „,H,,,,.. 

t  Also  on  otJiTr  dates.    t+  Received  too  late  to  bo  included  in  mean   and  summnnes.          I    ProciDitation  is  less  than 
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ChlMATOLUdlCAl.   DATA:    KKNTUOKY  .SKCmoN 


Dally  Freoipltatlon  for  UCay,  1944. 


WfMrm  Dii'mon 

Benvor  Dam 

Kiirliusfton    » 

Konis  Ferry  Dam  50* 

Gllbortsville' 

UroenviUe 

Ilnrtfonl 

Ilciiiicrson 

lloi.Uiuavlllo     » 

l/ovt'lacevillo 

Maytlold 

Murray   

Owpiisboro  

Owciialioro,  Dam  46'   » 

I'i>,1urali» 

I'riiici'ton 

KiiiLisev,  Lock  No.  2  • 

!iuss.'llville« 

luionlowu.  Dam  -19" 


Cenlriil  Vii'ision 

Addison, Dam  45.  * 

Aiu'horase 

Bowliuir  Green ' 

Bowling  Green  No-  2' — . 

Brent,  Dam36» ., 

Brownsville, Lock  No.  6'.. 

Burnsiile'  

CiirrolUouLock  No.  1*-. .  . 

Clermont 

Dftnville' 

Dix  Dam,  Bargiu  ^ 

EadsviUe" 

t'raukfort,  Look  No.  4=. . . . 

Gest,  Lock  No.  3  ^ 

Glasgow  —  ... 

Grant,  Dam  3S* 

Greensburg  ^ 

High  Bridge,  Lock  No.  7^. 

trvington   

LaGrange 

Lancaster* 

LPitobtield  ^ 

Lexington  t 

Little  Hickman,  I,nck  No.  1 

Lockport,  Lock  No .  2  ^ 

Louisville^  t- 

Do.  Bowman  Field 

Mammoth  Cave- 

Slouticello  2 

Munfordville  * 

rft.  John  ^ 

Sulvisa.LockNoP^t     .    ..   . 

Science  Hill 

Shelbyville  ^ 

Smitirs  lirove  **. 

Stearns  °* 

Tyrone,  Lock  No.  5  ^t 

Williamstown  " 

Woodhnry,Lock  No. 4* 


Eadern  Ditision 

Ashland^ 

Derca   

Coll.-jpnill,  Lock  No.  115!  . 

Cumberland 

Cyuthiaua^ 

Falmnutli* 

Farmers'^  

Fl.'mingsbiiri;^  

Fonl  Lock  No.  10 -t 

Grayson- 

(Jreenup  Dam    30^ 

Hazard-S 

Hoidulberg.  Lock  No.  142... 
.lackson  -  

Loiidou '. .. 

Lo-.iisa^ 

Maysville.  Dam  33^ 

>!iil.-i!.:.s1ioro      

>'    I,  it  sterling 

t,\  Dam  35^ 


Lock  No.  12^ 

K 

View,  Lock  No.  9   .... 

K 

.a^,.  :nirg,DaraNo.32  2 

Williamsbargs. 

Willow,  Loot- No.  13S, 

....  K 

Winchester  •* 

K 

Day  of  month 


.OH  1.00 
■IS  .98 
,1G 


-1 


.03 

.06 

iV 

T 

.4f. 

05 

.0; 

07 

.1( 

.17 

.02 

17 

.01- 

.2(1 

(18 

\IS 

03 

.Rl 

74 

.11 

■r. 

.21 

.12 

01 

.IS 

02 

6R 

.s? 

M 

.2(' 

.08 

.89 

.fi5 

.hi 

■  M 

.03 

■  ^? 

.9; 

.M 

.79 

1  13 

,fi9 

1.1.5 

.3.1 

IS 

OC 

.,50 

07 

AC 

.03 

.C3 

9.^ 

.^f^ 

80 

m 

ir 

.32 

.02 

.40 

41 

.I.') 

.22 

.11 

26     27     28     29 


21 
1.42 
08  1.45 

io 


Except  as  otherwise  indicated  observations  are  cenprallT  n.oHo  lot,.  ,-,,  i-i,,.  „  'i„J,„  _     ^  ^ 

iFirst-nrder  Weather  Bureau  station:  precipitSis  for  tV;e  4-   o-  r  perV,;?'  °-^n?"^  •r'';v'"1  "" 

Airport  station.    Data  for  24  hours  endmg  at  12.30  a.  m  .  90th  meridian  time  adjustnd'toda?  they  occur 


2.19 
2.64 
2.90 
8.03 
2.»3 
2.62 
2.8ii 
8.89 
6.49 
2.67 
3.28 


2.84 
2.86 
2.40 
3.12 


3.72 
2.91 
7.71 
4.27 
6.13 
2.04 
3.49 
4.03 
3.22 


2.59 
2.97 
3.59 
2.25 
3.93 
2.. 56 
3.78 
2.33 
2.67 


5.4.3 
3.34 
4.34 
4.09 


5.81 
3.56 
3.13 
5.  .34 
3.51 


2.80 
4.. 58 
2  P3 


recipitntion  recorded  is  for  24  hours  ending  at  time  of  observation. 
-  otherwise  indicated.  ^Precipitation  messured  in  the  morning: 
ipe.  *Included  in  the  next  following  mepsnrement. 

ic'-hTir''.  Kv.  :  Lock  6,  XVrsn.illes,  Ky,  Lock  8.  Nicholasville,  Ky. 
loca'e.i  is  indicated  as  follows:  (B)  BigSnndy;  (L)  Licking;  (K.) 


20 


CLIMATOLOGICAL  DATA:   KENTUCKY  SECTON 


May,  1944 


/ 


Western   Diriswn. 
^  s  Maximum  .  •  • 

Beaver  Dam   i  Minimum.... 

,.     ^  Maximum  ... 

Earhngton j  Minimum . . .  • 

.„  J  Maximum... 

QreenTille j  Miuimum.... 

Maximum  . . . 

Henderson j  Minimum .  -  • . 

^     ,.       ...  Maximum... 

Hopkinsville   j  Minimum. . . . 

,         .,,  Maximum  .. 

Lovelacevillc j  Miuimum. . . 

May-imum.. 

Mayfield j  Minimum... 

)  Maximum  . . 

Murray   (Minimum .. . 

J  Maximum  . . 

0 weusboro j  Minimum . . . 

^  CO  Maximum  . 

Paducah  ^^ i  Minimum... 

J  Maximum  .  . 
Princeton |  Minimum... 

Rnssallvillelg ,  Minimum..! 

Caur(d  Diinsioii. 

S  Maximum  . . 
Ancdorage )  Minimum . . . 

)  Maximum  . . 
Bowling  Oroei) j  Minimum... 

)  Maximum .  . 
Clermont /  Mjuimum . . . 

\  Maximum  . . 
nan  vilie )  Minimum . . . 

j  Maximum  . . 

Dix  Dam  )  Minimum . . . 

,  ,     ^  i  Maximum  . . 

Frankfort j  Minimum . . . 

)  Maximum  . . 
Glasgow    (Minimum... 

j  Maximum  . . 

Greensburg |  Minimum. . . 

Maximum  . . 

Irviugton J  Minimum... 

,.,-,•,  )  Maximum^ . . 

L^itchfield  (Minimum.., 

S  Maximum  . . 

Lexington   j  Minimum . . , 

^      .     .„  (Maximum., 

Louisville j  Minimum . . 

DO.  Bowman  Field  I  Maximum., 

.V  r.„„o  S  Maximum  . 

Mammoth  Cave j  Minimum. . 

„      ,  ,  Maximum . 

St.  John I  Minimum.  . 

_  .  „.„  )  Maximum . 

Science  Hill j  Minimum . . 

„,    ,.      .,,  i  Maximum . 

Shelby ville  (Minimum.. 

,,    .11-.   />      ,^  /Maximum. 

Smith's  Grove (  Minimum.. 

„,  S  Maximum  . 

Stearns (Minimum.. 

„,.,,.        ^      „  J  Maximum  . 

Wilhamstown (Minimum.. 

Emteini   Division. 
.   ,  ,      ,  i  Maximum  . 

•\sliland    i  Minimum.. 

S  Maximum  . 
R*'i"ea /  Minimum.. 

fumborland |  Mrnimum . '. 

„  S  Maximum  . 

r^arraers j  Minimum.. 

„,,,.„„  \  Maximum  . 

neidclbcrg -,  Minimum.. 

_       ,  i  Maximum . 

Lonflon (  Minimum.. 

„         ,,,  (  >!aximum . 

^iiysvillfi i  Minimum.. 

wjii     I  „,«  (Maximum. 

M iddlfsljoro j  Minimum.. 

.  Q.  ,K„™  *  Maximum. 

Mount  Strrhng ',  Minimum.. 

\  Maximum  . 
''ikevllle /Minimum.. 

■■n.PaPass   \^Z^:. 

<i>-kB-d ■•I.^ST: 

..•■n-    „„v„,.,  S  Maximum, 

w  lUiamsburg j  Minimum.. 

,,..„,^„„,„,  )  Maximum  . 

V\.nchester I  Minimum.. 


Daily  Temperaturee  for  May,   1944. 


74 

76 

44 

SV 

7;^ 

n 

4:^ 

fi! 

7H 

74 

41 

h?: 

■!■?. 

«7 

4.=. 

h(i 

75 

4,H 

M 

7! 

7S 

4R 

hV 

71 

4R 

57 

71 

71 

4fi 

5« 

71 

70 

4fi 

49 

(i2 

72 

•Ah 

4i; 

n 

72 

4h 

M 

7(1 

KC 

41 

4S 

7-1 

"4 

41 

53 

72 

79 

fifi 

BB 

4f 

42 

65 

5fi 

60 

46 

65 

(S3 

49 

40 

70 

,57 

56 

41 

74 

fi2 

4h 

4f. 

(ifi 

K2 

51 

41 

«^ 

55 

62 

42 

79  81 
50  51 

80  H8 
f,0  5 
80|  P2 
541  63 


84  87 

55  6;l 
88 

63  63 


62  63 
90  90 
65     66 


63     63 

88      85 
63 


59 

89      87 
59      61 


90     86 

fif,     63 
87     85 

67     66 


SS  Tnstmmoiits  ar(?  read  in  the  morning ;  thfi  maximum  temperature  then  road  Is 
•.''.•  etc.  indicate  rppiioftivolv  i    ■>    s  ato     dav«  misoinpr  from  rficf.rd. 
Lonisvillr>   fi.2.V14  0.50 


larffed  tn  the  prpcedins  day.  on  wliicli  it  almost  always  occurs 


n  N  K  ^ 


n. 


I'll  a/'U 
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No.  G 


GENERAL    SUMMARY. 

-luno  i;)-l  I.  proved  to  I.o  one  of  llic  lioltcsl  and  drirst  inonlli^ 
m  krmiK'ky  on  la-ord.  Tlio  sf^iicrally  hot,  dry  woatlior  of  tlu> 
attcr  part  of  tlu>  iHvmling  month  continiu'd  witli  hut  minor 
l.miks  throuRhout  this  month.  Tho  average  precipitation  was 
about  40  per  C(Mit  of  normal,  l)ut  even  this  does  not  accurately 
represent  general  rainfall  conditions,  since  heavy  local  thunder- 
shoM-ers  over  a  few  widely  scattered  areas  resulted  in  an  average 
disproportionately  high  as  compared  with  rainfall  amounts  over 
the  greater  portion  of  the  State.  With  the  exception  of  the 
eastern  mountam  districts,  .Irought  conditions  had  become  well 
estabhshed  m  most  of  the  sections  by  the  end  of  the  month, 
Avith  the  largest  rainfall  deficiency  over  the  west-central  counties 
Ihe  eiiects  of  unseasonable  heat  and  drought  became  more  and 
more  evident  on  all  crops  as  the  month  advanced. 

AVheat  harvesting  was  begun  about  the  middle  of  the  month 
and  was  about  completed  at  its  close,  with  most  of  the  crop 
tl'.reshed  or  in  shock. 

Corn  withstood  the  hot  dry  weather  fairly  well.  By  the  end 
of  the  month  a  good  portion  of  the  crop  had  received  its  last 
cultivation  and  some  of  the  early  planted  was  beginning  to 
tassel.  However,  in  the  drier  counties  corn  Avas  curlino-  and 
some  of  it  firing  in  upland  fields. 

Tobacco  planting  was  practically  finished  at  tin-  cIm,-;,.  ,>f  the 
month.  The  condition  of  the  crop  varied  consi.lcrabjv  rin"-ing 
from  poor  to  fairly  good .  Pastures  and  forage  cr(  ips  dt'tenorated 
rapidly  and  in  the  drier  seetions  were  parched.  The  month 
ended  with  most  gardei,s  suiVering  greatly  or  drying  up,  and 
vegetables  were  becoming  scarce  on  the  market. 


Wind  and  Hail  Storm.  A  severe  thunderstorm  aecompanie.l 
by  high  winds  and  liail  damaged  crops  and  farm  buildings  in 
the  vicinity  of  Science  Hill,  i'ulaski  (bounty  on  the  ^Utli.  The 
amount  of  damage  has  been  conservatively  estimated  at  $]0,OfX). 

PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Stations. 

Atmosphoric  press- 
ure ( reduced  to 
sea-level.) 

Wind. 

Helatlve 
humidit.v. 

ii 

1 

1 

1 

1 

1 

II 

1 

1 

1 

a 

^ 

a 

^ 

a 
s 

5 

p 

Cairo m. 

Cincinnati Ohio 

Evansville........Ind, 

Louisville Ky. 

30.23 
30.21 
30.23 
30.23 

■29 
30 
30 
30 

29.76 
29.65 
29.75 
29.72 

3 
23 

3 
23 

6.9 
6.2 

26 
20 
34 
48 

n. 
nw. 

sw. 

23 
19 
14 
H 

78 

78 
77 

54 
49 
46 
49 

55 
68 
60 

88        1 
83       10 
82       12 
86         3 

COMPARATIVE  DATA  FOR  JUNE. 


TEMPERATURE. 

The  mean  temperature  for  the  moiitli  was  77.6°,  or  3  6°  above 
the  normal.  This  mean  temperature  for  the  month  of  June  was 
exceeded  m  only  three  previous  years.  Daily  mean  tempera- 
tures ranged  from  5^  to  14^  abuve  the  average  on  all  but  four 
days.  Maximum  tempeiatures  ;'.i)ove  lOO^  were  general  over 
the  central  and  western  seetions  on  tb.c  27th  and  28th  The 
highest  temperature  recorded  in  the  State,  107^  at  Owensboro 
on  the  28th,  was  within  three  degrees  of  the  all  time  record  for 
June.  The  lowest  was  40^  at  Mammoth  Cave  and  at  Greenville 
on  the  7th. 


PRECIPITATION. 

The  average  precipitation  for  June  was  1.70  inches  or  2  44 
inches  below  the  normal.  While  light  showers  were  fairly  fre- 
quent over  the  State,  the  amounts  recorded  were  generally  small 
except  on  the  14th  and  30th  when  moderate  to  heavy  thunder- 
showers  brought  some  rehef  from  heat  and  drought  to  widely 
scattered  localities,  mostly  in  the  eastern  mountain  districts 
The  amounts  over  the  State  ranged  downward  from  over  six 
inches  m  Pulaski  County  to  less  than  one  inch  over  the  greater 
portion  of  the  central  and  western  counties.  The  extremes  for 
«ie  State  were  6.14  inches  at  Science  Hill  and  0.10  inch  at 
Beaver  Dam.  The  greatest  24-hour  amount  was  3.12  inches  at 
balvisa  on  the  29th. 


MISCELLANEOUS. 

Rivers.  _  The  Ohio  River  fell  to  pool  stages  earlv  in  the  month 
and  remained  at  low  levels  until  its  close. 


Temperature. 


1890 

1891 

1692 .;;.: 

im.'.'.'.'.'.'.'.'.'.'.'.'.'.V.'.'.' 
1S95 ; 

1896 

1897 

isoo'.'.'.'.'.'.'.'.'.'. '.'.'..'.'.'.'.'. 

1901 

1902 

1903 

1904 

1905 : 

1906 ; 

1907 ' 

1908 

1909 ■.;;; 

1910 : 

1911 

1912 

1913 ..;■■ 

1914 ....■ 

1915 ::.  ■ 

1916 

1917 ■■". 

1918 '■■■. 

1919 

1920 ;;;.'. 

1921 

1922 

1923 

1924 

1925 

1926 ■ 

1927 

1928 

1929 . 

1930. , 

1931 .■;. 

1932 

1933 :.■." 

1934 :: 

19.35 

19.36 

1937 ' 

1938 

1939 

1940 

1941 

1942 ...:; 

1943 

1944.... ..'.".'.'.'. 

Periodt. 

tSfi-Year  average 


75.6 
75.9 
73.5 
73.4 
76.2 
76.1 
73.9 
75.6 


75.0 
78.3 
71.7 
70.1 
70.9 
73.6 


75.4 
73.8 
74.2 
77.0 
70.9 


71.7 
73.1 
75.3 
74.8 
76.5 
77.4 
70.6 
76.1 
74.3 
71.8 
75.1 
78.1 
74.7 
74.7 
77.5 
77.6 
74.0 


Precipltati( 


5.27 
■4.96 
4.48 
4.23 
4.64 
2.69 


3.90 

0 

2.80 

0 

6.14 

0 

3.97 

0 

4.75 

0 

3.61 

0 

3.14 

0 

4.49 

0 

4.53 

0 

4.91 

0 

4.36 

0 

5.03 

0 

5.20 

0 

4.06 

0 

3.48 

0 

2.87 

0 

2.30 

0 

4.79 

0 

4.94 

0 

4.30 

0 

3.  63 

0 

4.00 

0 

3.12 

0 

2.90 

0 

3.10 

0 

4.59 

0 

0 

3.90 

0 

3.45 

0 

4.13 

0 

10.88 

0 

4.11 

1.76 

0 

2  80 

0 

4.88 

0 

1.67 

0 

4.58 

0 

7.60 

0 

0.81 

0 

4.52 

0 

8.93 

0 

6.01 

3.39 

0 

4.67 

0 

5.64 

0 

4.04 

0 

1.70 

0 

4.14 

0 

Number  of  days. 


15 

10 

6 

U 

12 

7 

14 

12 

4 

15 

12 

15 

10 

5 

K 

12 

10 

16 

9 

6 

13 

J4 

8 

a 

14 

10 

fi 

6 

8 

*^ 


'*■ 


\-*^ 
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OlimatologicaX  Data  for  Jane.  1944. 


WESTERN    DIVISION 

Beaver  Dam 

Earlington 

Ford's  Ferry,  Dam  50 

GUbertsville ■• 

Greenville 3ni  S 

Hartford,  [near] 7  m  N 

Henderson 1  1  2  m  h 

HopkiusvUle 1-2  m  E 


Owensboro. 1-2  m  W. 

Owf iisboro.  Dam  40 

Paducah   

Princeton 


.3mNE 


Ohio  • 

Hopkins  — 
Crittenden. 
Marshall  .• 
Muhleubur' 
Ohio ....... 

Hi'iiderson. 
Christian.  . 
Ballard  ..  . 
Graves  .... 

Callovfay.  . 

Daviess 

Daviess  . . . 
McOrack  ei 
Caldwell.  . 
McLean  ... 

Logan  

Union 


CENTUAL  DIVISIOJI. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brent....   ...•.••....••. 

Brownsville,  Locke  +. 

Burnside  

CarroUton,  Lock  1 

Clermont 

Danville    

Dix  Dam.Bnrgin 

Eadsville   

Frankfort,  Lock  4 

Gest,Lock3  ... 

(;ra!rt.  Uam3» 

Ilii,'h  !iriil_'.','Lock  7... 

lrviiit;ton    •■ 

LaGrange 1  in  NW 

Lancaster •  •  • 

Leitchfield 

Lexington ■ 

Little  Hickman,  Lock  8..   • 

Lockport,  Lock  2 

Louisville  

Do    Bow  man  Field  ■  5  m  E . 

Mammoth  Cave 

Monticello 

Munfordville •••■ 

St.  John 3  m  SW 

Saivisa.  Lock  6 

.Science  Hill   •■• 

Shelbyville 2  m  \\  ■ 

Smith's  Grove 

Steams  

Tyrone,  Lock  5 

Williamstovvn 

Woodbury,  Lock  4i 


EASTERN  DIVISION. 

Ashland 3  m  8E 

Berca 

College  Hill,  Lock  U ^ 

Cumberland..   4mS 

Cyntliiana 

Falmonth 

Farmers   

Flemingsbnrg 

Ford,  Lock  10 

GraysoTi 

Grei>nup,Dam  30 

Hazard 

Heidelberg,  Lock  14 

Jackson  

Jenkins 

London     

Lonisa 

Mavsville  Dam  33 4  m  E 

Middlesboro 

Monnt  Sti-rliiif.' 

Oneonta,Dani35 

Palntsville .  . 

Pikevillc 

Pippapass 

Cinicksand. 

Kavenna,  Lock  12 

Valley  View,  Lock  9 

Vancebnrg,  Dam  82 

Williamsburg 

Willow,  Lock  13 

Winchester 


Campbell  . 
Edmonson 
Pulaski   ... 


Bullitt .  ■ . 
I5ov1l-  ... 
M.  rcer  . . 
Wayne.  • 
Franklin 
Henry  . . . 
Barren  . . 
Boone  . . . 


State  average.'  and  extremes 


Garrard  ... 
Grayson  . . 
Fayette  ... 
■Jessamine 

Henry 

Jefferson  . . 
Jefferson  •  ■ 
Edmonson 
Wayne  .  ■  • . 

Hart 

Hardin  .... 
Mercer.  ... 
Pulaski  . . . 

Shelby 

Warren  ■ . . 
McCreary  . 
Anderson. . 

Grant 

Butler 


Boyd  .... 
Madison. 
Madison. 
Harlan .  . 
Harrison 
Pendleton 
Uowan  . . 
Fleming  . 
Clark  ... 
Carter  , . . 
Greennp, 
Perry  ... 

Lee   

Breathitt 
Letcher.  . 
Laurel . . . 
Lawrence 
Mason   .. 
Bell  ........ 

Montgomery 

Camphell 

Johnson 

Pike 

Knott. . . , 
Breathitt 
Estill  .. 
Madison 
Lewis  ... 
Whitley 

Lee   

Clark    .. 


Temperature,  in  degrees  Fahr. 


gi 


73.1  + 
78.7+  4.3 
79,8+  5.9 


Precipitation  in  inches 


f  6.5 
+"2'4 


79.7+  5.0 
78.4+  4.9 
76.6 


+  6.4 
+  '3!3 


+  6, 
-I-  2.1) 
+  6.3 


77.6+  3.6    107 


Number  of  days. 


-1.22 
-2.23 
-2.53 


-2.67 

n.sn 

-l.U 

0.89 

-1.84 

0.90 

+0.16 

^.h^ 

O.HO 

-3.54 

0.24 

1.21 

-2.1£ 

0.84 

-2.  91 

1.07 

-2.94 

0.38 

-2.0:- 

0.46 

0  4ft 

+0  24 

0.9Z 

-0  52 

0.97 

-3.3^ 

0  42 

-2.3i 

1.04 

-1.7=1 

0,80 

-2.K 

1.20 

-2.71 

0.64 

0.62 

3 


-2.44    3.12     29-30 


c'^ 


8 
13 

1 

27 

0 

9 

"h' 

13 

0 

'.' 

..' 

10 

"i 

12 

0 

18 

2 

13 

3 

20 

2 

E.G.  Young. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C   R.  Lovell. 

W.  R.  Carson,  Sr. 

George  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  8.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers, 

Alton  M.  Harvill. 

Lockmaster. 

Dr   Samuel  8-  iNlcReynolds. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret, 

W.  Ky,  State  Teachers  College 

Lockmaster. 

Lockmaster. 

Sarah  E .  Lewis . 

Lockmaster. 

R.  P.  Amos. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfleet. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  LetiieD.  Perkins. 

Lockmaster. 

L.  O,  Stiles. 

J.  C.  Ogg. 

Kentucky  Utilities  Co. 

D.  Lem  Hughes 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmater. 

U  S    Weather  Bureau. 

U.  S.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  0.  Cooper. 
Robert  C  Smith. 
Sisters  of  Loretto. 
Lockmaster. 
WillamH.  Dobbs. 
WillaS.A.  Ratta. 
C.  W.  Gurnsey. 
Airway  Station. 
Lockmaster. 

Miss  Nettie  B.  Simpson. 
Lockmaster. 


Lockmaster. 

D.  H.  Center. 

Lockmaster. 

James  E.  Allen. 

Marshall  Hill. 

Jessie  Oldham. 

Mrs  CordaB.  Stamper. 

C.  A.  Glasscock. 

Lockmaster. 

Lockmaster. 

H.  A.  Baily. 

Lockmaster. 

Jas.  T.  Goff. 

R.  J.  Howard. 

Sue  Bennett  College. 

Zeb  Heston. 

Lockmaster. 

Miss  Margaret  A.  Gunn. 

W.  3,  Vice- 

Lockmaster. 

E.G.  Fraley. 

U.  S.  Weather  Bureau. 

Caney  Run  Com.  Center. 

R.  W.  Jones. 

Lockmaster 

Lockmaster. 

Lockmaster. 

Charles  B    West. 

Lockmaster. 

Airway  Station. 


isod  in  determnnng.section  or  ^-lon,--"-^  ^,^  '^^^^^^^^^^^^^^^  ^-T^;X^^^^^^^^^  -in  or  meltc.  snow 
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CIJMATOLOUICAI.  DATA:   K1£NTUCKY  SJCCTI 


ON 


H'istcrn  Phi 

Uoiivor  Oani 

Kivrlinirton   «.... 

Konis  Korry  Dam  60*.  . 

Gllbertsville" .   

(IrtHfiivlllo 

Ilartfoni 

lieinlorson 

lloi.Uinsville     « .■; 

LovolacovlUe 

Miiylleld 

Murray    .. 

Owonsboro  

Owi'usboro,  Diiime'   '. 

I'aducah" 

Princeton    

Hunisey,  Lock  No.  2  '  . 

Russellville  ' 

Cnioiitowu.  D.im  49'. .. 


Oeiilml  Divish 

Addisou.Dam  45.  ' 

Aiichoraao 

Bowlinjt  Green '  

Bowling  Green  No.  2'.... 

Brent,  Dam36'  

Brownsvillo,  Lock  No.  6". 

Burnside'  

OavrolItonLock  No.  1'.. .  . 

t'lermont 

Danville' 

Dix  Dam,  Burgiii  ' 

Eadsville  " 

Kraiikfort,  Look  No.  4'. . . 
Hcst,  T-ock  No.  3  -  . 


'-  -      Hri(igi\  Lock  No.  7^. 

'.i  \  i,i„'tou   

LaGrange 

Lancaster' 

Leitchfield  ' 

Lexington  t 

Little  Hieuman,  Lock  No. 
Lockport,  Lock  No .  2  ^ . . , 

Louisville' t '.'■ 

Do.  Bowman  Field 

Mammoth  Cave'-'. 

Montieello  ^ 

Muntordville  * .'.'.'.' 

St.  John  - 

Salvisa,  LockNoe^t 

Science  Hill 

ShclbyviUe  2 

Smith's  Srove  •• 

Stearns".... '.'.'.. 

Tyrone,  Lock  No.  5  't 

Williamstown  ^ ' 

Woodbury,  Lock  No. 4'. . . . 


Eastern  Division 

Ashland' 

Berea  .'.' 

College  Hill,  Lock  No.  11'  . 

Cumberland 

Cynthiana' 

Falmouth'   

Farmers^  

Flemiiigshnr?'  

Ford  Lock  No.  10  M 

Grayson^  

'-•reemipDnm    30' 

Hazard- 

Hf-iJolberg,  Lock  No.  14','.". 

Jackson  ' 

•Tenkms' 

London 

Louisa' .'.''.'. 

Maysville,  Da 

Middlesboro 

Mount  Sterling  ...... 

Oneonta.  nam  »5  ' 

Paintsville  '   

Pikpville" 

Pipparass    — 

Quicksand^ 

Ravenna.  Lock  No  i 
Vall.y  \-ie\y.  Lock  No 
Vancebur<r,  Dam  No.  i 
Willinmsbnrs'. 
Willow,  Lock  No.  l'3'- 
Wincbeeter  •• 


:  33- . 


Dally  Preolpltfttlon  for  June,  1944. 


Day  of  mouth 


G 

G 

0 

,....T 
....« 

....0. 

....C. 
....M. 
....M. 

....T. 

...,o. 

....O. 
....0. 
....G. 
....G. 
....G. 


Y^^t?^  *l  °*o?"l^''  indicated  observations  are  g. 
'First-order  Weather  Bureau  station ;  precipitatir 

^«,?!%rsa?^.  I'J.  n:--"-;';!^'!f?-;-?y 


0.10 

o.w 

0.74 
1. 61 
123 
0.41 
1.38 
0  08 
4.11 
1.82 
1.38 
1.88 
1.28 
1.14 


0.91 
2.75 
1.68 


2.09 
1.58 
0.30 


1.45 
3.35 
LOl 
0.35 
5.11 
6.14 
1..50 


2.G6 
4.62 
1.90 
0.81 
1.83 


1.01 
1.95 
1.55 
5.16 
3. 56 
1.05 
2.34 
1.72 
150 


liT  made  late  in  tlie  afterii.prni  > 
or  the  24-bour  period,  midiiiplit 
tPreeipitation  measur.i 


sunset,  and  precipitati* 
idnight  unless  otherwi! 
h  recording  gage. 
ick  s.  Lnwrencebnrg.  1 
'h  «t^,tion  is  located  ii 


1  recorded  is  for  2-1  hours  ending  at  time  of  observation, 
indicated.    ■'Precipitation  measured  in   the  morning- 

•Iiicluded  in  the  next  following  measurement. 
V.  :    Tnc\-  r,.  VHrsaiiles.  Ky.  Loci;  ^.  Nichola.^ville,  Ky. 
indicated  a.s  follows:  (B)  BigSandv:  (L)  Licking;  (K.) 


'  adjnsled  to  day  they  occur 
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Daily  Temperatures  for  June,  1844. 


Western  Division. 
_  )  Maximum  . 

Beaver  Dam  )  Minimum . . 

^    ,.     ^  S  Maximum  . 

Earlington j  Minimum .  • 

Maximum  . 

GreeuTille \  Minimum . . 

i  Maximum  . 

Henderson J  Minimum .  - 

„     .  .       .,%«  Maximum  . 

HopkinsviUe j  Minimum . . 

,         .,,  Maximum  . 

Lovelaceville j  Minimum . . 

S  Maximum  . 

Mayfleld \  Minimum . . 

Maximum  . 

Murray   (Minimum.. 

j  Maximum  . 

OwenBboro 1  Minimum.. 

_  ^       ,   „„  Maximum  . 

Paducah§^ (Minimum.. 

J  Maximum  . 

Princeton /  Minimum . . 

„   „,  „(.  3  Maximum  . 

Rnssftllvillefe^ I  Minimum . 


Central  Dinsmn. 

\  Maximum  . . . 
Anctiorage \  Minimum .... 

j  Maximum  . . . 
Bowling  G  reen j  Minimum .... 

i  Maximum  .  . . 
Clermont (  Minimum .... 

)  Maximum  . . . 
nanville )  Minimum.... 

)  Maximum  . . . 

Dlx  Dam  j  Minimum . . . . 

.  .    ^  Maximum  . . . 

Frankfort J  Minimum . . . . 

j  Maximum  . . . 
Gla.sgow   (Minimum.... 

J  Maximum  . . . 
Greensburg ,  Minimum . . . . 

*  Maximum  . . . 

Irvington j  Minimum 

„  , ,  )  Maximum  ... 

Leitrh  field j  Minimum . . . . 

(  Maximum  . . . 
Lexington   )  Minimum . . . . 

S  Maximum  ... 
Louisville j  Minimum . . . . 

DO.  Bowman  Field|M-.i-"-::: 

^,    „  i  Maximum  . . . 

Mammoth  Cave j  Minimum . . . . 

„      ,   ^  Maximum  ... 

St-  John (Minimum.  ... 

„..,  )  Maximum  .  . 

Science  Hill j  Minimum . . .  • 

«,-  -lu      111  Maximum  . . , 

Shelbyv'.lle  )  Minimum ... 

„    .^,_.   ^    „n  (  >taximum  .  . 

Smith's  Grove (Minimum... 

)  Maximum  . . . 
Stearns )  Minimum ... 

Willia.nstowi. j  Mi'Sum . '. '.  \ 


Eaflfrn 


Ashland    

Berea 

Cumberland 

Fanners 

Heidelberg 

London  

Maysville 

Middlesboro 

Mount  Sterling  . 

Pikevllle 

Pippapass   

Qnlcksand 

Williamsburg  .  • 
Winchester 


Pivimon. 

]  Maximum  . 
■■■  (  Minimum. . 

i  Maximum  . 
■•■  /  Minimum.. 

i  Maximum  . 
•■■  (  Minimum.. 

)  Maximum  . 
■••  i  Minimum.. 

J  Maximum  . 
"■'I  Minimum.. 

S  Maxinuim  . 
'"  *  Minimum. . 

S  Maximum  . 
"■•  (  Minimum.. 

J  Maximum  . 
' "  I  Minimum.. 

i  Maximum. 
■■■  I  Minimum.. 

i  Maximum  . 
•••  (Minimum.. 

S  Maximum. 
■  ■•  (  Minimum, . 

)  Maximum  . 
•■•  (  .Minimum  . 


90  91      90     92 
67     66 

91  91     89     92 


C2     .«>R 
Hfi 


67     66     66 


S5 
44 

88 

K'; 

m 

4f 

64 

71 

92 

4.5 

SS 

8f 

«.■! 

4( 

5H 

H( 

8P 

47 

.SU 

87 

9(1 

4. 

M 

R6 

(t« 

4h 

sr 

Hf> 

qr 

4- 

67 

8"' 

w 

4< 

(i? 

fi( 

Rf 

49 

49 

15     16     17     18 


90  92 
66  69 
94 


88 

66  66 
92  93 
69 

88  90 

67  69 


91 

67  68 

96  97 

71  71 


101    1 

6s    es 

99    ICO     8' 
71 


«^  InstnimKiits  are  read  in  the  morning;  tho  maximum  temperature  then  read  is  oharg-pd  tn  the  prpreding  day.  on  whinh  it  almost  alwf 
•.''.''  etc  indicate  resppctivnlv  i    'Z    s  ot.r     rlavs  missing  from  rpcord. 
W  K  O  t,ouisville.  7-2.')-44  950 
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No. 


QKNERAl,   StrmillAKY. 

July,  lik(>  tho  i)iT('0(lin});  iiKmlli,  was  one  of  (lie  driest  suninicr 
luontlison  ivoord,  and  with  the  exception  of  I<)30  it  was  the 
driest  July  since  the  turn  of  the  century.  While  temperatun-s 
Mere  only  slightly  above  the  seasonal  a\-era.i;e,  the  cumulative 
offocts  of  prolonsod  hot  weather,  unrelieved  hv  oecaslonnl  cool 
periods  and  refreshinf,' showers  accelerated  the  deleiiomtidn  of 
all  crops  that  had  started  under  the  extremely  drv  c.niditions 
of  the  preceding  month. 

Corn  sufYered  most  from  the  hot,  dry  weather  which  caught 
the  early  crop  in  the  critical  tasscling  and  silking  stage.  Nearly 
half  of  the  crop  was  reported  damaged  beyond  recovery  and  a 
considerable  amount  of  late  planted  corn  had  to  be  cut  for  feed. 

Tobacco  in  western  and  northern  sections,  where  heavy 
local  showers  replenished  soil  moisture  to  some  extent,  main- 
tained fair  to  good  condition.  Topping  and  priming  was  begun 
in  advanced  fields  in  these  districts  toward  the  close  of  the 
month.  In  other  sections,  however,  the  crop  made  little  or  no 
progress  and  generally  remained  in  poor  condition. 

Pastures  remained  parched,  except  in  sections  favored  l)y 
rainfall.  Soy  beans,  potatoes  and  gardens  have  dried  up,  though 
late  gardens  and  late  potatoes  were  being  planted  near  the  close 
of  the  month  in  sections  where  the  soil  moisture  was  sufficient. 
Cattle  were  being  shipped  to  market  in  increasing  numbers  be- 
cause of  the  acute  shortage  of  both  feed  and  water.  A  good  to 
very  good  peach  crop  was  in  prospect  in  some  western  and 
northern  counties,  and  picking  of  the  earlier  varieties  was  well 
under  way  when  the  month  closed. 

TEM.PEE.ATTJKE. 

The  average  temperature  for  July  was  77.5°  or  0.4°  above  the 
normal.  Daily  mean  temperatures  did  not  vary  greatly  from 
the  normal  but  w-ere  somewhat  above  most  of  thetime,  with  only 
a  few  days  of  moderately  cool  weather  from  the  19th  to  the22d. 
Intense  sunshine  and  at  times  high  humidity  magnified  the 
effects  of  the  hot  weather  that  has  prevailed  over  the  State  since 
late  Spring.  Temperatures  near  or  slightly  above  100°  were 
recorded  generally  over  the  State  on  the  10th  and  11th  with  a 
maximum  of  103°  at  Greensburg  and  Russellville  on  the  10th. 
The  lowest  temperature  was  45°  at  Heidelberg  on  the  22d. 

PRECIPITATION. 

The  average  monthly  precipitation  for  Kentucky  was  1.93 
inches,  2.23  inches  below  the  normal.  Most  of  the  State  re- 
ceived less  than  an  inch  and  one-half  of  rainfall,  and  extreme 
southeastern  districts  and  portions  of  Breckinridge  and  Hender- 
son counties,  less  than  one  inch.  However  in  an  area  extending 
eastward  from  Jefferson  County  over  the  Bluegrass  to  the  lower 
Licking  Valley,  and  in  some  of  the  soutlnvestern  counties  heavy 
thunderstorms,  attended  by  moderate  to  heavy  sliowers  supplied 
an  additional  inch  or  two  of  rainfall.  The' extremes  for  the 
State  were  4.90  inches  at  Brownsville  and  0.49  inch  at  Hender- 
son. The  greatest  fall  in  24  hours  was  4.18  inches  at  Browns- 
ville on  the  30th. 

MISCELLANEOtrS. 

Rivers.  The  Ohio  River  remained  at  low  stages  throughout 
the  month. 

Damage  by  lightning.  One  barn  was  destroyed  near  Shelby- 
ville  and  another  large  dairy  barn  near  Simpson ville  on  the  2fith. 


amage  was  estimated  at  ^3,500. 
JIdil.     Light  hail  occurred  at  a  U 
1  the  central  and  western  sections  01 
o  damage  was  reported. 


UNivr-^SriV  OF  ilLli'lOliJ 

V  widely  scattfircd   places 
the  3<1,  29lh  and  30tli. 


PBBSSDRE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo 111. 

Cincinnati Ohio 

Evansvine........Ind, 

Louisville Ky. 


COMPARATIVE  DATA  FOE  JULY. 


t56-Year  averagp- 


NAT. 
WSTJ 


2(] 
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Climatological  Data  for  July,  1944. 


Temperature,  in  degrees  Fahr. 


Preciuitation  in  inches 


Number  of  days 


WESTERN  DIVISION 

Beaver  Dam  

Earlington 

Ford's  Ferry,  Dam  50 

Gilbertsville 

Greeuville 3raS. 

Hartford,  [near] 7  m  N . 


.1-21 


Hopkingville. 

LovelaceviUe 

Mayfield 

Murray 

O wensboro 1-2  m  W , 

Oweusboro,  Dam  46 

Paducah   

Princeton 

Rumsey,  Lock   2t 

RussellTille 

L  niontown.  Dam  49 


Ohio  •••■■ 
Hopkins . . 
Crittenden 
Marshall . 
Muhlenburg 

Ohio 

Henderson.. 
Christian.  .. 
Ballard  ..  .. 

Calloway.  .. 

Daviess 

Daviess  .... 
McCrack  en 
Caldwell.  .. 
McLean  — 

Logau  

Union 


CENTBAIi  DIVISION. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brent 

Brownsville,  Lock  6  J 

Bumside 

CarroUton,  Lock  1 

Clermont 

Danville    

DisDam.Burgin 

Ead.sville  

Frankfort,  Lock  4 

Gest,  Lock  3 

Glasgow 3  m  NE 

Grant,  Dam  38 

Greensbnrg  

High  Bridge,  Lock  7. 

Irvington    

LaGrange 1  m  NW 

Lancaster .•• 

Leitchfleld 

Lexington 

Little  Hickman,  Lock  8.. 

Lockport.Lock  2 

Louisville  

Do    Bowman  Field .  5  m  E 

Mammoth  Cave.... 

Monticello 

Munfordville 

St.  John 3mSW 

Salvisa.  Lock  6 

Science  Hill   

Shelbyvillo 2  m  W 

Smith's  Grove 

Steams 

Tyrone,  Lock  5 

Williamstowu 

Woodbury,  Lock  4t 


Breckinridge 
Jefferson  . 
Warren  . . 
Campbell 
Edmonson 
Pulaski  .. 
Carroll .  . . 
Bullitt . .  ■  ■ 
Boyle  .... 
Mercer  . . . 
Wayne-  •. 
Franklin  . 
Henry  .... 
Barren .... 
Boone 


Given  ... 

Jessamin 

Breckinridge 

Oldham 

Garrard 

Grayson 

Fayette 


Henry  

Jefferson  . . 
Jefferson  .  • 
Edmonson 
Wayne  .  •  ■  • 

Hart  

Hardin  .... 
Mercer.  ... 
Pulaski    ... 

Slielby 

Warren  ... 
McCreary  . 
Anderson.. 


Butler! 


EASTERN  DIVISION. 

Ashland 3mSE 

Berea 

College  Hill, Lock  11 

Cumberland 4mS 

Cynthiana 

Falmouth 

Farmers   

Flemingsburg 

Ford, Lock  10 

Grayson   

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14 

Jackson  

Jenkins 

London  


Boyd 

Madison.. 
Madison .. 
Harlan .  .  • 


MaysvilleDam  33  — 

Middleeboro  

Mount  Sterlintr 

Oneonta.Dam  35 

Paintsville 

Pikeville 

Pippapass 

Qaicksand 

Ravenna,  Lock  12 

Valley  View,  Lock  9  . 
Viincebnrg,Dam32.. 

Willi.amsburg 

Willow, Lock  13.   ... 
Winchester  


State  avoragres  and  extremes 


Carter    

hAu 

Greenup.... 

540 

Perry  

869 

Lee     ., 

663 

Breathitt  . . . 

776 

Letcher 

1566 

Laurel   

1209 

Lawrence  .. 

.SSI 

Mason    

524 

Bell  ........ 

1128 

Montgomery 

Campbell... 

497 

Johnson    ... 

620 

686 
1035 

Knott 

Breathitt... 

7;i2 

Kstill    

631 

Madison  ... 

571 

Lewi-s 

525 

Whitley  .... 

939 

Lee   

616 

Clark   

954 

0.57 

-0.56 

2.72 

L85 

-1-1.16 


■0.99 


+  1.6 

'i-'i'.h 


-2.25 
-2.57 
-2.17 
-2.31 


-3.49 
-2.34 
-0.88 
-0.94 
-0,89 
+0.10 

■-3;67 


~2.2P 
-1.55 
-3.04 


-1.88 
-1.51 
-1.96 


2.64 
2.79-1  67 
3.97 
1.56 
1  701-2.33 
1.82-3.74 
1.32 
133 -4.4.3 
1.58-4.44 
161  -3. 22 
2.94  -1.68 
1.45-3.06 
3.89 
3.25 


E.  G.  Young. 

Krick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C   R.  Lovell. 

W.  R.  Carson,  Sr. 

George  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers, 

Alton  M.  Harvill. 

Lockmaster. 

Dr   Samuel  8.  McReynolds. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

W.  Ky,  State  Teachers  College 

Lockmaster. 

Lockmaster. 

Sarah  E .  Lewis . 

Lockmaster. 

R.  P.  Amos. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfieet. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  LettieD.  Perkins. 

Lockmaster. 

L.  O,  Stiles. 

J.  C  Ogg. 

Kentucky  Utilities  Co. 

George  D.  Litsey. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmater. 

U  S   Weather  Bureau. 

11.  S.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  O.Cooper. 

Robert  C  Smith. 

Sisters  of  Loretto. 

lyockmaster. 

WillamH.  Dobbs. 

WillaS.A.  Ratta. 

C.  W.  Gurnsey. 

Airway  Station. 

Lockmaster. 

Miss  Nettie  B.  Simpson. 

Lockmaster. 


Lockmaster. 

D.  H.  Center. 

Lockmaster. 

James  E-  Allen. 

Marshall  Hill. 

Jessie  Oldham. 

Mrs  CordaB.  Stamper. 

C  A.  Glasscock. 

Lockmaster. 


77.5  4-  0.4   103        10 


Lockmaster. 

H.  A.  Baily. 

Lockmaster  • 

Jas.  T.  Goff. 

U.  J.  Howard. 

Sue  Bennett  College. 

Zeb  Heston. 

Lockmaster. 

Miss  Margaret  A.  Gunn. 

Arthur  Frodge- 

Lockmaster. 

E.  C  Fraley. 

U.  S.  Weather  Bureau. 

Canoy  Run  Com.  Center. 

R.  W.  Jones. 

Lockmaster 

Lockmaster. 

Lockmaster. 

Charles  B    West. 

Lockmaster. 

Thomas  A.  Waller. 


All  temperature  data  are  taken  from  self-registering  thermometers.  .    ,    .     ,,      „„i^io   ,.Q,^r^r^G  ot-o 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  siicti  stations  as  have  ten  or  more  years  of  record,  hut  ajl  fomplete^^reports^  are 
used  In  determining  section  or  division  means.  tliumsey,  Brownsville  ,iiul  \\  oodbnry  are  Locks 

Reference  letters, «,  *',  '.  appearing  in  the  table  indicate  number  of  days  missing:  for  example,  b  represents  two  days.  etc. 
t  Also  on  other  dates,    tt  Received  too  late  t.o  be  included  in  mean   and  summaries.         '"   "...=  _=..*.■ i„„,.  fi,„„  n  m  „ 


the  Green  River;  other  Locks  are  on  the  Kentucky  River 
T   Preoinitfttion  is  less  than  0  01  inch  rain  or  melted  snow 


July,  1944 


OI.IMATOLOdlCAI.   DA'I'A;    K  h;\|'lU'K  V  SIICTION 


' 

Dally  Precipitation  for  July,  1944. 

stations 

Day  o(  month 

1 

\l 

l.l. 

fi 

6 

7       8 

9     10     ll 

12 

18 

M 

16 

le 

17 

18 

19 

20 

21 

22 

23 

■u 

28 

26 

27 

28 

29 

80 

81 

1 

Wetlerti  Diviniou 

"~ 

'~ 

._ 

"" 



t- 

BoavorrtMU 

t4 

,1 

■J 

T. 

Kivrlinuton    ».... 

G 

!s 

.0 
.0 

'.'6 
i    .6 
)   .0 

•12  ... 

.10  .071... 

.88    .081     1.17 

r   .  U  IVvry  D.un  50» 

:     K.ville" 

O 

T 

.3 

.0 

'.'.'. 

".0 
.0 

.60... 
.06   1 

'f. 
.1 

.08  ... 
J   .06... 

....    .891... 
.04    .80... 

7.15 

■lUo 

(i 

.0 

3  .0 

[  ''\ 

".0 

•  8 

.1 

.4 
.1 
.0 
1.8 

.05    .01|... 

.17... 

.08   .19... 

-1.'72 

,;..  i,>.i-,i 

lii-a.Ur.son 

T 

0 

.1 

... 

f. 

.0 
.2 

;'.'. 

'.'.'. 

f. 

■f. 

f::: 

■.'6 

.:d:l!:: 

.25    .06     1.80 
.22    .fisi    1.67 

llopkiiisviUo     « 

'.'i 

... 

T. 

... 

'i'. 

.0 

2  T 

... 

.22  ... 

0.49 

Lovolmovlllo 

'.'.'.".'.AI 

".i 

.1 

T. 

.16  ... 

.281... 

.  16  . . . 

2.64 

MivyHold 

Murray    

M 

T 

i.'o 
.1 

't. 

.3 
.2 
.5 

)  ... 

... 

"^. 

1  '.'.'. 

'loh: 

'.'2 
.0 

... 
.4 

'.;.' 

'.'7 

'.'7I  '.'.'. 

1.49 
2.  CO 

Owoiisboro  

0 

".0 

■■« 

.0 

.14  ... 

•  0 

.2 

'•'5 

i    .8-5  ... 

2  00 

Owonsboro,  DiiiiUC'   ' 

.....o 

T. 

.2 

.6 

.281 

T. 

.2 

T 

•  18  . 

1.67 

Paduoivh' 

o 

•  0 

•  1 

.6 

.1 

.2 

.0 

.  .niv 

1  41 

rnnceton 

O 

'i'', 

'.'2{ 

.r 

.3( 

.0 

3.'!! 

.0' 

■f. 

'.'6' 

.0 

'.'.'. 

•  8 

.88  ... 

1  21 

•iuuisoy,  Lock  No.  2  • 

<; 

•  8( 

.2 

.4 

.0) 

•20  ... 

2.  CO 

Kussollville' 

« 

'.'3 

'.' 

■  ■2', 

1.4C 

.2 

.1 

04  ... 

2.08 

Uuioutowu.  l);im  i'i* 

.....o 

'•'0 

.  1 
.0; 

•  0' 

•  i 

... 

;:;  i... 

T. 

T. 

•  39... 

1.12 

.!<: 

■  i% 

T. 

•7 

1.49 

Cenlml  Division 

Addis(m,Dam45.« 

.....o 

Oc 

AnohoTOKfl  

0 

.ic 

'•'ot 

.K 

L20 

•  52 

.5- 

.261... 

2.69 

Jowllng  Green '  

G 

.0 

T. 

T. 

.6 
L3C 
L92 

•  22 

'.'68 

1.91 

.... 

3.74 

iowliiig Green  No.  2«........ 

Jrcut,  Dam36' 

....  G 
() 

■  OV 

.2 

.2C 

f. 

:io|..^^ 

.lol  .1(1 

1.62 
2.40 

Hrownsville.LocltNo.  6^ 

(J 

'.'is 

.42 

.23 

■.'62 

Vie 

.'•it 

'.'66 

.3C 

2.08 

Burnside=  

c 

.05 

.19 

.3£ 

4.  is 

4^90 

CarrolltouLockNo.  1'.. 

K 

Clermont 

....   S. 

.05 

.'45 

•'i2 

i.'88 

"2.tio 

Danville' 

..  ..K. 

T. 

^20 

l'. 

Dix  Dam,  Burgin  « 

K. 

•  94 

V38 

'.'02 

.17 

f 

".m 

"I'.'n 

Eadsville^ 

'.'62 
T. 

1.05 

'.'is 

."27 

L65 

''roiik fort.  Lock  No.  4« 

.'.".'.'.'k! 

f.' 

.26 

.2; 

".OS 

'.'40 

1.00 

Gest,  Lock  No.  3« 

K. 

16 
1.09 

.49 

•  23 

•  05 

1.80 

t. 

•  07 

2.80 

Slasgow 

G. 

•  19 

•  37 

'.'08 

1.01 

t 

2.74 

iraut.  Diun  3S' 

^,reciK:burg  « 

li.-rii   Bridge,  Lock  No.  7^.... 
rvinjTtoii    

0. 

0. 

K. 

0. 

.05 

.03 

f. 
T. 

.03 

tV 

'.'62 
•  03 

t. 

•  56 

■.'is 

•  21 

•  JO 

':44 
•  75 
L42 

tv 

'•o'i 
.07 

".0-1 

'.'43 
.07 
.34 

:;*' 

'.'27 
.10 

'.'02 

"i.'24 

1.68 
2.05 

..aGraiige 

O. 

.17 

■;i9 

.01 

.18 

0.78 

^■mc;.-tiT2 

.eitrhfield   ' 

K. 

G 

•'■■" 

'.'63 

.'i2 

•  45 

•  52 

1.46 

.!( 

2.22 
1  10 

.pxinston  t 

-ittlr  Hickmim,  Lock  No.  8^ 

k: 

K. 

tV 

... 
.01 

.'i4 

.OS 

i' 

.38 
.50 

•  03 

tv 

V28 

.06 

.05 

i^i2 

'.'ie 

•  67 

1 

1:51 

2.77 

^ockiiort,  Lock  No .  2  ^ 

K. 

.64 

2.70 

.05 

.30 

T. 

tv 

3.13 

.()(TISVII.I,e1  t. 

O. 

15 

f. 
1. 
.01 

'•"01 



■  18 

.42 

i.'82 

.04 

2.96 

Do.  Bowman  Field 

....  0. 

•  01 

.55 

.14 

•  05 

2:12 

.46 

tv 

28 

3.80 

klammoth  Cave^ 

fouticello  V 

G. 

...    .C 

T.' 

.04 

.01 

T. 

.... 
.04 

.  /( 

.47 

'•'63 

.14 

•  19 

•  15 

'•'02 

.70 
.06 

T. 

t. 

.16 
•  82 

'.'19 

4.43 

0  82 

runfordviUe  « 

t.  .iolui^ 

alvisa.  Lock  Nop  2f 

S 

.4S 

■.'05 

.04 

.'07 

'.'26 
.07 

•  22 

•  03 

.60 
'.'25 

.30 
.06 

!!.V 

';i5 

.68 

".'so 

.49 
.02 

:::: 

0.93 
Lll 
L94 
I.^21 
1  57 

cienoeHill 

.....C 

T 

•  " 

•  05 

.03 

.18 

•  25 

.10 

•  47 

holbyville  '■' 

s. 

'.'01 

'.'is 

.02 

.49 

.'02 

.15 

•  07 

02 

'.'io 

mith's  Brove  *•.  .... 

toarns" 

'yroue.Lock  No.  5  '^t..... 

i^illiarasto wii  ^ 

...   .G. 

C. 

. . . . Iv 

.'91 

'.'(13 
.08 

T. 
.05 

'.'i5 
T. 

T 

T.' 

'•'20 
.01 

38 

.'67 

.26 
.22 
•  26 

f 

2. '30 

;o9 

1.19 

3^19 
2^55 
0.62 
2.27 
242 

L 

.'i4 

.16 

'.'l5 

•  09 

•  14 

1.59 

yoodbnry.  Loci;  No. 4*. 

....G 

.52 

.30 

•  21 

•  12 

Vos 

V62 

1.69 

.48 

.is 

.08 

'.'38 

'.'05 

1.66 

E(tstei-H  Division 

«!.land« 

....0. 

T 
T, 

erea  

....K. 

f. 

T, 

.47 

•  02 

•  34 

•  18 

•  06 

1  07 

olli'L'eHill,  Lock  No.  11"  .... 

...K. 

.25 

•'12 

•  05 

t^ 

04 

Vi5 

0.61 
1.36 
1.00 

umberlaiid ... 

ynU.ianM/ 

.'ll 

T. 

.35 

'.65 

.'56 

.06 

•  24 

1^15 

T^ 

.05 
T 
•  16 

T. 

'.'•24 

L07 
i'51 

t 

.02 

f 

armers*  

....L. 

.09 

T. 

•  43 

•  05 

•  32 

.04 

•  08 

•  25 

•  90 

2.18 

leiningrsbnr<,'2  

....L. 

.0.^ 

T. 

.25 

•  16 

'•'69 

•  03 

•  07 

1.69 
1  94 

ordLookXo.  10  ^ 

....K. 

T.^ 

T. 

T. 

•  5S 

•  16 

1.13 

'.'02 

raysoii^ 

0. 

.71 

t. 

•  17 

•  13 

L94 

T. 

'f.' 

■f.' 

2.95 

reenuT)  Dum    30- 

[azard^ 

eidulberg.  Lock  No.  14* 

...  o 

.'08 

.'23 

^02 

.'17 

.15 
2.00 

.Ob 

•'08 

'.'45 

.'88 
•  16 

'.'06 

.'64 

"i!25 
2.60 
0.81 
L63 

2^84 

ackson  « 

...  K 

.03 
T. 
.13 

'62 

•  40 

•  02 

32 

enkins*   

....0. 

.'23 

.47 

.34 

.15 

.26 

•  28 

•'35 

f. 

;64 

.'26 

•  ■20 

•  08 

■■32 

f. 

'.'is 

•  19 

....B. 

.02 

lysviiie.Dam'ss^ '.;;;■. ;;:;;; 

....O 

•'34 

•'42 

•'64 

.31 

.03 

"i'ie 
2.79 

i<1dli'?lK)ro      . 

.     n. 

.'oi 

.10 

.37 

'•'62 

.13| 

.79 

'.'is 

.25 

'."10 

uniit  st.-rlinpr  •• "" 

....L. 

.18 

'•'ii 

.35 

.02 

.12 

0.89 

neoiit!il)nTiiS5' 

....0. 

T 

tv 

.03 
T. 

.29 

OS 

•'eo 

■  59 

niutavillp   « 

ikeviiie" ;; 

'ppapass    — 

...K. 

.09 

.07 

.'06 

tV 

.'06 

.'ii 

T.' 

... 
.21 

.15 

•  00 

•  69 

tv 

•  01 

.'08 

:" 

!62 

■54 
.12 

."io 

•'67 
•  02 

'•'26 

•rV 

't. 
•  01 

L70 
1.82 
1  <!2 

nicksnmi' 

...K 

.131 

04 

.'os 

•  02 

.02 

1:33 
1.58 
1.61 
2  94 

V.  1  :•:;,      Lock  No,  V2^ .  .'.'.'.v.'. 

•  •..K. 

...  1 

•  44 

•  14 

i.w.  LockNo.9   ...... 

...K. 

T. 

•  52 

•'08 

31 

•'67 

!-',UnmNo..32« 

....O 

•  04  1 

.84 

f. 

•  30 

.'76 

'l-i!'^'liiirg-.   

.      P. 

23 

•  02 

.'i6 

.21 

f^ 

.83 

L45 
LOS 
1.12 

illow.  Look  No.  13^ 

..  K 

•  14 

•  06 

•  83 

inchester  ".... 

...K. : 

!; 

'"1 

■v 

76 

."36 

" 

Except  as  otherwise  indicate 

d  obser 

vati 

111.0 

ireg 

en7 

^ 

ma 

lela 

te  in 

thn 

~r~ 
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T.  Trace,  or  precipitation  less  than  0.01  inch 


».  J.  rai-e,  ur  precipitation  less  than  0.01  inch  tPnst  ,^ff,,.^  cAa  ""  i"'--t»un-u  wiui  recording 

Lock  10,  Rprt  House,  Ky^  :  Oneonta.  Ca  ifo?nia  Kv  office  addresses  as  follows: -Lock  f,.  Lawr 


H^?^!;^  .  -^^^u-  '^"1  precipitation  recorded  is  for  24  hours  ending  at  time  of  obserratioii. 
■^PreripitaHnn  ,;;  "^  />°'?i'^"'^''^^""'*^^^°*^6''"'''-'<^i'^'^''''»t^<^-  ^Prccipitation  measured  in  the  mornings 
V  ^efipitation  measured  with  recording  gage.  •Inrlnded  in  the  next  following  measurement. 

Lock  ■■,.  Lawrencebnrg,  Ky.  :    Lock  6.  Versailles,  Ky.  Lock  8.  Nichola.svillc  Ky 
located  is  indicated  as  follows :(B)  Big  Sandy ;  (L)  Licking;  (K  ) 
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CLIMATO LOGICAL  DATA:   KENTUCKY  SECTON 


July,  1944 


Daily  Temperatures  for  July,  1944. 


Western  Division. 
^  T>  _  )  Maximum .  •  ■ 

Beaver  Dam   )  Minimum .... 

„    „      .  )  Maximum  .  • . 

Earlington j  Minimum .  ■  ■ . 

...  Maximum  . . . 

QreenviUe j  Minimum.... 

„      ,  j  Maximum  . . . 

Henderson j  Minimum .... 

„     ,,        ...  Maximum... 

HopklnsviUe j  Minimum .... 

1  »  „!ii„  Maximum  ... 

Lovelaceville j  Minimum .... 

Maximum  ... 

May  field \  Minimum 

Maximum... 

Murray  }  Minimum.... 

)  Maximum  . . . 

Oweosboro )  Minimum.... 

^  „„  \  Maximum  .  . 

Paducan  fe^ |  Minimum. . . . 

J  Maximum  . . . 

Princeton )  Minimum.... 

„   -ii^cB  )  Maximum  ... 

Russell  nllefeS )  Minimum .... 

Central  Division. 

S  Maximum  . . . 
Anchorage )  Minimum.... 

i  Maximum  . . . 
Bowling  Green J  Minimum .... 

)  Maximum  .  .  • 
Clermont )  Minimum .... 

\  Maximum  ... 
nanvUle )  Minimum.... 

\  Maxim\im  . . . 

Dix  Dam )  Minimum .... 

,  ,    ^  )  Maximum  . . . 

Frankfort /  Miuimuni .... 

)  Maximum  . . . 
Glasgow   (  Minimum .... 

j  Maximum  . . . 
Greensburg ,  Minimum.... 

)  Maximum  ... 

Irvmgton j  Minimum .... 

,  ..  v,c  ^^  S  Maximum... 
Leitchflela  (  Minimum 

)  Maximum  . . . 

Lexington   j  Minimum.... 

.     .,,  Maximum  . . . 

Louisville \  Minimum.... 

DO.  Bowman  Field  I  Maximum... 

^,    ^  i  Maximum  . . . 

Mammoth  Cave (Minimum.... 

,  ,  i>Iaximum  ... 

S'-.  John (  Minimum.  . .  • 

„  ,  „.„  )  Maximum  . .. 

Bcience  Hill (Minimum.... 

_,    „       ...  (Maximum... 

ShelbyviUe  j  Minimum . . . . 

Smith's  Grove (  Mfni'mum . '. '. '. 

S  Maximum  .  •• 

f'tearns )  Minimum . . . . 

_ ,      _  )  Maximum... 

Wilbamstown I  Minimum. .. . 


F.nflrrn   Division. 
^,      .  \  Jlaximum  . 

Ashland    i  Minimum.. 

)  Maximum  . 

Rerea (  Minimum.. 

„      ,     ,      ,  J  Maximum  . 

Cumberland j  Minimum 

„  Maximum  . 

Farmers j  Minimum.. 

IT  ,A  iK»,.,  i  Maximum  . 

Heidelberg \  Minimum . . 

,  )  Maximum . 

London (  Minimum.. 

„         ,,,  1  Maximum  . 

Way9T>"e (Minimum.. 

Middlesboro Uf,f/rm.: 

Moun.  Sterling...    \^^ZS:. 
„,.      ,,,  S  Maximum  . 

Pikevllle i  Minimum.. 

(  Maximum . 
Pippapass   (Minimum.. 

Qnlcksand !  ^fn'lmum  ' 

«'i"iamsburg j  Slf^/Zm.: 

Winchester !M?ni'mum.: 


5       6        7        8        9 


87 

58     61 

80     85 


8^1     87 
59 


n      12      13     M      15     16      17     18      19 


89 

'.'0 

7S 

St 

02 

8V 

71 

67 

8^ 

71 

67 

8H 

8H 

71 

66 

QH 

96 

6': 

9';, 

87 

7:1 

(i7 

92 

87 

n 

7r 

KH 

8ii 

n 

6S 

91 

'.V 

74 

7( 

(M 

Rf 

t!' 

71 

85 

85 

74 

64 

96 

89 

7i 

72 

9h 

71 

95 

87 

7? 

71 

9' 

9(: 

08 

7U 

R9 

86 

71 

67 

9( 

85 

7( 

7{ 

9? 

8t 

7- 

6f 

9; 

8( 

68 

7f 

9i 

8^ 

67 

71 

9' 

8>» 

68 

67 

9 

87 

65 

69 

69      62 

9nj  loo 

65      69 


9-t 

90 

68 

66 

9H 

OU 

66 

60 

97 

85 

71 

65 

94 

78 

62 

9? 

8( 

78 

68 

94 

81 

7n 

61 

96 

67 

63 

9« 

94 

68 

f.4 

94 

88 

64 

65 

96 

91 

68 

64 

97 

82 

7? 

66 

9r 

76 

66 

fin 

91 

9? 

70 

91 

8S 

7? 

65 

95 

90 

62 

60 

91 

88 

65 

65 

87 

85 

62 

64 

95 

81 

66 

87 

80 

66 

61 

96 

90 

7- 

67 

88 

77 

6; 

66 

95 

84 

62 

61 

86 

78 

6! 

62 

9f 

87 

64 

62 

22      23      24 


r. 

51 

90 

98 

48 

51 

51 

55 

89 

g'' 

.■.;- 

56 

85 

HI 

62 

8t 

95 

5,1^ 

56 

8( 

97 

47 

49 

87 

95 

50 

61 

9( 

98 

46 

51 

9( 

96 

50 

5.S 

8t 

95 

5; 

58 

88 

W 

5? 

57 

8< 

95 

6C 

64 

88 

96 

5' 

53 

9f 

95 

5r 

66 

8r 

96 

46 

.sr 

9( 

97 

4£ 

49 

fll 

95 

5 

5S 

Si 

88 

55 

52 

91 

95 

5 

P6 

91 

95 

4'- 

5r 

8; 

9? 

4' 

50 

8- 

9;- 

4' 

54 

8 

9? 

4 

60 

SSInstruments  are  read  in  the  morning;  the  maximum  temperature  then  road  i.s  charged  to  tho  preceding  day,  on  which  it  almost  always  occurs 
*,'',",  etc   indicate  respectively  1.  2,  3,  etc.  days  missing  from  record. 
\V  B  0  Louisville.  8-2.5-44-950. , 
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KENTUCKY    SECTION. 

B.  E.  tTNOER 

Vol.  XLIX 

Louisville,  Ky.,  August,  1944 

No. 

GENERAL   STTMMARY. 

Tho  outstaiuliiig  tVnturo  of  .\u!j;usl,  l!)ll,  went  her  was  I  lie 
pft'octivo  tprniinalion  of  tlu>  [)r(>l(>iif>(Hl  drought  Ihat  liad  started 
early  in  the  sunmior.  While-  s1io\v(m-s  were  scattered  and  mostly 
light  during  the  lirst  half  of  the  month,  the  rains  became  more 
frequent  and  much  heavier  during  the  second  half.  Daily  mean 
temperatures  remained  somewhat  above  the  seasonal  average 
generally  until  the  closing  week,  when  a  period  of  appreciably 
eooliM-  weather  set  in. 

The  improved  moisture  situation  was  reflected  in  the  vigorous 
response  of  all  crops  that  had  not  been  injured  beyond  recovery 
by  the  drought.  What  remained  of  early  corn  matured  rapidly 
and  cutting  started  in  a  few^  southwestern  districts.  The  late 
crop  had  about  reached  the  "roasting  ear"  stage  by  the  close  of 
the  month. 

Tobacco,  even  more  than  corn,  improved  decidedly  as  a  result 
of  the  rains.  In  some  of  the  drier  areas  the  rains  came  too  late 
to  be  of  much  benefit  to  early  planted  tobacco,  but  in  favored 
'ections  suckering  and  topping  made  good  progress  and  some 
priming  vas  being  done.  This  crop,  by  the  .iid  nf  August,  was 
almost  ready  to  cut,  and  in  a  few  soutlwesteiii  cnuuties  cutting 
had  already  begun. 

Pastures  and  forage  crops  recovered  fully  in  many  sections 
\nd  made  rapid  growth.  Soy  beans  w^ere  mostly  in  the  l)looin- 
ing  and  podding  stage  and  about  ready  for  cutting.  Late  pota- 
;oes  and  late  gardens,  where  planted,  improved  considerably. 

At  the  close  of  the  month,  all  but  a  few  sections  of  the  State 
lad  received  rainfall,  and  a  period  of  warm  sunshine  was  needed 
;o  mature  standing  crops  and  to  condition  the  soil  for  plowing 
md  preparation  for  fall  sowing. 

TEMPEKATURE . 

The  average  temperature  for  the  month  was  76.3°,  or  0.4° 
ibove  normal.  During  thr  lirst  sixteen  days  of  the  month  daily 
iiean  temperatures  were  Uowi  .5°  to  12°  above  normal  and  near 
lormal  from  the  17th  to  the  23d,  when  a  period  of  compara- 
:ively  cool  w^eather  carried  the  daily  means  from  5°  to  14°  below 
:he  seasonal  average.  Maximum  temperatures  approached  or 
?xceeded  100 -  on  tlie  9th  and  again  on  the  12th,  wdth  an  extreme 
Df  104°  at  Greensburg,  Green  County  on  the  12th.  Minimum 
temperatures  fell  lielow  50°  at  most  places  in  the  central  and 
-astern  sections  on  the  25th.  The  lowest  recorded  was  43°  at 
London,  Laurel  County,  on  the  25th  and  26th. 

PRECIPITATION. 

The  average  precipitation  for  August  was  5.45  inches,  or  1.73 
inches  above  normal.  Light  scattered  shoAvers  early  in  the 
month,  were  followed  i)y  tln-oe  periods  of  general  rains"^from  the 
13th  to  18th,  the  -1\^\  to  23d,  and  the  26th  to  28th,  during  which 
heavy  to  excessive  rains  fell  in  all  lait  the  extreme  northeastern 
and  the  extreme  western  sections.  While  most  of  the  State  re- 
3eived  over  six  inches,  montlily  amounts  varied  consideral)lv. 
[n  portions  of  the  Cumberland,  upper  Green,  and  upper  Ken- 
tucky watersheds,  montlily  amounts  exceeded  seven  inches,  with 
1  maximum  of  9.31  inches  at  IMammoth  Cave  in  Edmonson 
bounty.  The  amounts  tapered  downward  to  less  than  three 
.nches  over  the  extreme  northeastern  and  extreme  western 
counties,  with  a  minimum  of  1.58  indies  at  Louisa,  Lawrence 
IJounty.  The  greatest  amount  in  24  hours,  3.41  inches,  fell  at 
Danville  on  tlie  27t]!. 


~^~'—  tmivEi?siTY  omtrwoK 

MISCELLANEOUS. 


■aw 


llh-t,-.      The 


ilimied 


a(l(!  but  slight  response  to  runolT  fr 
in  |)ool  throughout  tlie  month. 


PRKSaURE,  WIND,  HUMIDITY  AND  SUNSHINE. 

Atniospiierio  press 

ure  1  reduced  to 

sna-lovel.) 


Cairo Til. 

Cincinnati Ohio 

Kvansville Ind. 

I^ouisville Ky. 
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COMPARATIVE  DATA  FOR  AUGUST. 


1889. 
1890. 
1891. 
1892. 
1893. 
1894. 
1895. 
1896. 
1897. 
1898. 
1899. 
1900. 
1901. 
1902. 
1903. 
1904. 
1905 
1906. 
1907. 
!908. 
1909. 
1910. 
1911. 
1912. 
1913. 
19M. 
1915. 
1916. 
1917. 
1918. 
1919. 
1920. 
1921 . 
1922. 
1923. 
1924. 
1925. 
1926. 
1927. 
1928. 
1929. 
1930. 
1931. 
19.32 . 
1933. 
1934. 
1935. 
1936. 
1937. 

1939.' 
1940. 
1941. 
1942., 
1943.. 
1944.. 


Temperature.         Precipitation        Numberof  day 


74.8 
77.1 
76.6 
77.1 
75.2 
76.7 


75.6 
75.6 
75.5 
75.2 
75.7 
77.4 
74.8 


78.0 
75.3 
76.0 
76.9 
74.9 
78.1 
76.3 
76.9 


5.94 
6.29 
4.26 
3.49 
3.18 


6.28 
2.43 
6.03 
3.00 
1.47 
7.51 
2.88 
4.33 
2.0« 
2.26 


0 


t56-Year  average. 


NAT; 
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CLIMATOLOGICAL  DATA:  KBNIUCKY  SECTION. 


August,  194'4 


Olimatological  Data  for   August,  1844. 


WESTERN   DIVISION 

Beaver  Dam  

Earlington 

Ford's  Ferry,  Dam  60 

GilbertsvUle 

Greenville 3mS. 

Hartford,  [near] 7  m  N 


Hopkinsville.. 
LovelaceviUe . 
Mayfield 


1-2] 
..1-2 


Owensboro 1-2  m  W. 

'  Owensboro,  Dam  46 

Padncah  

Princeton 

Ramsey,  Lock    2t 

Russellville 

U niontown.  Dam  49 


Anchorage 

Bowling  Green 

Brent 

Brownsville,  Lock  6  t 

Bnrnside 

CarroUton,  Lock  1 

Clermont  

Danville    ••- 

Dix  Dam,  Bargin 

Eadsville   — 

Frankfort,  Lock  4 

Gest,  Lock  3 

Glasgow 3mNE. 

Grant,  Dam  38 

Greeusburg  

High  Bridge,  Lock?... 

Irvington   

LaGrange 1  m  NW. 

Lancaster 

Leitclifleld 

Lexington 

Little  Hickman,  Lock  8. .    • 

Lockport.  Lock  2 

Louisville  

Do    Bowman  Field .  5  m  E 

Mammoth  Cave 

Monticello    —  . .  • .  • 

Munfordville 

St.  John 3  m  SW 

Saivisa.  Lock  6 

Science  Hill   

Shelbyville  2n 

Smith's  Grove • 


Ohio  • 

Hopkins.... 
Crittenden.. 
Marshall ... 
Muhlenbnrg 

Ohio 

Henderson. . 
Christian.  .. 
Ballard  ..  .. 

Graves 

Calloway.  .. 

Daviess 

Daviess  . . . . 
McCrack  en 
Caldwell.  .. 
McLean  — 

Logan 

Union 


Breckinridge 
Jefferson  . 
Warren  . . 
Campbell 
Edmonson 
Pulaski  .. 
Carroll .  . . 
Bullitt .... 
Boyle  .... 
Mercer  . . . 


Tyrone,  Lock  5 

Williamstown 

Woodbury,  Lock  4j. 


College  Hill,  Lock  11 

Cumberland ...,4  m; 

Cyntliiana 

Falmouth 

Farmers   

Flemingsburg 

Ford, Lock  10 ■ 

Grayson    —   

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14 

Jackson  

Jenkins 

London     

Louisa 

Mavsville  Dam  33 4m] 

Middlesboro  

Mount  Sterling 

Oneonta.Dam  35 

Palntsville 

Pikeville 

PiPT)apas8 — 

Quicksand 

Ravenna,  Lock  12 

Valley  View,  Lock  9  ...... . 

Vanceburg,Dam  32 

Williamsburg 

Willow,  Lock  13 

Winchester   

State  averages  and  extremes 


Henry 

Barren  — 

Boone 

Green  — 
Jessamine 
Breckinridge 
Oldham  ... 
Garrard  . . . 
Grayson  .. 
Fayette  ... 
Jessamine 

Henry 

Jefferson  . . 
Jefferson  . . 
Edmonson 
Wayne  .  •  ■  • 

Hart 

Hardin  .... 
Mercer.  ... 
Pulaski   ... 

Shelby 

Warren  .■ 
McCreary  . 
Anderson. , 

Grant 

Butler 


Boyd 

Madison.. 
Madison.. 
Harlan .  ■  ■ 
Harrison  . 
Pendleton 
Rowan  . . . 
Fleming  .. 
Clark   .... 

Carter 

Greennp.. 

Perry  

Lee   

Breathitt  . 
Letcher-  •  ■ 
Laurel  — 
Lawrence 
Mason    . . . 

Bell 

Montgomery 
Campbell . 
Johnson   . 

Pike 

Knott 

Breathitt  . 
Estill  .... 
Madison  . 
Lewis  .... 
Whitley  .. 

Lee   

Clark   .... 


Temperature,  in  degrees  Fahr. 


0.2 


77.2  -  1.6 
77.81-  0.3 
79.4  +  1 
77.4-  0.5 
78.0  + 
77.8+  1.8 


75.5 

73. 6|-  0.8 

76.  3,+  1.9 


73.0- 

74.8  . 


Precipitation  in  inches 


+  0.71 
+0.0 
+0.40 
-1.34 
0.91 


+2.29  2.90 

+1.44  1.08 

+  1.52  1.94 

hi. 78  1.57 

+  4.67  2.40 

+3.20  2.12 

+2.29  2.05 


Number  of  days. 


26 

26 

16-17 

17 


+0.40 
+2.19 
+4.26 
+2.96 

+2 '62 
+5-14 
+2.77 
+2.  G5 
+0.67 
+2.27 

+4.13 


+5.05 
+  0.94 
+3.90 


2.08-1.74 
5. 08  +0.94 
4.72+0.67 


1.36 


+  1.23  1.49 
-   0.12 

+2.17  2.13 

41.991  1.97 

+  1.13  2.05 

-i'.m  0.54 
-0,9s  I..34 
+1  22  1.39 
+  2.44j  3.10 
+4.59   2.10 


1.52 -2.. 59    0.52 
7.30+3.20    2.03 


26-27 
13-14 

26 
26-27 
26-27 
21-22 
21-22 

27 


26-27 

2C-2C 

26 


17-18 

26-27 

27 


^  1.53  2.32 

+  0.53  1.60 

+2.09  2.39 

+  3.65  3.07 

+  2  95  1  98 

+0.06  121 

+2.04  1.58 


5.45+1.73   3.41 


E.G.  Young. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C  R.  Lovell. 

W.  R.  Carson,  Sr. 

George  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers, 

Alton  M-  Harvill. 

Lockmaster. 

Dr   Samuel  8.  [rfcReynolds. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

W.  Ky,  State  Teachers  C  ollege 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

R.  P.  Amos. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfleet. 

Lockmaster. 

Lockmaster. 

Randolph  C.  Wilson. 

Lockmaster. 

Mrs.  Letlie  D.  Perkins. 

Lockmaster. 

L.  0,  Stiles. 

J.  C  Ogg. 

Kentucky  Utilities  Co. 

George  D.  Litsey. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmater. 

US.  Weather  Bureau. 

US.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  O  Cooper. 

Robert  C.  Smith. 

Sisters  of  Loretto. 

lyoekmaster. 

Willam  H.  Dobbs. 

WillaS.  A.  Ratta. 

C.  W.  Gurnsey. 

Airway  Station. 

Lockmaster. 

Miss  Nettie  B.  Simpson. 

Lockmaster. 


Lockmaster. 

D.  H.  (enter. 

Lockmaster. 

.lames  E.  Allen. 

Marshall  Hill- 

Jessie  Oldham. 

Mrs   CnrdaB.  Stamper. 

C  A.  Glasscock. 

Lockmaster. 


Lockmaster. 

H.  A.  Rally. 

Lockmaster. 

.las.  T.  Goff. 

R.  J.  Howard. 

f^ue  Bennett  College. 

Zeb  Heston. 

Lockmaster. 

Miss  Margaret  A.  Gunn. 

Arthur  Frodge- 

Lockmaster. 

E.  C  Fraley. 

U.  S.  Weather  Bureau. 

Cancy  Run  Com.  Center. 

R.  W.  Jones. 

Lockmaster 

Lockmaster. 

Lockmaster. 

Charles  B    West. 

Lockmaster. 

Thomas  A.  Waller. 


All  temperature  data  are  taken  from  self-registering  thermometers.  t  ,„,.„,,i    K„f  aii  pnninletp   renorts  ire 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  sn,.h  stations  as  have  ten  or  "?o;« /^'J"  "'X?  Loc^  s  are  on  " he  K^^ 
used  in  determining  section  or  division  means.  ti{iimsey,  Brownsville  and  \\  nodl.,iry  are  Locks  on  the  Green  River    other  Locus  are  on         ivem    .Ky  n 


August,  1944 


CLIMATOLOCJICAI.   DATA:    KENTU(JKY  HKOTION 


Daily  Precipitation  for  Aujruat,  1044. 


Westeni  Division 

Beftvor  Dam 

KikrliiiRton   '■•■. 

Korils  Forry  Dam  BO* 

Gllbortsvllle' 

lirKenvillo 

Hartford 

Uuudorson 

Ilopkiiisville    " 

Lovelaooville 

Mivyliold 

Murray   

Owimsboro  

Owensboro,  Dura  46'   ' 

Paducah"  

Princeton 

Hnmsey,  Lock  No.  2  ' 

Rnssellville  » 

Union  town.  D;iin  49' 


Central  Division 

Addison, Dam  45.  • 

Anchorage 

Bowlintt  Green '  — 

Bowliny  Green  No-  2'  —  . . . 

Brent,  Dam36' 

Brownsville, Lock  No.  6" 

Burnside'  

CarrolltouLoek  No.  1' 

Clermont 

Danville" 

Dlx  Dam,  Bnrgin  " 

Kadsville  '^ 

I'rankfort.LockNo.  4' 

Gest,  Lock  No.  3' 

Glasgow 

Grant,  Dam  3S' 

Greensbnrg  ' 

High  Bridge,  Lock  No.  7*  — 

Irvington   

LaGrange 

Lancaster' 

Leitchfield  ' 

Lexington  t 
Little  Hickm 
Lockport,  Lock  No 

Lodisvii.lei  t- 

Do.  Bowman  Field 

Mammoth  Cave' 

Mouticello  ' 

MunfordviUe  ' 

St.  John  ' 

Salvisa,LockNo6n... 

Science  Hill.        

Shelbyville  ' 

Smith's  Srove  •*....... 

Stearns  ** 

Tyrone,  Lock  No.5  't.. 

Wniiamstown  ' 

Woodbary,Lock  No. 4' 


Lock  No.  8  't. 


Eastern  Diri 

Ashland' 

Berpa   

Col  lege  Hill,  Lock  No. 

Cumberland  • 

Cyuthiann' 

Falmouth'   

Farmers'  

Flemiugsbnrg'  

Ford  Lock  No.  10  'I. .. 

Grayson'  

Oreenup  Dam    30' 

Hazard^ 

Heidulberg.  Lock  No.  1 

Jackson  ' 

Jenkins' 

London 

Louisa' 

MaysviUe,  Dam  33'.... 

Middlesboro      — 

Mount  Sterling 

OneontaDamSS' 

Paintsvllle  '. 

Pikeville" 


Qnickeand' 

Ravenna.  Lock  No  12'. 
Valley  View.  Lock  No.  9 
Vancebnre,  Dam  No.  32  - 

Williamsburs:' 

Willow,  Lock  No.  13'-.  . 
Winchester  ** 


Day  ol  month 


o. 

o 

T. 

G. 

G. 

(}. 

.(;. 

.47 

K. 

K. 

.4,'i 

K. 

1.43 

26     27     28     2«     80     81 


4.94 
8.89 
2.44 

6.81 
4.08 
2.63 
6.62 
2.24 
8.U 
8.66 

8.76 
2.18 
2.64 
6.19 
4.64 
2.68 


6.40 
6. 18 
6.21 
5.36 


6.77 
8.89 
5.97 


3.69 
6  29 
7.92 
6  23 
6.74 
5.97 


2.08 
5.08 
4.72 


6.72 
6.23 
5.20 


Except  as  otherwi.^e  indicated  obsers-ations  are  eenerallT  madp  latp  in  fho  ofi-,i,.,,„^,. ^         ,  ...  ,    ,       ,  ,  :; "" — 

'First-order  Weather  Bureau  station ;  precipitation  is  for  the  ilCir  perio.f  m  dn?JhtTL-r'''h^^     prenimtation,  recorded  is  for  24  hours  ending  at  time  of  observation. 

amount  then  recorded  is  for  the  preceding  24  hours  tP^eciSon  mersnrey  wUh^"  otherwise  'njiicated.    'Precipitation  measured  in  the  morning : 

T.  Trace,  or  precipitation  less  than  0.01  inch.  tPost  office  aflrrP^?o,°°'"{Xws^  ^'^ili^Tr"'"^  ^"^t  v     *^']''^"^'',^  \V  ff^P.^^^t  following  measurement 

Lock  10.  Rod  House,  Kv.  :  Oneonta.  California.  Kv.  River  drah?a?e  a  rl^^^;^  V  •  .    \  y-.n^reneeburg,  Ky.  :    Lock  fi.  Versailles.  Ky.  Lock  8.  Nicholasville, 

Kcntuckv:  (S)  Salt^  /■,«'-■":  'O  Cumberland  f  (T)  Temiessee:^0?Ohio?  UP  M     i  I  pS  "  " 

"Airport  station.    Data  for  2i  hours  ending  at  12.30  a.  m  .  90th  meridian  time  adjusted  to  day  t'hev  occur 
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CLIMATO LOGICAL  DATA:   KENTUCKY  SECTON 


August,  1944 


Daily  Temperatures  for  Aug-ust,   1944. 


n'estem  Division. 
^  )  Maximum  .  ■  ■ 

Beaver  Dam   )  Minimum .... 

,.     ,  S  Maximum  .-■ 

Earhngton |  Minimum . . .  ■ 

...  j  Maximum  . . . 

GreeuvlUe j  Minimum .... 

S  Maximum  . . . 

Henderson j  Minimum  •  ■  ■  ■ 

„,..,,  \  Maximum  . . . 

Hopkmsville   )  Minimum .... 

,         .,.  (Maximum... 

Lovelaceville  ........  j  Minimum. . . . 

_  ,  ^  Maximum  . . . 

May  field j  Minimum 

Maximum  . . . 

Murray  (Minimum.... 

j  Maximum  . . . 

Owensboro )  Minimum 

^  ,„  Maximum  .   . 

Paducah  ^S )  Minimum. . . . 

J  Maximum  .  . . 

Princeton |  Minimum 

„   .„  cc  3  Maximum  ... 

Russell ville^^ ,  Minimum.... 

Central  Division. 

i  Maximum  . . . 

Anchorage |  Minimum.... 

Maximum  . . . 

Bowling  G  reen j  Minimum . . . . 

S  Maximum  •  • . 

Clermont }  Minimum . . . . 

S  Maximum  • . . 

Danville )  Minimum 

S  Maximum  . . . 

Dix  Dam  )  Minimum . . . . 

,  .     ^  S  Maximum  . . . 

Frankfort |  Minimum 

Maximum  ... 

Glasgow   I  Minimum . . . , 

j  Maximum  . . , 

Qreensbnrg ,  Minimum..., 

.     ^  Maximum  . . 

Irvingtou )  Minimum . . . 

r    :  ,  fi„i^  i  Maximum  .. 

Leitohfiela j  Minimum... 

)  Maximum  . . 

Lexington   (Minimum... 

S  Maximum  . . 

Louisville \  Minimum . . . 

DO.  Bowman  Field  j  Maximum.. 

11,  fi„„„  Maximum.. 

Mammoth  Cave j  Minimum . . . 

,  ^  )  Maximum  . . 

St.  John (Minimum... 

_  .  TiMi  S  Maximum  .  . 

Science  Hill j  Minimum. •• 

„,    „       ,,,  Maximum  . . 

ShelbyvUle   j  Minimum . . . 

o    ,.^,   r'     ,.o  '  Maximum  •  . 

Smith's  Gro-^  e (  Minimum . . . 

S  Maximum  . . 

steams j  Minimum . . . 

„,.,,.        .      „  J  Maximum  .. 

WilliamBtown i  Minimum... 


Eoslerii 

Ashland    

Berea 

Cumberland 

Farmers 

Heidelberg 

London  

Maysvllle 

Middlesboro 

Mount  Sterling 

Plkeville 

Pippapass   

Quicksand 

Williamsburg  .. 
Wlnphoster 


j  Maximum  . 
)  Minimum.. 
\  Maximum  . 
(  Minimum.. 
S  Maximum  . 
(  Minimum. . 
S  Maximum  . 
(  Minimum.. 
3  Maximum  . 
I  Minimum. . 
j  Maximum  • 
(  Minimum., 
i  Maximum  . 
(Minimum.. 
S  Maximum  . 
(  Minimum. , 
j  Maximum . 
'l  Miniiiium .. 
i  Maximum  . 

■  (Minimum. 

j  Maximum . 

■  (  Minimum. 
)  Ma? 


(  Maximum . 
(  Minimum.. 
)  Maximum  . 
(  Minimum.. 


95  32 
67      64 

96  9.') 


7-2 
93 

94 

66 

97 

68 

69 

71 

97 

97 

inn 

61 

M 

67 

9? 

94 

97 

78 

76 

71 

97 

^7 

97 

61 

fir 

6;^ 

9( 

9-,> 

97 

m 

66 

6S 

9'. 

9;- 

9S 

6H 

66 

98 

96 

97 

fi^ 

6;- 

6? 

9( 

91 

9ft 

6-' 

K- 

6V 

05 

9- 

96 

fiS 

6f 

7f 

9' 

9fi 

97 

fW 

6r 

64 

q,"! 

9< 

97 

ft! 

5f 

64 

91 

9' 

W 

6 

6: 

6ft 

92 

9; 

9ft 

61 

k; 

fti 

9F 

9: 

97 

6- 

69 

65 

19     20     21      22 


ft! 

fta 

Kft 

9H 

ftl 

ft2 

H4 

92 

ft.) 

fi4 

hfi 

91 

ft- 

ftft 

ft2 

90 

60 

6h 

95 

^A 

84 

ftS 

ftC 

H? 

8S 

6S 

54 

7! 

ft! 

ft< 

K( 

K'^ 

6.= 

5i 

8( 

82 

87!     88 


6ft 

48 

81 

76 

ftf 

47 

7S 

78 

64 

fi2 

74 

73 

ft7 

ft2 

76 

76 

6f 

ftfi 

76 

76 

6n 

ftfi 

72 

77 

6? 

48 

K6 

7ft 

63 

51 

SSInstruments  are  read  in  the  morning;  the  maximum  temperature  then  rrnd  is  ehargrd  to  thr  prcoeding  day,  on  \vhich  it  almost  always  oornrs 
•.",",  etfi   indicate  respectively  1,  2,  3.  ote.  days  missing  from  reeord. 
W  B  O  Louisville,  9-2ft-41-9.ft0. 


'   '.  /.  r 
(I  N  K  I 


^/v  -y-'^ 
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KENTUCKY    SECTION 

B.  E.  TJNaER 


Vol.  XLIX        Louisville,  Ky.,  Septkmbeu,  1944 


No.  9 


GENERAL,   SUMMARY. 

rwiinf:ill  was  abinulant  over  most  of  Kentucky  (luring;  S('j)t('in- 
M-,  19-14,  and  in  sonic  of  the  southern  districts  it  was  too  heavy 


and  too  fr(>quent.  However,  lltMulerson  and  Union  Counties 
continued  very  dry  until  near  the  close  of  themontli.  Thermal 
conditions  were  fairly  equitable  with  no  pronounced  periods  of 
unseasonable  heat  or  abnormal  cold,  and  no  extremely  high  or 
unusually  low  temperatures  occurred. 

I 'uder  these  weather  conditions  the  general  improvement  of 
all  crops  that  followed  the  rains  of  the  preceding  month  con- 
tinued. Cutting  and  shocking  of  early  corn  progressed  through 
the  month,  but  this  crop  never  fully  recovered  from  the  effects 
of  the  mid-season  drought  and  its  final  condition  was  mostly 
fair.  Late  corn,  on  the  other  hand,  improved  considerably. 
Much  of  it  had  fully  matured  in  good  condition  at  the  close  of 
the  month,  and  the  remainder  was  nearing  maturity. 

Tobacco  continued  to  make  exceptional  growth.  A  large 
portion  of  this  crop  was  ripening  during  the  latter  half  of  the 
month  and  cutting  and  housing  were  making  good  progress. 
Some  topping  was  still  being  done  in  late  fields.  There  was  some 
complaint  of  damage  from  house-liurning  in  a  few  localities. 

Pastures  maintained  a  good  condition  throughout  tlie  month. 
Considerable  hay  from  lespedeza,  grass,  alfalfa  and  late  clover 
was  put  up  with  little  damage  l:)y  weather.  Soy  beans  were 
mostly  in  fair  condition  and  ready  for  cutting  at  the  close  of 
September,  and  some  were  being  cut  for  hay.  Sowing  of  small 
grains  and  cover  crops  was  begun  during  the  last  week. 

While  weather  conditions  were  generally  favorable  during  the 
month,  farm  work  was  much  behind  due  to  the  acute  labor 
shortage,  and  several  weeks  more  of  sunshine  and  safety  from 
frost  were  needed  to  harvest  crops  still  in  the  field. 


TEMPERATTJRE. 

The  average  temperature  for  the  month  was  68.8°  or  1.6" 
below  the  seasonal  average.  There  were  three  short  periods  of 
relatively  warm  weather,  l-5th,  18th-21st,  and  27-30th,  which 
were  offset  by  a  somewhat  longer  period  of  comparatively  cool 
weather  from  the  7th  to  14th  and  a  short  period  from  tlie  23d 
to  26th.  Daily  mean  temperatures  were  above  or  Ix-Ioav  tlie  daily 
normals  by  more  than  10"^  on  a  few  days  only.  Maxhiuim  tem- 
peratures above  90^  were  general  on  the  3d  and  4Lh  and  minimum 
temperatures  near  40^-'  on  the  2r)th.  The  extremes  for  the  section 
were  96^  at  Willianjsburg  on  the  2d  and  at  Paducah  and  Love- 
laceville  on  the  4th,  and  38^  at  Shelbyville  on  the  2.5th. 


PRECIPITATION. 

Tlie  average  monthly  precipitation  was  3.88  inches  or  0.98 
inch  above  normal.  Moderate  to  fairly  heavy  rains  fell  gener- 
ally over  the  State  during  the  first  five  days  and  aij;ain  from  tlic 
27th  to  28th,  with  two  periods  of  lighter  and  iiinrc  Hcatt('r(Ml 
rains,  from  the  11th  to  13th,  aiid  from  the  20tii  to  L'3',1.  Total 
amounts  ranged  from  7.00  inches  along  the  soutlieastcrn  border 
to  less  than  2.00  inches  in  tlie  extreme  northern  and  extreme 
western  counties.  Tlie  largest  montlily  amount.  7.47  inelies 
fell  at  Willow,  Lee  County,  and  the  least,  1.49  inches,  at  Grant, 
Boone  County.  The  greatest  24-]-iour  amount  was  3.00  inches 
at  ]Midd]esl>oro  on  tlie  ]9th. 


MISCELLANEOUS. 

ver  continued  at  pool  slageth 


ighnutthc 


0]>\o  Jiirer.     The  liver 
month. 

Hail.  A  severe  hailstorm  at  (ilasgow  on  tlie  8lh  completely 
destroyed  fields  of  tobacco.  Some  of  the  hailstones  were  reported 
as  large  as  hens'  eggs.      

PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Atmospheric  press- 
ure (reduced  to 
sea-lovol.) 

Wind. 

Relative 
humidity. 

p 

Stations. 

3 

1 

1 

1 

5> 

« 

i 

a 

g 

d 

a 

i 

1 

p 

Cairo 111. 

Cincinnati Ohio 

Kvansville Ind, 

Louisville Ky. 

30.29 
30.36 
30.31 
30.33 

24 
24 
25 
25 

29.79 
29.76 
29.76 
29.78 

12 

12 

12 

6.1 
5.1 
5.6 
6.6 

29 
24 

nw. 
sw. 

ne. 

4 

4 
4 
4 

89 
96 
91 
92 

60 
55 
53 
66 

74 
62 

71 

68 
77 
70 

0 
41 
21 
16 

COMPARATIVE  DATA  FOR  SEPTEMBER. 


Temperature. 


73.4 
68.7 
74.6 


75.5 
72.7 
69.8 
65.3 
77.2 
73.5 
72.2 
65.5 

72.6 
75.1 
69.5 
74.3 


Precipitation 


3.24 
2.71 
1.10 
3.77 
0.21 
4.36 


4.01 
0.91 
2.6S 
2.61 
6.15 
3.00 
1.03 
2.51 
4.41 


2.96 
3. 32 
3.48 
2.56 
2.94 
1.69 
3.30 
5.37 
2.22 
2.87 


0.81 
4.69 
2.46 


5.03 
4.82 
2.75 
3.57 
1.84 
.3.52 


3.12 
2.58 
3.88 
2. 90 


Number  of  days. 


1 56-Year  average. 


KAL 
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CLIMATOLOGICAL  DATA:  KENTUCKY  SECTION. 


Sfptember,  1944 


C limatological  Data  for   September,  1944. 


WESTERN   DITI810N 

Beaver  Dam  

Earliugton 

Ford's  Ferry.  Dam  60 

GilbertsvUle 

Greenville 3mS 

Hartford,  [near] 7  m  N 

Henderson 1  1-2  m  S 

Hopkinsville 1-2  m  E 

Lovelacev:lle 

Mayfleld 

Murray 

Owensboro 1-2  m  W 

Owensboro.  Dam  46 

Paducah   

Princeton 

Rnmsey.  Lock   2t 

RoBsellville 

XJniontown.Dam  49 

CENTRAL  DIVISION. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brent ,...■ 

Brownsville,  Lock  6  t 

Bumside — 

Carrollton,l.ockl 

Clermont  

Danville    

Dix  Dam, Bnrgin 

Eadsville 

Frankfort,  Lock  i 

Gest.LockS 

Glasgow 3  m  NE 

Grant,  Dam  38 

Greeusburg  

High  Bridge,  Lock  7 

Irvington    •• 

LaGrange Im  NW 

Lancaster 

Leitchfield 

Lexington 

Little  Hickman,  Lock  8 . . 

Lockport.  Lock  2 

Louisville  

Do    Bowman  Field .  5  m  E . 

Mammoth  Cave 

Monticello 

Munfordvllle 

St.  John 3mSW 

Salvisa.  Lock  6 

.Science  Hill   .•■ 

Shelbyville 2m  W. 

Smith's  Grove 

Tyrone.  Locks 

Willianistown 

Woodbury,  Lock  4+ 


EASTERN  DIVISION. 

Ashland 3m 

Berea 

College  Hill. Lock  11  .... 

Corbin  ...••■ 

Cumberland 4mS. 

Cyuthiaua 

Falmouth 

Farmers   

Flemingsburg 

Ford,  Lock  10 

Grayson 

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14 

Jackson  

Jenkins 

London  

Louisa 

Maysville  Dam  33 4  mE 

Middlesboro   

Mount  Sterling 

Oneonta,Dam35 

Paintsville 

Pikeville 

Pip(papa.ss 

Ciuicksand 

Ravenna,  Lock  12 

Valley  View,  Lock  9 

Viincebiirg.Dam  32 

Williamsburg 

Willow.  Lock  13 

Winchester  


Ohio  ••••• 
Hopkins . . 
Crittenden 
Marshall . 

Muhlenburg 

Ohio 

Henderson 
Christian. 
Ballard  .. 
Graves  . . . 
Calloway. 
Daviess. . . 
Daviess  .. 
McCrack  e 
Caldwell.  . 
McLean  .. 
Logan.... 
Union 


Breckinridge 

Jefferson  . 
Warren  . . 
Campbell 
Edmonson 
Pulaski  .. 
Carroll .  . . 
Bullitt .... 
Boyle  .... 
Mercer  . . . 
Wayne-  ■. 
Franklin  . 

Henry 

Barren  — 

Boone  

Green  

Jessamine 
Breckinridge 
Oldham  ... 
Garrard  ... 
Grayson  . 
Fayette  . . . 
Jessamine 

Henry 

Jefferson  . 
Jefferson  . 
Edmonson 
Wayne  .  •  • 

Hart 

Hardin  .... 
Mercer.  .. 
Pulaski  .. 
Shelby.... 
Warren  .. 
Anderson. 

Grant 

Butler.... 


3tate  averages  and  extremes 


Boyd 

Madison  — 

Madison 

Whltlev  ... 
Harlan  . . . 
Harrison  . . 
Pendleton  . 

Rowan  

Fleming  — 

Clark    

Carter 

Greenup. .. 

Perry   

Lee    

Breathitt  . 
Letcher.  ■  •  • 

Laurel 

Lawrence  . 

Mason   

Bell 

Montgoiner: 
Campbell .  . 
Johnson   . . 

Pike 

Knott 

Breathitt  . . 

Estill   

Madison  . . 

Lewis 

Whitley  . . . 

Lee   

Clark    


Temperature,  in  degrees  Fahr. 


-  2 

6.8 


PreciDitation  in  inches 


Number  of  days, 


+1.25 
+0.34 
+33 
-1.45 
+  2  12 
+3.00 
+0.26 


2'/-2i 
20-2 
27-28 


+  2.38 
+063 
+1.49 


+0.43 
f0.61 
7. 05; +4. 49 
3  62! +  0  52 
3. 57+0. .55 
3.37-0.06 
3.  42+0,, 58 
4-36 
3.65+0.07 


.6     96 


+0.83 


11-12 
28-20 
28-29 


27-28 
29 
4 
12 


E.G.  Young. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C   R.  Lovell. 

W.  R.  Carson,  Sr. 

George  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers, 

Alton  M.  Harvill. 

Lockmaster. 

Dr   Samuels.  ttlcReynolds . 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

W.  Ky,  State  Teachers  College 

Lockmaster. 

Lockmaster. 

Sarah  E .  Lewis . 

Lockmaster. 

R.  P.  Amos. 

R.  p.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfleet. 

Lockmaster. 

Lockmaster. 

Randolph  C  Wilson. 

Lockmaster. 

Mrs.  LetiieD.  Perkins. 

Lockmaster. 

L.  O,  Stiles. 

J.  C  Ogg. 

Kentucky  Utilities  Co. 

George  D.  Litsey. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U  S.  Weather  Bureau. 

US.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  O.  Cooper. 

Robert  C  Smith. 

Sisters  of  Loretto. 

Lockmaster. 

Will  am  H.  Dobbs. 

WillaS.  A.  Ratta. 

C.  W.  Gurnsey. 

Lockmaster. 

Miss  Nettie  B.  Simpson. 

Lockmaster. 


Lockmaster. 

D.  H.  Center. 
Lockmaster. 
Airway  Station. 
James  E-  Allen. 
Marshall  Hill. 
Jessie  Oldham. 

Mrs   CordaB.  Stamper. 
C  A.  Glasscock. 
Lockmaster. 

Lockmaster. 

H.  A.  Bailey. 

Lockmaster. 

Jas,  T.  Goff. 

Rebecca  Brown. 

Sue  Bennett  College. 

Zeb  Heston. 

Lockmaster. 

Miss  Margaret  A.  Gunn. 

Arthur  Frodge- 

Lockmaster. 

E.  C  Praley. 

U.  S.  Weather  Bureau. 

Caney  Run  Com.  Center. 

R.  W.  Jones. 

Lnckma!*ter 

Lockmaster. 

Lockmaster. 

Charles  B    West. 

1-ockmaster. 

Thomas  A.  Waller. 


All  temperature  data  are  taken  from  self-registering  thermometers 

The  departures  from  "'  '  -_.  -- 

used  in  determining  section 
Reference  letters, ',  '' 
t  Also  on  other  dates.    +t  Received  too  late  to 


taken  from  self-registenng  thermometers.  ^       ,     ,  u    ..  ^  >,   „„  k,„ /^r  ni,.TP  vpars  of  record    but  all  compote   reports  are 
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Cl.IMATOLOUICAL  DATA:   KICN'TUCKY   SECTION 


Dally  Preolpitatlon  for  September,   1944. 


Wemtem  Divition 

Benvor  Dam 

Kftrlinirton    • 

Konis  Kerry  Dam  60' 

Gilbertsville* 

i)r»>enville 

Hartford 

Ilondcrson 

Ilopkinsville     « 

I.ovclaooviUo 

Miiyiiold 

Murray    

i)\vensboro  

Owi'iisboro,  Dara  46'   ' 

Padiioah' 

Prinooton    

Kiimsoy,  Lock  No.  2  ' 

Rtissellville' 

I'liiontown.  D;im  49' 


Cenlrnl  niinsinn 

Addiaou.Dum  45.  ' 

A.nohorsse 

Bowlinir  Green  ' 

BowIiiiKOreen  No.  2' 

Brcut,  Dam36' 

Brownsville,  Locli  No.  6' 

Burnside'  

CarrolltouLock  No.  1' 

Clermont 

Danville' 

Dix  Dam,  Bnrgiii  '.... 

Eadsviile  ' '■ 

Kraiikfort.LockNo.  4' 

Gest,  Lock  No.  3' 

Glasgow 

Grant.  Dam  3S' 

Greensburg  ' 

High  Bridge,  Lock  No.  7' 

Irviiigton   

LaGrange 

Lancaster' 

Leitchlield  ' 

Lexington  t 

Little  Hickman,  Lock  No.  8  't. . 

Lockport,  Lock  No .  2  ' 

Louisville^  t- 

Do.  Bowman  Field 

Mammoth  Cave^ 

Monticello  ' 

Munfordville  ' 

St.  John  ' 

Salvisa,  Lock  No  6  't 

Science  Hill 

Shelbyville  ' 

Smith's  Grove  •*....  

Tyrone,  Lock  No.  5  't .'.' 

Williarastown  ' 

Woodbury,  Lock  No. 4* 


Eaglern  Division 

Ashland  ' 

Berea   

College  Hill,  Lock  No.  11'  . 

Corbin 

Cumberland 

Cynthiana  ' 

Falmouth' 

Farmers'  

Flemingsbnrg'  

Ford  Lock  No.  10 't 

Grayson- 

flreenupDam    30' 

Hazard' 

Heidelberg,  Lock  No.  14'... 

Jackson  ' 

Jenkins' 

London 

Louisa' 

Maysville.  Dam  33' 

Middlesboro 

Mount  Sterling 

Oneonta  Dam  35  ' 

Paiutsville  '. 

Pikeville*- 


Quicksand' 

Ravenna.  Lock  No.  12'.. 
Valley  View.  Lock  No.  9 
Vancebnrg,  D.im  No.  32  '. 
Williarasbnrg'. 
Willow,  Lock  No.  IBS'.  .. 
Winchester  •• 


...K, 
...K, 


...K 

42 

...K 

...K. 

a,s 

...0 

.10 

..   K 

1  ?fi 

...K 

.43 

7 

8 

9 

... 


19 

.14 

■if 

Ofi 

17 

.56 

m 

.10 

i'i 

.11 

K. 

.2^ 

'^y 

12 

6r 

•V. 

HO 

.09 

17     18     19     ao     21     22     28     24     26     28     27     28     29     80     81 


1.07 

2.60    .32 

30   T. 


Osl  .8 
27 1  .70 
80i   .47 


fi..oO 
7.61 
1.95 
6.. 30 
6.38 


4.96 
5.40 
7.13 
8.61 


1. 49 
4.44 
4.36 
6.17 
8.35 
3.71 
2.77 
2.41 
4.75 


5. 05 
4.05 
3.62 

5.84 


4.27 
2.74 
8.97 


2.29 
2. 60 
2. 63 
3  01 
3.42 

'2.49 
4.28 
5.45 


7.05 
3.62 
3.67 


fi.2H 
7.47 
8.?.0 


'First-order  Weather  Bureau  station  •  precinUatfon  1q  fnf  th^n  ^li^^?,^  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  14  hours  ending  at  time  of  observation 

amount  then  recorded  is  for  the  preyed [ngl4  hours  ^'^i'Kl.-n?/'?'^'  ""<5"i^^yo  midnight  unless  otherwise  indicated.    'Precipitation  measured  in  the  morn  ng  • 

T.  Trace,  or  precipitation  less  than  0  01  fnch  +Pnc:t  .ffi."^^^'^'"**^'°"  mea^oured  with  recording  gage  'Included  in  the  next  following  measurement.  ' 

Lock  10.  Red  House.  Ky.  :  Oneonta  California  TTv  p?  ^^'^r^f^  ^'  follows:  -Lock  6.  Lawrenceburg,  Ky.  :    Lock  fi.  Versailles.  Ky.  Lock  8.  Nichola.^ville  Ky 

Kentucky:  (S)  Salt-  <  G '  Green°  (S)  Cumbe"  and'^(Tl  Tenn  J  le    rofohT  rM?u"  ^^^■'''^-  '^''"°"  ''  '°<=^*^'^  ''  indicated  as  foIlows(B)  Big  Sandy:  (L)  Licklng:'(K'^) 

"Airport  station.    Data  for  24  hours  endin'/^lT2'30rm^lS?hT^iii"a;?^ri°e  ad^'uS^^^^^  occur 
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CLIMATO LOGICAL  DATA:  KENTUCKY  SECTON 


Septembeb,  1944 


Daily  Temperatures  for  September,  1944. 


irc«(eni  Divmon. 

Beaver  Dam  j  ^j 

i  Maximum  . 

EarUngton j  Minimum .  • 

...  )  Maximum  . 

Greenville j  Minimum . . 

\  Maximum  . 

Henderson (Minimum.. 

„,..,,  Maximum  . 

Hopkinsville   j  Minimum . . 

,         .„  j  Maximum  . 

Lovelaceville  ........  j  Minimum . . 

Maximum  . 

Mayfield )  Minimum.. 

S  Maximum  . 

Murray  (Minimum.. 

j  Maximum  . 

Owensboro i  Minimum.. 

(  Maximum  . 

Paducah  ^S )  Minimum . . 

J  Maximum . 

Princeton |  Minimum., 

„   .„  [.e  3  Maximum  . 

Russellvillefe^ ,  Minimum . 


Central  Di 


Anchorage 

Bowling  Green. 

Clermont 

DanviUe 


S  Maximum  . . . 
••  (  Minimum 

\  Maximum  . . . 
•  •  (  Minimum 

S  Maximum .  ■. 
"  i  Minimum  — 

)  Maximum  . .. 
Mi 


Irvington 

Leitchfield 

Lexington  

Louisville 


\  Maximum  . . . 

Dix  Dam  )  Minimum .... 

,  ,    ^  )  Maximum  . . . 

PrankJort )  Minimum. . . . 

S  Maximum  . . . 
Glasgow   (Minimum.... 

\  Maximum  . . . 
Greensburg -,  Minimum . . . . 

i  Maximum  . . . 

■  (  Minimum 

(  Maximum  . . . 

•  (Minimum.... 
S  Maximum  . . . 

■  (Minimum.... 
j  Maximum  . . . 

"  (  Minimum 

DO.  Bowman  FieldlMaximum... 

^x.  /^  „„  i  Maximum  . . . 

Mammoth  Cave j  Minimum . . . . 

„      ,  ,  S  Maximum  . .  ■ 

St.  John (  Minimum.  . . . 

_  ,           „.„  )  Maximum  . .. 

Science  Hill (  Minimum .  •  •  • 

,    ,^      .,,  i  Maximum  . . . 

Shelbyville  (Minimum ... . 

.  .    „  '  Maximum  •  • . 

Pmlth's  Grove (  Minimum . . . . 

,.,,.        ..      „  j  Maximum  ... 

WiUiamstown -j  Minimum . . . . 

Eastern   Division. 
,  ,      ,  (  Maximum  .. 

Ashland   ,  Minimum... 

S  Maximum  . . 

Berea ,  Minimum... 

„     ^,  (Maximum.. 

Corbln )  Minimum... 

„      .^    ,      -  )  Maximum  . . 

Cumberland ,  Minimum . . . 

„  (  Maximum  . . 

Farmers ,  Minimum... 

„  .  ,  ,.  j  Maximum  .. 

Heidelberg ,  Minimum... 

(Maximum.. 

London (Minimum... 

„          ...  )  Maximum  .. 

Maysville (Minimum... 

Middlesboro j^lSr.:: 

Mount  Sterling {f^^mZV. 

„,,      ,,,  (  Maximum  .. 

Pikevllle (Minimum... 

(  Maximum . . 

PlDpapass   (Minimum... 

„    .  ,         ,  (  .Maximum  . . 

Qnicksand ■•  j  Minimum... 

...-It-       -V.  ™  S  Maximum .  . 

Williamsburg (Minimum... 

.      .  (  Maximum  .. 

Winchester 


59  64 

92  92 
62 


11   12   13   14 


15  16  17  18  19 


53 
80 
60  60 


49  52 

81   81  81 

54  56 

80  82 


78 

79 

58 

52 

7f 

81- 

54 

52 

79 

82 

58 

5fl 

8f 

81 

61 

51 

7(1 

76 

6f 

54 

78 

8? 

51 

52 

77 

51 

55 

77 

8' 

6f 

5;- 

81 

8( 

6? 

58 

7F 

77 

Rf 

55 

80 

82 

78 

79 

59 

48 

7! 

78 

60 

61 

55  60 
88  86 
67 


80  83 

50  50  47 

81  85 


6? 

50 

87 

77' 

66 

55 

84 

81 

65 

53 

8S 

76 

66 

49 

8n 

82 

65 

51^ 

H7 

78 

62 

56 

8fi 

83 

5f 

4t 

87 

77 

62 

56 

87 

77 

6;- 

r,f 

86 

¥» 

66 

49 

81- 

87 

6f 

57 

85 

82 

f.6 

52 

88 

80 

57 

86 

77 

5^ 

54 

86 

78 

88 

83 

61 

53 

76 

74 

64 

53 

63 
80 
49   60 


56  4 
81.9 
57.5 
79.5 
61.6 
87.2 
58.3 
82.8 
69.3 
80.3 

83 '.3 
68.1 
83.2 
57.3 
81.6 
57.5 
81-6 
56.6 


§SInstruments  are  read  in  the  morning:  the  maximum  temperature  then  road  is  charged  to  the  preceding  day.  on  which  It  almost  always  occurs. 
'.  ", ',  etc.  indicate  respectively  1,  2,  3,  etc,  da.vs  missing  from  record. 
W  B  0  Ixiuisville,  10-25-44-9,50. 


80.2 
56.8 
79.8 
53  9 
80.1 
57.8 
77  4 
57.3 
78.3 
60.5 
79.2 

79.1 
56.6 
80.6 
57  0 
79.0 
,56.7 
79.2 
,55.2 
78.9 
59.3 
78.8 
,57.5 


r^- 1,  f 


U.  S.  DEPARTMENT  OF  COMMERCE.  WEATHER  BUREAU  THF  IIRRARY  OF  THE 

CLIMATOLOGICAL    D  AT  A^ov  2  8 1944 
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KENTUCKY    SECTION 


B.  B.  TTNOER 


Vol.  XLIX  Louisville,  Ky.,  October,  1944  No.  10 


GENERAL,   StTMMARY. 

Tho  avorago  monthly  teiuptM-aturo  for  tlio  State  as  a  wliole 
was  hut  slightly  helow  normal,  tho  alternating  periods  of  mod- 
erately cool  or  warm  weather  ahout  balancing  each  otlun-.  While 
the  average  rainfall  was  the  lowest  of  the  current  year,  frequent 
light  showers  early  in  the  month,  augmenting  the  excessive 
moisture  in  the  soil  from  heavy  rains  at  the  close  of  the  preced- 
ing month,  interfered  with  plowing  and  seeding,  delayed  har- 
vesting of  late  corn  and  tobacco,  and  caused  some  spoilage  of 
hay.  There  was  consideraI)le  contplaint  of  houseburn  in 
tobacco  barns.  The  killing  frost  on  the  16th  did  some  damage 
to  very  late  corn  and  tobacco,  and  temperatures  near  or  lielow 
freezing  on  the  28th  put  and  end  to  all  growth. 

Weather  conditions  during  the  latter  half  of  the  montli  were 
niucJi  more  favorable  for  all  farm  operations.  Catting  of  corn 
and  tobacco  was  about  completed  in  this  period.  Plowing  and 
seeding  of  -winter  grains  and  cover  crops  made  rapid  progress 
and  some  of  the  early  plantings  were  coming  up  to  good  stands. 
Tobacco  stripping  was  started  in  some  sections  near  the  close  of 
the  month.  Late  haymaking  and  soy  bean  combining  progressed 
without  serious  weather  interference  during  the  last  decade. 
The  effects  of  lack  of  rainfall  were  becoming  apparent  at  the  end 
of  the  month,  retarding  germination  of  seed,  and  there  w^ere 
some  reports  of  wells  going  dry  on  upland  farms  in  the  western 
counties. 


TEMPERATTJRE. 

The  average  temperature  for  October  was  57.5",  or  0.9°  below 
normal.  The  first  week  was  relatively  warm,  with  daily  mean 
temperatures  ranging  from  5°  to  1?-^  above  the  average.  This 
was  followed  by  about  a  week  of  comparatively  cool  weather  dur- 
ing which  daily  mean  temperatures  fell  from  6"  to  14°  below 
the  normals.  Temperatures  thereafter  were  fairly  constant. 
The  first  killing  frost  of  the  season  occurred  on  the  16th  and 
17th  over  most  of  the  State  and  on  the  2oth  over  the  Bluegrass 
region  and  the  southern  counties.  The  highest  temperature 
recorded  during  the  month,  90^,  was  reported  at  Lovelaceville 
and  RussellviUe  on  the  4th,  and  the  lowest,  23°,  at  Danville 
and  Princeton  on  the  28th. 


PRECIPITATION. 

The  average  monthly  precipitation  was  1.31  inches,  or  1.34 
inches  below  the  norniaL  Showers  were  rathoi-  frequent  during 
the  first  half  of  the  month,  Ijut  except  on  tlie  Gth  and  14th,  the 
amounts  were  generally  small.  The  latter  half  of  t!ie  month 
was  practically  rainless.  The  monthly  amounts  ranged  from 
slightly  over  three  inches  in  the  extreme  noi'theastern  section  to 
less  than  half  an  inch  over  the  western  districts.  The  largest 
monthly  amount,  3.02  inches,  occurred  at  Ashland,  and  the 
least,  0.15  inch,  at  Murray.  The  greatest  24-hour  amount  was 
1.65  inches  at  Maysville  on  the  5-6th. 


Uitj^ftsi.v  urn  LiNOijf 


MISCELLANEOUS. 

Oh'u)  River.  I'ool  stages  prevailed  in  the  Oli 
tributaries  practically  tiie  entirt!  montii,  and  si 
becoming  dry  toward  its  close. 


M   i!iv<T  an<l   its 
lall  streams  witc 


PRESSURE,  WIND.  HUMIDITT  AND  SUNSHINE. 


AtnidsphiTic  pross- 

uro  '  rotluccrt  to 

sea-level.) 

Wind. 

Kelatlve 
hunildit.v. 

h 

It 

Stations. 

W 

1 

•3 

1 

1^ 

S 

i 

a 

^ 

B 

Cairo 

...111. 

30.54 

?7 

29.87 

? 

«.? 

?i 

sw. 

A 

ft 

44 

81 

165 

Cincinnati  ..  .. 

.Ohio 

30. 5>! 

Ifi 

29.88 

13 

6.4 

an 

w. 

28 

90 

51 

64 

56 

291 

Evansville 

..Ind. 

30. 55 

16 

29.92 

20 

fl.7 

24 

5 

85 

42 

54 

79 

Louisville 

..Ky. 

30.56 

IS 

29.91 

20 

7.2 

24 

gw. 

14 

87 

50 

62 

67 

229 

COMPARATIVE  DATA  FOR  OCTOBER, 


52.0 
55.7 
64.8 


68.2 
57.1 
61.3 
64.6 


67.7 
57.2 
67.0 


55.2 
61.4 
59.9 
69.5 
56.9 
,■19.7 
60.6 
67. 6 


65.6 
61.0 
57.1 
60.2 
56.5 
61.1 
52.9 
59.3 
60.7 
61.6 
56.4 
5.5.8 


59.5 
58.5 
.15.7 


64.0 
58  7 
56.7 
,57.6 


Precl  p nation        Num  ber  of  days . 


2.33 
2.94 
0.78 
0.51 
4.00 
1.36 
1.24 


2.42 
2.29 
1.57 
2.34 
2.22 
0.52 
4.95 
1.51 
2.97 
0.71 
2.11 
4.45 
3.71 
1.42 
8.65 

5  in 

3.40 
2.59 
3.18 
3.81 

1^64 
2.31 
2.28 


8. 93 
3  65 
1.33 
3.01 
3  31 


4  27 
0.48 
2.09 
0.74 
4  25 
2.81 


T. 
j  0.0 
I     0.1 


t56-Year  averago. 


CLIMATOLOGICAL  DATA:  KENIUCKY  SECTION. 


October,  1944 


Climatological  Data  for   October,  1944. 


WESTERN   DIVISION 

Beaver  Dam  

Earlington 

Fords  Ferry,  Dam  50 

GilbertsviUe •• 

Greenville 3mS. 

Hartford,  [near] 7  m  N . 

Henderson 1  l-2m8. 

Hopkinsville 1-2  mE. 

Lovelacev;lle 

Mayfleld 

MnrruT 

Owensboro 1-2  m  W. 

Owensboro,  Dam  46 

Paducah   

Princeton 

Ruinsey,  Lock  21: 

Rnssellville 

L'nion town.  Dam  49... 


Ohio  • 

Hopkins .... 

Crittenden.. 
Marshall.  ■• 
Mulilenburg 
Ohio ....... 

Henderson.. 
Christian.  .. 
Ballard  ..  .. 

Graves 

Calloway.  .. 

Daviess 

Daviess  

McCrack  en 
Caldwell.  .. 
McLean  — 

Logan  

Union 


CENTRAL  DIVISION. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brent ■ 

Brownsville,  Lock  6  t 

Buruside — 

CarroUton,  Lock  1 

Clermont 

Danville 

Di-K  Dam.Burgin 

Eadsvllle  

Krankfort,  Lock  4 

Gest,  Lock  3 

Glasgow 3mNE. 

Grant,  Dam  38 

Greensburg  

High  Bridge,  Lock  7 

Irvington    -• 

LaGrange Im  N\\  . 

Lancaster 

Leitchficld 

Lexington 

Little  Hickman,  Lock  8.. 

Lockport,  Lock  2 

Louisville  

Do    Bowman  Field .  5  m  E 

Mammoth  Cave 

Monticello    — . .  •  •  • 

Munfordville 

St.John 3mSW 

Sal  visa.  Lock  6 

Science  Hill   

Shelbyville 

Smith's  Grove 

Tyrone,  Lock  5 

Williamstown 

Woodbury,  Lock  -it- 


Breckinridge 
.Jefferson  . 
Warren  ,.. 
Campbell 
Edmonson 
Pulaski  .. 
Carroll.  .. 
Bullitt  •  •  •  • 
Boyle  .... 
Mercer  . .. 
Wayne-  •• 
Franklin  . 
Henry 


Berea 

College  Hill.  Lock  11 

Corbln  ■■■■■A- 

Cumberland 4  ms. 

Gynthiana 

Falmouth 

Fanners  

Flemingsborg 

Ford, Lock  10 

Grayson    

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14 

.Tackson 

.lenkins 

London     

Louisa 

MaysvllleDam33 4  m  E. 

Middlesboro 

Mount  Sterline 

Oneonta.Dam  35 

Palntsville 

PIkeville 

PlDpapass 

Quicksand. 

Itavenna.  Lock  12 

Vallev  View,  Lock  9  .  ■  • 

VHncpbnrc,Dam32 

Willlanisbnrg 

Willow.  Lock  13 

Winchester 


Bai__-- 

Boone  

Green  

Jessamine  . 
Breckinridge 
Oldham  .... 
Garrard  — 
Grayson  ... 
Fayette  .... 
•Jessamine  . 

Henry 

-Jefferson  . . . 
JefTerson  ■  ■  ■ 
Edmonson  . 
Wayne  •  •  •  • 

Hart  

Hardin 

Mercer 

Pulaski  ... 

Shelby 

Warren  ... 
Anderson. .. 

Grant 

Butler 


Boyd 

Madison.. 
Madison .. 
Whitlev  , 
Harlan  . , 
H.arrison 
Pendleton 

Rowan  

Fleming  .... 

Clark    

Carter    

Greenup 

Perry   

Lee 

Breathitt  ■ 
Letcher.  .  • . 

Laurel 

Lawrence  .. 

Mason   

Bell  ....... 

Montgomeri 
Campoell .  . 
.Joliiigon    .. 

Pike 

Knott 

Breatliitt  . . 

Estill    

Madison  . . 

Lewis  

Whitley  ... 


L. 
Clark 


State  averages  and  extremes 


Temperature,  in  degrees  Fahr. 


Precipitation  in  inches 


57. Bi- 


as.8-  1 
57.  8i-  2 
6O.9I+  0.4 
60.0'-  1.2 
60.2- 
5».6|+  0.9 


770 

■20 
4 

504 

48 

490 

34 

760 

17 

ftOfi 

19 

,SH1 

51 

544 

42 

646 

46 

8.50 

4 

1032 

18 

635 

48 

989 

60 

fit^O 

H4 

Wh 

34 

4.i9 

5.W 

6 

800 

9 

910 

6 

600 

Ih 

S^O 

■?9 

lOfiS 

1 

8v,' 

hi 

651 

6 

h24 

26 

943 

41 

.504 

27 

,534 

27 

1070 

41 

fill 

34 

1410 

4 

684 

26 

600 

55 

668 

37 

870 

19 

h\m 

.'8 

689 
540 

14 

55.4,-1-  2 

55.4-'3' 


58.9- 
56.  9|- 
54.9-  2.5 


56.61 

.56.81+  1  4 
57.7, 


-2.3S 
-2.39 
-2.1 


-1.97 
-2.25 
-2.14 
-2.62 
-2.96 
-2.51 
-1.83 
-1.99 


Number  of  days. 


3.02+0.41 
1.25 -L  61 

1.25 


2  72 


-0.80  0.61 
-I.21I  O..52 
-0.831  0.59 
-0.92;  0.88 
-0.44   1.13 

+6!i5  i.oo 
-0.66  0.90 
-1.17!  0.44 
-O.8O!  0.87 
-l.lOj  0.90 

I  0.66 

-0.02'  0.72 
2.871+0  35!  1.65 
1.24i-1.31j  0.61 

1  88S-O.91;  1.00 

0  42-1.90,  0.24 
2.511+0.90  0.78 
2.4!l'-0.2n|  O.Sfi 
0.70-2.21!  0.40 
2.361-1.14,  0.85 
1.091-1.581  0.87 
1.951-0.91;  1.37 

2  16!-0.20!  1.14 

1  04-1.52  0.47 
2.3l!-0.22;  0.98 
1.92  1.16 


1.31, 


.34    1. 


,5-6 

0 

f> 

0 

6 

0 

6 

0 

,5 

0 

4-5 

0 

6 

0 

ft 

0 

ft 

0 

ft 

0 

1-12 

0 

5 

0 

ft 

0 

,5-6 

0 

12 

0 

6 

0 

5 

0 

ft-6 

0 

0 

6 

0 

1,1-14 

0 

!3-14 

0 

13 

0 

7 

0 

5 

0 

5 

0 

13 

0 

5 

0 

5 

0 

■■14 

0 

13 

0 

13-14 

0 

13-14 

0 

1?-13 

0 

7 

0 

13-14 

0 

,5-6 

0 

20 

0 

5 

0 

ft 

0 

13  14 

0 

13 

0 

20 

0 

ft 

0 

ft 

0 

ft 

0 

14 

0 

13 

0 

5-6 

0 

5-6 

0 

5-6 

0 

n. 


E.  G.  Young. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C   R,  Lovell. 

W.  R.  Carson,  8r. 

George  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne- 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers, 

Alton  M.  Harvill. 

Lockmaster. 

Dr   Samuel  8-  McReynolds. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

W.  Ky,  State  Teachers  College 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

R.  P.  Amos. 

R.  p.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfleet. 

Lockmaster. 

Lockmaster. 

Randolph  C.  Wilson. 

Lockmaster. 

Mrs.  LettieD.  Perkins. 

Lockmaster. 

L.  0,  Stiles. 

J.  C  Ogg. 

Ifentucky  Utilities  Go. 

George  D.  Litsey. 

U.  S.  Weather  Burean- 

Lockmaster. 

Lockmaster. 

US    Weather  Burean. 

U.S.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  O.  Cooper. 

Roberto.  Smith. 

Sistereof  Loretto. 

Lockmaster. 

Willam  H.  Dobbs. 

WillaS.  A.  Ratta. 

C.  W.  Gurnsey. 

Lockmaster. 

Miss  Nettie  B.  Simpson. 

Lockmaster. 


Lockmaster. 

D.  H.  Center. 
Lockmaster. 
Airway  Station. 
James  E.  Allen. 
Marshall  Hill- 
Jessie  Oldham. 

Mrs  CordaC.  Stamper. 
C.  A.  Glasscock. 
Lockmaster. 

Lockmaster. 

H.  A.  Bailey. 

Lockmaster. 

Jas.  T.  Goff. 

Rebecca  Brown. 

Sue  Bennett  College. 

Zeb  Heston. 

Lockmaster. 

Miss  Margaret  A.   Gunn. 

Arthur  Frodge. 

Lockmaster. 

E.  C  Fraley. 

U.  S.  Weather  Bureau. 

Caney  Run  Com.  Center. 

R.  W.  Jones. 

Lockmaster. 

Lockmaster. 

Lockmaster. 

Charles  B    West. 

Lockmaster. 

Thomas  A.  Waller. 


1 


All  temperature  data  are  taken  fron 


-registering  thermometers. 


irs  of  record,  but  all  complete   reports  are 


The  departures  from  normal  temperature  and  precipitation  are  computed  only  '"J  s^^-h  sUtwns  as  have  ten  or  [^"fp^Rivtr"  other  Locks  are  on  the  KentJicky  Rivei 
i.;ed  in  determining  section  or  division  means.  tRnmsey,  Brownsville  and  \\  ™<l''"ry  "re  '.oc_k8_on  tne  ^^;;'_;  j^^'^^^^  ^^; 


,  appearing  in  the  table  indicate  number  of  days 
+t  Pu^coived  too  late  to  be  incliiiled  in  meau    anrl 


example,  b  represents  two  days,  etc. 
T    Precioitation  is  les«  than  0  Dl  ■ 


eh  rain  or  melted  snow 


OiToitKU,  1944 


CLIMATOIAKJICAL   DATA.    KENTUCKY  SE(JT1()N 


Daily  Freoipltatlon  for  Cotober 

,   1944 

StftUoni 

Day  of  month 

■ 

•i 

8 

4 

6       6 

7       8 

9 

10 

11 

12 

18 

M 

16     16 

17 

18 

19 

20     21 

22 

28 

24     26     M 

27     28     29  1  30     81 

1 

M'estfrii  Diiisiitn 

:::: 

T. 

'^20 
T. 
.31 

!l5 
.97 
.09 

.'65 
04 
.02 

t'. 
.02 

Mi 

.08 

.'03 
.05 

.25 

.03 

'.'05 

.04 
.47 

.11 

.'59 
.13 
.151 
.07 
.16 

43 

.19 

'.'28 
T. 

.03 
.27 

'.'29 

.12 
.Od 
.12 

.37 
.18 
.82 

1 

T 

0.49 

0.40 
0.51 
0.81 
0.90 

KiirllUKtou    * G . 

Kords  Kerry  Dam  B0« 0. 

.07 

(i  reonvillB 0 . 

T. 

.02 

.25 
.8. 

T. 

.66 
.07 

T. 

.... 

Hartford T. 

T. 

T. 

Hominrson 0. 

0  88 

.44 

.05 

?-?t 

LovelaceviUe M. 

.22 
.05 
.01 

Maytleld M. 

.15 
.14 

.'04 
.37 
.20 

.05 

.01 

0  80 

Murray    T. 

Owoiisboro  ' 0. 

.66 
.62 

T. 

0.71 
0  70 

Owousboro,  Rum  46'    ....O. 

.'25 

Pftducali' 0. 

Princeton    O. 

.49 

0.88 
0  45 

Humsey,  Lock  No.  2  • G. 

Russellville  « G. 

ITniontown.  Dam  49» O. 

1.02 
.76 
.08 

.40 
.22 
.62 

.72 

't.' 

'.06 

1.02 
0.70 
0.16 

0  45 

CmtrcU  Division 
Addi8on,Dam45.  ' ....0. 

.01 

T. 

.02 

.03 
.28 

'oj 

T 
T. 

.'03 

Auohorase O. 

BowUnjr  Green'  Q- 

T.' 

't.' 

T. 

T. 

r. 

T. 

i?^ 
.04 
.23 

'.'09 

'.'06 
.03 

'.65 

T.' 

.08 
.24 

'.'is 

.23 
.18 
.30 
.15 

... 

o.'es 

0.79 

BowliiurUreeuNo.  2«.... G. 

'.'oi 

'.'l( 

Breut,  Diim36» ')■ 

T. 

Browusville,  Lo(ik  No.  6» G- 

Rumside'  C 

Ciirrolltoul-ock  No.  1'-. K. 

'.'is 
'.'64 

.'87 
.22 

.05 
1.46 
1.36 

.44 

.55 

.09 
!l6 

.21 
.90 

.06 

'.'17 
'.'64 

T." 

T. 

i.'oo 

T. 
T. 

T. 
.17 

1.01 
1.43 
.14 
.85 
.32 
1.22 
.40 

It 
.64 

rso 

1.19 

'.'34 

.91 
.15 
1.21 
1.10 
.8.? 
.07 
.37 

l.'ifi 

09 

2.54 

.84 
.40 
.51 

.02 

'.'e\ 

.52 
•  50 

,:SS 

..31 

^41 

.32 
T. 
.11 

.40 
1..58 
.02 

^24 
.28 

46 
.30 
.85 

37 
t.87 
.67 

■:98| 

1.161 

1 

.19 
.07 

.05 
.18 
.26 

.38 

'i'.' 

.15 
.72 

1.04 

^''lermont                           S. 

.... 

•f. 

't. 

Danville' K. 

Dix  Dam,  Burgin  ' K. 

1.35 
2.07 
1.36 

Eadsville  ' i'- 

Frankfort.  Lock  No.  4' K. 

''69 

'tV 

't. 
'■r. 

Gest,  Lock  No.  3  ' K. 

0  52 

aiasgow G. 

1  77 

:;rant,  Dam  3S' O. 

T. 

'.'64 

0.78 
1.60 
1  61 

Greensburg  ' U . 

High  Bridge,  Lock  No.  7' K. 

trvlngton   0. 

.16 

'.'02 

.2.^ 
.09 

.35 
.22 

.12 
.14 

0.34 
1.55 
1.31 

1.88 
2.06 
0.47 
0.44 

0  65 

Unciister' K. 

.'63 
'.30 

T.' 
T. 

'f.' 

T 
T. 

.12 

't" 

.24 

T.' 
T. 

.47 

.'43 
.03 
.01 
T. 
.03 

.■16 
.02 
.11 

.'oe 

T 

.01 

.29 

."07 
T. 
.11 

.10 
.20 

.05 
.01 
.21 
.16 

't. 

T. 

.10 
.09 
.12 
.02 
.09 

'09 
.37 
.11 
.15 
.05 

.39 
.07 

.86 

.'02 

.'20 
.10 

.'05 
07 
.39 
.02 
.43 
62 
1. 
.16 
.86 
T. 

'.'63 

.05 

Leitehfield  ' G. 

f. 

T. 
T. 

f,' 

Lexington  t K. 

Little  Hicsman,  Lock  No.  8  't K. 

Lockport.  Lock  No .  2  ' K . 

LOUISVILI-Elj. O. 

T. 

.07 

Do.  Bowman  Field 0. 

Mammoth  Cave' •  G. 

.20 
.IS 

.24 

Monticello' C. 

0.95 
1.74 
I..53 
l.,S2 
0.98 
0.70 
1  28 

tfunfordville  ' G. 

:35 

T. 
.'25 

.18 
.10 

.43 

13 

.09 

St.  John' S 

Salviea.  Lock  No  6  't K . 

ScienceHill C 

Shelbyville  S. 

Smith's  Grove  ••..... Q. 

Tyrone,  Lock  No.  5 't K. 

Williamstown  L. 

Woodbnry,LockNo.4'. G. 

Eafitern  JHrision 
Ashland' O, 

t'. 

.07 

.32 

91 
.39 

.59 

.'35 
.16 
.59 
.81 
.35 

^00 
.90 
.44 
.87 
.90 
.25 
.72 
.69 

;62 

.78 
.08 

."80 
.44 
.23 
14 
.47 
..51 
.34 

.28 
.02 
11 

.'is 

.16 

'.22 

.35 
.24 
.40 
.56 

■;3o 
'.'02 

';29 

T 
.41 

i?^ 

.14 
.15 
.34 
.01 

.08 

.05 
.04 
T. 

'24 

.'07 

.'69 
T. 
T. 
T. 

.'02 
.03 
.01 
.06 

;o9 

.09 

.14 

'^08 
■.07 

'.'ii 

.05 

ios 

1.67 
0.76 
2.65 

3erea   K. 

T. 

::: 

::: 

:::■ 
;:. 
:::: 

1.25 
1..34 
1.25 

■■i!62 

114 
2.10 
1.95 
1.89 

College  Hill.  Lock  No.  11* K. 

.37 

.'io 

.07 
.66 

.07 
.05 

T. 
T. 

.09 
T. 

T. 

■.'27 

'.'io 

'."04 

'.43 
.62 

!09 
.14 
.01 

.'12 
.16 

.'i9 
.05 

.'41 
.06 

.'62 
'.04 

'■19 

T.' 

!b2 

T 

.11 

.07 
.01 

.'62 
.02 
.03 

T 

.16 
T. 
.01 
.10 

r. 

.09 

.02 
.02 

'iis 

.'02 
't. 

....1 

■■     i 

Corbin 0. 

Cumberland  ..■■ <-', 

Cynthiana' L 

.20 

.02 

.'61 

Falmouth' L. 

Farmers'  L. 

Flemiiigsbnrg'  L. 

FordLockNo.  10 't K. 

.03 
■.02 
'.'i3 

"a5 

'.'■27 
09 
.01 

.40 

.03 

1 

.02 
.'o.5 

tV 

T,' 

OreenupDara    30' 0. 

Hazard^ K. 

Heidalber?,  Lock  No.  14' K 

Jackson' K 

"2  .'38 
2.18 
1.76 
2.31 

London c. 

Louisa' B. 

'.'01 

ioi 

!oi 

.40 
.16 

.'ii 

.51 

.20 

.'69 
.40 

2.19 
1..54 
2.72 
2.87 
1.24 
1.88 
0.42 
2.51 

Middlesboro 0. 

Mount  Sterling L . 

Oneonta  Dam  35  • ••......  O . 

Paintsville  '. B. 

Pikeville" B. 

0.70 
2.36 
1.09 
1.95 
2  46 

.'02 

.'04 

.02 

Valley  View,  Lock  No.  9  . . . .' ^K.' 

T.' 

Willow.  Lock  Nd:  V3v;.'.'.  .'.v.' .■.■.■.'  k'. 

Winchester  •*........ K. 

.04 

.10 

1.04 
2.31 
1.92 

Except  as  otherwise  indirated  ohsprvations  are  geiv 
'First-order  Weather  Bureau  station;  precipitation 
amount  then  recorded  is  for  the  preceding  24  hours 
T.  Trace,  or  precipitation  less  than  0.01  inch 
Lock  10,  Rp<l  House,  Ky.  :  Oneonta.  California.  Ky 
Kentucky:  (.'^)  Salf  'G'  Green:  (C)  Cnmbprland- 
••Airport  station.    Data  for  24  hours  ending  at  12  30 


Mally  itia'ie  lat*'  in  vhe  aft-ernoon.  near  .^iinspt.  and  preripitfltioTi  recorded  is  for  2-1  hours  ending  at  time  of  observation, 
is  for  the  24-hour  period,  niidnieht  to  midniETht  unless  otherwise  indicated.    'Precipitation  measured  in  the  morning; 
iPrecipitation  measured  with  recording  gage.  'Included  in  the  next  following  measurement. 

tPost  office  addresses  as  follows: -Lock  .s.  Lawrenceburg.  Ky.  :    Lock  fi.  Versailles.  Ky.  Look  8.  Nichola-sville,  Ky. 
River  drainage  area   in  which  station  is  located  is  indicated  as  follows  (B)  Big  Sandy :  (L)  Licking;  (K.) 
(T)  Tennessee:  'mohio:  'AP  Mississippi. 
a.  m  .  90th  meridian  time  adjusted  to  day  thev  occur 
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CLIMATO LOGICAL  DATA:   KENTUCKY  SECTON 


October,  1944 


Daily  Temperatures  for  October,  1944. 


11     12     13     14     15     16     17     18 


Weglern   Division. 
„  _  S  Maximum .  •  • 

Beaver  Dam  (Minimum.... 

„    ..   _^  )  Maximum  . .. 

EarJington j  Minimum .... 

...  Maximum  . . . 

Greenville j  Minimum .... 

„      ,  )  Maximum  . . . 

Henderson j  Minimum .... 

„     ,.       .,,„  Maximum... 

HopkinsviUe   j  Minimum .... 

,        ,         .„„  (Maximum... 

Lovelaceville ]  Minimum .... 

j  Maximum  . . . 
Mayfield j  Minimum. . . . 

j  Maximum  . . . 
Murray  )  Minimum 

]  Maximum  . . . 

Owensboro )  Minimum. . . . 

^  ^       ,   ..  ( Maximum  .  . 

Paducah  S^ )  Minimum. . . . 

J  Maximum . . . 

Princeton )  Minimum. . . . 

„   „,  »„  j  Maximum  ... 

Russell  vllleH j  Minimum .... 

Ceiitrnl  Division. 

\  Maximum  . . . 

Anchorage j  Minimum.... 

Maximum  . . . 
Bowling  Green ,  Minimum.... 

S  Maximum  .  .  • 
Clermont \  Minimum 

)  Maximum  . . . 

nanvUle i  Minimum . . . . 

,    ^  S  Maximum  . . . 

Dix  Dam  )  Minimum .... 

,  ,    .  J  Maximum  . . . 

Frankfort |  Minimum .... 

j  Maximum  . . . 
Glasgow    (Minimum.... 

j  Maximum  . . . 
Greensburg ,  Minimum . . . . 

)  Maximum  . . . 

Ir vmgton |  Minimum . . . . 

.    ^  .  , ,  \  Maximum  ... 

Leitchfield j  Minimum . . . . 

j  Maximum  . . . 

Lexington   (Minimum.... 

,      .     .„  i  Maximum  . . . 

Louisville j  Minimum . . . . 

DO.  Bowman  Fio,djM-r-::: 

».-  r.„„„  (Maximum... 

Mammoth  Cave j  Minimum . . . . 

„      ,  ,  )  Maximum  . . . 

St.  John )  Minimum.  . . . 

„  .  „,,,  S  Maximum  .  . . 

Science  Hill j  Minimum . . . . 

^t  ,^      in  Maximum  . . . 

ShelbyvlUe  \  Minimum . . . . 

smith's  Grove l^^^S^-]; 

„ .      „  (Maximum... 

Williamstown •,  Minimum . . . . 

F:n!<lern    Division. 
^,      ,  )  Maximum  .. 

-^shlanfl    (Minimum... 

)  Maximum  . . 

"'■''6* '  Minimum... 

„     ,,  (Maximum.. 

Corbln. ...   ,  Minimum . . . 

_,      ,     ,,„,  (Maximum.. 

Cumberland ;  Minimum . . . 

„  j  Maximum  . . 

Farmers )  Minimum... 

,,,,,,  )  Maximum  .. 

Heidelberg ]  Minimum... 

,  (  Maximum  .  . 

London J  Minimum. 

.,         ,,,  I  Maximum  . . 

MaysvUle i  Minimum... 

Middiesboro LSilsr.:: 

.  t.-.„.i!,„.  (Maximum.. 

Mount  Sterling /Minimum... 

(  Maximum  . . 
I'l^teville (Minimum... 

pippHpass IJJl^^;: 

^^i<^i^r^A JJJfntoum':: 

..•■ni.^.v..,.,.  '  Maximum  .  . 

willlarasbnrg (Minimum... 

«<n''>'e*ter (Mfnimum.;: 


80     85 

51      64      65      63 

80     82 
55     5' 


82      C6,     84 


82      84      85 


75      74'     85 


84 

75 

.W 

45 

8fi 

fit 

(ih 

45 

82 

7(: 

64 

44 

80 
58 

73 
40 

h; 

85 

70| 

f>5 

60 

43 

78 

7K 

66! 

53 

58 

41 

85 

77 

66 

65 

6^ 

4ii 

URi     80 

7(1 

f,2      65 

41 

82      7f 

62 

65      57 

47 

88l     86 

75 

6?l     5a 

4(1 

85;     85 

7( 

61      61 

51 

8!J|     85 

VI 

66!     58 

46 

M\     82 

71 

55      61 

i:^ 

8!      82 

65 

6f 

60 

46 

56i     70 
46|     43 


351     Mi 
64 


3^, 

37 

78 

74 

45 

41 

74 

62 

46 

43 

78 

64 

50 

49 

78 

65 

45 

41 

78 

65 

41 

38 

80 

75 

3« 

77 

69 

43 

40 

79 

67 

3P 

37 

78 

67 

46 

44 

74 

74 

47 

38 

78 

70 

43 

41 

75 

60 

5f 

40 

"0 

70 

48 

40 

77 

71 

3( 

32 

76 

64 

41 

.36 

7' 

70 

46 

44 

64 

3fi 

76 

67 

41 

38 

7.' 

72 

4< 

41- 

h( 

69 

43 

3c 

79 

69 

49 

39 

7< 

61 

4? 

74 

65 

40 

3.'i 

75 

65 

4- 

38 

27 
70 
29     32 


23  34  27  35 
68  76 
31 

67 


42.5 
78.7 
43.8 


72.8 
47.5 
74.3 
45.0 
74.6 
43.7 
74.3 
39.7 
73.8 
41.0 


71.9 
41.2 
71.5 


SSInstruments  are  read  in  the  morning;  the  maximum  temrcrature  then  rr>ad  is  charged  to  the  preceding  dny.  on  which  it  almopt  always  ocfurs. 
•,  ", »,  etc   indicate  respectively  1,  2,  .1.  etc.  days  missing  from  record. 


41.1 
71.9 
45.4 
67.0 
45.2 


69.4 
44.4 

40.6 


71.1 
42.5 
70.1 
45.3 
69.0 
45.7 


71.7 
41.3 
69.6 
42.7 
66.9 
45.1 
69.3 
44.0 
63.3 
44.2 
69.4 
45.6 
72.6 
42.7 
72.2 
41. 9 
72.4 
43.5 
68  9 
40.2 
67. fi 
45.6 


W  B  0  Louisville.  11.2.5-44-9.50. 
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No.  II 


GENERAL   SUMMARY. 

T(Mii{HM-ntures  (luring  November,  li)41,  were  nbout  iit  the  sea- 
sonal avcras(^  The  proci{)itation  was  frequent  but  the  amounts 
recorded  were  mostly  small  and  in  most  of  the  central  and 
northern  sections  insuMiei(>nt  to  rei)lenish  moisture  of  the  soil 
depleted  by  the  extremely  dry  weather  of  the  preceding  niontli. 
Tlie  tirst  measurable  snow  of  the  season  fell  in  northern  and 
central  sections  on  tli(>  last  day  of  tb(>  mimlli. 

Farm  operati(Mis  were  confined  to  activities  ordinarily  carried 
on  in  late  fall  and  early  winter.  Most  of  the  corn  crop  was  gath- 
ered and  shucked  early  in  tlie  month,  however,  much  of  this 
Avork  had  to  be  held  over  pending  the  sowing  of  winter  grains  and 
cover  crops.  The  latter  was  about  completed  by  the  middle  of 
the  month,  with  much  of  the  early  plantings  up  to  good  stands 
despite  rather  dry  soil  conditions.  No  damage  from  lifting 
occurred  since  there  were  no  prolonged  hard  freezes,  and  the 
young  plants  made  slow  but  seasonable  growth.  Pastures  on 
the  whole,  maintained  a  fair  condition,  but  were  deteriorating 
rather  rapidly  toward  the  end  of  the  month.  Tobacco  was 
mostly  cured  l)y  mid-November  and  stripping  was  well  started. 
In  a  few  sections  dry  weather  iuterrei-ed  with  this  work  to  some 
extent.  There  was  further  eoiuplaint  of  house-burn,  and  in 
some  localities  tobacco  liad  colored  too  dark  for  prime  marketa- 
ble condition.  Water  su])])lies  were  getting  rather  low  tOAvard 
the  close  of  the  month,  and  in  a  few  sections  some  hauling  was 
necessary. 

The  month  closed  with  most  farm  work  still  behind,  due 
mainly  to  the  prevailing  farm  labor  shortage. 


TEMPER  ATtTRE . 

The  average  temperature  for  the  month  was  46.5",  or  0.1° 
above  normal.  The  warm  periods  were  from  the  1st  to  3d,  and 
from  the  7th  to  16th,  when  daily  mean  temperatures  ranged 
from  5°  to  18°  above  normal.  The  cold  periods  were  from  the 
6th  to  6th,  the  17th  to  26th,  and  the  •27th  to  30th.  Except  on 
the  6th  and  30th  daily  mean  temperatures  during  these  cold 
periods  did  not  fall  more  than  6^  or  6°  below  normal.  The 
highest  temperature  during  tl)e  month  was  84^  at  Lovelaceville 
on  the  1st  and  2d,  and  the  lowest  18°  at  Danville,  Farmers  and 
Shelbyville  on  the  6th,  and  at  Irvington  on  the  30th. 

PRE  CIPIT  ATION. 

The  average  precipitation  for  November  was  2.45  inches  or 
0.91  inch  below  normal.  Distribution  of  rainfall  was  fairly 
even  over  the  State  both  as  to  amount  and  frequency  of  occur- 
rence. There  were  five  rather  ill  defined  periods  of  rainfall  lait 
most  of  the  rain  fell  around  the  10th,  loth,  and  20th.  The 
monthly  amounts  over  the  State  ranged  from  5.08  inches  at 
Gilbertsville,  Marshall  County  to  1.41  inches  at  Aneb.orage 
Jefferson  County.  Snow  fell  generally  over  the  section  on  tlie 
30tb.  Over  most  of  the  Kentucky  waters! !ed  and  in  tlie  north- 
central  sections  nieasuralile  depths  aceumulated  with  a  maximum 
of  1.2  inches  at  Oneonta,  Campbell  County.  In  other  sections 
the  snow  occurred  in  flurries  onlv. 


Oil  in  Hirer. 
m-oiV  the  Ol 
ontii,  and  li 


MISCELLANEOUS. 

As  rainfall  was  too  light  to  cause  afjprer^iable 
o  iiiver  remained  at  pool  stage  (liroughout  the 
liutaries  continued  low. 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 

AtniDSplinric  press- 
ure 1  roducf  (1  to 
sea-level.) 

Wind. 

Relative 
humidity. 

•s. 
II 

Stations- 

a 

1 

i 

, 

i 

a 

OS 
S 

B 

^ 

a 

1 

Cairo  111. 

30.44 

30 

29.71 

9 

8.4 

28 

8 

81 

fifi 

45 

470 

Cincinnati Ohio 

30. 4C 

6 

29.65 

9 

7.3 

21 

w. 

30 

87 

65 

73 

34 

611 

Evansville Ind, 

30.41 

30 

29.71 

14 

R  -( 

■n 

30 

79 

64 

6t 

37 

658 

Louisville Ky. 

30.41 

8 

29.69 

9 

8.7 

28 

8. 

8 

79 

64 

67 

637 

COMPARATIVE  DATA  FOR  NOVEMBER. 


43.1 
48.6 
43.5 


45.8 
49.3 
47.8 
43.2 
49.8 
47.0 
41.8 
53.4 
42.5 
44.7 
48. 4 
46.1 
44.2 


41.6 
45.2 
60-5 
469 
49-8 


44.7 
49.8 
48.3 
46.4 
47.7 


51.3 
46.8 
44.6 

47.1 
55.0 
43  8 
45.5 


47.3 

42.9 

43.2 

47.9 

43.6 

45.8 

46.0 

49.8 

44.5 

46.  S 

46. 4 

Prpcipitation        Number  of  days. 


6.04 
4.87 
6.04 
3.85 
3.12 


2.12 
7.78 
l.,52 
4.42 
3.01 
0.89 
3.55 
5.02 
3.49 
2.61 
2.29 
2.04 
4.51 
1.22 
3,25 
1.23 
4.80 
1.52 
1.23 
1.90 


3.40 
5.01 
8.  93 
4.03 
1.82 
.3.52 
2.71 
1.54 
2.86 
3.86 
8. 50 
1.63 
3. 68 
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Climatologicai  Data  for  November,  1944. 


WESTERN    DIVISIOK 

Beaver  Dam 

Eiirlingtoa 

Ford'a  Ferry,  Dam  60 

GilbertsvUle •• 

lireeuville 3m8, 

Hartford,  [near] 7  m  N 

Henderson 1  1-2  m  8 

Hopkinsville 1-2  m  E 

Lovelaceville 

Mayfield. 

Murray 

Owensboro 1-2  m  W 

Owensboro,  Dam  46 

Paducah   

Princeton 

Rumsey.  Lock   2t 

Russellville 

Ij uiontown.  Dam  49 


CENTRAI.  DIVISION. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brent 

Brownsville,  Lock  6  t 

Burnside 

CarroUton.Lock  1 

Clermont  

Danville 

Dix  Dani.Bnrgin 

Eads villa  

Frankfort,  Lock  4 

Gest,  Lock  3 

Glasgow 3mNE 

Grant,  Dam  38 

Greensbnrg  

High  Bridge,  Lock  "... 

Irvington    

LaGrange Im  NW 

Lancaster — 

Leitchfleld 

Lexington 

Little  Hickman,  Lock  8. .   -  • 

Lockport,  Lock  2 

Louisville  

Do    Bowman  Field -5  m  E. 

Mammoth  Cave 

Monticello 

Munfordville 

St.  John 3mSW 

Salvisa.  Lock  6 

Science  Hill 

Shelbyville 2mW. 

Smith's  Grove 

Tyrone,  Lock  5 — 

Williamstown 

Woodbury,  Lock  4i 

eastern  division. 

Ashland 3  m  SE. 

Berea 

College  Hill,  Lock  11 

Corbln 

Cumberland..   4  m  S. 

Cynthiana 

Falmouth 

Farmers   

Fleraingsburg 

Ford.  Lock  10 

Gray.son    ••■• 

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14 

Jackson 

Jenkins 

London 

Loaisa 

Maysville  Dam  83 4  m  E. 

Middlesboro 

Mount  Sterling 

Oneonta,Dam35 

Palntsville 

Pikeville 

Piprpapass 

liuicksand 

Ravenna,  Lock  12 

Valley  View,  Lock  9  .  •  • 

Vnncebnrg,Dain32 

Williaragburg 

Willow,  Lock  13 

Winchester 


Ohio  • 

Hopkins 

Crittenden.. 
Marshall .  •  ■ 
Muhlenburg 

Ohio 

Henderson. . 


Ballard   ..  .. 

Graves 

Calloway.  .. 

Daviess 

Daviess  

McCrack  en 
Caldwell.  .. 
McLean  — 

Logan  

Union 


Breckinridge 
Jefferson  . 
Warren  .. 
Campbell 
Edmonson 
Pulaski  . . 
Carroll .  . . 
Bullitt  • . .  ■ 
Boyle  .... 
Mercer  . .. 
Wayne-  •• 
Franklin  . 
Henry 


State  averages  and  extreme 


Boone . 

Green  

Jessamine 
Breckinridgi 
Oldham  .... 
(iarrard  — 
Grayson  ... 
Fayette  ... 
Jessamine  . 

Henry 

J(!fferson  . . 
Jefferson  .  ■ 
Edmonson 
Wayne  ■  ■  •  • 

Hart 

Hardin  .... 
Mercer.  ... 


Shelby.... 
Waxren  .. 
Anderson. 

Grant 

Butler.... 


Boyd 

Madison. , 
Madison. . 
Whltlev  , 
Harlan  .. 
Harrison  , 
Pendleton 
Rowan  . . 
Fleming  . 
Clark  ... 
Carter  ... 
Greenup. 
Perry  ... 

Lee   

Breathitt 
Letcher.  • 
Laurel  •  •  • 
Lawrence 
Mason   . . 

Bell 

Montgomery 

Campbell 

Johnson 

Pike 

Knott. , . . 
Breathitt 
Estill  ... 
Madison 
Lewis  ... 
Whitley  . 

Lee    

Clark   ... 


Temperature,  in  degrees  Fahr. 


+  O.S 

6!: 

+  0.6 
+  3 
2 

+  2.3! 

+  1.6 


+  0.7 
+  6'.2 


46.0  .. 


4fi 

45.4 

■lb 

46. S 

,■^1 

46  4 

■?.2 

10 

S 

45.  H 

I'l 

46.2 

It- 

46  5 

25 

46.5+0.1:    84 


Precinitation  in  inches 


0.90 

0.29 

-i-0.34 

0.12 

0.64 

-0.53 

-0.88 

+0.35 

-0.70 

-0.40 

-0.85 


-0.01 
-0.66 
-1.27 


-1.06 
-1.25 
-2.10 


-0.  82 
-1.45 
-0.42 

-i.'42 
-0.61 
-0.94 

-0.58 
+0  06 


-0.57 
—0.89 
-0  41 


Number  of  days. 


26-27 
26-27 
9-10 


26-27 
19-20 
19-20 
19-20 
19-20 
19 
26-27 


2.46-0.91^2.16 


7       6 


g& 


E.  G.  Young. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C   R.  Lovell. 

W.  R-  Carson,  Sr. 

George  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne- 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers, 

Alton  M.  Harvill- 

Lockm  aster - 

Dr   iSamiielS-  ftlcReynolds . 

Lockmaster. 


Lockmaster. 
C.  E.  Barret. 

W.  Ky,  State  Teachers  College 
Lockmaster. 
Lockmaster. 
Sarah  E.  Lewis - 
Lockmaster. 
R.  P.  Amos. 
R.  P.  Coldiron. 
Kentucky  Utilities  Co- 
Joe  Norfleet. 
Lockmaster. 
Lockmaster. 
Randolph  C-  Wilson- 
Lockmaster. 
Mrs.  LettieD.  Perkins. 
Lockmaster. 
L.  0,  Stiles. 
J-  C-  Ogg- 

Kentucky  Utilities  Co- 
George  D.  Litsey. 
U.  S-  Weather  Bureau. 
Lockmaster. 
Lockmaster. 
U  S    Weather  Bureau. 
U.  S.  Weather  Bureau. 
Ivan  J.  Ellsworth. 
E.  0.  Cooper. 
Robert  C  Smith. 
Sisters  of  Loretto. 
Lockmaster. 
Willam  H.  Dobbs. 
WillaS.  A.  Ratta. 
C.  W.  Gurnsey. 
Lockmaster. 
Miss  Nettie  B.  Simpson. 
Lockmaster. 


Lockmaster. 

D.  H.  Center. 

Lockmaster. 

Airwav  Station. 

James  E-  Allen. 

Marshall  Hill. 

Jessie  Oldham. 

Mrs  Corda  C  Stamper. 

C.  A.  Glasscock. 

Lockmaster. 

Lockmaster. 
H.  A.  Bailey- 
Lockmaster - 
J  as.  T.  Goff- 
Rebecca  Brown- 
Sue  Bennett  College. 
Zeb  Heston. 
Lockmaster. 

Miss  Margaret  A.  Qunn. 
Fred  Cartmill. 
Lockmaster. 


TJ.  S.  Weather  Bureau. 
Caney  Run  Com.  Center. 
R.  W.  Jones. 
Lockmaster, 
Lockmaster. 
Lockmaster. 
Charles  B    West. 
Lockmaster - 
Thomas  a.  Waller. 


All  temperature  data  are  taken  from  self-registering  thermometers.  ,       ,     ,  i,        ,.  v,         . 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  such  .stations  as  have  ten  ( 
.H  in  .letflrmininff  section  or  division  means  tRumsey,  Brownsville  and  Vi  oodbury  are  Locks  on  tl 

;^f^™r^ley?.',  •?".«'  appearing  fn  the  table  indicate  number  of  days  missing;  for  example,  b  ■•.«Py«^ents  two  days  etc 

t  Also  on  other  dates.    +t  Received  too  iatn  to  be  included  in  meau    and  summaries  r   Precimtation  is  less  than  0  ni  men  rain 


or  melted  snow 
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CI.IMATOLOCICAI.   DATA:   KENTUCKY  SECTION 


Daily  Precipitation  for  November,   1844. 


U'tslirn  I>ii\ 

Banver  Pnm 

KarliiiKtou    *■■■■ 

Fonl.i  Korry  UAm  50*. 

Gtlbortsville' .   

um'nvUle 

Hartford 

HeiuU>rson 

Ilopkinsvillo     « 

LovelaoevlUe 

Mrtytiold 

Murray    . 

Ouonsboro   ' 

Owonslioro,  Dam  46'    . 

Pmiuoah" 

rrinceton 

Hmn8i>y,  Lock  No.  2  »  , 

Rnssellville' 

I'nioutown.  Dam  49*.. 


Cftilrnl  Division 

Ad.li8ou,Dam45.» 

Anchorage 

Bowliutt  Qreen '  

BowliiurOroon  No.  2' 

Brcut.  Diim36» 

Brownsville,  LocTj  No.  6' 

Burnside*  

CivrroU  ton  Lock  No.  1' 

Clermont 

Danville' 

Dix  Dam,  BurRin  ' 

Eadsville^-.- 

!'  rankf ort.  Lock  No  •  4' 

Gest,  Lock  No.  3".. 

Glasgow 

Grant,  Dara  3S' 

Greenslnirg  ^ 

High  Bridge, Lock  No.  7' 

trviiigtoii   

LaGrange •  • 

Lancaster' 

Leitchfield  ' 

Lexington  t 

Little  Hickman    Lock  No.  8  't. 

Lockport,  Lock  No .  2  ' 

Loui*vii.i,e'  t 

Do.  Bowman  Field 

Mamraotti  Cave'- 

Monticello  ' 

Munfordville  ' 

Salvisa,  Lock  No  P  't 

Science  Hill 

Shelbyville  

Sniitli'8  Grove  •*.  — 

T.vrone,  Lock  No.  5  =t 

Williamstown  

Woodbury,  Lock  No. 4*. 


Eastern  Division 

Ashland' 

Berea  

College  Hill,  Lock  No.  IT  , 

(.Sorbin    ■••• 

Cumberland 

Cynthian"  ' 

Falmouth'   

Farmers'  

Flemiiigsburg'  

Ford  Lock  No.  lo't 

Grayson'  

CreeuupDam    30' 

Hazard^ . . . 

Heidulberg.  Lock  No.  14'... 

Jackson  ' 

Jenkins'    

London 

Louisa' 

Maysville,  Dam  33' 

Middlesboro      ••. 

Mount  Sterling 

Oneonta  Dam  35  ' 

Paintsvillp   ' 

Pikeville" 

Pippapass    — 

Quicksand' 

Ravenna.  Lock  No.  12'. ... 
Valley  View,  Lock  No.  9  . . 
Vancebnrg,  Dam  No.  32  '. . . 

WiUiamsbnrg'.  

Willow,  Lock  No.  13^.  ..  .. 
Winchester  •• 


Day  of  month 


18     19     20     21     2*2     28     24     26     2C     27 


.12 
!  061   .06 


Except  as  otherwise  indicated  ob.se rvations  are  gen 
'First-order  Weather  Bureau  station;  precipitation 
amount  then  recorded  is  for  the  preceding  24  hours 

T.  Trace,  or  precipitation  less  than  O.Ol  inch. 

Lock  10,  Bed  House,  Ky.  :  Oneonta.  California.  Ky 
Kentucky;  (S)  Palt-  iG'  Green;  (C)  Cumberland; 
••Airport  station.    Data  for  24  hours  ending  at  12.30 


2.89 
H.49 
2.86 
&.08 
a.  40 
2.iil 
2.42 
2.94 
8.86 
4.08 
8.10 
2.68 
2.80 
8. 03 
4.04 
2.73 
2.94 
1.94 


3.05 
2.69 
2.87 

2  Ofi 
1.97 

'2.06 
2.81 
2.64 
2.03 
1.80 

'2!  70 
3.08 
1.74 
2.05 
1.58 
2.71 
2.23 


3. 62 
3.07 
2.86 
2.35 
2.03 
2.87 
2. 14 
2.89 
2.07 
2.56 


2.02 
2.52 
2.45 


2.06 
2.33 
2.09 


3.24 
2.30 
1.90 
1.93 
3.15 
2.35 
2.35 


2.74 
2.10 
2.14 

2.12 


iI^oTthe94  hnuri^JriL  !^^.?     ";,^1*'*''  .''i'"?'*'!'  '^"'^  Precipitation  recorded  is  for  24  honrsendingat  time  of  observation. 

18  tor  the  ^-ixhour  penort.  midnight  to  midnight  unless  otherwise  indicated.  'Precipitation  mealured  in  the  morni  °-- 
tPost  office  ad^r^.!or°  "J^a^ured  with  recording  gage.  *Inch,ded  in  the  next  following  measurement.         "  ' 

tPost  off'':e  addresses  as  follows; -Lock  .s.  Lawrenceburg,  Ky.  ;    Locke.  Versailles.  Ky,  Lock  8.  Nichola^ville  Ky 

■fT)  Ter^ne^li:-  ^oTclZ".  nVAusMM^^  "  '°"^'""  '"  '""''^'''^  "'  follows  (B)  lig  Sandy ;  fL)  LickiJ,g;'<K^) 

a.  m  .  90th  meridian  time  adja^^ted  to  day  they  occur 
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Daily  Temperatures  for  November,  1944. 


Western   Divmon. 
„  ,.  i  Maximum . . 

Beaver  Dam  j  Minimum . . . 

„    ,.      .  S  Maximum  .- 

Earlington j  Minimum... 

.,,  i  Maximum  . . 

Greenville i  Minimum... 

„      ,        „  Maximum  . . 

Henderson (Minimum... 

Hopkinsville   l^fn'mur" 

I^ovelaceviUe l^f^mum.:: 

„  ,^  )  Maximum  .. 

Mayfield ;  Minimum . . . 

)  Maximum  . . 

Murray   )  Minimum. . . 

J  Maximum  . . 

Owensboro •)  Minimum. . . 

,   „„  S  Maximum  . 

Paducan  ^fe \  Minimum... 

J  Maximum .  . 

Princeton ]  Minimum. . . 

„   .,,  5„  J  Maximum  .. 

Riissellville§S -;  Minimum . . . 

Centrnl  Division. 

i  Maximum  . . 

Anchorage |  Minimum. . . 

„      ,.       _,  j  Maximum . . 

Bowling  areen i  Minimum... 

„  ^  )  Maximum . 

Clermont (Minimum.., 

^        „,  )  Maximum  . , 

Danville )  Minimum 

^.    .„  S  Maximum  . 

Dix  Dam j  Minimum . . 

„       ,  .    .  i  Maximum . 

Frankfort j  Minimum. . 

^,  )  Maximum  . 

Glasgow   j  Minimum.. 

„  ,  )  Maximum  . 

Greensburg i  Minimum.. 

.,     .      .  Maximum . 

Irvmgton !  Minimum.. 

T    ■»  vfi„i/i  S  Maximum  . 

Leitchfield  i  Minimum . . 

S  Maximum  . 

Lexingron   i  Minimum.. 

.,      .     .„  )  Maximum  . 

Louisville i  Minimum.. 

DO.  Bowman  Field)  Maximum. 

.1    r>„„„  i  Maximum  . 

Mammoth  Cave j  Minimum . . 

Maximum  . 

8<-  Jon" f  Minimum. . 

_  ,           „.„  J  Maximum . 

Science  Hill i  Minimum.. 

ShelbyviUe  iMh^mum.: 

o    .»u.   rf  ^„a  (Maximum. 

Smith's  Grove (  Minimum. . 

Ti'-iii  „=)-/,™t,  i  Maximum  . 

Willlamstown I  Minimum.. 

Enntern   Division. 
.   , ,      -  )  Maximum  . 

Ashland    f  Minimum.. 

„ „  S  Maximum  . 

Berea (Minimum.. 

r.    vi„  S  Maximum  . 

^oram ,  Minimum.. 

Cumberland JSlSum.'. 

„ „,.„  S  Maximum  . 

I'a'™«>8 (Minimum.. 

IT  -.1  IV,  .™  i  Maximum  . 

Heidelberg /Minimum.. 

. ,,„„  (  Maximum  . 

Lon'lon (Minimum.. 

M„,-o.,.in<,  !  Maximum  . 

Maysville (Minimum.. 

„.,,,„.,s..„  (Maximum. 

Middlenhoro (Minimum.. 

Mount  Sterling ]  MufiZm .'. 

r,,,      .,i„  Maximum  . 

Pil^eville (Minimum.. 

„,_     i  Maximum . 

P'PPaP'^^s    ••■•(Minimum.. 

Qnicks^nd ••JmST: 

117111!. ^.,K,..»^  (Maximum. 

WllliamBburg (Minimum.. 

,,., „„!,„,„_  )  Maximum  . 

Winchester (Minimum.. 


50  29 
68  65 
50     30 


7fi     76     73 
42     391     45 

v."!     74 1     60 


36 

o51     74 
25     32 


53 

321    25     33 
""'     45     62 


3H 

74 

57 

40 

31 

2? 

47 

6? 

37 

95 

5(^ 

53 

Hf 

21 

46 

56 

37 

22 

55 

.56 

30 

20 

19     20     21      22 


53 
34 
43      45 


38l     38 
45]     4-2 


50 
26 
49 
■HI 
46 
26 
48      51 


23 
32 
33      25 


85     23 

38      S7 
25 


37I  31 
47I  40 
36      31 


SSInstruments  are  read  in  the  morning;  the  maximum  temperature  then  rnad  is  charged  to  the  preceding  day.  on  -ivhich  it  almost  always  ocr 
•,  ",  °,etc.  indicate  respectively  1.2,  3,  etc.  days  missing  from  record. 
W  B  O  Louisville.  12-2.5-41-9.50. 
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GENERAL    SUMMARY. 

ilh    was    (wroptionally    coM 
u'ly  low  tompi'raturcs  were  r 

1  period,  unrelieved  liy  intervening'  period-;  of 
weatlu-r,  carried  the  monthly  averaRe  decidedly 
In  fact,  but  six  ])revious  Decembers  had  lower 
ature  averages.  Cloudy  weather  predominated, 
with  frequent  and  at  times  moderately  heavy  rains.  Measura- 
ble snow  covered  tlie  ground  for  several  days  in  all  sections  at 
the  beginning  of  the  second  decade. 

A  hard  freeze  at  thebeginningof  the  month  stopped  all  growth 
and  winter  grains  thereafter  remained  practically  dormant,  but 
maintained  rather  good  seasonal  condition  generally.  Grass 
pastures  remained  short,  necessitating  light  to  heavy  stock  feed- 
ing in  most  sections.  Tobacco  stripping  and  marketing  made 
fairly  good  progress,  but  were  falling  behind  in  some  sections 
on  account  of  labor  shortage.  A  little  corn,  still  remaining  in 
fields,  was  still  being  gathered  during  the  last  week.  Due  to 
frozen  or  muddy  fields  practically  no  plowing  could  be  done. 
Many  hogs  were  butchered  on  farms  under  favorable  tempera- 
ture conditions.  As  much  of  the  rain  fell  slowly  and  while  the 
ground  was  thawed,  stock  ponds  were  replenished  and  ground 
storage  improved. 
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.\utt,n.ol,iI 
laKc  wa.  h 
us  injuries 


i(ed  lo  mi •  li 

ere  re[)orted. 
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PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


TEMPERATURE. 

The  mean  temperature  for  the  month  was  33.0",  or  4.7'^  below 
the  normal.  Daily  mean  temperatures  were  moderately  above 
the  daily  averages  on  a  few  days  only.  There  were  two  periods 
of  cold  weather,  1st  to  3d,  and  9th  to  23d,  during  which  daily 
mean  temperatures  fell  from  5°  to  20^^  below  normal.  The  ex- 
tremes for  the  State  were  63^  at  Pikeville  on  the  25th,  and  5^ 
at  Princeton  on  the  14th  and  at  Heidelberg  on  the  20th. 


PRECIPITATION. 

The  average  monthly  i)recipitation  for  the  State  was  3.62 
inches,  or  0:i\  inch  below  normal.  Precipitation  was  frequent 
throughout  the  month  in  all  sections,  but  was  heaviest  during 
the  last  week.  Monthly  amounts  ranged  from  six  inches  in  the 
extreme  south-central  counties  to  less  than  two  inches  in  Oldham 
and  Hardin  Counties.  Snowfall  was  general  on  the  10th,  11th, 
and  12th,  and  occurred  in  flurries  in  some  sections  on  other 
scattered  dates.  Total  depths  ranged  from  ten  inches  in  north- 
eastern counties  along  the  Ohio  River  to  less  than  one  inch  in 
the  extreme  northwestern  counties.  Precipitation  extremes  for 
the  Section  were  6.48  inches  at  Bowling  Green  and  1  .58  inch 
at  St.  .John. 

MISCELT,ANEOUS. 

The  river  remained  at  comparatively  low  stages 
g    days,    when  a  sliarp  rise  set   in   incident  to 
j; moderate  to  heavy  rains  over  the  ui)i)er  watersheds. 
3      Cllaze      Freezing  rain  and  sleet  made  roads  iey  and  slippery 
:throughout  practically  the  entire  section  on  the  27th,  28th   and 


\      Ohio  River. 
nnitil  the  cIoj- 


AtiMoMjIii'i-ic  press- 
ure 1  njiliKvii  to 
st!a-lovol.( 

Winrl. 

Kelatlve 
hnmldily. 

1 

stations. 

>> 

1| 

if 

a 

0 

^. 

II 
P 

1 

1 

w 

1 

1 

1 

r 

a 

1 

^ 

°. 

p. 
g 

1 

Cairo 

...T„ 

30.78 

2 

29.71 

2 

a.fi 

26 

sw. 

70 

f? 

71 

•  •   i  39 

,., 

Cincinnati  ..   .. 

Ohio 

30.84 

29. 6C 

12 

7.4 

22 

21) 

84 

70 

78     34 

Kvansville 

..Ind, 

30.79 

2 

29.71 

7 

8.1 

22 

sw. 

20 

m 

70 

77     37 

1084 

Louisville 

..Ky. 

30.79 

3 

29.71 

7 

H.9 

H2 

8. 

15 

m 

67 

73     35 

1023 

COMPARATIVE  DATA  FOR  DECEMBER, 


1H89 

1890 

1891 

1892 , . . . 

1893 

189-1 

1895 

1896 

1897 \... 

1898 

1899 

1900 

1901 

1902 

1903 

1904 

1905 

1900 

1907 

1908 

1909 

1910 

1911 

1912 

1918 

1911 

1915 

1916 

1917.... 

1918 

1919 

1920 

1921 

1922 

1923.... 

1924 

1925 

1926 

1927 

1928 

1929 

1930 .. 

1931 

1932 

1933   

1934 

1935 

1936 

1937.... 

19.38   

1939...    

1910 

1911 

1942 

1943 

1914 

Periodt. 

t56-Year  arpraf 


Temperature.         Precipitation        Numberof  days 


60.2 
37.8 
42.4 
34.6 


34.8 
38.6 
32.3 
36.7 
30.7 


41.6 
37.2 
39.5 
32.8 
37.0 
3.5.6 
26.5 
44.8 
34.6 
88.6 
41.7 
41.5 
46.6 
35  9 
34.8 
37.8 
37.4 
39.5 
39.0 


44.2 
37.0 
30.0 
40.5 
35.5 
37.9 
38.8 
42.7 
42.5 
36.3 
S5.2 
33.0 


3.61 

4.10 

4.22 

2.69 

4.31 

4. 43 

1.82 

3.76 

2.74 

4.26 

2.69 

4.90     ' 

7.36 

2.88 

4.30 

4.38 

5.64 

3.20 

2.42 

3.46 

3.37 

6.25 

2.73 
5.22 
7.56 
4.23 
2.01 
4.44 
4.93 
2.89 
4.40 
5.64 


6.01 
8.37 
2. 32 
2.72 
2.21 


4.51 
2.94 
1.S5 
2.32 
3.16 
2.80 
5.84 
2.20 
3.62 
3.83 
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CLIMATOLOGICAL  DATA:  KENIUCKY   SECTiOI^. 


December,  1944 


Climatological  Data  for    December,  1944. 


WESTERN   DIVISION 

Beaver  Dam 

Burlington 

Ford'e   Ferry,  Dam  60 

GllbertsvUle ■• 

(ireenville 3  in  S . 

Hartford,  [near] 7  m  N . 

Henderson 1  1-2  m  S. 

Hopkinsville 1-2  mE- 

Lovelaceville — 

Mayfleld. 

Murray 

Owensboro 1-2  m  W. 

Owensboro,  Dara  46 

Padncah   

Princeton ■ 

Rurasey,  Lock   2t 

RuBsellville 

Inlontown,  Dam  49... 

CENTRAL  DIVISION. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brent •...■ 

Brownsville,  Lock  6  +■    

Buruside .'  — 

CarroUton,  Lock  1 

Clermont 

Danville 

DixDam.Burgiu 

Eadsville  

Frankfort.  Lock  4 

Gest,  Lock  3 •  •  •  •  • 

Glasgow 3mNE 

Grant,  Dam  38 

Greensburg 

High  Bridge,  Lock"... 

Irvington   

LaGrange 1  m  NW. 

Lancaster 

Leitchfield 

Lexington 

Little  Hickman.  Lock  8.. 

Lockport,  Lock  2 

LOUIBVILLE    

Do    Bowman  Field-5  m  E. 

Mammoth  Cave 

Monticello 

MunfordviHe •■• 

St.  .John 3mSW 

Saivisa.  Lock  6 

Science  Hill   ••■v^' 

Shelbyville  2m  W. 

Smith's  Grove 

Tyrone,  Lock  5 

Williamstown 

•   Woodbury,  Lock  4+ 


Ohio  ••... 
Hopkins .. 
Crittenden 
Marshall . 

MnUlenburg 
Ohio  ...... 

Henderson 
(.'hristian. 
Ballard  .. 
Graves  . . . 
Calloway. 
l)avie8S. . . 
Daviess  .. 
McCrack  e 
Caldwell.  . 

McLean 

Logan  ... 
Union  . . . 


Breckinridge 
Jefferson  . . . 
Warren  .... 
Campbell  .. 
Edmonson  . 

Pulaski   

Carroll 

Bullitt 

Boyle  

Mercer 

Wayne 

Franklin  ... 

Henry 

Barren 

Boone  

(irc-en  

.Ti'upamine  . 
Breckinridge 
Oldham  .-.• 
Garrard  .... 
Grayson  . . 
Fayette  ... 
.Jessamine 

Henry 

Jefferson  . . 
Jefferson  .  ■ 
Edmonson 
Wayne  — 

Hart  

Hardin  — 
Mercer.  ... 
Pulaski   . . . 

Shelby 

Warren  ■■• 
Anderson.. 

Grant 

Butler 


EASTERN  DIVISION. 

Ashland 3mSE. 

Berea 

College  Hill.  Lock  11 

Corbln  ......•■;• 

Cumberland 4  ms. 

Cynthiana 

Falmouth 

Farmers   

Flumingsburg 

Ford.  Lock  10 

Grayson 

Greunnp.Dam  30 

Hazard 

Heidelberg,  Lock  14 

Jackson  

Jenkins 

l,ondon    

Louisa 

Maysville  Dam  33 4  m  E. 

Middlesboro   

Mount  St^rlint? 

Oneontft.Dam35 

Paintsvllle 

Pikevill." 

Pippapa'iS 

(Quicksand ••• 

Ravennn,  Lock  12 

Valley  View,  Lock  9 

Vanci-burg.  Dam  S2 

Williamsburg 

Willow,  Lock  13 

Winchester 

State  averages  and  extreme? 


Boyd 

Madison.. 
Madison.. 
Whltlev  . 
Harlan  .. 
Harrison  . 
I'cnrtli'ton 


Fleming  .. 
Clark  ... 
Carter  . . , 
Greenup. 

Perry  

Lee    

Breathitt 
Letcher-  • 
Laurel  . . 
Lawrence 
Mason  . . 
Bell  ..... 
Montgomery 
Campbell 
Johnson 

Pike 

Knott 

Breathitt 
Estill  ... 
Madison 
Lewis  ... 
Whitley  . 

Lee    

Clark    ... 


Temperature,  in  degrees  Fahr. 


32.41-  6.5 


31.4  -  6 
34.0;-  8 
34. li-  5.6 

33.6'-  6.8 
33.4-  7. 
32.7-  4, 


33. 0|- 
32!4|- 


o 


352 

700     44     29.9 

656     48     33. 6 


33.2-  4. 
35.5\-"i. 
34.' 0-  3. 
29.6 -^'7.' 


32.0'-  5.6 
31.4-  4.9 
31.4'-  4.4 


32.61- 

35]  4j.'. 
31.0-  4.7 


Precipitation  in  inches 


Number  of  days 


+  0.92 
-0.51 
22  +0  24 
3.81 
5.44 
4.61 
4.  691  f  0.74 
4.60!+0.11 
5.171  +  1.48 
5.75+1.66 
4.63+0.48 
3.65+0. 
3.31-1-0.31 
3.58-0.07 
4  44I-I-O.4. 
3.46!-0.0 
6.011+2.10 
2.88+0.'"' 


-0  52 


3.8li+0.59 

3.961+0.29 

6.48+2.22 

2.861+0. 28 

3. 57; -0.66    0.91 

4.35I+O.IO 

2.75i-(i. 


2.49 

2.86! 

4.32 

2.70!-0.72 

2.831 

4.131-0.09 

2.40+-0.10 

4.04-0.03 

2.431-1.4H 

4.061+0. 

1.76;. ..._ 

3.97+0.85 

2.83-1.68 

5.21+1.44 

2.731-0.81 

3.48 

3.911  +  0.17 


3.62- 

4.871 

3.521-0.02 

1.5B-2. 

2.76-1.23 

5.0fil     ■■ 

4.311+0.4 


79;  -rO.06 
19       3.59|+0. 

;  -0. 57 


81.41-  4.2 

s'i.e'-  4.0 

33.  2|-  2.5' 


25  " 

"  9' 

4 

10 

'25t' 

lo- 

181+0.15  0.90 
4.191+0.04  1.29 
2.48!-1.28    0.54 


31 

25 

-25 

24-25 

24-25 

25 

25 

24-25 

24-25 

27 

-31 


24-25 
27-28 
27-28 


1  w 

24-25 

0.67 

7! 

1  OR 

27-28 

1.35 

25  ! 

0  Sfi 

7  1 

0.72 

25-26 

1   95 

31  ! 

1.15 

27  ' 

1.06  124-25 

1.41    24-25 

1.49   24-25 

1  08  I27-28 

1.75   29-30 

I. 38         27 

0.56         27 

0,75   27-28 

1.75  |3n-31 

1.50 

124-25 

26-27  I     8.6 

24^25  :     5.0 

27       4.0 


■  I  l'.82 


2.47'-0.9l  0.71 
2.571+0.221  0.72 
3.101-0.7(1  1.09 
3.36+0.07  0.89 
2.55:-0.8i:  1.04 

2.59  -0.471  0..56 
2.82-l.Onl  0.57 
3. 04; -0.57  0.82 
2. 911 -1. 12  0.77 
3.021-0.26  1.05 
4.42  ..  1.00 
3.0"^ -0.16  0.67 
3.68  +0.091  1.00 
3.83,-0.681  0.94 
4.63+0.651  2.16 
2.73-0.381  0.73 
:l33i  +  0.2('i  0,72 
3.94|  +  0.  48'  0.96 

2.'74 


24-25      in. 5 


n  63 

7 

90 

6 

1    (It 

n.,i8 

V7-28 

12 

0.  6S 

28 

5.3 

12 

0   ^^4 

1    60 

27-28 

10.0 

12 

0.81 

0.53 

5-6 

4.5 

1^ 

gV 


E.G.  Young. 

Brick  Southworth. 

Lookmaster. 

Tennessee  Valley  Authority. 

C   R.  Lovell. 

W.  R.  Carson,  Sr. 

Georgre  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers, 

Alton  M.  Harvill. 

Lockmaster. 

Dr   .Samuel  8.  ciIcReynolds. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

W.  Ky,  State  Teachers  College 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

R.  P.  Amos. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfleet. 

Lockmaster. 

Lockmaster. 

Randolph  C  Wilson. 

Lockmaster. 

Mrs.  LettieD.  Perkins. 

Lockmaster. 

L.  O,  Stiles. 

J.  C  Ogg. 

Kentucky  Utilities  Go. 

George  D.  Litsey. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U  S,  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  O.Cooper. 

Robert  C.  Smith. 

Sisters  of  Loretto. 

Lockmaster. 

Will  am  H.  Dobbs. 

WillaS.A.  Ratta. 

C.  W.  Gurnsey. 

Lockmaster. 

Miss  Nettie  B.  Simpson- 

Lockmaster. 


Lockmaster. 

D.  H.  Center. 
Lockmaster. 
Airway  Station. 
James  E-  Allen - 
Marshall  Hill- 
Jessie  Oldham- 

Mrs  CordaC- Stamper- 
C-  A.  Glasscock. 
Lockmaster. 

Lockmaster. 
H.  A.  Bailey- 
Lockmaster . 
Jas.  T-  Goff. 
Rebecca  Brown- 
Sue  Bennett  College - 
Zeb  Heston- 
Lockmaster. 

Miss  Margaret  A-  Gunn. 
Fred  Cartmill. 
Lockmaster - 

E.  C  Fraley. 

U.  S.  Weather  Bureau - 
Caney  Run  Com .  Center. 
R-  W-  Jones- 
Lockmaster 
Lockmaster. 
Lockmaster. 
Charles  B    West. 
Lockmaster. 
Thomas  A.  Waller. 


'  '"  SeT;?ftt^r.?'i.°^  ^appeSirt^ho  .able  ^r..^^^^^^^Jr  ^^te^S^l^^^^O^^^'^  rain  or  melted  snow 
t  Also  on  other  dates,    tt  Received  too  late  to  be  included  in  mean   and  summaries.  I    Precipitation  is  le.s  m 
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Dally  Freolpltatlon  for  Deoember,   1944. 


M'estern  Divitiion 


ior  Pam 


I  .Try  Dam  60' 0 

1       KxiUe" T 

I    -   :i>  lllo G 

ilaitioni T. 

Hemlorson 0. 

Hopkiusville     ' C 

LoveliKwviUe M 

Mivytlold M 

Murray    T 

OwPiisboro  ' O. 

Owpusboro,  Dam  46'    O, 

Pftducnh'  0. 

Princeton O, 

Huuisey,  Lock  No.  2  ' G. 

Russollvllle  • O. 

Uuioutown.  D;im  i9*. O. 


Central  Divisun 

Addison, Dam  45-  * 

Ancliorsge 

Bowlinfr  Green  '  — 

BovvliuK  Green  No-  2'  — 

Breut,  Dam  36" 

Brownsville,  LocTj  No.  6". 

Burnside'  

?arrolltoaLock  No.  1'.. .  . 

-lerniont 

Danville- 

Dlx  Dam.  Bnrgin  ^ 

Eadsville' 

I'rankfort.LockNo.  4^... 

3est,  Lock  No.  S  ' 

31as?ow 

iraut,  Dam  3S* 

jreensburg  ' 

rliF'n  Bridge, Lock  No.  7^ 

Tvinsrton   

jaGrange 

Lancaster' 

jeitch  field  " 

jesington  + 

..ittle  HicRman.  Lock  No. 

jockport,  Lock  No .  2  ' 

jOUISVILLE'  t- 

Do.  Bowman  Field 

Jammoth  Cave' 

Honticello  2 

Junfordville  ' 

>t.  John  ^ 

ialvisa.LockNoe't 

Science  Hill 

ihelbyville 

■Imith's  Grove  **. 

ryrone,  JLock  No.  5  't 

Villiarastown 

iVoodbnry ,  Lock  No. 4' 


Day  o(  month 


1      2      S      4 


6      7       8       9     10     11     12     18     14     16     16     17     18     19     20     21 


28     24     26     26     27     2H     29 


23 
04i  .0' 
T.  I  .0 
.30I.2rj 
05  .06 
00 
.04 


.08  .07 
.071.11 
.023.59 
.04:  .49 
.05    .05 


8.40 

a.  22 

8.81 
6.44 
4.61 
4.09 
4.(H) 
6.17 
8.76 
4.68 
3.65 
3.31 


Eastern  Dinsion 

\shland« 

3erea  

College  Uill.  Lock  No.  ll'  .. 

-orbin    — ■ 

3umberland  • 

Jyntliiana* 

''almonth*   

Farmers''  

Flemiiigsbnrg"  

PordLockNo.  10  M 

3rayson-  

IreenupDam    30« 

Hazard^ .... 

Jeidolberg,  Lock  No.  14' 

lackson  "^ 

lenkms'   _ 

London 

Louisa'' , 

MaysviIIe,  Dam  33" 

Middlesboro      — 

Mount  Sterling 

3neonta  Dam  35  * 

Paintsvillfi   - 

PikeTille" 

Pippapass    — 

Quicksand' 

Ravenna-    Lock  No.  12' 

Valley  View.  Lock  No.  9  . . . 

Vanceburg,  Dam  No.  32  ' 

Williamsburg' . 

Willow,  Lock  No.  13*. 

Wincbester  *• 


:o5. 


T.  I  T. 
'^46 

.38 

.'■is 


.05    .14 

.07.... 
.24!  «<1 
T. 


.45 

.03 
.06 
.30 
.15 
04 
.07JI.96 


751  .46 

05!  .31 

.05 

.19 

1.76 


90 12    .OS 

17  .07|  .061.29 
,531  .01  .01  .15 
Oil  .57i  .02  1.821 


T. 

.02    .s<i... 
.06!l.C3i  T. 


20  .. 

,07    .20 

14    .25 


...j2.16 
.21!  .05 
.20  .22 
.02:   .72, 


.59;. 


45I::: 
.58'  T 

45    .6Si   .04,  .05i  .27; 

.    '  .021   .08, 

25:   .U    .?3    .36;  .43    .04' 

24'    .34    .67    .041  .14    .26 


1         I 


4.59 
3.62 
4.87 
3.62 
1.68 


3.79 
8.59 
3.17 


4.19 

2.48 
4.89 

'2!47 
2. 57 
3.10 


2.94 
3.02 
4  42 
3.05 
3.68 
3.83 


2.74 
2.  31 
2.80 


fe^'orT/wI^her  Bureau  l^'^  '"  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  24  hours  ending  at  time  of  observation. 

aJ;^o^^n°t\t^.^\^^rd^d"S^^^^^^  ^°^  '""^  '?P°rl'c^lKion°^^a^u%^??^^"e!fo'^r!^^  "^^^^-^  ^^1^'^'^.^!^'^ .^-^^  --"-^^ 

T  .  Trace,  or  precipitation  less  than  0.01  inch . 

Lock  10.  Red  House,  Ky-  :  Oneonta.  Calif 

Kentucky:  (S)  ^^a't^    «  .'"''■pf'i:  'f  Cumtierlanri:  CJ'i  ■Jennassee:  'O^Ohio;  rw^  Mis.sis.siDpi 
-Airport  station.    Data  for  24  hours  ending  at  12  30a.  m  .  90th  meridian  time  adjusted  to  day  they  occur 


'Included  in  the  next  following  measurement. 


'fov^■o   iTrr    ^^"^'  "'"'J'.®  a'^'V"''S?''s  as  follows: -Lock  5.  Lawrenceburg,  Ky.  :    Lock  6,  Versailles,  Ky,  Lock  8.  NiVholasville  Ky 
.be?lan^:^iT1  T^nnisI^fAlt-  rwi  Mis"ill!ppL  '*''"""  ''  '°'^*''  '^  '"''''^'''^  "'  follows  (B)  Big  Sandy:  (L)  Licking:  -K^) 
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CLIMATOLOGICAL  DATA:   KENTUCKY  SECTON 


December,  1941 


Daily  Temperatures  for  December,  1944. 


Western   Division. 
„  ,,  _  \  Maximum .  •  • 

Beaver  Dam  1  Minimum.... 

„    ,.     ^  j  Maximum ... 

Earlington j  Minimum .... 

.„  i  Maximum  . . . 

Rreenville j  Minimum .... 

„      ,  S  Maximum  . . . 

Henderson (Minimum ... . 

„,..,,  \  Maximum  . .. 

HopkjnsviUe   j  Minimum.... 

,        .,,  <i  Maximum  ... 

Lovelaceville........  j  Minimum.... 

Maximum  . . . 

Mayfield )  Minimum . . . . 

S  Maximum  . . . 

Murray  )  Minimum 

J  Maximum  . . . 

Owensboro i  Minimum 

i  Maximum  .   . 

Paducah*)^ \  Minimum.... 

3  Maximum .  .. 

Princeton |  Minimum.... 

„   .„  „c  3  Maximum  ... 

RiissellvilIeiiSi I  Minimum.... 


Anrhorage 


Bowling  Green. 


Irvington  . .. 
Leitoh field  .. 


Louisville  ... 


j  Maximum  . . . 

I  Minimum 

\  Maximum  . . . 

I  Minimum 

i  Maximum  •  ■. 

*  Minimum  . . . 
)  Maximum  . . . 
'  Minimum  — 
\  Maximum  . . . 

(  Minimum 

)  Maximum  . . . 

(  Minimum 

)  Maximum  . . . 
i  Minimum.... 
j  Maximum  . . . 
1  Minimum  — 
)  Maximum  . . . 

(  Minimum 

j  Maximum  ... 
I  Minimum 

*  Maximum  . .. 
(  Minimum  — 
S  Maximum  . . . 

/  Minimum 

(  Maximui 


DO.  Bowman  Field  J---— 

^,    „  S  Maximum 

Mammoth  Cave j  Minimum. 

„      ,   ^  )  Maximum 

St.  -'O"" (  Minimum. 

Ti-11  i  Maximum 

Science  Hill j  Minimum . 

„,    ,,      ...  )  Maximum 

Shelbyv.lle  i  Minimum. 

'  Maximum 
(  Minimum, 
j  Maximum 
/  Minimum. 


.Smith's  Grove . 


lliamstawn  . 


En»lern    Dirixinn. 
,  ,      ,  S  Maximum  . 

Aslilanrt    (Minimum.. 

)  Maximum  . 

«"ea I  Minimum.. 

„    ^,  S  Maximum  . 

Corbin JMinimum.. 

„      .     ,      -  )  Maximum  . 

Cumberland j  Minimum . . 

„  S  Maximum  . 

Farmers )  Minimum . . 

TT  I J  iK„,„  J  Maximum  . 

Heidelberg ,  Minimum.. 

,  (  Maximum . 

London j  Minimum . . 

,,  ...  j  Maximum  . 

Maysville i  Minimum.. 

,,,,,,    .  )  Maximum  . 

Middlesboro (Minimum.. 

.  o»„,ii„„  *  Maximum. 

Mount  Sterling  .•■•-,  Minimum. . 
, .,      .„  i  Maximum  . 

Pikeville j  Minimum.. 

(  Maximum . 

PiPPaPass   (Minimum.. 

r>„i,.i,o....,q  )  Maximum  . 

Qnu-ksund •■)  Minimum.. 

..-n-  ~=v,„.™  (Maximum. 

Williamsburg (Minimum., 

.....  i  Maximum  . 

Winfhester (Minimum.. 


in    33 


2n      12      14 


2"*!     34 
2S|     22 


24 1  1 

28|  35 

221  IS 

29!  84 


40     29,    26     3 


48i  45  45! 

37l  3'ji  30; 

47  451  44! 

331     31!  39  32| 

501     42)  42  46 


56J     48 


12     13     14     15     16 


29 

45     43| 
31 


26  21 
30     29 

27  21 


19     20      21      22 


43  37 
13  20 
43      40 


34  321     43 

23  22     ■ 

391  32 

21  16 

SO  32 


18  .._. 

41  48 

20  27 

44  i  55 

20  27 

2!  22 


221     19 

45      29 
25l     24 


29 1     30 


33 

2nj    20 


25 
471  51 
?8  11 
42 
24      17 


44      45 
27     11      21 
43      41      47 


131 
331     3fi 

14     2 


32 

20 
59     85 

24      26 


32      54      51  m      42 

'~      9I    sol 

50i  33      42 

29j  21 


41      351 


S5  32 
17  15 
39|     40      ,58 


25;  2? 
,^3,  31 
301     23 


42.3 
23.9 
42.1 
23.9 

42.4 
22.3 
39.3 
23.6 
42.5 
25.6 
43.7 
24.5 
42.2 

4L5 
25.3 
40.8 
24.6 


42  38.6 
21.2 
50|     42.0 


32 
26i  26 
4?1     41 


23 

43 
22     26 


21 

181 

Rf, 

51! 

3(1 

21 

vy 

39 

21 

10 

37 

53 

23 

22 

42 

40 

2f 

23 

6r 

62 

41 

23 

26 

"1 

28 

1 

40 

■  1 
S3| 

2f! 

26 

•16 

R5| 

07 

29 

47 

42 

94 

24 

36 

31 

24 

27 

52 

40 

28 

31 

SC 

34 

22 

25 

38 

40 

30 

30 

40 

36 

28 

30 

F( 

27 

25 

46., 


25.5 
42.9 
25.2 
39.2 
19.9 
41.0 
36j    24.3 


38.4 
25.7 
38.5 


22.1 
42.0 
23.1 
45.1 
25.6 


42.8 
24.0 
4.3.7 
25.9 
43.6 
27.6 


42.7 
22.6 
43.6 
24.1 
43.5 
26.3 
39.4 
23.3 
46.4 
24.9 
45.6 
23.9 

43. S 

24.9 


43.0 
2.M 
46.7 
2.S.8 


«5In8truments  are  read  in  the  morning:  the  maximum  temperature  then  rpad  !•■!  charged  to  the  preceiiing  day,  on  which  it  almost  always  ocrnrs . 
",  '',  ",  etc   indicate  respectively  I.  2.  3.  etc.  days  missing  from  record. 
W  B  O  I,o:iisviIle.  1-2.5-45-9.50. 
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Vol.  XLIX  Louisville,  Ky.,  Annual.  1944  No.  13 


GENEKAl,    SUMMARY. 

\\'oatlu>rcon(li(ioiu^  (luring  VdAA  wcro,  on  the  wliolc,  unravora- 
blo  for  crop  growth  and  farm  operations.  Temperatures  during 
January  were  above  tlie  seasonal  average  and  decidedly  so  during 
Fel)ruary.  Dry  soil  enabled  farmers  to  do  much  more  plowing 
than  usual  early  in  the  year,  but  winter  grains  and  pastures 
showed  little  growth  due  to  lack  of  moisture.  Frequent  rains  in 
February  stimulated  growth  in  grains  and  grasses  and  warm 
weather  caused  early  swelling  of  fruit  buds.  Preparation  of  to- 
bacco seed  beds  was  started  about  this  time.  Recurring  cdd 
weather  in  March,  together  with  cloudy  skies  and  frequent  rnii is 
practically  nullified  all  gains  made  earlier  in  the  year.  Growth 
of  winter  wheat  and  tobacco  seedlings  was  checked  by  heavy 
frosts  and  freezing  temperatures,  which  also  caused  heavy  danv 
age  to  early  peaches.  Wet  soil  interforr.l  with  i)lowing  and 
planting  to  a  great  extent.  ^\  iih  thc;uhcni  .if  \\ .inner weather 
later  in  the  spring  many  of  these -ell i;ick^  v.eie  dii-et  Iiy  rapid 
and  vigorous  growth  of  all  crops.  Wheat  was  forming  sheathes 
and  beginning  to  head  by  the  end  of  May.  About  this  time  of 
the  3-ear  the  effects  of  dry  weather  were  beginning  to  appear  in 
some  of  the  western  counties,  and  drcujiht  eonditiim,  liecame 
more  widespread  and  severe  as  the  sumnier  adviiiu'ed,  and  w(  re 
not  reheved  until  the  arrival  ot  limply  i-;;iii~  late  in  August. 
Wheat  matured  and  was  havve-ted,  ueli.  niUy  with  well  filled 
heads,  early  in  .Tune.  Tobaeen  tran-planting  was  completed  at 
about  the  same  time. 

F:arly  corn  suffered  most  from  the  drought  and  much  of  it  was 
cut  prematurely  for  fodder.  Late  corn  and  tol)aeeM  i-e^-ted  the 
drought  conditions  mueh  more  effectively  and  rej.>:iin(  d  fu.ll  vigor 
soon  after  the  rains  of  late  sunnner.  Pastures  a\(>iv  paidied  in 
upland  sections  and  stock  ponds  and  small  screams  had  dried 
up  by  mid-.July,  necessitating  considerable  stock  feeding  and 
water  hauling. 

Fine  growing  weather  during  early  fall  brought  all  crops  to 
maturity  in  much  better  condition  than  had  been  expected 
earlier  in  the  year.  Cuttiim-  .-f  corn  and  tobaceo  was  completed 
early  in  October,  and  seedin.uof  v,  inter  grains  progressed  as  rap- 
idly as  the  current  farm  lalior  -limtage  \\nul(l  ])ern)it.  Tobacco 
was  mostly  cured  by  the  end  of  November,  and  stripping  and 
marketing  continued  until  the  close  of  the  year.  Some  tobacco 
was  damaged  1  .y  house  1  .urn .  Low  day  temperatures  and  several 
hard  freezes  in  December  ended  all  growth,  with  vrinter  grains 
remaining  dormant,  but  in  good  seasonal  condition  at  close  of 
the  year. 

The  Weather  By  Months. 

.TfUiKDv  -Thp  month  A\  a*  .mp  of  tlir  diK't  ,,t  n^  ii,u.i.>  on  n 


niOfVia' 
tiontU  il  I 
growth  i: 


tion  ne.'X    tbt   i  ii  1  ol  tl      i  i   nti 

due  pruiup  h\   t  >  1  i)>oi  -hort  u        1  i  ^  in,       ,    ui.i     ..^,"1.,  .,  ii.>    ,.| 

nient  riiiif  ilM\   re  higuinnig  to  apiicai, 

riiii/-  -Thp  iiionlh  ^^as  liot  anrl  dry.  oiid    flrotig)it  oonditioii';    hi 


Utaiyiir.f:!BLQfiil*i*!!^. 


fstul.llshod 

hv  th 

month  and 

./«/(/  —  I 

rouifl 

damaged  v, 
iuK  of  lol.a 

f  (hr   nioMih.    Whoat   hnrveHt   wtw   coniplott-rl    duriiifr   UiIh 

tioiis  h.i  aiiM'  -rrioiis  oarly  In   the   month.    Eurly  corn  wiin 
i\'l  rrouih  Ml  iiiM  tnhiuco  crop  rotanlod.    Topplnjj  and  prlni- 
■IV  Ii.  ■'Mil  III    :hI.:iiii,  ,|    fii'lds.    pustiiros   wiTC   pan'h<-d  and 
waliT  lor  sli.rk    hail   iHriinir  .sIkiii  I. '.I   111   i,,:ii,N    ilj.strlets. 

Aiiiinst.  1  hi  nil. mil  \iii~  ml  li.  r  ■/,  ,11  III  I '  1 .  .1  iidit  con<Iltlons  that  woro  tlircutonlnif 
to  li.Tiiiii..  iliiisiriiiis  n.  n-  .1...  In,  1  1,1. ,1,  II  i,v  frefiuent  moderate  to  heavy  ruins 
thai  \.,iTi.  \M.||  ili-.iiii,,ii,-,i  .,,,.,  II, .  .11. ,11  .1,,,,,,^'  the  hist  two  weeks.  I.ate  crorn 
anil  iniiaiTii  iv.  ,\  ,,iv,  I  ,  i, ,,,  i,  ,  i  I  x        uri,  iiii',    ,t,,|    priming  of  tobacco  plants  made 

rai'j.l  iuiitriv.^  ;,,i,i  -. ,,i  li,,,  ,..,i;,   ,,,,,,    ,  ,,    about  ready  to  cut. 

■^■' /.''.'''..' -    'i.i r ,  -  ..  ,,iT  i,,,|iiiiiM,,  \uih  no  pronounced  hot  or  cold  periods. 

All  rii,|is  iiiiiiiiiiii  .1  1.1   jiiiin Most   tohacco    Imd   ripened   and   much    was   cut. 

I'a-itiiir^  atiiiini.i  ki""!  n ni.hi i. ,ii  and  considerable  hay  was  made  and  cured.    Sow- 

"  '  '  '  1.  Mil  .  iiiiii.^  (oniiiniod  seasonable  but  rainfall  was  deficient.  Cuttlngr 
ofi  rii  11'  1.  ....  1^  laanng  completion  at  the  close  of  the  month.  Plowing 
im  '         !  I  aiiis  made  rapid  progres  and  some  early  planted  wheat  was 

^  '•'      .1    ..i.in  was  light  and  temperatures  were  about  ut  the   seasonal 

a\i'ia^,..  .\ll  liu;\.  :  :,u\\  as  jirai-tically  finished  during  the  month.  Tobacco  was 
mostly  cured  and  si 1 11. pin?  ln-k'un.  Some  tobacco  was  damaged  by  housebum  and 
.some  did  not  color  will  in  iiniiitr.  Water  supplies  on  upland  farms  were  again 
getting  low. 

Drvdiiher.—The  month  was  unseasonably  cold,  cloudy,  and  rather  wet.  Winter 
Rraiiis  tvmained  dormant  liut  maintained  good  condition  for  the  season.  Tobacco 
siriii,  iiiK-  and  marketing  made  good  progress   though   somewhat   delayed   by  labor 


COMPARATIVE  ANNXTAL  DATA  FOB  KENTUCKY. 


'recipitation        Numberofdays 


44.25 
44.71 
34.81 


41.9.1 
51.41 
50.67 
46.77 
47.93 
47.46 
41-80 
51-92 
45.49 
46-01 
40.64 
52-13 
46.90 
49.42 
44.43 
53.92 
42  68 
41.11 
49.95 
53.43 
45. 61 
48-41 
27.86 
41.96 
49-15 
60.61 
37.14 
57.40 
37  94 
49.91 
46-00 
47.36 
38-86 
.S3. 45 
49.74 
37.73 
40.38 
45. 14 


87  \  119 
81  i  114 
81  1  131 
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CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION 


Annual,  1944 


Climatological 

Data   for   the   Year    1944. 

Counties. 

1 
63 

Temperature  (degrees  Fahrenheit). 

P 

recipitatiou  (inches). 

Number  of  days 

0 

stations. 

1 

i 

^  1 

1 

1 

i 

a 

"Si 

1 

a 

1 

2 

e 
1 

C3 

1 

3 
a 
S 
1 

.a 

^T3 

is 

n 

a- 
5 

i 

3 

1 

■a 
1 

1^ 

!»'S 

c 
■3 

t 

WESTERN    DIVISION 

Beaver  Dam 

Ohio  • 

llopluns.... 
Crittenden.. 
Marshall.  •• 
Muhlenburg 

Henderson! . 
Chrii^tian.  .. 
Ballard  ..  .. 
Graves  ..... 
Calloway.  .. 

Daviess 

Daviess   .... 
McCracken 
Caldwell .  . . 
McLean  .... 

L'gau 

Union 

Breckinridge 
Jefferson  ... 
Warren    .... 
Caiiiphell    .. 
Kdnionson  . 
I'ul.isUi    .... 

Carroll 

Bullitt 

Boyle    

Mercer 

Wayne 

Franklin  ... 

Henry 

Barren 

Boone 

Breekinridge 
Oldham  .... 
(Jarr.ird  .... 
Gr.iy-ou    ... 
Fayette    .... 
J.ssamine   . 

Henry 

Jefferson  ... 
Jefferson  ... 
Edmonson  . 
Wayne  .... 

Mercer 

I'ulaski   .... 

Shelby 

Warren   .... 
McCreary  . . 
Anderson... 

Grant 

Butler 

Boyd 

MadiROn.... 
.Madi.son.... 
Whitley   .•• 

Pendleton   . 

Kowan 

Fleming.... 

Clark    

Carter 

Greenup.... 

Perry  

Lee 

Breathitt  .  ■ . 

Letcher 

Laurel 

Lawrence  .. 

Mason   

Bell  ........ 

Montgomery 
Campbell... 
Johnson   ... 

Pike 

Knott 

Breathitt  . . . 

Estill   

Madison  ... 

Lewis 

Whitley  .... 

Lee   

Clark   

411 

420 
356 
431 

519 
640 
332 
524 
445 
364 
412 
420 
404 
341 
529 
3S4 
590 
357 

352 

700 
5:i6 
489 
410 
705 
4S0 
474 
955 
770 
622 
504 
490 
780 
506 
oSl 
544 
646 
850 
1032 
635 
975 
660 
48.'^ 
.531 
545 
800 
910 
600 
777 

1(.165 
825 
607 

1400 
524 
943 
504 

534 
1070 
611 
1175 
1410 
684 
600 
668 
870 
593 
589 
540 

663 
776 

1566 

1209 
584 
S24 

1128 
930 
497 
620 
636 

lO.'^S 
732 
631 
571 
525 
939 
646 
964 

38 
55 

58.0 
58.3 

102 
102 

June  221 
June  27 

6 
5 

Feb.    13 
Jan.     9 

39 

55 

16 
6 
28 
6 
82 
49 
16 
36 
19 
48 
17 

40 
28 
33 
16 

17 
44 
62 
IH 
28 
51 
46 

9 
12 
21 

9 
54 

19 

11 
43 
47 
6 
19 
49 
62 
34 
85 
72 

10 
7 
20 

tl 
2 
56 

9 
27 
42 
28 

.11 
43 
85 

9 
28 
55 
39 
20 
29 
15 
25 
21 
28 

in 
20 

1 

41 

49 
54 
55 

n 
44 
11 

18 
27 
31 
29 
50 
28 
8 

34.57 

36.19 
30.32 
36.87 
41.73 
36.  03 
33.85 
42.39 
40.89 
41.18 
41-88 

"32!00 
33  11 
32.90 
35.53 
45.38 
30.81 

40.50 
39.46 
46  26 
32.19 
46.70 

■  '35.' 20' 

39!49' 
46.46 

'  '34.' 83' 
.32.65 

4.94 
4.79 

6:35 
6.31 
5.27 
5.91 
6.29 
6.J9 
5.75 
6.49 
6.66 
4.4^ 
5.61 
4.49 
5.35 
8.03 
5.96 

6.63 
6.60 
6.86 
5.31 
8.79 
7.83 
5.96 

"6!77' 
8.89 
8.09 
6.88 
5.34 

^;^b^.' 
^>";^^ 

Aug. 
April 

^Fl^b" 
April 
Dec. 
May 
April 
April 
April 
Mch. 
April 
Feb. 
April 

April 
May 
Feb. 
Aug. 

ill: 

Aug. 
A!iig.' 

^;'b^: 

(l"ci. 

0,10 
0,46 
0  51 
0  31 
0  90 
0,41 
0,49 
0.61 
1.29 
0,30 
0,15 
0.71 
0.70 
0.88 
0  45 
1,02 
0.76 
0,16 

0,45 

o!63 
0,74 
0.50 
1,04 
0,39 

l!35 
1,65 
1.00 
0-71 
0,52 

June 
Oct, 
Oct, 

(JCt, 

Oct, 

June 

July 

Oct 

Jan. 

Oct. 

Oct. 

Oct. 

4.7 
5.0 
6.4 

"h'a 
6.5 
5,5 
4,4 
11  0 
10  0 
4,5 

81 
100 
118 
104 
lOi 
110 
85 
97 
81 
95 
83 

209 

44 

104 
113 

s. 

Ford'8°Ferry,Dam56 

■.•:::::::.■ 

Greenville 3mS. 

Hartford,  [near].....  VmN. 

Henderson .1  1-2  m  S. 

Hopkinsville.. 1-2  mE. 

Loveiacev.lle. 

Mayfield 

Murray 

Owensboro 1-2  m  W . 

28 

"is 

49 

16 
36 
19 

57.3 

57.9 
59.0 
60  0 
58.7 
69.2 

102 

June  27t 

6 

Feb.   12t 

192 
194 

177 
218 
169 
177 
161 

88 
36 
114 
91 
119 
127 
101 

86 
136 
75 
67 
78 
62 
104 

s. 

102 

100 
101 
99 
99 
103 

June  28 
June  27 
July    lit 
June  22t 
June27t 
July   10 

6 
10 

6 
8 
9 

Veh.    12 
Feb.   12f 
Jan.     9t 
Dec.   22 
Dec.   22 
Dec.   U 

9. 

s, 
u. 

Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 

Oct, 
Oct, 
Oct. 
Jan. 
June 
Oct. 
Oct. 

Oct'.' 
July 
July 
O'-t. 
Oct. 

6,9 
8,0 

5-1 
6,0 
4,4 
5,0 

2,6 
8,1 
3.8 
80 
7.2 
9,5 
2.6 

'lo!?' 
11.0 
5,9 
9,0 
6.2 

101 
109 
57 
91 
S3 
103 

102 
92 
«5 

105 
98 

"95 

'i22 
102 

25 
38 

57.9 
58.0 

101 
101 

July    11 
June  271 

June'27 

5 

"io" 

Feb.   13 
Feb.  15 

Feb.'  '121 

120 

82 

164 

35 

105 

186 

54 

126 

w    ' 

CENTRAL  DIVISION. 

Anchorage 

Bowling  Green 

Brent 

Brownsvilli-,  Lock  C  i 

Burnsid..-  ..■■•• 

Carroliton.Lookl 

45 
56 

55.0 
59.4 

103 
100 

June  28 
June  28 

2 
10 

Jan.     9+ 
Feb.  12 

181 
90 

66 
180 

116 
96 

sw. 

s. 

5 
12 
21 

'ifi'.Y 

'99 
105 

"isi' 

126 

152 

"isi 

89 

Danville 

DixUam.Biirgin 

Aug.  12 
June  28 

6 

Feb.  13 
Feb.   13 

sw. 

Frauklort.  Lock  4 

Gost,  Lock  3 

53 

57.3 

102 

June  28 

3 

Feb.  13 

92 
99 

149 

91 

126 

w. 

19 

Grant,  Dam  3« 

Greensbnrg 

High  Bridge,  Lock?... 

si.  30 

45.16 
41.29 
44.12 
37.22 
43.15 
40.18 
40.28 
43.40 

4n!78 

42.78 
49  87 
48.19 
47.78 
35.  14 
43.66 
54.28 
43.85 

'39!25 
34.94 
42.78 

86.76 
41.0ii 
37  36 

5.10 

7:92 
7.71 
6.29 
7.. 30 
8.65 
6.22 
6.78 
7.27 
6.47 
5.98 
7.10 
8.31 
8.81 
6.23 
7.67 
8.59 
7.05 
6.59 
8.46 
5.98 
5.20 
6.62 

6.89 
7.. S3 
6.59 

Mch. 

Mch, 

r, 
April 
Mch. 
Aug. 
Aug 
Aug. 
April 
April 
April 

Aug. 
Mch. 
Aug. 

Aug, 
Mch, 
Aug. 

May 
Mch, 
Mch. 

0,78 
0,91 
1.61 
0,7'* 
0,3) 
0,92 
1  31 

Oct. 
June 
Oct. 
July 

Oct. 

4,0 

8,6 
8,5 
66 

10!  6 
14.8 
2.9 
6.6 
6  4 
4.3 
9.9 
7.7 
7.1 
7.1 
4.9 
12.0 
11.5 

101 
110 
129 

99 

82 
114 
108 
124 

90 
101 
100 
120 
123 
112 
121 

97 
119 
129 
132 

52 

58. 0 

105 

June  27 

6 

Feb.  13 

131 

102 

133 

w. 

47 

55.8 

103 

June  27 

1 

Feb.  13 

131 
95 

"i62' 

140 
i53 

96 
83 

iii 

LaGrange 1  m  ^■''•^  ■ 

Lancaster 

Leitclifield                  

49 
61 

57.8 
56.0 

102 
103 

June  28 
Jane  28 

8 
5 

Feb.  13 
Feb.    13 

sw. 

Lexington 

Little  Hickman.  Lock  8.. 

Lockport.  Lock  2 •■.... 

LonisviLLB  

Do    Bowman  Field .  5  m  E . 
Mammoth  Cave 

1,58     Joiie 
0  90  '  June 

0,47 

0  44 
0,55 
0,82 
0.95 
1,01 
0,35 

1  21 
0,98 
0,70 
1.12 
0,62 
149 
0.76 
1.48 

107 
0.61 
1.34 

Oct 
Oct. 
Oct. 
July 

Oct. 

June 
June 
July 
Oct. 
Oct 
June 
July 
June 
Oct, 
Jan 

July 
,ruiv 

Oct. 

"io9 

"138 

"ii9' 

72 
8 
10 

57.9 
57  0 
56.0 

102 
103 
101 

June  28 
.June  28 
June  27t 

11 
0 

Feb.   12 
Jan.     9 
Feb.   13 

sw. 

114 

107 

91 
144 

161 
115 

sw. 

Munfordvil'e ; 

49 

57.4 

102 

June  23 

4 

Feb.   13 

68 

154 

144 

w 

Salvisa.  Lock  6 

Science  Hill 

2 

56 
8 
9 

57.2 
56.0 

101 

loa 
102 
99 

June  27 
June  27 1 
June  18t 
June  18 

6 
2 
9 
5 

Feb.   13 
Feb.   13 
Feb.   13 
Feb.  13 

177 
120 

98 
20 

"91 
226 

7' 

Smith's  Grove 

12!? 
11.1 
8.7 

15.0 
13,5 
9,0 

"ioi 

125 
109 

132 
121 

108 

"261' 

"27 

"l38 

42 

66.6 

101 

June  27t 

2 

Feb.   13 

w. 

EASTERN  DIVrSION. 

Ashland 3mSK. 

Berea ■■ 

College  Hill.  Lock  n 

26 
43 

7 

67.5 
57.7 

ino 

Aug.  lit 
June  27t 

5 
0 

Jan.    91 
Feb.  13 

122 
128 

107 
86 

137 
152 

sw. 
w. 

Cumberland 4  ni  s. 

^ 

Jan.    16 

35.59 
31.91 
42.76 
38.97 
38.40 

'33! 88 
43.. 52 
43.60 
46.03 
60.15 

■94.73 
41.41 



45  39 
31.53 
40.41 

■45!fin' 
42.44 
89.89 
37.42 
43.64 
45.20 

40.38 

6.01 
5.31 
6.83 
5.60 
5.26 

"'5!65 
7.59 
6.24 
6.64 
8.83 
5.39 
5.81 
7.30 
6.98 
6.18 
4.7,S 

5.r.s 

7.19 
7.20 

6:83 
5.65 
8.36 
7,47 

8.80 

Aug. 
Mrh. 
Mch, 
Mav 
Mch, 

'Mrii', 
Feb, 
Mch. 
Mch. 
Aug. 
Aug. 
May 
Aug, 
Aug. 

Mav 

^ef: 

l\lch, 
Aug, 
>ug. 
Mch 
Feb. 
Pept. 

Aug. 

0  92 
0.  32 
1,69 

June 
June 
Julv 

1:5 

12!  1 

10,4 
98 
8,5 
15,0 
10  4 

'i5!8' 

10,9 
13,4 
13,3 

8.H 

■;9:o 
12,3 

13-2 
7.3 
5,5 

94 

126 
106 
108 

"129 
118 
140 
86 

'i2i 

131 

90 
111 

Vl 

111 

"'79 

108 
100 
119 
104 
87 

"l2i 

"100 

"iis 

Cyntuiana 

38 

56.4 

100 

June  29 

-  2 

Feb.  13 

w 

Fleraingsburg 

Ford,  Lock  10 

1  61   1  'iune 
1,70  1  Juno 

Hazard   ' 

1,80 
0,81 
1,63 
2.06 
1,51 
n,81 
1,37 
0.S9 
1   75 

0  42 
1.41 
132 
0,70 
1,16 
1,05 

1  95 
1,45 
1,03 
1,12 

0  15 

.rune 
July 

Zl 

Oct. 

June 

Jan 

■Tnly 

.Tune 

Oct, 

JnVy 

Oct, 

Jnn, 
Oct. 

.Inly 

"ill 

"61 

"i94 

10 

56. 8 

98 

July   lot 

1 

Feb.  l-i 

sw. 

Jackstin 

1 

MavBville  Dam  33 4  m  E. 

4D 
49 
55 

66.2 
57'0 

101 
96 
101 

08 
98 
99 

June  18t 
July   16 
June  28 

...... 

Feb.  13 
Feb  ."13' 

94 
'i81 

83 

126 
'162 

sw. 

Mount  Sterling 

w. 

PaintsviUe 

Pikeville 

■9' 
11 
18 

JunelK' 
Aug.  12 
July   11 

7" 

Feb!  is' 

tiuicksand 

5 

Feb.  13 

VHncebnrg.Dam  32.... '.:■.::.■ 
Williamsburg 

'49' 

57.4 

98 

"160 

107 

June27t 
June  28) 
'  June  28 

""0" 
-  2 

'Keb.  13 
Feb!  13 
Feb.  13 

Winchester  

State  averages  and  extremes 

Oct. 

9  5 

107 

116 

102 

118 

sw. 

U  temperatnie  data  are  taken  from  self-i 
Reference  lettcrp.  a    h,  c,  appearing  in  I 


ing;   for  example,  h  represents  2  days,  etc. 


tAlso  on  other  dates. 


!  'is 


jiV   ^i^ 


~'.'k     Ir a°°  /    1°  / 


Anmai 


19-14 


n.l.\|,\T(>1.0<;i(    \|.    DATA:    KI^\T^VK^■ 
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i^g^^--5J^^^:^  Precipitation  for  the  Year  194«,  with  Departure,  from    th.,   N< 


Januiiry. 


WKSTBUN   DIVISION. 

Beaver  Dam  

Kiii-liiij{loii  , 

Ford's  Kerry.  Unra  60 

(iilbertsvillo 

UreruviUu    

Hartford 

lU'iulorsoH 

Hopkinsvillo 

Loveliiceville 

Mayfield 

Murray    

Owcusboro 

Oweiisboro,  Dam  46.. 

H.-iducah  

Priucetou 

Rumsey.Lock  No.  2  t 

Russellville 

Uaiontown,  Dam  49  .. 

CENTRAL  DIVISION. 

Addison,  Dam  45 

Auchorage   

Bowliug  Green 

Breut 

Brownsville,  Lock  No  ( 

Biiruside 

I'arrolltou,  Lock  No.  ] 

Clermont . . . 

Danville 

Dix  Dam,  Burgin 

Eadsville  

Frankfort,  Lock  4 

Gest,  Lock  No.  3 

Glassrow 

Grant,  Dam  38 

Greeusbursr 

High  Bridge,  Lock  No: 

Irvington    

LaGrange 

Lancaster 

Leitchtield   

Lexington  

Little  Hickman,  Lock  >s 
Lockport.  Lock  No.  2 

Louisville 

Do.    Bowman  Field. 

Mammoth  Cave 

Monticello  .   

.Munfordville 

St.Jolin  

S-ilvisa.  Lock  No.   C   . 

Science  Hill 

Shelbvvillp 

i-  mith's  Grove 

Stearns 

Tvrone.  Lock  No.  5.'.'. 

Williarastown  

Woodbury,  Lock  No. 4+ 

B.\STERN  DIVISION 

Ashland 

Berea '.'.'.'.'.' 

College  Hill.  Lock  N.), 11 

Corbin  —   

Camberland  ..         t  ni  S 

Cynthiana 

Falmouth  

Farmers 

Flemingsbnrg 

Fold,  Lock  No.  10  ... . 

Grayson  

Greennp,  Dam  30 

Hazard 

Heidelberg,  Lock  No  li 

Jackson  

Jenkins .....'.. 

London 

Louisa 

Maysville,  Dam  33 

Middlesboro    

Mount  Sterlins 

Oneonta.  Dam  No    :!5 

Paints  ville '. 

Pikeville 

Pippapjiss 

Quicksand  

Wavenna,  Lock  No.  v^ 
Valley  View,  Lock  Mi 
Vnncebnrg.Dam  No  ' 

WilliainRbnrg 

Willow, Lock  No.  13.. 
Winchester 


Fobriiary, 


+ 0.  86 


3 

4. OS 

4  lK+0 


-0.31 
+0.  69 

-t-4 
+0.51 


-^0.70 
+0.09 
+2  83 
+1.15 
+  1.12 
+3. 


Miu-ch, 


-1.80 

+  6.44 
-  0  25 
-0.4J 
-0.99 
+0.98 
+0.28 


fO.49 
■1-1.06 
+  0.8S 
+0.97 
0  61 
2.53 
+0.94 


3,711+0.43 
3  66' +-0.59 

3.0.'i| 

4.  18' +0.-1 

5-19,+1.77 

3.67:  +  0.O.T 

4.45  i-1.18 

3 

3 

3 


5.  10 

.S,2l 

5.. 59 

5.54 

7  Oil 

5  61 

•■i.^iJ 

6  12 

+  0.S3 

6.34 

-0.3C 

4.72 

1 

5.6r 

1-2  30 

5  a^ 



6.91 

[+2.09 

5.9t 

-O.i'S 

1+0.63 

^  78 



6  14 

1-0. 3s 

6.54 

fi'M 

6.17 

+6.i« 

5.97 

H0.50 

5.90 

+2  58 

5.01 

+0.34 

fi.78 

+0.90 

7.33 

+0.84 

6.59 

-fi  :() 

5^00 

+n  A) 

■5  31 

+0.6:i 

6. 83 

-0  54 

5  4f 

+  1.0- 

5.26 

-4-0   5- 

S    -' 

+  2.01 
+0.7- 

+0.9: 

+  1.85 
+  2  08 
+0.33 

+6.1 


+  1.48 
+2.48 
-r2.33 


+1.95 
+0.78 
+  1.80 
+0.66 
+0.72 
+  1.62 
+0.7H 
+  1.10 
+0 


+2.74 
+0  93 
+  0.10 
-0.26 


H.73 

fo'w 

+  1.20 
-0.44 
+0.08 
+0,87 
+0.78 
+  0.94 

-^2^09 


4-1 

+0  9,^ 
+0.3( 


+  0  .32 
+  0.5 
fO.2! 


-0.23 
-0.82 
-1.23 


Augiigt.    8ej)toinb<fr.    Oclobur.    Novombor.  Dccombor.     Annnal 


-1,15 

-1,08 
-0.2 
-0,21 


-0  10 
-1.S6 
+  0.28 


:,2i 

-2.30 

.'.un|-1.50 

2.u;- 

-l.OJ 

2.7: 

1.12 

-3.30 

1.87 

1.49 

-2.40 

-■  ■■ 

"■-' 

44 

3.  .S2 

+0.1- 

5  r 

+  1    or, 

81 

3.18 

-0.0= 

.S.58 

+  1.18 

■;  "f 

-0  72 

6,07 

,   vp 

+  0  16 

4,78 

+0.80 

'  r,i 

+  1.16 

6.14 

+  1.30 

-'  ,,', 

+  1  "(• 

4.9:- 

+0.68 

).7y 

+  0  0,- 

7  ^r. 

J-1    -■ ? 

3   M 

^0,5:' 

K| 

^n  71 

-T.''l 

J-1    6  1 

■  -0,0,M  5  43  +2.09 
'  ^-0  m\  3.'^iUi,5I 
:  "n-78]  4,31  -hO, 27 
"  I  l./l  4,09i  +  0.39 
'  I -0,09,  3.281-1   07 


+2.22 
-1.38 
-0.34 
+  0.71 

+  0.01 
+  0.40' 
-1.341 
-0.91 
+  1.47 


4.02 

3  38 

+0.85 


+0.16 

3.. '54 
2.09 
2.19 
2.91 
2.94 
2.03 
2.66 
+0  21 


l.lfi- 
2.79- 
0.89- 
3..38- 


+0.40 
+2.19 
+4.26 
+  2.96 


+  1.0 
+0.17 
-1.89 


+0.18 

+1.60 

-2.08 

-0.05 

+0. 

-0.84 

-0  62 

-1.55 

-0.97 

-148 


5.97+2.02 
8.65-1-5.14, 
6.22+2.771  2.41 
6.78+2.6,5  4,75 
4.69+0.G7I  3, 18 

5,  69, +2. 2 
5.41  .... 
9. ,31  +4.1! 

6.  921 

8.81+5  05 


7.67 


+3.90 


+2,18 
-0.06 
+  2.76 


12 
+2.17 
+  1.99 

13] 


.fOl  2.43 
,  ,951  4  26 
■4,11  5.21+1  221  5.45 
3. .35  6-.50+2.44  8  49 
■2.77    8-83+4.59    4  27 

...    I  5. .39 I  3.91 

2.64;   1.5? -2.59!  3.07 

1.671  7.  30I  +  3.  20I  3.65 

3.97j  6.98i-^2.Sl|  7.05 

56|  6.18+2.08'  3  62 


-f2. 


+  0.34 
+3  3 
-i.45 
+2  12 
+3.00 
+0.26 


+0.62 

0.52 

0.66 

1.481  2.06 
0.4/ 
0.44 
0.55  . 
1.21 
0,95 
1.74 
1.53 
1.82 
0.98 


0.08 
-0.20 

0.1; 
+0  06 


.331  3,51 

.74!  3.661- 


.13:  3. a: 


+0.43 

+0.64 

+4,49 

+  0  52 

+0  .=.5 

-f.06 

+  0  58 

+  1.44 

4-0  07 

+  0  83 

2.18  2.42 
2.09j  1.41 
2.151  2.60 


•2,21     1,-7 

'6^61  2  06 
-0.:8I  2.81 
,..,  2.64| 
1.791  2.03 
2.39|  1.86, 
0.58....,! 
1.461 


0.29 

+  0.34 

0.12 

0.64 


+  0.92 
-0.64 
+U.24 

ti.'ei 

to.' 74 

+0.11 

+  1.48 

66 

+  0.48 

4  0.21 

0.34 

0.07 

+0.43 

-0.05 

+2.10 

+0.06 


81  +0.59 

96  +0. 29 

48+2.22 

0,43    2..'i6!  +  0.28 


.-9.09 


84.57 
35. 19 
30.32 
36.87 
41.78 

a«.os 

33 

42.39 

40.89 

41.18 

41 

32.00 
33.11 
32.90 


Oj-0 


■0.71 
-0.71 
-2.41 
■2.21 


.711  3.62,+0.15 
■•■1  3.07 
.25!  2-861 
.421  2.35 
.83  2.03 
.  I  2.87 
.82|  2.14 
■     I  2.89 


-0.80 
-1.2) 
-0.83 
-0.92 
-0.44 

+6;i5 


-0.49 


-1.03 
-0.63 
-0.14 


2. 06,-0. 96 

2.  rgi-o.  82 
1.83-1.45 
2.40-0.42 

i'50'-i.'42 
2- 401 -0.61 
2.171-0,94 
2.33-0.58 
3.24'+0  06 
2.30,'.... 


35.20 


4.40 


2.491-1.10 
2.861-0.52 

4.32 . 

2.70-0.72 

2.83-0.78 

4.13-0.09  . 

2.4OI+O.IO 

4.04-0.03    45.16J-  3. CO 

2.43-1.48   41.29  -  3.09 

4.06+0.31    44.12+-  1.21 

1.76} I  37. -221 

3.97+0.851  45.151-  1.67 
"  ""      '   ""   40.18-  8.05 


-  9.24 

-  1.3S 
-12.15 


-  9.83 

-  6.22 

-  7.97 

-  6.63 

-  8.01 

-9.40 
-12.88 
-18.42 
-10, CO 
•  1.03 
11.28 


4.66 
2.97 
4.C9 


6.21|  +  1.44j  40 
2.731-0.81    43 
3.48— 0.08,  38  41 
3.91+0.171  .10 

4.  59j I  42 

3.62,-0.451  49.87 

4.871 48.19 

3.52;-0.02l  47.78 
1.58-2.70:  35.14 
-  --1.23 

1  54.28 

+  0.44 


39.25 
34.94 
42 


1.76 

2.31  -0.80 

2.191-1.10 

I.54I 

2  72|-fl.n2  1   90' 

2.87|  +  0..S6  1   - 

1.24!  — 1, 31  3.16  -( 

1   88:-0  91  2.3,5  - 

0, 421-1   Pi-  2  .^-"  -I 

2.61  +0  90  l.Tl  -f 

2.49  -0.20  2,3-  -( 

0.70;— 2.21  2-18  -( 


2.47-0.P41  35.59 
2.57I  +  O.22  31.91 
3.10-0.70  42.76 
"  +0.07  38.97 
-"  °''  38.46 


2.55- 

'2.59- 

2.82- 
8.041- 
2.94{- 
3.02 


-1, 


-0.471  33.88 
-l.fO,  43. .52 
■0.57;  43. fo' 
-].]?,  46.03 
■0.26;  50.15 

4.->2 ' 

3.051-0.16,  34  73 
3.r,>-  +0.00    41.41 


3.07 


1.76 
1.98 
1.79 


5.40 
7.59 
5.03 

5.08 
6.41 

7.18 


2.60 
0.61 
3.34 


-  3.46 
;-  9.43 
-3.48 


ro,n  nonnal  preci-.itatin,,  are  computed  only   for  .sncb   station-. 
;ville  Woodhnry  are  Locks  on  (be  Oeen  River;  other  Locks  ar 


:  ten  or  more  years  of 
Kenlncky  River. 


cord,  bnt  all  complete  reports  are  used  in   de 
T.  Precipitation  islessfhau  .01  inch. 
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CLIMATOLOGICAL  DATA:  KENTUCKY  SECTION. 


Annual,  1944 


Monthly  and  Annual  Mean  Temperatures  for  the  Year  1944,  with  Departures  from  the  Normal. 

Jnne. 


(TESTERS   DIVISION. 

Beuver  Dam 

Earlingtoa 

Greenville    

-  Henderson 

Hopkinsville 

Lovelaceville    

Maj'field 

Murray 

Owensboro 

-  Paducah 

Princeton  

Kiissellville 

CBNTBAL  DIVISION. 

Anchorage 

B  iwling  Green  

Olermont   • 

Danville 

DixDam 

Friiiikfort 

Glasgov^ 

Greensburg 

Irvingtou 

Leitclilied 

Lexington 

L00ISVIL/,E. 

Bowiniiu  Field 

Mammoth  Cave 

St.  John 

Science  Hill 

Shelby  ville 

Smiths  Grove 

Stearns 

Williamstown 

EABTERU  DIVISION 

Ashland . 

Bcrea 

Corbin 

Cumberland   

Farmers 

Ileidelberg 

London   

Mavsville 

Middlesboro  •• 

Mt.  Sterling 

Pikeville 

Pippapass  ...   

Quicksand 

Williamsburg   

Winchester 


January,   i  February.      March. 


38.4:4-  1.&    -13.0+  0.'2  46. 0|- 

38  3+  l.b    43.0+  5.1,  46. l,- 

S^.2[+  l.y    12,7+  3.1  45.6,- 

3i.V,+  1.6    42.2+  6.2  45.2, 

40.21+  2.6    45.0+  7.1  48.0:- 

40.01+  3.3'  44.4  +  3.5  4S.2 

39.4I+  2.8'  44.1  +  4.0  17  6 

40.21+  2.1;  44  8+  3.7  48.4 

38.-    ■  "  "' 


+  0.9 
+  2.7 
+  .3  0 


41.11- 
43.0- 
44.0- 


4.3,  46. 2| 
4.3  46.01 
5-6   46.6 


.7  39.3+  4.5i  42.4 

40.0'|+  2.2  44,6  f  5.11  46.6-  2.0 

3S.4 42.8'i !  45  8 

■in  4  +  1.1  41.4+  4.8,  43.61-  z.n 

3;). 3,+  2  5  43.Ri,+  3.5I  46.  Oi-  0.9 

37.0,+   1.8  41.6+  4.7,  44.8-   1.2 

....! ; 1 46.1-  1.7 

37.61+  2.I1  44.3',+  7.6,  45.4!-  1.1 

36. 0'+  O.a'  40.0+  3.0:  43.0 

39, 


41.2,- 


+  3.8!  40.9+  4.9  13.1 
+  6  11  40.6+  3.5  44.2, 
+  3.6'  42.5+  6.8'  45.4, 
.1  46. 2i 


8,-  0,8 
17 
2.2 

1  0 

2  0 


August.    ISeptomber 


79. 


.7  +  4.4 
9+  31 
.3+  3.4 
.4+  1.5 
.7 


36.  9|+  0.: 

mIoITo.'; 
37.7+  1.1 

'35'.5[+  2'. 
.37.0:+  3. 


38.6  +  1. 
39.4  +  0. 
35.7 


+  5.3i  43.11- 

.1  45.41. 
.    45.61 


+  5 
+  '7.5 


+  5.7;  79- »+  4 

+  2.61  7ii.  1  +  2, 

+  3.0    78.7+  4 

+   1.71  "9.8+  5.9 
+  0.9;  78 

+  2.01  7».l  +  2.6 


75.  7!  f  2. 
80,6,+  6. 
78.2+  4. 


+  5.5    77.4  + 

+  6  5;  77.5;+  .  . 
-I-  5.6  79.7'-l-  5.0 
+  6  1  78.4'+  4.9 
+  4.8l  76.6+  3.2 
+  5.8!  78  0,+  5 

.|76.4.... 

0   76.5,+  3.3 

79. Oj. 
8;  77.3!+  4.9 


76.0  + 
75.7  + 
76.6.. 
77  1  +  5.1 
74.9-f  2.5 
77  8'+   -    - 

1  7.3  6,.. 

^  3.8  75.4  ., 
+  5.5  76.2+  3.9 
+  2.1  76.6'+  2.8 
76.0 


O.e  69.2 
O.4I  70.0 
0.21  68.6 
1.6  69.7 
0.3 


79.41-1-  II 
77.4;-  0.5 
78.Gi+  0.7 
77.8  +  18 
78.2  -  2.3 
78.21  + 


06 


78.4 

-"i. 5  73.6 

+  1.6 
+  2.6' 

-t^'j'ol  77.7 

-   1.1 

■  76.5 


+  0  2 
+  0.6 

-'2.' 2 
-  0.4 
+  0.7 


2  8 


+  0.4 


57.4-  1.9    47.4 

58.3 

57.9 
2  71  53 

57.8 
5|  60. 9+  0.4  50.2 
-  1.3i  60.0-  1.2  48.6 
1  3|  60. 2-  0.2  49.4 
0.4  59.f5l+  0.9 
4  1!  59.2-  2.5 
2 


-  2  5<  '57. 


0.8 


+  2.3  68. 
-  0.5  66. 
+  2  2l  69. 

.  ...,  74.91+  0.4I  67. 
+  0.4  76.81-  0.2  69.4 
■    -  ■-    76.4'       ""'=->« 


77.2I+  2.3    68.6 

74.9I+  1.0,  67.3 
75  Oj+  2.1 

73. 4|   

75.51  0.0 
73. 6|-  0.8 
76.  3;-t-  1.9    68.9 

74.6' 1  69. 4 

71. 8|-  0.8    67.6 
75.71+  0.7,   . 
73.01-  3.  li  6' 
74.8 61 


57.6 


1- 

0. 
+  0.5 

-09 
+  0.1 

+  '2. 


48.2 


55.4 

55.4 

58.6 
l.ll  .56.1 
l.li  58.91- 
0.41  56.9- 
091  54. 9l-  2.5 
0.81  57. 7|-  0-2 
...    j  56.6' 
2.5,  .56.81 
...      67.7 


+  0.6 
+  3.0 
+  0.2 


+  1  7 

-  0.3 
+  01 

+  'i. 


74.1 

78.2 

+  2.2 

74.8 

75,  t 

-   1.6 

75.' 

-  M 

."'!* 

—  1.4 

57.4 


I  56.0 

-  1.6|  5fi 
+  0.71  56  8 
+  0.  51  57.  6 
1  57. til 

-  2.91  57.0 
1  58. Ot 

-  3.9'  54.6 


58.0 


5.4 

6.0   58, 

6.51  57 

-6.7    57 

5'H.O 


-  1. 

+-  0, 

-  1.0 

'"o'.o 

-  2.2 

-'o'.7 

-  0.5 
+    1.4 

-i's 
+  0.1 

-  5.0 


46.0  . 

45.4!- 

46. 

46.41 

45.8 

46.2- 

46,5- 

45.8- 


5.6 


-  7.7 
-6.1 

-  5.8 


6.6 
4. 
-  4. 
4. 
3. 
7.8 
4.7 
5.2 


0.5 

1.4 

0.1 

+  0.6 


57.8- 


66.0  + 
57.9!  + 
4.91  57.01  + 
4.41  56.01... 

3.4  57.4  + 
...  57.2  ■•• 
4.7    56.0  + 


—  3.8156.61+  1.5 


—  0.4 

33.4 

-5.6 

.J- 

+  0  2!  34.8 

-   3.2    57. 7|- 

1  35.6 

32,6 

-  4.1 

.56.4 

-  1.7 

33.8 
34.9 

-.'■" 

56.8 

-  0.7 

31.. 

-  4.2 

b6.2| 

-+  n.7 

35  1 

-  4.0 

+  2.0 

34!] 

-  2.5 

57.0 

+  O-l 

34. 

-  1.0 

.-|:.':' 

All  temperature  data  are  taken  from  self-registering  thermometers 

The  departures  from  normal  temperature  are  computed  only  for  such  stations  .is  11 

""Refwence  letters,  a,  h.  c,  appearing  in  the  table  indicate  number  of  days  m 

KIL.X.ING  FROSTS,    1944.  


ten  or  more  years  of  record,    but  -M  complete  reports 
g:  forexamiile,  b  reprpsents  two  days,  etc. 


Last  in 
Spring. 


WESTERN    DIVISION 

Earlington  

Greenville    

Hopkinsville 

Lovelaceville   

Mayfield 

Owensboro 

Princeton 

Knssellville 

CENTRAL  DIVISON 

Anchorage 

Bowling  Green 

Danville   

DixDam 

Frankfort 

Greensburg   

Irvinuton 

Leiichfteld 


April   6 
May     7 


Mar    7 

April   6 

do   13 

do     6 

do  13 

do     6 

May    7 

April   6 


do  28 
do  11 
do  U 
do   17 


Oct.  16 
do  28 
do  IB 
do  28 
do  16 
do  17 
do  16 
do  28 


Lexington 

Louisville  

Miimmoth  Cave  — 

St.  .lolm  

Science  Hill 

Shelby  ville  

Willinrastown 

EASTERN   niVISON 

Ashland........... 

Berea 

Farmers 

MavHVill.'  

Mount  Sterlini;  .... 

I'ikeville 

(JiiicksBii'l 

Williamsburg 


Last 

" 

jvprin 

?■   i 

April 

13 

do 

5 

May 

7 

April 

Vi 

[.1 

May 

7 

April 

April 
do 
do 

13 

29 

do 

ll-l 

do 

13 

do 

7 

do 

29 

do 

29 

Oct.  28 
do  23 
do  17 
do  23 
do  23 
do    16 


)ct.  16 
do  27 
do  16 
do  28 
do  23 
do  27 
do  16 
do   17 


MO 

iMTH 

hY    L 

STJMM 

AKIi 



Month. 

Temperature. 

Precipitation. 

Average  number  of  diiya. 

S 

1 

p. 

1, 

i 

si 

5 

p. 

5  2 

" 

s. 

■0 

1 

< 

J.innary 

February    .... 

37.7 

+  1.9 

75 

6 
-  2 

1.5U 

-  2.74 
+  1.20 

0 
12 

12 
9 

^ 

10 
13 

1.5 

2.7 

84 

8 

5.50 

+  0.77 

13 

10 

9 

12 

O.b 

April 

f:i •.-• 

55.6 

-  0.5 

89 

17 

4.73 

+  0.74 

9 

70.3 

+  4.8 

95 

29 

3.62 

77  6 

4-  3.6 

107 

40 

1.70 

—  2.41 

77.5 
76.3 

+  0.4 

+  04 

103 
104 

45 
43 

1.93 
5-45 

-  2.23 
+  1.73 

10 

12 

10 
11 

8 

Au'Mist 

0.0 

September .... 
Oftober 

68. 8 

-   1  6 

38 

3.8S 

8 

.57.  6 

-  0.£ 

90 

23 

6 

46.  5 

+  0.1 

84 

18 

2.45 

9 

December  .... 

33. 0 

-  4.7 

63 

' 

3.62 

-  0  21 

^ 

Annu.al  means 
and  extremes 

67.4 

+  0.7 

107 

, 
'' 

40.38 

-   4.76 

107 

146 

102 

US 

9.6 

♦Compared 

with 

56  yea 

rs  nori 

nal. 

NOTE— Tables  giving  climatic  data  for  K« 
Omce,  LoniBvill",  Kv. .  and  can  he  obtained  fron 
W  H  O  I/inisville,  2  7-4.5-inOO. 


detail   daring  1943   have  been  pnblished  for  each  month  at  the  Kentucky  section  center,    Weather  Bureau 
ial  in  Charge  at  tliat  office. 


•  en' 
^  o' 


U.  S.  DKPAHTMKNT  OF  COMMKRCK,  WKATHKR  BIJRKAIJ 

CLIMATOLOGICAL     DATA 


KENTUCKY    SECTION. 


E.  B.  UNGER 


VoL.JKL  Louisville,  Ky.,  January, 


1945 


No.  1 


Wh 


to 


QENERAl.   SXTMMAKY, 

rhe  month  Mas  vnhl  nn.l  ratlicM-  wot.  >,  nno  inniununi 
iiperaturos,  ovn  .lurino-  tl...  cold  lu-ri.xls,  w.to  lu.t  excopt- 
ally  Knv,  cl.n.d.v  ski(-s  Ih'I.I  day  temperatures  much  below 
uary,  and  as  a  result  the  monthly  moan 
ml.     Precipitation    Avas  frequent, 


the    avcrajiv    for  .la 

was  eonsideralily  below 

but  for  the  most  part  light  to  moderate,  with  more  than  the 

average  aniount  of  measurable  snow. 

On  accoimt  of  wet  or  frozen  soil  almost  no  outdoor  A\ork 
was  done  except  a  little  gathering  of  corn  still  remaining  in 
shock.  \\'inter  grains  and  grasses  remained  practically  dor- 
mant, showing  little  or  no  growth.  Plants  in  wheat  fields 
ranged  in  size  from  one  to  five  inches.  There  was  a  little 
damage  to  winter  wheat  from  lifting  during  the  hard  freezes, 
but  the  crop  on  tho  whole,  remained  in  fairly  good  condition 
lor  the  season. 

J)amp  weather  favored  tobacco  stripping  which  was  completed 
or  nearing  completion  in  most  sections  at  the  close  of  the 
month.  In  a  few  scattered  districts  about  twenty  per  cent  of 
the  crop  remained  to  be  stripped .  Water  supplies  in  all  sections 
were  amply  replenished  by  the  rains  during  the  month. 


river  crested  somewliat  lielow  flood  stage  in  the  upper   diatricls 

on  the  hlth  an.!  was  in  Ibmd  in  Ibc  Kvansvillo  district  fron.  (he 
5th  to  J  1th.  ThereafbM-  ll,-  river  r,.]l  steadily  and  was  again  al 
pool  stage  by  111.'  end  of  tlie  month. 


PRKSSUKE,  WIND,  HUMIDITY  AND  SUNSHINE 

Atinosphorit  press- 



ure  irediiwtcl  to 

Wind. 

Stations. 

sea-lovel.) 

humldlLv. 

II 

1 

in 

1 

1 

1 

>> 

r 

5 

i 

S 

^ 

a" 

g 
2 

a 

1 

Cairo lU. 

•SO.  6] 

31 

29.73 

14 

«.? 

85 
84 
88 
83 

72 
71 

74 
72 

45     971 
33    J204 
12   1096 
38    1070 

i-'iiioinnati Ohio 

I<:viinsville Ind, 

i>oui.svilIe Ky. 

30.56 
30.61 
30.66 

17 
31 
31 

29.75 
29.74 
29.73 

7 
15 
7 

7.5 
7.4 

8.7 

23 
26 
27 

81V. 

w. 

8. 

22 

12 



76 
80 
77 

COBIPARATIVE  DATA  FOR  JANUARY. 


TEMPERATURE. 

The  mean  temperature  for  the  month  was  31  8"  or  3  9^ 
below  nornuil.  The  liigliest  temperatures  occurred  principally 
on  the  1st  in  eastern  sections  and  on  the  2oth  in  the  western 
sections,  and  as  a  rule,  were  considerably  lielow  those  usually 
recorded  in  January.  The  lowest  temperatures,  near  zero  oc- 
curred m  the  cold  periods,  1st  to  4th,  9th  to  11th,  and  29th  to 
81st,  when  daily  means  fell  from  5'=  to  24°  below  normal 
Ihere  were  two  periods  of  rolativeiv  warm  wcatlicr  f-'^th  to  16th 
and  19th  to  2r)th,  during- wliicli  d.ailv  iDcniw  ^vcr(•  from  'i^  to 
1()^^  above  normal.  The  extremes  "for  the  State  were  bO'^  at 
(^iieksand  on  the  1st  and  at  Lovelaceville  on  the  25th  and  -3^ 
at  ,\nchorage  and  Irvington  on  the  2d. 


PRECIPITATION. 

The  average  precipitation  was  4.0.5  inches,  or  0.29  inch  below 
normal  Precipitation  was  frequent  tbroiighout  tlie  month  and 
was  well  distributed  over  th<.  Slate  butli  as  to  amount  and  time 
oi  occurrence,  riie  monthly  amounts  decreased  proo-res^ively 
from  over  seven  indies  in  the  south-central  counties  to  les^  tjian 
two  inches  m  the  districts  along  the  ( )hio  River  near  Loui-ville 
Snow,  m  measurable  amounts  fell  in  the  cold  periods  monthly 
totals  v-arying  from  about  ten  in.'bes  in  the  northern  countici 
m  the  Licking  water-shed  to  h-s  than  two  inches  in  the  south- 
counties.      Precipitation    extreme-;   f,.r   tl 


1913.... 
1914.... 
1915.... 


west  e  I 


1917... 
1918... 
1919... 
1920... 
1921... 
1922... 
1923... 
19.54 . . . 
1925... 
1926.  . 
1927... 
1928... 
1929... 
1930... 
19.11... 


.43  in. 


^lui 


ille 


jLa  Orange,  Oldham  County.     T. 
^3.14  inches  at  JNlunfordville  on  tl 


mty 
.ativ- 


24- 


1st. 


state  were 
i>  inches  at 
amnnnt  was 


Ohio  Rircr.     Th 
December  continu 


MISCELLANEOUS. 

<e  tbat  starh 


ing  the  closing  days  of 
•  lays  of  January.  '  The 


Temperature. 


29.0 
26.0 
38.0 
30.0 
36.1 

40.4 


25. 9 
42.5 
39.4 
33- 0 
11.2 


34.6 
41.0 
31.3 
35.8 
.34.4 
35.8 
35.0 
34.8 
34.0 
37.7 
44.  9 
43.9 


29.4 
43.6 
35.9 
40  4 


Precipitation 


Number  oif  days. 


6.43 
5.40 
2.72 
2.08 
2.91 
5.71 
1.25 
3.25 


3.48 
8.02 
2.20 


5.09 
3.62 
6.75 
3.00 
2.25 
6.11 
5.05 
2.60 
4.01 

2^47 
4.54 
4.85 


l.S.  77 
3.56 
5.56 


t56-Year  averagp. 


CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION 


January,  1945 


Climatological  Data  for   January,  194:5. 


WESTERN    DIVISION 

Beaver  Dam  

Earlingtou 

Ford's  Ferry,  Dam  60.- • 

GilbertsvUle ^ 

Greenville 3mS. 

Hartford,  [near] '^  m  N 

Henderson 1  1-  2  m  S 

Hopkiusville 1-2  m  E 

Lovelacev.Uc 

Mayfield 

Murr.ay 

Owensboro 1-2  m  W. 

Owensboro,  Dam  46 

Paducah   

Princeton ■ 

Rumsey,  Lock   2t. 

RnssellviUe ■ 

t'uioutown.  Dam  49...- 


CENTRAL  DIVISION. 

Addison,  Dam  45 

Anchorage ■ 

Bowling  Green 

Brent • 

Brownsville,  Lock  6  t 

Burnside — 

Carrollton,  Lock  1 

Clermont  

Danville   

Dix  Dam.  Burgin 

Eadsville  — 

FraukCort,  Lock  4 

Gest,  Lock  3 

Glasgow 3  m  NE 

Grant.  Dam  38 

Greensburg  

High  Bridge,  Lock  7. 

Irvington   •• 

LaGrange 1  m  NW 

Lancaster — 

Leitchfield 

Lexington ■ 

Little  Hickman,  Lock  8..... 

Lockport,  Lock  2 

Louisville  

Do    Bowman Field.SmE 

Mammoth  Cave .......  

Monticello    —  .  ■  •  •  • 

Munfordville ■••, 

St.John 3mSW 

Saivisa.  Lock  6 

Science  Hill   

Shelby ville 2i 

Tyrone,  Lock  5 

Williamstown 

Woodbury,  Lock  4+ 


Ohio  • . . .  • 
Iloplcins . . 
Crittenden 
Marshall . 
Muhlenburg 

Ohio 

Henderson 
Christian. 
Ballard  .. 
Graves  . . . 
Calloway. 

Daviess  .. 
McCrackei 
Caldwell . 
McLean  .. 
Logau.... 
Union  .... 


Breckinridgi 
Jelierson  . . . 

Warren    

Campbell  . . 
Edmonson  . 
Pulaski   .... 

Carroll 

Bullitt 

Boyle  

Mercer 


College  Hill,  Lock  11 

Corbln 

Cyuthiaua 

Falmouth 

Farmers   

Flemingsbnrg 

Ford,  Lock  10 

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14 

Jackson : 

Jenkins 

London  

Louisa 

MavBville  Dam  33 4  m  E. 

Middlesboro 

Mount  Sterling 

Oneonta.  Dam  35 

Paintsville •   . 

Pikeville 


Ciujcksand. 

Ravenna,  Lock  12 

Valley  View,  Lock  9 

Va ncebnrg.  Dam  32 

Williamsburg 

Willow,  Lock  13 

Winchftster   

State  averages  and  extremes 


Henry 

Barren... 

Boone 

Green  

Jessamine 
Breckinridge 
Oldham  ... 
Garrard  . . . 
Grayson  . . 
Fayette  ... 
Jessamine 

Henry 

Jefferson  . 
Jefferson  ■ 
Edmonson 
Wayne  •  •  • 

Hart 

Hardin  .... 
Mercer.  .. 
Pulaski  .. 
Shelby.... 
Anderson. 

Grant 

Butler.... 


Boyd 

Madison.. 
.Madison .. 
Whitley  . 
Harrison  . 
Pendleton 
Rowan  . .. 
Fleming  .. 
Clark  .... 
Greenup . . 
Perry   .... 

Lee    

Breathitt  . 

Letcher 

Laurel 

LMWri'iicf  .. 

Mason    

Bell 

Montgomery 
Campbell .  . . 
Johnson   . . . 

Pike 

Knott 

Breathitt  ... 

Estill   

Madison  . . . 

Lewis 

Whitley  .... 

Lee   

Clark   


Temperature,  in  degrees  Fahr. 


Precicitation  in  inches 


—  3.9 

54 

-SO- 

=  1? 

■•4H- 
58 

-'SA 

"55 

-3.3 

00 

Number  of  days. 


0.95 

-2' 53 

-i'69 

-2.22 
-0. 62 
-2.43 
-2.51 
34 
15 


0.79 

+0.72 

2.03 


2.19 
1.64 
-0.13 
-0.87 
H).  23 
+0.41 
rt.31 


+1.49 


+0  35 
-0.93 
-1.51 
-1.11 
-0.65 
-1-0.95 
-2.00 


1.18 
■fO.55 

1.92 
+0  57 


-I-0.8G 

0.50 

+0.36 


-t-1.10 
-1-0.42 
-1-0.39 
-0.'24 
—0.21 
-0.66 

+  6'.7i 
-2.07 
-0  34 


+  0.72  2.38 

-1-0.6,51  2.03 

-0.08  2.90 

-0.45  1.52 

+0.22  1,05 
-1-0.63 


2       4.05-0.29   3.14 


E.  G.  Young. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C   R.  Lovell. 

W.  R.  Carson,  Sr. 

George  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne- 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers, 

Alton  M-  Harvill. 

Lockmaster. 

Dr   Samuels.  ftlcReynolds- 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

W.  Ky,  State  Teachers  College 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

R.  P.  Amos. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfleet. 

Lockmaster. 

Lockmaster. 

Randolph  C.  Wilson. 

Lockmaster. 

Mrs.  LettieD.  Perkins. 

Lockma.«ter. 

L.  O.  Stiles. 

J.  C  Ogg. 

Kentucky  Utilities  Co. 

George  D.  Litsey. 

U.S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

US    Weather  Bureau. 

U.S.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  O  Cooper. 

Robert  C.  Smith. 

Sisters  of  Loretto. 

Lockmaster. 

Will  am  H.  Dobbs. 

WillaS.  A.  Ratta. 

Lockmaster. 

Miss  Nettie  B.  Simpson. 

Lockmaster. 


Lockmaster. 

D.  H.  Center. 

Lockmaster. 

Airway  Station. 

Marshall  Hill. 

Jessie  Oldham. 

Mrs   CordaC.  Stamper. 

C.  A.  Glasscock. 

Lockmaster. 

Lockmaster. 

H.  A.  Bailey. 

Lockmaster. 

Jas.  T.  Goff. 

Rebecca  Brown. 

Sue  Bennett  College. 

Zeb  Heston. 

Lockmaster. 

Miss  Margaret  A.  Gunn. 

fredCartmill. 

Lockmaster. 

E.G.  Fraley. 

U.  S.  Weather  Bureau. 

Caney  Run  Com.  Center. 

R.  W.  Jones. 

Lockmai>ter 

Lockmaster- 

Lockmaster. 

Charles  B    West. 

Lockmaster. 

Thomas  A.  Waller. 


All  temperature  data  are  taken  from  self-registering  thermometers 


of  record,  but  all  complete   reports  are 


Jamvkv,  l!)!;-) 


CI.IMA'I'OI.OCICAI,    DATA:    K  lA'-l'l '(  K  V  Sl';("ll().\ 


Daily  Prooipltation  for  January,  194B. 


Day  of  month 


Western  Divmon 

Baavor  Paiu 

KivrlinRton    '.... 

Fonls  Fprry  Dam  50' 

UUbortsviUe* 

ilivonville 

Hartford 

Heniiorsou 

Iloiikiiisvillo     * 

Lovolaooville 

MnytloUl 

Murray   

Owonsboro  ' 

Owousboro,  Dam  46'    

Piidm-fth' 

Princotoii 

Humsoy,  Lock  No.  2  ' 

Riisssollville  « 

Uniontowii.  Dim  49' 


Cmlral  DiHsio^ 

Addisou.Dam  45.  ' 

Anohoraife 

Bowlinsr  Green ' 

BowliiKt  Green  No.  2*  — 

Bri'Ut.  Dara36' 

Brownsvillo,  LocTv  No.  6'. 

Burnsido'  

CiirrolltouLock  No.  1'.. .  . 

Clermont 

Dauvillo' 

Dix  Dam.  Burgin  ' 

Eadsville' 

b'ranktort.LockNo.  4'... 
Gest.  Lock  No.  3' 


Oraiit,  Darn  3S' 

Greensburg  ' 

High  Bridge, Lock  No.  7'...... 

Irvington  

LaGrange , 

Lancaster' 

Leitchfleld  ' '. 

Lexington  t 

Little  Hiclcmiin,  Lock  No.  8  't. 

Lockport,  Lock  No .  2  ' 

Louisvil.'.k'  t 

Do.  Bowman  Field 

Mammoth  Cave'^- 

Monticello  - 

Munfordville  ^ 

St.  John  '^ 

Salvisa,  Lock  No  6  't 

Science  Hill ". 

Shfclbyville  

Tyrone, Lock  No.  5  "t..... 

Williarastown  

Woodbnry.Lock  No. 4^. 


Enstern  Division 

Ashhmd' 

Berea   

College  Hill,  Lock  No.  ll''  . 

Corbin . 

Cynthiana' 

Falmouth'^  

Farmers^  ['.'. 

Flemingsbnrg' 

Ford  Lock  No.  10  ^t 

Hreenup  Dam    30- 

Hazard- 

Heidulberg,  Lock  No.  142 

Jackson  ^ 

Jenkins' 

London 

Lonisa' ..'.'.' 

Maysville,  Dam  33' '.. 

Middlesboro      — 

Mount  Sterling 

OneontaDani  35* 

Paintsville  2 

Pikeville"* 

Pippapass    — 

Juicksand= 

Ravenna.  Lock  No.  i2'  ..!. 
Valley  View,  Lock  No.  9  .. . 
Fiuicpbnrg,  t>:nn  No.  32  '. 

IVilliamsburs'.  ".'. 

H^illow,  Lock  No.  13^.  .'.  . . . 
(Winchester  *• .....'. 


5   T. 

5  ... 

2.22   T. 


■<■:■  1.50 
•  B-2.43 
.0.  .OS 
.0 


2.901. 

1    r,Q 


Except  as  other^vise  indicated  observations  i 


;   •"■ 


51 
S2 
17   T. 


28  I  2!»     30  I  31  I     I 


T. 

.  12  . . 
.04, 


a.rjo 
2.«H 
8.24 
8.86 
2.09 
2.11 
4.87 
2.88 
2.r,2 
2.89 
8.19 
2.61 
8.20 
2.98 
3.90 
5.91 
2.71 


2.87 
6.26 
5.27 
4.U 

6!o4 
6.36 
6.91 
4,59 
3.46 
3.84 
2.49 


2.S2 
5.74 
3.C9 
3.37 
fi.31 
2.21 
6.19 


5.04 
4.43 
5.13 
3.. 36 
3.55 
3.22 

3' 57 
5.66 
4.19 


4.24 
3.12 
3.50 
4.. 55 
2.10 
4.23 

"2  "62 
4.07 
2.41 


aruonnt  then  recorded  is  foTthe  pV^cVd^.l.'l";  honrl" 


nid  1 


Fir.=t-order  Weather  Bureau! tar ioi'i- ' DrecTnTt'n'ff^J,' w"''^V''*1r  ^^'^  '"^  ^^''  afternoon .  near  snnset. 

mnnnti-hon  r-^^^^^^^  ^„  f„.  .v, ,  __     '  f.'  1 1  i"ia"on  IS  lor  the  24-hour  period,  midnight  to  midnight  unlpi=s  Otherwise  indicated.    'Precipitation  measured  in  the  mornip'^-' 

tl  recinitation  measured  with  recording  gage.  *Inchided  in  the  next  following  measurement. 


ipitation  recorded  is  for  24  hours  ending  at  time  of  observation. 


T.  Trace,  or  precipitation  less  than  n.ni  hieh 
Ti^°liL^;^^^o°"^^•,^^•  ■  O^eonta,  Oaliforni 


tPost  office  addrps^i's  as  follows: -Lock  5,  Lawrenceburg.  Ky.  :    Lock  6.  Versaillei 
riimhorinnri-  ;t>  t  „     P-iver  drainage  area   in  which  station  is  located  is  indicated  rs  follows- 
Airport  station.    Data  for  24  honrVeVZg  "wlm    qnth'n^^^ 

ending  at  \z..w  a.  m  .  90th  meridian  time  adjusted  to  day  they  occur 


Keiitucky:  (.S)  Ralf  'G'  Green': 


,  Locks.  Nicbolasvi'le  Kv 
ir  Sandy;  (L)  Licking;  (K.) 


CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION. 


January,  1945 


Daily  Teiaperatures  for  January,  1946. 


2       3       4       5       6 


8        9      10      11      12      13      14      15      16      17      18      19     20      21      22     23     24      25     26      27     28 


Westet-n   Division. 

„ T.„„  !  Maximum  . 

Beaver  Dam  i  Minimum.. 

Earlington H^^iSZ:. 

Greenville UJf,fiZm.: 

Henderson L^Sr.'. 

Hopkinsville j^f^™.; 

t'O-.acevUle \^S^: 

„  , ,  *  Maximum  . 

Mayfield !  Minimum.. 

)  Maximum  . 
Murray  ;  Minimum . . 

1  Maximum  . 

(Jwensboro )  Minimum. . 

^    ,       ,   ;,„  j  Maximum  . 

Paducah  *(*( (Minimum . . 

„  .       .  J  Maximum . 

Princeton (Minimum.. 

11   ...  CO  J  Maximum  . 

R.iss.^llvilleSiS (Minimum.. 


Central  Diriaion. 

\  Maximum  . 

Anchorage (  jiinimum. . 

„      ,.       _  )  Maximum  . 

Bowling  Green J  Minimum.. 

)  Maximum . 

Clermont j  Minimum . . 

^        .,,  )  Maximum  . 

Danville j  Minimum 

^.     _  )  Maximum  . 

DixDam (Minimum.. 

„       ,  ,     .  )  Maximum  . 

Frankfort j  Minimum.. 

„,  i  Maximum  . 

Glasgow    )  Minimum.. 

_  .  j  Maximum  . 

Qreensburg •;  Minimum . . 

^     .     .  Maximum . 

Irvington (Minimum.. 

,    .^  ,  „  ,  ,  )  Maximum  . 

Lf  Itch  held  (Minimum.. 

)  Maximum  . 

Lexington   (Minimum.. 

^      .     ...  S  Maximum  . 

Louisville i  Minimum.. 

DO.  Bowman  Field  !«f,fj~; 

Mammoth  Cave \fif™^: 

r,      ,   ,  S  Maximum  . 

^'-  •'"^" (Minimum.. 

_  ,  TT-ii  (  Maximum  . 

Science  Hill (Minimum.. 

„,    ,.       .,1  )  Maximum  . 

Shelbyville   !  Minimum.. 

William^town -J^Sm": 


Knslfri. 

Ashland    

Berea 

Corbin....  ••••. 

Farmers 

Heidelberg 

London  

Maysville 

Middlesboro  — 
Mount  Sterling 

Pikeville . 

Pippapass    

QiiicksiiiKl 

Williamsburg  . . 
Winfhwter 


Dirisinn. 

\  Maximum  . 
(  Minimum. . 
)  Maximum  . 


)  Maximum  . 
(  Minimum . , 
S  iFaximum  . 
(  Minimum. . 
j  Maximum  . 
(  Minimum. . 
(  JIaximum  . 
(  Minimum. . 
S  Maximum  . 
(  Minimum. . 
j  Maximum  . 
(  Minimum . . 
\  Maximum . 
I  Minimum.. 
S  Maximum  . 
(Minimum.. 
S  Maximum. 


(  Minimum, . 
)  .Maximiim  . 
(  Minimum  . 
(  Maximum . 
(  Minimum. . 

iMtximmn  . 

Minimum. . 


37  j  25 
43  44 
33      26 


23J     27 


SSInstruments  aro  read  in  tli«!  morning;  the  maximum  temperature  then  read  is  charged  to  the  preceding  dav,  on  which  it  almost  alway,"!  occur);. 
'.  '',  '•',  etc   indicate  rosppcijvoiy  i.  2,  3.  etc,  days  missing  from  record. 
BOT,oiii.sville.  2.2.'J-4.'i-n.W. 


U.  3.  DEPARTMENT  OF  COMMERCE.  WEATHER  BUREAU 


MAHs<^LIMATOLOGICAL    DATA 


UMVuholiV  Ul  lLU:.'iCiU 


KENTUCKY    SECTION. 


S.  E.  XTNaER 
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— <T- 

XL 


Louisville,  Ky.,  February.  1945 


No.  2 


OENEBAr,    SUMMARY. 

WoatluM-  conditions  cliiring  tlic  \)ivA  uuMitli  \v(m-(>  nmrkcd  priii- 
oipnlly  by  frequoiit  pircipitatioii,  with  intcniiitteut  moderate  to 
lieavy  rains  during  the  latter  half.  Temperatures,  on  the  whole, 
w (Mc>  somewhat  above  the  seasonal  average.  A  short  period  of 
near  zero  weatlier  at  the  beginning  of  the  month  was  followed 
by  about  a  week  of  warm  weather  which  eulminated  with  maxi- 
mum temperatures  reaching  unseasonably  high  levels  by  the 
15th.  Snowfall  was  not  sutficiently  heavy  and  did  not  remain 
on  the  ground  long  enough  to  afford  mucli  protection  to  winter 
wheat,  rye,  anil  barley,  and  some  damage  resulted  to  these 
crops  through  "lifting' '  of  plants  during  the  freezes.  There  was 
little  growth  in  these  crops  until  the  last  decade,  when  they  re- 
sponded rather  slowly  to  more  favorable  thermal  conditions. 

Plowing  made  a  little  progress  early  in  the  month  and  some 
fields  were  cleaned  for  spring  planting,  but  for  the  remainder 
of  the  month  fields  were  much  too  wet  and  muddv  fur  tliis  kind 
of  work.  Burning  of  tobacco  beds  started  about  the  middle  of 
the  month  and  a  few  beds  were  prepared  for  seeding.  Stripping 
and  marketing  of  tobacco  was  still  in  progress  in  a  few  scattered 
counties  at  the  close  of  the  month.  Ponds  and  streams  were 
fully  replenished  by  the  rains,  and  water  supplies  were  abundant 
throughout  the  section.  The  feeding  of  livestock  varied  from 
light  to  moderately  heavy. 


TEMPER  ATtTEE . 

The  average  temperature  for  the  month  was  38.9°  or  1.7° 
above  normal.  There  were  two  warm  periods,  9th  to  16th  and 
21st  to  2Gth.  On  the  15th  maximum  temperatures  over  the 
State  were  well  above  70°  and  daily  means  more  than  20° 
above  the  normal  for  that  date.  Short  cold  periods  extended 
from  the  1st  to  8d,  17th  to  19th,  and  27th  to  28th.  During 
tlie  first  period  minimum  tempc  ratures  fell  to  near  zero  gener- 
ally, and  to  several  degrees  Ijelow  zero  in  portions  of  the  central 
and  eastern  district^.  The  extremes  for  the  month  were  78"^  at 
several  stations  in  the  ea^^tern  portion  on  the  15th  and  —9°  at 
Shelln-ville  on  the  1st. 


PRECIPITATION. 

The  average  precipitation  for  .February  was  6.37  inches,  or 
2.93  inches  aliove  normal.  Precipitation  occurred  at  some  point 
in  the  State  on  every  day  in  the  month,  with  recurring  periods 
of  moderate  to  heavy  rains  from  the  middle  of  the  month  to  its 
close.  Amounts  ranged  from  over  seven  inches  over  the  Blue- 
grass  and  south-central  counties  to  less  than  five  inches  over  the 
upper  Big  Sandy  waters] :e<l.  The  extremes  for  the  State  were 
9.01  inches  at  Lancaster  and  4.08  inches  at  Pikeville.  The 
greatest  amount  in  24  hours,  3.56  incites,  fell  at  Ilen.derson  on 
the  25th-26th.  Snow  fell  generally  over  the  State  on  the  8th 
and  in  extreme  northern  counties  al^^o  on  tlie  1  7th.  The  heaviest 
snows  tell  in  tlie  extreme  nDrtb.eni  counties,  in  which  monthly 
accumulated  amounts  exceeded  iive  inches. 


MISCELLANEOUS 

river  remained  in  p 


Ohio  River. ~1 
of  the  month.     Tli''ri-;ift(>r  the  river 
response  to  frequent  nioderate  tf)  he; 
flood  sta.ge  m  the  Cincinnati,  Loui-'vi 


lonl  ur.til  nl'out  tlie  IQih 
iiwly  and  steadily  in 
;sand  iinally  reached 
1  Evansville  districts 


on  the  2Sth.  This  was  the  beginning  of  the  second  higlicst  Hood 
in  tiie  Ohio  Valley  on  record.  ])ctailH  of  tliis  flood  will  be 
published  in  a  sul).sequont  issue. 


ERRATA. -.huumry,  Farmers  page  2  and  8.  totul  proclDilutlon  hhoiiM  tm 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo Ill . 

Cincinnati Ohio 

Evansville Ind, 

Louisville Ky. 


Uniosplioric  press- 
ure (reduced  to 
sea- level.) 


HO. 68  19 
30.  Ci)  1 
30.08  19 


•29.46 
29.18 
29.46 
29.51 


COMPARATIVE  DATA  FOR  FEBRUARY. 


1889. 
1890. 
1891. 
1892. 
1893, 
1394. 

1895 . 

1896 . 

1897 . 
1898. 
1899. 
1900, 
1901. 
1902. 
1903. 
1904. 
1S0.5 
190G. 
1907. 
1908. 
1909. 
1910. 
19U. 
1912. 
1913. 
IMU. 
1916. 
1916. 
1917. 
1918. 
1919. 
1920. 
1921  . 
1922. 
1923. 
1924, 
192.T 
1926. 
1927. 
1928. 
1929. 
1930. 
1931. 
19.32. 

1934'. 
193.T . 

1936 , 

1937 , 

1939,' 
1910, 
1941, 
1942, 
1913. 
Km, 


Temperature.         Precipitation        Number  of  days 


34.1 
45.6 
42.2 
42.2 
37,7 
34.6 
25.9 
37.4 
39.8 
37.4 
26.2 

32.4 
27.9 
37.5 
35.2 
27.9 
34.7 
35.7 
35.6 
42.4 
32.9 
42.0 
29.7 
34.8 
S2.2 
41.9 
35.0 
34.8 


35.7 
41.3 
41.3 
34.6 
36.0 
44.0 
41.1 
45.6 
38.1 
31.2 
45.1 
41.6 
46.7 


33.3 
45.7 
43.1 


40  1 
42.4 
.38.9 
37.2 


7.28 
2.32 
2.44 
1.81 
3,06 
5.56 
8.17 
4.70 
3.25 
3.08 
2.94 
4.14 
1.74 
2.99 


2.27 
3.20 
3.58 
4.67 
2,56 
3. 91 
3  14 
2.  65 
2.48 
3.58 


3.36 
4.25 
2.20 
2.S5 


4.59 
6.37 
3.44 


.3  7 
.7  W 
.6|    12 


I   5 


13 

12 

15 

14 

17 

in 

16 

9 

13 

15 

56-Vear  averago- 


^«;*- 


CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION 


February,  1945 


Olimatologlcal  Data  for  February,  19^5. 


WESTERN   DIVISION 

Beaver  Dam 

Earlington 

Fords  Ferry,  Dam  50 

Gilbertsville 

Greenville 3in  S. 

Hartford,  [near]  .....  7  m  N 

Henderson ll-2mS, 

Hopkiusville 1-2  ui  E 

Lovelacevjlle — 

Mayfleld 

Murray 

Owensboro 1-2  m  W 

Owensboro,  Dam  46 

Padncah   

Princeton 

Ramsey,  Lock   2t 

Russellville 

TJniontown,  Dam  49... 


CBNTnAL  DIVISION. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brent...- • 

Brownsville,  Locket- 

Burnside — 

CarroUton,  Lock  1 

Clermont  

Danville 

Dix  Dam,  Burgin 

Eadsville  

Frankfort,  Lock  4 

Gest.LockS 

Glasgow 3mNE 

Grant,  Dam  38 

Greensburg  

High  Bridge,  Lock  7 

Irvingtou   

LaGrange 1  m  NW 

Lancaster ■•• 

Leitchfield 

Lexington 

Little  Hickman,  Lock  8.. 

Lockport,  Lock  2 

LOUlSVILIiB    

Do    Bowman  Field .  5  m  E 

Mammoth  Cave 

Monticello ■•- 

Munfordville 

St.  John 

Saivisa.Locke  ---- 

Science  Hill   

Shelbyville 

Tyrone,  Lock  5 

Williamstown 

Woodbury,  Lock  4i 


Ohio  ■ 

Hopkins 

Crittenden.. 
Marshall.  ■- 
Muhk-uburg 
Ohio....... 

Ilcudcreon. . 
Cliristiau.  .. 
Ballard  ..  .. 

Graves 

Calloway.  .. 

Daviess 

Daviess  

McCracken 
Caldwell.  .. 

McLean 

Logau 

Union 


Breckinridge 
Jefferson  . 
M'arren  . . 
Campbell 
Edmonson 
Pulaski  .. 
Carroll  .  . . 
Bullitt ...  - 
Boyle  .... 
Mercer  . . . 


ImSW 


EASTERN  DIVISION. 

Ashland 3  m  SE. 

Berea ■■ 

College  Hill.  Lock  11 

Corbin 

Cynthiana 

Falmouth 

Farmers   

Flemingsburg 

Ford,  Lock  10 

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14 

Jackson  

Jenkins 

London  

Louisa 

Maysville  Dam  33 4  m  E 

Middlesboro  

Mount  Sterling 

Oneonta.  Dam  35 

Paintsville 

Pikeville 

Pippapass 

Quicksand 

Ravenna,  Lock  12 

Valley  View,  Lock  9 

Vanceburg.Dam  32 

Williamsburg 

Willow,  Lock  13 

Winchester   

State  averages  and  extremes 


Henry  . . 
Barren.. 
Boone  . . 

Green  . . 

J(!ssamii 

Breckinridge 

Oldham 

Garrard 

Grayson 

Payette 


Henry 

Jefferson  . . 
Jefferson  •  - 
Edmonson 
Wavne  — 

Hart 

Hardin  .... 
Mercer.  ... 
Pulaski  ... 

Shelby 

Anderson. . 

Grant 

Butler 


Boyd 

Madison.. 
Madison . . 
Whitley 
Harrison 
Pendleton 
Rowan  . . 
Fleming  . 

Clark    

Greenup 

Perry  

Lee   

Breathitt  .   . 

Letcher 

Laurel 

Lawrence  .. 

Mason   

Bell  ........ 

Montgomery 
Campbell .  . . 
Johnson   ... 

Pike 

Knott 

Breathitt  ... 

Estill   

Madison  .  -  - 

Lewis 

Whitley  -... 

Lee   

Clark   


Temperature,  in  degrees  Fahr. 


Precipitation  in  inches 


+  2.35 

+4^67 
+  1 

+2.19 
+3.12 
39 
+3.91 
+3.54 
+2.  90 
+2.52 
+3.  35 
+1. 
+4. 


+2.77 
+3.20 
+2.22 
+2.64 
+2.37 
+3.42 
+  3.40 


+5.64  2.72 

h3.47  1.48 

+2.63  2.55 

+4.45  '-2.75 

+  3.95  1-71 


+4.0' 
+  3.15 

+i 


1-2.43 
+4.37 
+  2.52 


Number  of  days. 


26 
25-26 
25-26 

21 


26 
25-26 

27 
20-21 
2G  27 

-27 

12 
25-26 


1,77  126-27 
1  94  121-22 
2.05  126-27 


5.4H  '  :    .  1  .  -  ■  ^1; 

7.391+4.411  2..W  i-JH-27 

5.50+2.501  1-73  26-27 

5.321  +  1.73  1.80  10-17 

7.66'  M.2:V  1  71  21-22 


6..I6,  I-..™ 
6.12+2.40 
4.59  41.89 
5.00+1,69 
4.08+0.64 
5.12+1.93 
0  53+2.70 
7.16   h4. 


1.62 
2.00 

0.92 
1.06 
1.40 
l.r)3 

12      8       5     15     n 


E.G.  Young. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C-   R.  Lovell. 

W.  R.  Carson,  Sr. 

George  Street. 

W-  K.  Morris - 

Blaine  Malone. 

Mrs.  Joe  Payne- 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers, 

Alton  M.  Harvill. 

Lockmaster. 

Dr   Samuels.  nlcReynolds. 

Lockmaster. 


Lockmaster. 

(J.  E.  Barret. 

W.  Ky,  State  Teachers  College 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis- 

Lockmaster. 

R.  P-  Amos- 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfleet. 

Lockmaster. 

Lockmaster. 

Randolph  C-  Wilson. 

Lockmaster. 

Mrs.  LettieD.  Perkins. 

Lockmaster. 

L.  0.  Stiles. 

J-  C-  Ogg- 

Kentucky  Utilities  Co- 

Goorge  D.  Litsey. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Fred  W.  Binnewies, 

E.  O.  Cooper. 

Robert  C.  Smith. 

Sisters  of  Loretto. 

Lockmaster. 

Willam  H.  Dobbs. 

WillaS.  A.  Ratta. 

Lockmaster. 

MissNfttieB  -  Sinipson- 

Lockmaster- 


Lockmaster- 

D.  II.  ('enter. 
Lockmaster, 
Airwav  Station. 
Marshall  Hill- 
Jessie  Oldham. 

Mrs  Corda  C.  Stamper- 

C  A.  Glafscock. 

Lockmaster. 

Lockmaster. 

H.  A.  Bailey. 

Lockmaster . 

J  as.  T.  Goff. 

Rebecca  Brown. 

Sue  Bennett  College. 

Zub  Ileston. 

Lockmaster. 

Miss  Margaret  A.  Gunn. 

^^od  Cartmill. 

Lockmaster. 

E,  C  Fraley. 

U.  S.  Weather  Bureau. 
Caney  R\in  Com,  Center. 
R.  W.  Jones - 
Lockmaster 
Lockmaster - 
Lockm^ste^- 
CharlesB    West- 
T.ockmaster- 
Tliomas  A.  Waller- 


All  temperature  data  are  tali 
The 
used 


from  self-registering  thermometers 


.e  d'-partnrcs  from  normal  temperature  and  precipitation  are  c°f"P'"«t'?lll''./,?d'wm\'db\?rV°aV^"f  o^^^^^^^^  Gn"n  Ri^ er;  o  l.c 

n  delermining  section  or  division  means.  tRumsey    Brownsville  and  W "^'I'^^^JJ^'^J'f'^r-J'"^^^^       Y''  i'    ..  ..^c 

Reference  letters,  ■,  \  «.  appearing  in  the  table  Indicate  number  of  days  missing;  for  example  1  j^.ponts„„^a  s.^ 
t  Also  on  other  dates.    +t  Received  too  late  to  bo  included  in  moan   and  summaries,  i     l-recimtation  is  ii.ss  ui^i 


I  or  melted  snow 


FKninwiiY,  1915 


('i.niA'i'()i,()(;i("\i,  DATA:  I^l•;\^|■(•|<^• 


;i:cTi(.\ 


Dally  Precipitation  for  February,   1846. 


Western  /)iris 

Bsavor  Divm 

KftrliiiRton    * 

Fonls  Ferry  Dam  60'.  . 

Ullbertsvilla' 

(In'onvillo 

Ilftitford 

llonciorson 

Ilopkiiisvillo    « 

LovolacovtUo 

Mivyrtuld 

Murray    .. 

OwtMisboro  ' 

Owi-iisboro,  Dsim  46'    . . . 

Pftducftli' 

I'rliK'etoii 

Humsoy,  Lock  No.  2  '  . . 

Russellville' 

Uuioutown.  l);iiu  49' 


Criilml  Division 

Addisou.Dam  45.  ' 

.\ncliorago 

Bowlingr  Green '  

Bowlinsr Groon  No.  2* — ... 

Breut,  Drtm36« 

Brownsville, LocTv  No.  6^ 

Burnside'  

CurrolltouLock  No.  1*.. .  .  . . 

Clormont 

Danville' 

Dix  Dara,  Bnrgiii  - 

Eadsville  ' 

Frankfort,  Lock  No.  4- 

Gest,  Lock  No.  3'.. 

Glasgow 

(jrant,  Datii  3S- 

Greensburg  ' 

High  Bridge, Lock  No.  7»... 

Irvington   

LaGrange 

Lancaster' 

Leltchfield  ' 

Lexington  t 

Little  Hickman,  Lock  No.  8  ■ 

Lockport,  Lock  No .  2  ' 

Louisville'  t 

Do.  Bowman  Field 

Mammoth  Cave^ 

Monticello  ' 

Munfordville  ' 

^t.  John  - 

Salvisa,  Lock  No  6  't 

Science  Hill 

Shelbyville 

Tyrone,  Lock  No.  5  't ....... . 

Williamstown  

Woodbury,  Lock  No. 4' 


Knulcrn  Din'j'inn 

Ashland' 

Berca  

College  Hill,  Lock  No.  11' 

Oorbin 

Cyntbiana' 

Falmouth 2   

Farmers'  

Plemiiigshurg' 

Ford  Lock  No.  10 't 

Greenup  Diira    30'^ 

Hazard^ 

Heidttlberg,  Lock  No.  14'.. 

Jackson  '  

Jenkins' 

London 

Louisa' 

Maysville,  Dam  33' 

Middlesboro      — 

Mount  Sterling 

Oneonta  Dam  35  ' 

Paintsville  '   

Pikeyille" 

Pippapass 

Quicksand' 

Ravenna.    Ln^k  No    V2'   . 
Valley  View.  Lock  No.  9   .. 
Vancebunj;,  Dam  No.  32  '. 

Williamsburc;'.  ". 

Willow,  Lock  No    13- 
Winchester  ".... 


13  14  16  16  17 


19  20  21  22  23  24  28  2fl  27  28  |  20  80  81 


1.23 

71 

2.01 

52  .95 

i.34 
1.10 
2.15 
1.16 





0,00 
A.4S 

e.6fi 
5.74 

6.7» 
7.94 
5.40 
0.17 
6.44 
6,67 
6.77 


6.45 
5.18 
6.88 


6.25 
5..S4 
5.25 


6.89 
6.25 
7.72 
6.78 
.■i.fiS 
6.98 
6.77 
7.61 
8.34 
6.79 
7.32 
7.17 
6.45 

6.eo 

5.66 
6.93 


.5,.  48 
7.61 
5.44 
6.16 
5.93 
5.43 
G.54 
6.87 


5.42 
5.93 
6.46 
6.12 
4.69 
5,00 
4.08 
5.1-2 
6.53 
7.16 
6.15 


'»""■  "■'  PuTiiherland:  (Ti  Tennessee:  'Ol  Ohio  J  f  M  >'\r,..,-.,  l.pi 

Oa.  m  .  90th  meridian  time  adiiisted  to  day  they  occur 


Kentucky:  (.«)  Salt- 
•'Airport  station.    Data  for  ; 


I  hours  endin 


idnight  unless  otherwise  indicated.    'Precipitation  measured  in  the  mornir,6 
th  recording  gage.  'Included  in  tbe  next  following  measurement, 

oek  r,.  Lawrencebnrg,  Ky.  :    Lock  6.  Versailles.  Ky,  Lock  8.  Nicholasville,  ICv. 
located  is  indicated  as  follows  (R)  Big  Sandy ;  (L)  Licking:  'K  ) 


station 


CLIMATOLOGICAL  DATA:  KENTUCKY  SECTION. 


February,  1945 


Daily  Temperatures  for  February,  1945. 


n'estetii 
Beaver  Dam  .■■• 

Earlington 

Greenville 

Henderson 

Hopkinsville  .. 
LovelacevUle  . . . 

Mayfield 

Murray  

Owensboro 

Paducah  §§ 

Princeton 

RnssellvillelS... 


Maximum  . 
Minimum.. 
I  Maximum  , 


(  Maximum  . 
'  ■  ■  ■   )  Minimum . . 

\  Maximum  . 
1  Minimum.. 

S  Maximum  . 

(  Minimum.. 

\  Maximum  . 
—  !  Minimum.. 

(  Maximum  . 
/  Minimum.. 

1  Maximum  . 
••••  (Minimum.. 

i  Maximum  . 
I  Minimum.. 

j  Maximum . 
I  Minimum. . 

J  Maximum  . 
I  Minimum.. 


EiKtern 

\gliland   

Berea 

Corbin 

Farmers 

Heidelberg 

London  

Maysvllle 

Middlesboro 

Mount  Sterling  . 

Pikovllle 

Pippapa.'is  

Qnlcksand 

Williamsburg  . . . 
Winchester 


S  Maximum  . 
i  Minimum., 
j  Maximum  . 
1  Minimum., 
j  Maximum  . 
)  Minimum.. 
(  Maximum  . 
I  Minimum.. 
J  Maximum  . 
I  Minimum . . 
(  Maximum . 
)  Minimum.. 
(  Maximum  . 

■  '  Minimum.. 
S  Maximum  . 

'  /  Minimum.. 
j  Maximum . 
I  Minimum.. 
(  Maximum  . 

■  I  Minimum. . 
S  Maximum . 

■  (  Minimum.. 
)  Maximum  . 
'  Minimum. . 
j  Maximum . 
(  Minimum.. 

: Maximum  . 

■  "Minimum.. 


Cmlral  Division. 

)  Maximum  . . . 

Anchorage j  Minimum.... 

„  Maximum  . . . 

Bowling  Green (  Minimum .... 

i  Maximum . . . 
Clermont )  Minimum .... 

)  Maximum  . . . 

Danville )  Minimum.... 

„.    „  S  Maximum... 

Dix  Dam  )  Minimum .... 

„       ,  .    .  S  Maximum  . . . 

Frankfort j  Minimum. . . . 

(  Maximum  ... 
Glasgow   /Minimum.... 

(  Maximum  . . . 

Greensburg -,  Minimum.... 

^     .     ^  Maximum  . . . 

Irviugton i  Minimum. . . . 

»    .,  .  «  ,^  (  Maximum... 

Leitchfield ,  Minimum. . . . 

(  Maximum  . . . 

Lexington   (  Mininnim.... 

.     ...  )  Maximum  . . . 

Louisville j  Minimum. . . . 

DO.  Bowman  Field  I  ^Jf^f^^"^;:: 

Mammoth  Cave \  Mfn/mum. '. '. '. 

o.     T  v,„  Maximum  ... 

St.  Jolin (  Minimum 

„  ,           „.,,  Maximum . . . 

Bcience  Hill i  Minimum.... 

Shelby  vine  USum.'.:: 

Williamstown ]  Mfn^mum . ". '. '. 


11      12      13      U 


34  23 
54  50 
27      24 


24 

•27 

32 

24 

as 

48 

'.^(1 

9Ai 

41 

51 

•x> 

31 

hC 

4; 

9!^ 

29 

H(J 

S? 

?R 

97 

53 

53 

39 

2S 

r^ 

M 

S2 

24 

4r 

SI 

■27 

21 

29 

47 

fil 

71 

US 

42 

bi: 

73 

27 

45 

ft; 

3;-^ 

45 

(i? 

7H 

31 

4S 

fi7 

3( 

46 

Kc 

7i: 

s; 

47 

62 

4(:! 

ftp 

■(  1 

H2 

4fi 

68 

71 

2X 

34 

4S 

72 

2fi 

28 

HI 

75 

28 

28 

57 

77 

25 

37 

(i2 

77 

29 

49 

57 

Y- 

■M 

33 

57 

78 

.SI 

37 

5K 

31 

33 

54 

54 

•>f 

38 

58 

74 

23J    35 


m 

54 

47 

31 

48 

55 

3r 

9P 

56 

41 

35 

m 

57 

52 

35 

67 

53 

42 

34 

65 

55 

44 

8(1 

«§Tnstrument<i  are  read  in  the  morning;  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  alirost  nUvayp  occurs. 
',  '',  ',  etc   indicate  respectively  1,  2.  3.  etc,  days  missing  from  record. 
B  O  Louisville,  .'i-2.5.45-9,50. 


U.  S.  DFPARTMKNT  OF  COMMI-JRCK.  WKATHKR  HURKAIJ  .^ 

CLIMATOLOGICAL    DATA 
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la 


Vol.  X!L 


K  I :  N  '1^  U  V  K  Y    SEC T I  0  N 

E.  E.  UNQSR 

Louisville,  Kv.,  March.  1945 


No. 


were  as  follows;- A b 


a-KNBRAX.   SUMMARY. 

TIic  abnornmlly  warm  and  moist  woatlicr  of  (lie  past  month 
stimulated  an  unusually  rarly  vigorous  growth  in  all  vogotatiou. 
^^'hilo  winter  grains  were  small  at  the  beginning  of  the  month, 
they  grew  very  rapidly  and  w^ere  jointing  in  advanced  fields  at 
the  clos(>.  Fruit  trees  began  to  bloom  about  the  middle  of  the 
month  and  developed  to  a  point  at  which  they  were  especially 
vulneralileto  possil.le  freezes  later  in  theseason.  Good  progress 
was  made  iu  the  i)reparation  and  seeding  of  tobacco  beds  and  in 
the  southern  counties  some  of  the  plants  were  up  at  the  end  of 
the  month.  Plowing  and  seeding  of  oats,  grasses,  clovers  and 
gardens  were  seriously  interfered  with  by  frequent  rains,  espe- 
cially in  the  northern  counties  in  which  many  fields  were  flooded 
by  the  torrential  rains  of  the  first  week.  However,  the  moist 
weather  ena1)l(>d  farmers  to  complete  what  was  left  of  stripping 
and  marketing  of  tobacco.  Fcedhig  of  livestock  decreased  as  a 
result  of  the  rapid  growth  in  pastures  and  meadows.  The  month 
closed  with  crops  and  vegetation  about  thnv  w.vks  :\\u-m\  of 
the  average  seasonal  condition,  but  a  period  of  dry  wcnlhrrwas 
needed  for  plowing  and  field  operations. 

TSmPEKATTJEE. 

The  mean  temperature  for  the  month 
above  normal.  Daily  mean  teriii)ri;itur( 
normal  on  but  three  days,  and  wit;.'  ImIwi 
normal  from  the  16th  to  19th.  The  r\(, 
were  91°  at  Pikeville  on  the  25th  and  liO-'o 


was  56.5°,  or  10.1° 
;  were  slightly  below 
I  n  -Kf  and  30°  above 
oiM.'>  I'oi'  the  Section 
1  the  9tlj  at  Cleniiont. 


PRECIPITATION. 

The  average  precipitation  was  7.06  -inches,  or  2.29  inches 
above  normal.  Heavy  rains  were  general  over  tlie  section  during 
the  first  week  and  moderate  to  heavy  rains  fell  again  generally 
between  the  16th  and  21st,  followed  by  a  period  of  scattered  in- 
termittent showers  until  the  end  of  the  month.  Amounts 
ranged  downward  from  over  ten  inches  over  the  districts  border- 
ing the  Ohio  River  to  less  than  four  inches  in  the  extreme  south- 
eastern counties.  The  greatest  monthly  amount,  12.28  inches 
was  recorded  at  Henderson  and  the  least,  2.96  inches  at  Corbin. 
The  greatest  24  hour  fall  was  4.05  inches  at  Berea  on  the  5th. 

MISCELLANEOUS. 

V,lnd  SU,rm.~  Considerable  damage  was  caused  by  high  winds 
in  the  viemity  of  Duckers,  Spring  Station,  and  Midway  on 
March  18.  Wind  and  hail  damage  totaling  several  thousand 
dollars  was  caused  by  a  windstorm  in  Hopkins  Countv  on  the 
same  date.  JNlinor  damage  from  high  winds  occurred  also  near 
Louisville. 

„.  .C"^'?  A'/c^r.-The  month  opeu'd  with  flood  or  near  flood  stages  prevailing  in  the 
Ohio  River  the  full  length  of  the  State  from  Ashland  to  Cairo  and  the  continued 
reneral  heavy  rauis  rom  the  1st  to  the  Tth  caused  a  disastrous  flood  n  the  OMo  VaHey 
vith  the  river  cresting  during  the  period  Tth  to  15th,  In  the  Louisville  River  Disiridt 
f^nths  M  7fnot^%n";h"'^r?'''''*''^?^T.'^^°"'^'  e'^ceeding  the  flood  of  1884  by  several 
tenths  of  a  foot.  In  the  Cincinnati  District  and  above  the  March  1945  flood  was 
somewhat  lower  than  that  of  1913  and  considerably  below  the  1884  flood  whil^fn 
;heEvansvi!le  District  the  1913  flood  was  just  about  equaled  ^®  '° 

preplratfons'ln?°p^  tr?f,."„^lff,"l^tV?*l!!:i^!Ji'.  "-^'.^  .warnlngs.and  adeauat. 


.v,„  „      ^  ,     .u  ^^'■^  ^"it^.  ^  '^ery  small  percentage,   probably  1  to  S  per  cenV    o]' 

.hose  sulYBred  in  the  great  Ohio  River  flood  of  1937  Except  in  a  few  focal  areas 
na^s  evacuations  of  residents  were  not  necessary,  and  in  all  but  a  few  river  towns' 
public  utilities  continued  to  operate  without  Interruption.  Damage  was  confined 
and  other  property  that  could  not  be  moved 
plants  located  iu  flooded  territory, 
uid  seeding.  There  was  also  a' ccnsiJerai."  e"fi'4''T"''-'^'^-';--^--°"A  before  plowing 
many  county  roads  and  some  highways  were  flooded 
3f  train  and  bus  service  was  temporarily  abandoned. 


mosUy  to  homes,  barns  and  outl;ouse 

readily  to  higher  ground,  busi  ik^ss  house*; 

md  to  waterlogged  fields  that  had  to  await  cons"iderable"dryi 

„.  ..i..  ..  ..„.,v,,„„K  „  ,..,    ^,^,3   ^^   suspension'of  "bliTiMss, 

considerable   amount 


Some  of  the  crests  reached  we're  as  follows; -A shlanj  (Dam  29),  03. 8  foot,  9th; 
OIncliinfttI,  69.2,  7th:  Louisville,  tipper  gage,  47.1  and  lower  gage  7-1.4,  8th;  Owcdh- 
boro,  49.7,  10th;  Kvansvlllo,  48.3,  I'^tli;  Fords  Fiirry,  68.3,  14tli.  The  rlvor  remained 
above  flood  stage  at  Cincinnati  and  I  oulsville  until  the  l.Oth  and  I7th  rcHpectlvcly, 
and  from  Kvansvlllo  to  Cairo,  the  river  was  still  In  Hood  at  the  close  of  the  month. 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo 

Cincinnati 

Kvansville. 
Louisville-  • 


•  111. 
Ohio 
.Ind, 
..ICy. 


Atmospheric  press- 
ure '  reduced  to 
sea-level.) 


29.57 
29.57 
29.53 
29.48 


COMPARATIVE  DATA  FOB  MABCH 


1889. 
1890. 
1891. 
Ib92. 
1S93. 
1S9I. 
1895. 
1896. 
1897. 
1898. 
1899. 
1900. 
1901. 
1902. 
1903. 
1904. 
190.5 
1906. 
1907. 
1908. 
1909. 
1910. 
1911. 
1912. 
1913. 
19U. 
191,';. 
1916. 
1917. 
1918. 
1919. 
1920. 
1921. 
1922. 
1923. 
1924 . 
1925. 
1926. 
1927. 
1928. 
1929. 
1930. 
1931. 
1932, 

1934! 
1935 . 
1936. 
1937. 
1938 . 
1939. 
1940. 
1941. 
1942. 
1913, 


40.5 
41.2 
41.8 
40.6 
45.0 
50.8 
45.0 
41.1 
49.6 
50.7 
43.9 
42.8 
46.4 
47.2 
52.5 
47.7 
52.2 
39. 2 
54.9 


37.8 
43.5 
45.9 
51.6 
47.6 
46  3 
56.7 
49.4 
45.6 
41.5 
49.2 
40.2 
48.4 
45.6 
52.0 
44.5 
41.4 
41.2 
46.0 
43.6 
54.6 
50.7 
42.2 
53.7 
49.4 
43.9 
40.5 
48.4 
43.0 


Preei  pitation        Num  ber  of  days . 


7.94 
7.59 
8  10 
2.58 
3.50 
4.44 
4.43 
6.26 
4.45 
6.37 
2.28 
5.42 
5.14 
0.79 


t56-Year  average. 


mi 
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CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION 


March,  1945 


Olimatological  Data  for   March,  1945. 


Temperature,  in  degrees  Fahr. 


Precipitation  in  inches 


Number  of  days. 


WESTERN   DIVISION 

Beaver  Dam 

Earlington 

Ford'e  Ferry,  Dam  50 

Gilbertsville 

Greeuville 3  in  8. 

Hartford,  [near] 7  m  N . 

Henderson .Il-2m8. 

Hopkinsville 1-2  m  E- 

Lovelacev.lle — 

Mayfleld. 

Murray 

Owensboro 1-2  m  W . 

Owensboro,  Dam  46 

Pnducah   

Princuton 

Rarasfiy.  Lock    2t 

Ruesellville 

TJiiiontovrn,  Dam  49... 


Ohio  • 

Hopkins  — 
Critteudeu.. 
Slarshall ... 
Mulilenburg 
Ohio ....... 

Henderson. . 
Christian.  . . 
Ballard  ..  .. 

Graves  . 

Calloway.  .. 

Daviess'!.'!.' 
McCvacken 
CaldwuU .  . . 
McLean  — 

Logau 

Union 


CEKTBAL  DIVISION. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brent 

Brownsville,  Lock  6  t 

Bnrnside — 

Campbellsyille 

Carrolltoii,Lockl 

Clermont  

Danvillt!   

Dix  Dam.Bargin 

Eadsville  

Frankfort,  Lock  4 

Gest,Lock3 

Glasgow 3  m  NE 

Grant,  Dam  3S 

Greensbnrg 

High  Bridge,  Lock  7... 

Irvington    

LaGrange 1  ra  N  W . 

Lancaster 

Leitchfield 

Lexington 

Little  Hickman,  Look  8. . 

Lockport,  Lock  2 

LonisviLLB  

Do    Bowman  Field. 5  m  E. 

Mammoth  Cave  —  ...   

Monticello    —  .. — 

Munfordville — 

St.  .John 3  m  S\V 

Saivisa,  Lock  6 

Science  Hill   ... 

Shelby ville  2  m  W. 

Tyrone,  Lock  5 — 

Williamstown 

Woodbury,  Lock  4t 


Taylor. 


[■roll 


Bullitt 

Boyle  

Mercer 

Wayne-  •-. 
Franklin  .. 

Henry 

Barren 


EASTERN  DIVISION. 

Ashland 3mSE. 

Berea 

College  Hill,  Lock  11 

Corbin 

Cynthiana 

Falmouth 

Farmers   

Flemingsburg 

Ford,  Lock  10 

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14 

.lacksou 

Jenkins 

London     

Louisa 

MaysvilleDam  33 4  m  E. 

Middlesboro 

Mount  Sterling 

Oneonta,Dam  nS 

Paintsville 

Pikeville 

Pippapass 

tjuicksand ... 

Kavennii,  Lock  12 

Valley  View,  Lock  9 

Viincebiirg,Dam32 

Williamsl)urg 

Willow, Lock  13 

Winchester 


State  averages  and  extremes 


Green  

Jessamine 
Breckinridg 
Oldham  ... 
Garrard  ... 
Grayson  .. 
Fayettri  ... 
Jessamine 


.Jefferson  . . 
Jefferson  .  ■ 
Edmonson 
Wayne  .  ■  ■  ■ 

Hart  

Hardin  . . . . 
Mercer.  ... 
Fulasld  ... 
yhelby 


Butler. 


Boyd 

Madison.. 
Madison.. 
Whitley  . 
IlMrrison  . 
Pendleton 
Uowau  ... 
Fleming.. 
Clark  ... 
Greennp . . 
Perry   .... 

Lee    

Breathitt  . 
I^tcher.  ■  ■ 
Laurel  ■  • . 
LawriMice 
M:isou    . . . 
Bell  ...... 

Mont^omc 
Campbell . 
Johnson   . 

Pike 

Knott.  ... 
I'.reathitt  . 
Estill  .... 
Madison  . 
Lewis  .... 
Whitley  .. 

Lee   

Clark   .... 


+  10 

'-fii.6 


+2.30 
+3.76 
+5.84 


+5.45 
+4.92 
+  1.43 


+5.22 
+5.98 
2.26 
+5.29 
+1.1 
+6.55 


+0..33 
fO.06 
hO.46 
-0.6i 


-1-05 
+0.85 
1-5.92 


E.G.  Young. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C   R.  Lovell. 

W.  R.  Carson,  Sr. 

George  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne- 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers, 

Alton  M.  Harvill. 

Lockmaster. 

Dr   Samuels.  ftlcReynolds- 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

W.  Ky,  State  Teachers  Collee 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Alva  McKinley. 

Lockmaster . 

Bernheim  Foundation. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Noriieet. 

Lockmaster. 

Lockmaster. 

Randolph  C.  Wilson. 

Lockmaster. 

Mrs.  LettieD.  Perkins. 

Lockmaster. 

L.  O,  Stiles. 

J-  C-  Ogg- 

Kentueky  Utilities  Go. 

George  D-  Litsey- 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U  S    Weather  Bureau. 

(".  S-  Weather  Bureau. 

Fred  W.  Binnevvies, 

E.  O.Cooper. 

Robert  C  Smith. 

Sisters  of  Loretto. 

Lockmaster. 

WillamH.  Dobbs. 

WillaS.  A.  Ratta. 

Loekmaster- 

Miss  Nettie  B.  Simpson. 

Lockmaster. 


Lockmaster. 

D.  H.  Center - 
Lockmaster. 
Airway  Station. 
Marshall  Hill- 
Jessie  Oldham- 

Mrs  Corda  0.  Stamper. 
C-  A.  Glasscock- 
Lookmaster. 
Lockmaster. 
H.  A.  Bailey- 
Loekmaster  - 
Jas.  T-  Goff. 
Rebecca  Brown- 
Sue  Bennett  College- 
Zeb  Heston. 
Lockmaster. 

Miss  Margaret  A.   Quun. 
fred  Cartmill. 
Lockmaster. 

E.  C  Fraley. 

U.  S.  Weather  Bureau - 
Caney  Run  Com.  Center. 
R.  W.  Jones. 
Lockmaster 
Lockmaster. 
Lockmaster. 
Charles  B    West. 
Lockmaster. 
Thomas  A.  Waller. 


All  temperature  data  are  taken  from  self-registering  thermometers.  ,„,.„  „f  .  .,.„,.^    hnt  ..ii  fonmietP   rennrts  nre 

The  departures  from  normal  temperature  and  precipitation  are  coniputod  only  for  such  stations  as  have  ten  or  "'Tn^R^lf-r"  rJher  I  ork«  are  0^110 
used  in  determining  section  or  division  means.  tKumsey,  Brownsville  and  Woodbury  an;  Locks  on  the  Green  River,  other  Locks  are  on  the  Kentucky  niver 

Reference  letters.  •,  ^  «,  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represonts  two  days,  etc.  ™pUpd  snnw 

t  Also  on  other  dates.    +t  Received  too  late  to  he  included  in  mean   and  summaries.         T   Precipitation  is  less  than  0  ni  inch  rain  or  melted  snow 


,MAi;rii,   ll).|r, 


CUM  VTOLOdlTAI.   DATA:    KKNTICKV  SKC'I'loX 


WeMem  Difiaion 

Ueiivor  Dam 

Kiirlliii?ton   *.... 

Konls  Forry  Dam  60* 

Gllbcrtsville* .  

Oroouville 

llarttoril 

Ilendorsou 

llopkiiisville     • 

Ijovi'liic-oville 

Mavliold    .. 

Muiriiv    ..  V.'.'. 


■iuiMs.'V,  Lock  No.  2' 

Kus.'iollville  ' 

Uuiontowii.  Diiiu  .ly'. 


swn 


Cmtral  O, 
Addi80u,Dam45.  «  .. 

Anchorage 

Bowling  Green  • 

BowliiutUreeuNo.  2«.... 

Brent,  Diuii36»  

BrowuaviUo,  LocTi  No.  6'. 

Bunisido'  

Campbellsvllla 

CnrroUtouLoc'k  No.  1*...  . 

Clennont 

Danville^ 

Dix  Dam,  Burgiu  ^  — 

Eadsviile  ^ 

l''raiikfort,LockNo.  4*..., 

Qest,  Lock  No.  3» 

Gla^^gow 

liraut,  Diim  38* 

Sreeiisbm-g  ' 

High  Bridsre.Lock  No.  7". 

Irviiigrton   

LaGrauge 

Liiucustors 

Leitchrield   ^ 

Lexinston  t 

Little  Hiolniian    Lork  No. 
:.ockport,  Lock  No.  2^... 

:Ajt'lsvn.!,F.'  X- 

Do.  Bowman  Field 

tf ammoth  Cave'- 

Uontioello  - 

klunfordville  ' 

it.  John  ' 

Jalvisa,  LockNo  6  *1 

Science  Hill '. 

Ihelbyville 

I'yrone,  Lock  No.  5  "t 

N^illiamstown 

Voofllmry,  Lock  No. 4*. . . . 


Eastern  Division 

Lsbland« 

lerea   

Jollege  Hill,  Lock  No.  n«  . 

'orbin    — 

lyuthiana' 

'almouth* 

"armers-  

'lemlngsbnrg^ 

'ordLockNo.  !0 't .', 

Ireenup  Dam    30^ 

lazard^ ... 

[eidalberg.  Lock  No.  14*...! 

ackson  *  ". . . 

eukins*   

lOndon .....'■■ 

lOuisa* 

taySTille,  Dam  33* 

liddipsboro 

[ouiit-'teriin?  ....   

iiieontaDam  35* 

'aintsvillo   2   

'ikevillp- 

'ippapass    — 

uicksaud* 

Lavenna.    Lock  No.  12* 

alley  View.  Lock  No.  9  . . 
"anceburg.  Dam  No.  32  *. ..'. 

i^illiamsbarg*.  

nilow,  Lock  No.  V3\    ..' 
;'iiiclipster  •• ' 


Daily  Preolpltiition  for  Mivrch,   1046, 


.o. 

IS 

9? 

,K. 

14 

.1? 

.L 

•r 

.02 
.90 

.L. 

T 

.1, 

SI 

.L. 

."ifi 

.K. 

T. 

.09 

.50  1.10 
,70  2.82 
11 


10  11  Vi     18  U  16  10  17  18  19  M     21  U     2a     U     26 


.70  .18 
.  I5|  .47 
.42:2.26 


Kxcept  asotlierivis.'  indira' 
^Pi^s^o^de^  Weather  Rurt-a 
amount  then  recorded  is  fo 
T.  Trace,  or  precipitation 
Lock  10,  I?<-cl  House,  Kv-  : 
Kentucky:  (s)  Salt-  G'  G 
••Airport  station.    Data  for 


.06 

T. 

.0!) 

.0! 

.07 

.Of 

.05 

.Of 

.08 

HI 

.08 

6  77 
R.78 

10  79 
7.84 
6.89 
8.h9 

12.  iS 


9.f.3 

9.  IS 
10.87 

7.19 
10.29 

6.22 
10.63 


4.22 
7.00 
10.94 
7.48 
6.09 
6  (8 
3.96 
7.90 
8.48 
3.  C6 
9.84 
5.81 
5.67 
10.05 
7.07 
8.48 
5.76 
5.56 
5.67 
10  37 
10.23 
10.94 
6.72 
4.44 
7.27 
5  54 
6.89 
4.09 
8.89 
0.88 
8.57 
6.17 


4.42 
2.96 
7.21 


6.03 
8.10 
4.31 
5.95 
P. 88 
4.48 
4.48 
6.14 
6.93 


II  sration;  pr.-,.ipi,atio,,  is  lor  the  •24-hour  Ur  od   r^  dnrjhV",^^,!'^"''''^.  """"^  Preeipitatinn  recorded  is  for  24  hours  ending  at  time  of  obserration. 
r  the  preceding.  2-1  h.mrs  tPrZi^f^?^.;^'^^^^^^^^^^  otherwise  indicated.  _  ^Precipitation  measured  in  the  morningr: 


fPos 


,  — '-• " ^...^— .      - .  ■  ^.t-v„  v*^..-.  ..j.i^,.c.«ji  vj  in   Lie  TDornine" 

office  addresses  as  fnTlnwV^  "fn .[-''^"'"t'^'"^^"^''^  x-     *Ir.''l"'1P'^  i" 'be  next  following  mea.surement. 

River  drn.'^Lp  Iril  ^  1:"  v  ^-  Lawrenceburfr,  Ky.  :  Lock  6.  Versailles.  Ky,  Lock  8.  Nicholasville,  Ky 
„^  ,  n  CumberlandV  (T>  Tenna^see:  rot  OWo'  at  Missi^^p;^  '"'''°''  ''  ^"'^'^'^  ^  inaici.te.i  as  follows  (B)  l^ig  Sandy;  (L)  Licking- 'K^) 
24  hours  eT,d.ng  at  12.30 a,  m  .  90th  meridian  timeadjust 'd  t'ollay  they  occur 


0.01  i 
Oneonta.  Oalifornia.  Ry 


-t Precipitation  measured  w 
ce  add  res 
River  dra 
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CLIMATOLOCtICAL  DATA:   KENTUCKY  SECTION. 


March,  1945 


Daily  Temperatures  for  Jfflarch,  1945. 


Weeteni  Division. 
„  _  „  J  Maximum .  • 

Beaver  Dam  iMinimum... 

^    ,,      .  i  Maximum  . . 

Earllugton iMinimum... 

.,,  Maximum  . . 

Greeuville (Minimum... 

_      ,  S  Maximum  . . 

Henderson (Minimum... 

Hopkinsville   j  Mfni'mum. '. '. 

tovelaceviUe l^^^- 

„  ,^  Maximum  .. 

Mayfleia (  Minimum... 

i  Maximum  . . 

Murray  )  Minimum. . . 

„  ^  j  Maximum  . . 

Owensboro )  Minimum . . . 

^  ^       ,   „„  S  Maximum  . 

Paducah  §§ i  Minimum. . . 

„  .       ^  j  Maximum .  . 

Princeton ^  Minimum . . . 

,,   ...  cc  i  Maximum  . , 

Russellvillefei! )  Minimum . . , 

Central  Dirisio)i. 

i  Maximum  . 

A.nchorage (  Minimum . . 

,.        _  i  Maximum  . 

Bowling  Green (Minimum.. 

,   ,,     ...  :  Maximum  . 

Campbellsville ;  Minimum . . 

„            ^  S  Maximum  • 

Clermont j  Minimum . . 

\  Maximum  . 

Danville )  Minimum . . 

„.     ^  S  Maximum  . 

Dix  Dam ;  Minimum . . 

„       ,  ,  _,  )  Maximum  . 

Frankfort (Minimum.. 

j  Maximum  . 

Glasgow    (Minimum.. 

„          ,  ( Maximum  . 

Qreensburg -,  Minimum . . 

Irvington \  Mfnl'mum . '. 

^    .,  ,  „  , ,  S  Maximum  . 

Leitcli  field (Minimum.. 

)  Maximum  . 

Lexington   (Minimum.. 

_      .     .,,  i  Maximum  . 

Louisville (Minimum.. 

DO.  Bowman  Field  j  Maximum. 

n,  <-•«„«  S  Maximum  . 

Mammoth  Cave j  Minimum . . 

„      ,   .  )  Maximum  . 

St-  John (Minimum.. 

Science  Hill |  Mh^Vnum . ' 

Shelby vilie   \  Mfnimum . '. 

WilHamstown l^Sr.: 

Eiintf.rn    Division.  _ 

Ashland    j  Mfni'mum . '. 

i  Maximum  . 

B"ea (Minimum.. 

^     .  ,  S  Maximum  . 

Corbln....   (Minimum.. 

Tr-,^„^=  S  Maximum  . 

Farmers j  Minimum.. 

„.,,._  I  Maximum  . 

Heidelberg iMinimum.. 

T  ««,i«„  i  Maximum  . 

London (Minimum.. 

Maysvill« \^^~.: 

^m^..^>oro !^f;^;sr.: 

Mount  .sterling j  MfrnZm.'. 

„,,      ,„  i  Maximum  . 

Pikevllle (Minimum.. 

f'PPaPa.s    ....j^f^™.; 

Q°'«x-"' -iMfi^^,; 

wmiamsbnrg j^Sr.'. 

^vmchester iSl?,^~: 


f.?. 

59 

33 

3H 

SK 

W 

4'J 

fia 

es 

4-1 

47 

iV 

fi^ 

41 

RS 

U 

57 

44 

49 

58 

57 

ml   65 

52      3(1 


57 

58 

581     4n 


39     32 


RT 

45 

7(1 

T? 

3fi 

4t 

75 

75 

37 

4ti 

57 

7fi 

34 

34 

r4 

76 

38 

44 

75 

F'2 

HI 

4? 

75 

80 

35 

47 

70 

^^! 

37 

47 

7<: 

43 

73 

'• 

40 

52 

78 

78 

34 

4^ 

71 

78 

35 

4t 

71 

34 

45 

77 

7R 

46 

73 

74 

3'.l 

50 

74 

74 

33 

4J 

77 

40 

5] 

75 

76 

33 

52 

■29 

46 

7? 

30 

4(1 

70 

75 

34 

49 

81 

78 

31 

74 

83 

47 

53 

77 

80 

3'; 

48 

76 

76 

5(' 

R-^ 

7? 

76 

Rf 

41 

75 

77 

33 

46 

55[     48 


56      64 
5 


46. 1 
68,9 
47.2 


64  61 
53 
80 
52      62 


SSInstruments  are  read  in  the  morning:  the  maximum  temperature  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  always  occur.?. 
*.  '',  ".  etc   Indicate  rospecliv('Iy  1,  2.  3,  etc.  days  missing  from  record. 
VV  B  O  Louisville.  4-25-15-9.50. 
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Louisville,  Ky.,  April.  1945 


No.  4 


OENEKAL    SUMMARY. 

p(M-atuivs  averaged  above  and  precipilatioii  near 


AltluniKh  t 
normal,  the  month  was  generally  unfavorable  for  crop  develop 


ment,  especially  during  the  latter  half.  Periods  of  cold  weather 
with  heavy  frosts  and  freezes  near  the  middle  and  end  of  the 
month  checked  growth  and  caused  further  damage  to  fruit. 
Ho^yeve^,  as  most  fruit  liad  set,  damage  was  not  as  extensive  as 
might  have  been  expected,  and  prospects  continued  fairly  good, 
frequent  rams,  heavy  to  excessive  at  times  in  the  western 
counties,  seriously  interfered  with  plowing  and  planting,  except 
on  well  drained  uplands.  While  growth  of  wheat,  rye  and  bar- 
ley was  retarded  by  the  cold,  wet  weather,  the  vigorous  condi- 
tion of  these  crops  at  the  beginning  of  tlie  month  carried  them 
through  the  period  of  unfavorable  weather  later  in  the  month 
without  serious  damage  in  most  sections.  Wheat  was  beginning 
to  head  in  advanced  fields  in  southern  districts  by  about  the 
middle  of  the  month.  However  Hessian  fly  infestation  caused 
considerable  damage  in  some  of  the  southwestern  counties  and 
some  fields  were  plowed  under.  The  seeding  of  tobacco  was 
practically  completed  and  most  beds  were  up  to  good  stands. 
Corn  planting  was  begun  in  a  few  scattered  sections,  but  this 
work  as  well  as  potato  planting  was  seriously  interfered  with  by 
wet  soil.  Pastures,  clover,  alfalfa,  and  vegetables  that  grow 
well  at  moderately  low  temperatures,  were  in  very  good  condi- 
tion at  the  close  of  the  month,  with  alfalfa  in  the  Bluegrass 
section  ready  for  first  cutting. 

On  tlie  whole  the  unfavorable  weather  of  April  just  about  ofT- 
set^the  beneficial  effects  of  the  early  warm  weather  in  March 
and  a  period  of  sunny  warm  weather  was  needed  to  reverse  the 
trend  toward  deterioration  that  was  l)eginning  to  appear  in  all 
crops  at  tlie  close  of  the  month. 


MISCELLANEOUS. 

Ohio  AVr«-.-Tlio  river  wus  open  until  lli„  Ml.  h  Ilmi  .lams  l,.|?un  to  U:  ruls.^rl  in 
the  upper  districts.  In  the  inidille  ili.strl('ts  inodoruto  Htugo.s  prevulled.  the  rlviT  r«r 
sponding  to  periods  of  appreehible  ralnfull  with  slow  rises,  in  the  lower  dlstrlets 
the  river  finally  fell  below  flood  stage  at  Dam  52.  near  Puducuh,  on  the 
continued  to  fall  slowly  thereafter. 


18th  and 


PRESStTRE.  WIND.  HUMIDITY  AND  SUNSHINE. 


TEMPERATURE. 

The  monthly  mean  temperature  was  58.6°  or  2.4°  above  nor- 
mal. There  were  three  periods  of  relatively  warm  weather,  1st- 
4th,  8th-16th,  and  23d-2oth,  and  three  short  periods  of  rather 
sharp  cold  weather,  5th-7th,  17th-19th,  and  ^Tth-SOth.  Kill- 
ing frosts  were  general  over  the  State  on  the  6th  and  19th  and 
occurred  also  m  scattered  sections,  mostly  in  the  central  counties 
on  the  30th.  The  extremes  for  the  section  were  Sg*-'  at  Pikeville 
on  the  12th  and  22°  at  Clermont  on  the  6th. 

PRECIPITATION. 

_  The  average  precipitation  for  the  State  was  4.36  inches  or  0  36 
inch  above  normal.  Rainfall  occurred  from  the  1st  to  5th  and 
almost  every  day  from  the  14th  to  the  close  of  the  month.  The 
rams  were  fairly  well  distributed  over  the  State  during  both 
periods.  Heavy  to  excessive  rains  fell  in  the  extreme  western 
counties  on  the  2d;  in  other  sections  the  heaviest  rains  fell  on 
the  16th-17th  or  on  the  25th.  Over  portions  of  the  Purchase 
monthly  amounts  exceeded  nine  inches.  Over  the  remainder 
of  the  State,  amounts  ranged  downward  from  about  five  inches 
over  the  Kentucky  and  Licking  watersheds  to  a  Httle  less  than 
three  inches  m  Campbell  and  Grant  counties  in  the  north  and 
in  Green  and  ^Vayne  Counties  in  the  south.  The  extremes  for 
the  State  were  9.66  inches  at  Lovelaceville  and  2.55  inches  at 
Greensburg.  The  greatest  24-hour  amount  was  3.80  inches  at 
Paducah  on  the  lst-2d. 


Cairo 

Cincinnati  . 
Evansville- 
Louisville.  . 


111. 

...Ohio 
....Ind, 
Ky. 


Atmospheric  press- 
ure ( reduced  to 
sea-level.) 


29.37 
29.42 
29.41 


1899... 
1900... 
1901... 


1940.... 
1941.... 
1942.... 
1943.... 
1944.... 
1945  ... 
Period  t 


COMPARATIVE  DATA  FOR  APRIL. 


1932 

1933 

1934 

1935 ...... 

1936...... 

1937 


Temperature. 


58.0 
66.0 
57.2 


65.5 
52.4 
57.2 
56.2 


56.7 
59.5 
48.2 
59.8 
56.1 
55.  4 
53.8 
58.4 


57.4 
61.2 
61.6 
88.7 
62.9 


56.4 
55.7 
56.9 


54.1 
65  6 
58.6 
56.2 


Precipitati 


1.61 
4.04 
2.52 

7.12 
6.99 


5.02 
4.07 
3.51 
6.16 


3.41 
8.16 

3.17 
6.39 
4.20 
3.67 
1.81 
4.52 
3.88 
4.74 
2.16 
4.42 
4.79 
4.38 
2.85 
6.07 
4.88 
2.89 
3.01 
3.93 
4.73 
4. 36 
4.00 


Number  of  days. 


t56-Year  average. 
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CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION 


April,  1945 


Olimatological  Data  for   April,  194:5. 


WESTERN   DIVISION 

Beaver  Dam  

Earlingtua 

Ford's  Ferry,  Dam  50 

GilbertsvUle 

Greenville 3mS, 

Hartford,  [near] 7  m  N 

Henderson 1  1-2  m  S 

HopkiusviUe 1-2  m  E 

Lovelaceville 

Mayfleld 

Murray 

Owensboro 1-2  m  W 

Oweiisboro,  Dam  46 

P:idncaU   

Princeton 

Ruraspy,  Lock  21; 

Rnssellville 

tniontown,  Dam  49 


CENTRAL  DIVISION 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brent 

Brownsville,  Lock  6  t- 

Buruside  

CampbellsTille 

CarroUton.Lock  1 

Clermont  

Danville    

Dix  Dam,  Burgin 

Eadsville  

Frankfort,  Lock  4 

Gest,  Lock  3  • . 

Glasgow 

Grant,  Dam  38 

Greensburg 

High  Bridge,  Look?... 

Irvington   

LaGrange 1  m  N\A' 

Lancaster 

Leitchtield 

Lexington 

Little  Hickman,  Lock  8.. 

Lockport,  Lock  2 

LotiisviLLB  

Do    Bowman  Field.5  m  E 

Mammoth  Cave 

Monticello  —  . .  •  ■  • 

Munfordvir.e 

St.  John 3  m  S\V 

Sal  visa.  Lock  6 

Science  Hill   

Shelby viUe 2m 

Tyrone,  Lock  5 

Williamstown 

Woodbury,  Lock  4i 


Ohio  ••••■ 

Hopkins . . 
Crittenden 
Marshall  . 
iluhlenburg 
Ohio  ..••.. 
Henderson 


Chr 


.3mNE 


EASTERN  DIVISION. 

Ashland 3  m  SE 

Berea 

College  Hill.  Lock  11 

Corbtn 

Cyuthiana 

Falmouth 

Farmers   

Flemingsburg 

Ford,  Lock  10 

Greenup,  Dam  30 

Hazard 

Fleidelberg.LockM 

Jackson  

Jenkins 

London     

Louisa 

MaysvilleDam  33 4  m  E. 

Middlesboro  

Mount  Sterling 

Oneonta,  Dam  35 

Palntsville 

Pikeville 

Plppapas.s 

On  icksand 

Ravenna,  Lock  12 

Valley  View,  Lock  9  . .  • 

Vnncebnrg.Dam  32 

Williamsburg 

Willow,  Lock  13 

Wlnche.ster   


State  averages  and  extreme: 


Ballard  ..  .. 

Calloway.  .. 

Daviess  ■;.■;■ 
McCracken 
Caldwell... 
McLean  — 


.igaii 


Wnrr.-n  ... 
Campbell  . 
Edmonson 
Pulaski    ... 

Taylor 

Carroll.  ... 

Bullitt 

Boyle   

Mercer  — 
Wayne.  .-■ 
Franklin  . . 
Henry 


(■ireen  

Jessamine 
Breokinrldgi 
Oldham  ... 
Uarrard  ... 
(irayson  . . 
Fi.yette    ... 


Jeffijrson  ■  ■ 
Edmonson 
Wayne  .  •  ■  • 

Hart 

Hardin  . . . . 
Mercer.  ... 
Pulaski   ... 

Shelby 

And(!rson. . 


Boyd 

Madison.. 
Madison.. 
Whitley  . 
Harrison  . 
Pendleton 
Rowan  .  .. 


Fleming  ... 

Clark    

Greenup . . . 

Perry   

Lee 

Breathitt  .  ■ 
Letcher.  •  • . 

Laurel 

Lawrence  . 
Mason    


Moutgomc 
Campbell. 
Johnson   . 

Pike 

Knott 

Breathitt  . 
Estill  .... 
Madison  . 
Lewis  .... 
Whitley  .. 

Lee   

Clark   .... 


Temperature,  in  degrees  Fahr. 


+  3.0 

+  2 


PreciDitation  in  inches        Number  of  days 


g  . 

S 

1 

pi 

PI 

"E 

^s 

u 

P 

la 

^2 

a 

o 

fi 

P  f  i 
"a  Is 


40.58 
-1-0.78 
-I.IG 


-0.10 
+0.41 
-1.31 
+0.71 


+0.97 
-003 
+0 
+0  04 


-0.04 
-0.91 
-0.28 


+  0.60 
+  0  97 
+  0-93 

-o'ii 

-0  HI 

tl.92 

0.41 

f  0  -i.a 

+  1.20 
-0  5- 
-t0.81 
+  0.59 
+  0.  86 

+6'.36 
-0.20 
-0  40 
+  1  29 


15-16 

23-24 

24 


17 
24-25 
24-25 


16 
16 
23 

24-25 
16 
24 

16-17 
16 

16-17 


23-24 

16 

16  17 


E.G.  Young. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C   R.  Lovell. 

W.  R.  (arson,  Sr. 

Frank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne- 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers, 

Alton  M.  Harvill. 

Lockmaster. 

Dr   Samuels.  [iIcReynolds. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

W.  Ky,  State  Teachers  College 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Alva  McKinley. 

Lockmaster. 

Bernheim  Foundation. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Noriieet. 

Lockmaster. 

Lockmaster. 

Randolph  C.  Wilson. 

Lockmaster. 

Mrs.  LettieD.  Perkins. 

Lockmaster. 

L.  0,  Stiles. 

J.  C.  Ogg. 

Kentucky  Utilities  Co. 

George  D.  Litsey. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U  S    Weatiier  Bureau. 

i;.  S.  Weather  Bureau, 

Fred  W.  Biniiewies, 

E.  O  Cooper. 

Robert  C  Smith. 

Sisters  of  Loretto. 

Lockmaster. 

Willa.m  H.  Dobbs. 

WillaS.  A.  Ratta. 

Lockmaster. 

Miss  Nettie  B.  SimpsOR. 

Lockmaster. 


Lockmaster. 

D.  H.  Center. 
Lockmaster. 
Airway  Station. 
Marshall  Hill. 
Jessie  Oldham. 

Mrs  CordaC.  Stamper. 

C  A.  Glascock. 

Lockmaster. 

Lockmaster. 

H.  A.  Bailey. 

Lockmaster. 

J  as.  T.  Goff. 

Rebecca  Brown. 

Sue  Bennett  College. 

Zeb  Heston. 

Lockmaster. 

Miss  Margaret  A.  Gunn. 

Fred  Cartmill. 

Lockmaster. 

E.  C.  Fraloy. 

U.  S.  Weather  Bureau. 

Caney  Run  Cora.  Center. 

R.  W.  Jones. 

Lockmaster 

Lockmaster. 

Lockmaster. 

Charles  B    West. 

Lockmaster. 

Thomas  A.  Waller. 


Jture  data  are  taken  from  self-registering  thermometers 


used  In  determining  section  or  division  means 

Reference  letters,  *,  '', ',  appearing  in  the  table  indicate  nnm 
t  Also  on  other  dates.    t+  Received  tf)o  late  to  be  included  in 


or  more  years  of  record,  but  a 
he  Green  Ri  —       r  „_ 

ber  of  days  missing:  for  example,  b  represents  two  days 


irlpte   reports  are 


i'an    and  summaries. 


T    PreciDitation  is  less  than  0  01  inch  i 


or  melted  snow 


Ai-Kii..  1945 


CIJMATOI.OCK'AI,    DATA:    KI'ATrcKV  SKCTIoN 


i;, 


Daily  Precipitation  for  April,  104B. 


Wfstern  Divisi: 

Beavor  Daiu 

KivrliiiRton    « 

Konls  Korry  Dam  50'.  ... 

Gllbertsvillo» 

(iriMMiviUo 

llftitford  

lloiulorson , 

I.ovolacevlUe 

May  Hold 

Murray   ..  . 

Owonslioro  ' 

Owouaboro,  Uiim  46'    

HaiUicah' 

I'riucoton    

Ruiuspy,  Ijock  No.  2  '  . . . 

Russollville  ' 

l^nioiitown.  H;nn  49' 


Central  Division 

Addison, Dam  45.  ' 

Anchorage 

Bowliujr  Green '  

BowliiiKCJreeu  No.  2" 

Brcut,  I)ara36' 

Brownsville,  LocTi  No .  6' 

Runiside'  

Campbellsvllle 

Cai ronton  Lock  No.  1'.. 

Clermont, 

Danville' 

Dix  Dam.  Burgiu  ' 

Kadsviile' 

Krankfort.  Lock  No .  4' 

Gest,  Lock  No.  3' 

Glasgow 

Grant,  Darn  3S' 

Greensburg  ' 

High  Bridge,  Lock  No .  7' 

[rvington  

LaGrange 

Lancaster' 

Leitchfield  ' 

Lexington  t 

Little  Hickman.  Lock  No.  8  't. . 

Lockport,  Lock  No.  2' 

Louisville*  t 

Do.  Bowman  Field 

Mammoth  Cave' 

Monticello  ' 

Munfordville  ' 

St.  John ' 

Salvisa,  LockNo  6  't 

Science  Hill 

Shelbyville  

Tyrone,  Ix)ck  No.  5  't 

Williarastown  

Woodhnry,Lock  No. 4'. 


Eastern  Division 

Ashland' 

Berea   

CoUeseHill,  LockNo.  11'  . 

Corbin 

Cynthian-i ' 

Falmouth'   

Farmers'  

Flemiiigsbnrg'  

Ford  Lock  No.  10 't 

(ireenup  Dam   30' 

Hazard' 

Heidslberg,  LockNo.  14'... 

Jackson  ' 

Jenkms' 

Loudon 

Louisa' 

Maysville,  Dam  33' 

Middlesboro 

Mount  Sterling 

OiieontaDaniSS' 

Paintaville   =   

Pikeville*' 

Pippapass    

Quicksand' 

Ravenna.    Lock  No.  12' 

Valley  View,  Lock  No.  9  . . . 

Vancebnrg,  Dam  No.  32  ' 

Williamsbnrs;'.     .. 
Willow.  LockNo.  13\...... 

Winchester  *• 


Day  fit  month 


10     11      12      IS     14      16     16 


.06 


.071  T. 
.10|.... 
.07|  T. 


T.    1.10 


4.R2 
5.02 
8.22 
6.17 
8.01 
6.20 
5.9(1 
4,. 52 
9.68 
6.65 
4.18 
4  '^0 
4.39 
9.48 
4.73 
4. 41 
3.fi5 
6.41 


4.47 
4.64 
3.35 


5.51 
4.40 
4.12 
3.90 
8.60 
4.27 
4.06 
2.55 
4.47 
6.62 

"4.'4i 
4.86 
4.16 
3.60 
3.82 
3.93 
5-05 
8.90 


4.29 
4.78 
2.81 


4.41 
3.79 
3.98 
3.29 
5.84 
4.03 
4.19 
4.94 
3. 36 
4.07 


3.71 
3.56 
3.98 
5.42 
2.89 
3.45 
3. 45 
3.3B 
3.89 
4.20 
4.43 


Except  as  otherwise  indirat*'d  observations  are  a-enerBllv  marip  IntP  in  tha  oft„^„„ 

'First-order  Weather  Bureau  station ;  precipitation  il%r  the  24  honr^Pri^rt   L^rnr^rj^vT^'"  'J,'"'\-'  ^'^'^  Preoipitatiop  recorded  is  for  24  hours  ending  at  time 

amount  then  recorded  is  for  the  preceding  24  Ws  tPwcinftatiVml.nr  V°  midnight  unless  otherwise  indicated.    'Precipitation  measured  in 

T.  Trace,  or  precipitation  l»ss  than  0.01  inch  tPost  office  adZs*sS,"f  on  mv     "^^ 'h'T';'^'"^  ^^^'',-  'Included  in  the  next  following  measi 

Lock  10,  Rpd  House,  Ky.  r  Oneonta.  California  Kv  Ritpr  /™f^L»   ^''o^.S' -^"'■1!  S.  Lawrenceburg,  Ky.  :    Lock  fi.  Versailles.  Ky.  Lock  8.  Nio 

Kentucky;  (S)  Salt  ;<  c/  Green:  (C)  Cumbe?land7(T^  Tenne.?see"  ^U^C^|[^Ii^^^L^'^  '  ^=t^f'""  '^  '"'^'^ted  is  indicated  as  follows-(B)  Big  Sandy :  (I. 

-Airport  station.    Data  for  24  hours  ending  at  l^.-.O  a.  m  .  90th  mtridran  tlmeadil4?ed  to  da?^         occur 


of  observation, 
the  morning: 
jrement. 
holasville.  Ky. 
)  Licking:  'K.) 
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CLIMATOLOGICAL  DATA:  KENTUCKY  SECTION. 


April.  1945 


Daily  Temperatures  for  April,   1945. 


1        2        3        4        6        6 


8        9      10      11      12      13      14      15      16      17 


19     20     21     22     23     24     25     26     27     28     29     30     31    Mean 


Western   Division . 
r.  T,  ~  S  Maximum . .  • 

Beaver  Dam  i  Minimum ... . 

„    ,.     4  Maximum  . .. 

Earhngton !  Minimum.... 

„            .,,  \  Maximum . . 

Oreenville i  Minimum... 

Henderson i^f^'mur.!:: 

Hopkinsville   ISST'.: 

Lo-^--"« I^f=^.:: 

„      .  ,  ,  )  Maximum  . . 

Mayfleia )  Minimum . . . 

Maximum  .. 

Murray   j  Minimum . . . 

-         .  \  Maximum  . . 

Owensboro -j  Minimum... 

„    ,       ,   „„  i  Maximum  . 

Paducah§§ i  Minimum... 

„  .       .  i  Maximum .  . 

Princeton (Minimum... 

RuBsellvmell ]^fn^^r.:: 

Central  Division. 

S  Maximum  . . 
Anchorage j  Minimum... 

Bowling  Green \t^SSZ::. 

^        ,    „     .„  :  Maximum  . . 

Campbellsville ;  Minimum . . . 

„  ^  S  Maximum  •  . 

Clermont i  Minimum... 

r. ,-i,„  i  Maximum  . . 

nanville )  Minimum... 

_.    _  „  S  Maximum  . . 


Frankfort 

Glasgow  

Qreensburg 

Irvington j  ^^ 

Leitchfield 

Lexington  


(  Minimum... 
j  Maximum  . . 
I  Minimum... 
j  Maximum  . . 
(  Minimum... 
J  Maximum  . . 
/  Minimum . . . 

Maximum  . . 
nimum.. . 

Maximum  . . 

Minimum... 

Maximum  .. 

Minimum... 

Maximum  . . 

Minimum... 


Shelby  vine  iMf^muT;: 

j  Maximum  . . 
(  Minimum... 


Williamstown. 


Ashland    

Berea 

Corbln 

Farmers 

Heidelberg 

London  

Maysvllle 

Nflddlesboro 

Mount  Sterling 

Pikeville 

Pippapass   

Qnlcksand 

Williamsburg  . . 
Winchester 


;i'!8ion. 
j  Maximum  . 
(  Minimum., 
j  Maximum  . 

■  (  Minimum.. 
(  Maximum  . 

■  i  Minimum., 
j  Maxitaum  . 

■  )  Minimum. . 
J  Maximum  . 
(  Minimum . . 
)  Maximum  • 


(  Maximum  . 
'  '  Minimum.. 

j  Maximum  . 
'  )  Minimum.. 

J  Maximum . 

/  Minimum.. 

j  Maximum  . 

'  !  Minimum. . 

Maximum . 


32 

69     63 
"       35 


Mil 
Maximum  . 
Minimum. . 
Maximum. 
Minimum. . 
:Maxiraum  . 
Minimum. . 


SJInstruments  are  read  in  the  morning;  the  maximum  temperature  thi 
*.  ".  °.  etc   Indicate  respectively  1.  2,  3.  etc,  days  missing  from  rocord. 
W  B  O  Louisville,  5-2.5.4.5-9.50. 


read  is  charged  to  the  preceding  day,  on  ^vhich  it  almost  always  ocrurp. 


y 


V/f  ^a^. 


U.  S.  DEPARTMENT  OF  COMMERCE.  WEATHER  BUREAU 
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KENT  UCKY    SEC T 1 0  N  . 

B.  B.  UNQER 


Vol.  XL 


Louisville,  Ky.,  May.  1945 


No. 


GENERAL   SUMMARY. 

Fnxiuont  slunvors,  with  prcdoiniiiati'Iy  cloudy  ami  cool  wciithcr 
tlirouglunit  tilt'  month  weir  unfavorahle  lor  all  rarni  work  and 
growth  of  most  crops.  Scattered  frosts  and  temperatures  near 
or  slightly  below  freezing  in  northern  sections  on  the  Utli  caused 
some  damage  to  fruit  and  gardens  and  in  a  few  instances  to 
potatoes. 

Small  grains  grew  rather  irregularly,  and  in  most  sections 
deteriorated  as  the  month  advanced.  Wheat  began  to  head 
about  the  middle  of  the  month  and  was  heading  generally  dur- 
ing the  last  week.  Its  condition  varied  from  good  in  parts  of  the 
northeastern  and  extreme  western  sections  to  fair  and  in  some 
cases  poor  in  the  remainder  of  the  State,  with  much  heading  on 
short  straw.  Cutting  of  rye  was  begun  in  a  few  southeastern 
counties  toward  the  end  of  the  month.  Oats,  where  planted, 
were  generally  good. 

Due  to  wet  soil  very  little  corn  could  be  planted  until  the  last 
week,  when  better  soil  conditions  on  well  drained  land  permitted 
more  intensive  planting.  The  early  plantings  were  fair  to  poor 
only,  but  the  later  plantings  appeared  to  be  in  fairly  good  con- 
dition. 

Tobacco  plantbeds  differed  considerably  in  size  and  condition 
of  plants.  Beds  in  a  number  of  counties  were  damaged  by 
blue  mold  and  insects.  Transplanting  started  in  the  southern 
counties  about  the  middle  of  the  month  and  was  general  at  its 
close.  Pastures,  alfalfa,  clover,  and  lespedeza  were  mostly  in 
good  condition,  and  quite  an  amount  of  alfalfa  was  cut  and  hay 
made.  Early  potatoes  averaged  good,  varying  from  fair  to  ex- 
cellent. 

May  ended  with  crop  development  and  farm  work  about  two 
to  three  weeks  late,  and  the  urgent  need  of  a  prolonged  period 
of  favorable  weather  conditions  and  adequate  sunshine. 

TEMPERATURE . 

The  average  temperature  was  61.6"  or  3.8°  below  normal. 
The  month  was  unseasonably  cold  during  the  first  Welve  days 
and  again  on  the  17th-19th.  There  were  but  a  few  days  on 
which  mean  temperatures  were  significantly  alcove  the  daily 
averages.  Frost  occurred  on  the  1st  and  on  the  11th.  In  some 
northern  areas  the  frosts  were  heavy  and  in  a  few  places  in  the 
central  districts  temperatures  fell  below  freezing.  The  extremes 
for  the  Section  were  93^^  at  Russellville  on  the  31st,  and  29°  at 
Clermont  on  the  1st  and  11th. 


II7mWoi7n.i.-On  tin-  sumo  diiv  hlirh  winds  In  the  vicinity  of  KopklnHvlllc  dumuKOd 

llllillntrs  niul  fiiriii  prniMTty  to  the  iiiiiouiit  of  r,0.iKK). 

II  ml.  On  May  J^HIi  iv  scvi-iv  luiil  iiii'l  u  iiiristiinii  Kwcpt  over  tli(!  wcHtcni  portlmiH 
f  liullaiil  Coiiiity.  ImimiKi'  to  croi's  was  islinuitcil  ut  IIH.OOO  iilid  othur  property  ut 
lH7,(H)().  Llglit  hiiil  fell  also  In  sc'atti'ivd  local  areas  In  tho  ceutrul  <llstrl(aM  on  the 
;Jti,  4tli,  8tli.  and  17tli,  but  no  daniaKc  was  reported. 

Ohio  ifii'CT-.— Incident  to  run-off  from  fre(iu(;nt  ruins  tlie  riv<.T  sliowe<l  u  rising  trend 
until  the  last  decado  when  It  bogan  to  de(dlne  slowly. 

PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo 111. 

Cincinnati Ohio 

Kvansville Ind, 

Louisville Ky. 


AtinospherK'  press- 
ure I  reduced  to 
sua-level.; 


29.56 
29. 5e 
29.55 
29. .55 


PRECIPITATION. 

The  average  precipitation  was  4.69  inches  or  0.75  inch  above 
normal.  While  rainfall  was  not  very  heavy  on  the  whole,  show- 
ers followed  each  other  in  rapid  succession,  and  occurred  at  some 
place  in  the  State  on  every  day  of  the  month.  The  periods  of 
heaviest  rainfall  were  3d-4th  and  15th-18th.  The  extremes  for 
the  State  were  6.87  inches  at  Quicksaiul  and  2.87  inches  at 
Brownsville.  The  greatest  24-hour  amount  was  2.86  inches  at 
Beaver  Dam  on  the  loth. 


1900.. 
1901.. 
1902.. 
1903.. 
1904.. 
1905.. 
1906.. 
1907.. 
1908.. 
1909.. 
1910.. 
1911 . . 
1912.. 
1913.. 
1914., 
1915., 
1916. 
1917. 
1918, 
1919. 
1920. 
1921. 
1922. 
1923. 
1924. 
1925. 
1926. 
1927. 
1928. 
1929. 


MISCELLANEOUS. 

Tornadoes.— M  2:00  a.  m..  May  15th  a  tornado  of  the  bound- 
ing type  destroyed  three  buildings  of  the  American  Car  and  Foundry  Co..  at  Jeffer- 
sonville,  lad.,  and  unroofed  a  warehouse  a  short  dLstanec  away,  The  storm  moved 
from  the  northwest  and  its  path  of  destruction  was  about  300  yards  long  and  100  yards 
.iured.  but  property  damage  was  estimated  at  $150,000. 


wide. 


i-as  kill 


COMPARATIVE  DATA  FOR  MAY. 


1940.... 
1941.... 
1942.... 
1943.. __ 
1944.... 
1945---. 
Period 


Temperature. 


64.5 
03.9 
72.2 
61. 4 


65.7 
63.2 
64.1 
66.5 
62.7 


61.8 
67.7 
65.4 


Preci  pitatloD        Num  ber  of  day s . 


5.23 
2.54 
5.07 
4. .34 
4.64 
4.81 
2.46 
4.53 
2.92 
2.16 
6.62 
4.02 
3.43 


6.43 
1.67 
7.40 
1.50 
4.01 
5.73 
1.37 
3.50 
1.20 


16 

7 

11 

10 

15 

10 

13 

8 

16 

10 

11 

10 

9 

11 

9 

12 

11 

14 

8 

t56-Year  average. 


VA^ 
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CLIMATOLOGICAL  DATA :   KENTUCKY  SECTION 


May,  1945 


Clim 

atolo 

g^ica 

Data  for   May,  1945. 

Counties 

a 
1 

5 
g 
^ 

Temperature,  in  degrees  Fahr. 

PreclDitation  in  inches 

Number  of  days 

stations. 

1 

a 

II 
P 

n 

1 

1 

1 

1 

c 

i 
0 

1 

Is 

1| 

S 

as 

1 
0 

1 

P 

Observers 

WESTERN    DIVISION 

Beaver  Dam  

Earlinoton 

Hopkins.".'!! 
Crittenden . . 
Marshall .  •  ■ 
Muhlenburg 

Henderson. . 
Christian.  .. 
Ballard  ..  .. 

Graves 

Calloway.  .. 

Daviess 

Daviess  .... 
McCracken 
Caldwell... 
McLean  .... 

te':!!!!! 

Breckinridge 
Jefferson  ... 
Warreu    .... 
Campbell   .. 
Edmonson  . 
Pulaski    .... 

Taylor 

Carroll 

Bullitt 

Boyle   

Mercer 

^'rrkfin'!!. 
Henry 

Boone  

Green  

Jessamine   . 
Breckinridg. 
Oldhara  .... 
Garrard  .... 
Grayson   ... 
Fayette    .... 
Jessamine  . 

Henry 

Jefferson  ... 
Jefferson  . . 
Edmonson  . 
Wayne  .... 

Hart 

Hardin 

Mercer.  ... 
Pulaski   ... 

Shelby 

Anderson,. 

Grant 

Butler 

Boyd 

Madison.... 
Madison.... 
Whitley   ... 
Harrison  . . . 
Pendleton  . 

Rowan  

Fleming  .... 

Clark    

Greenup.... 

Breathitt  . 
Letcher.  • . . 

Laurel 

Lawrence  . . 

Mason   

Bell  ....... 

Montgomery 
Campbell .  . . 
Johnson   ... 
Pike 

441 
420 
356 
431 
519 
510 
382 
524 
479 
364 
412 
420 
404 
341 
529 
384 
590 
357 

352 

700 
656 
189 
410 
705 
777 
480 
474 
955 
770 
622 
504 
490 
760 
506 
581 
544 
646 
850 

1032 
635 
989 
560 
485 
459 
558 
800 
910 
600 
777 
520 

1065 

1^ 
943 
.504 

534 
1070 
611 
1440 
684 
600 
668 
870 
593 
510 
869 
663 
776 
1566 
1209 
^84 
521 
1128 
930 
497 
620 
636 
1035 
732 
631 
571 
525 
939 
646 
964 

33 

51 
16 
6 

28 
6 
23 
49 
16 
39 
19 
48 
12 
25 
38 
28 
32 
17 

17 
45 
49 
19 
28 
54 

46 
7 
21 
21 
5 
49 
35 
18 
20 
52 
43 
47 
5 
19 
49 
61 

35 

72 

10 

16 
49 
30 
2 

52 
27 
42 
28 

28 
12 
35 
5 
27 
56 

^o' 

29 
25 
21 
10 
21 
19 

61.7 
62.6 

—  4.4 

-  4.5 

89 

31 

27t 

33 
33 

1 
11 

4.83 
3.71 
3.80 
4.22 
0.20 
6.11 
3.4S 

ri 
6.73 
3.44 

3. 62 
5.04 
3,69 
4.35 
3.34 
3  72 

4.67 
5.60 
4.43 
3.56 
2.87 

3!41 
3.63 
4.77 
4.43 
4.02 
4.12 
4.32 
4.5b 

1-0.72 
-0.61 
+0,38 

+2!  29 

-6!  55 
+0.15 
+1.72 
+2.40 
+2.57 
-052 
-0.24 
+  1.20 
-0.54 
-0.24 
-0.87 

+0.61 
+1.91 
+0.22 
+0.01 
-1.33 

-6!  28 

+6!45 
+0.25 

+6!  60 
+1.17 

2.86 

1.16 
1.44 
1.24 
1.95 
2.78 
1.16 

l!46 
1.66 
1.54 
1.11 
1.10 
1.37 
1.52 
1.54 
0.87 
1.15 

1.15 
1.55 
1.31 
0.75 
0.50 
0.81 
0.60 
0.57 
1.08 
0.90 
1.17 
0.93 
1.14 
0.99 

15 

7-8 

7 

15 
15 

7 
15-16 
7 
10 
10 
7 
7 
7 

7-8 

15 

15-16 
7 
15 
16-17 
15- 16 
15-16 

25-26 
16 

16-17 
17 
16 
5 
15 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

14 
13 
15 

11 
15 
13 
10 
11 
15 
14 
12 
14 
13 

9 
14 

14 
14 
13 
11 
15 
13 
11 
10 
13 
17 
11 
14 
14 
10 

10 
13 

9 
2 

11 
16 

sw. 

E.G.  Young. 
Brick  South  worth. 

Tennessee  Valley  Authority. 

C.   R.  Lovell. 

W.  R.  Carson,  Sr. 

Frank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Greenville 3raS. 

Hartford,  [near] 7mN. 

Henderson .ll-2mS. 

Hopkinsville 1-2  mE. 

62.4 

m'.i 

62.0 
64.2 
62.6 
63.0 
62.8 

-  2.4 

-  2.6 

"ki" 

92 
86 
90 
90 

16t 

"si  " 

15 
29 
27 1 
31 
31 

32 

■36" 
37 
37 
38 
43 
36 

1 
...... 

1 

It 
11 

1 

12 
13 
13 
15 
11 
13 
13 
14 

10 
0 
6 
13 
11 
9 
4 
5 

18 
12 
3 
9 
9 
14 

s. 

s. 

s. 
s. 

s. 

Mayfield  

Mrs.  Joe  Payne. 

Murray          

Ralph  B.  Wear. 

Owensboro 1-2  m  W . 

Virgil  P.  Clark. 

62.0 
62.2 

-  7.5 

-  4.6 

92 

31 
31 

42 
33 

It 
1 

14 
15 

2 
6 

15 
10 

s. 

U.S.  Engineers, 

Alton  M.  Harvill. 

62.5 

-  3.0 

93 

31 

35 

1 

8 

9 

14 

w. 

CENTRAL  DIVISION. 

60. 0 
62.4 

-  5!o 

85 

14 
31 

30 
34 

11 

13 
6 

7 
12 

11 
13 

sw. 
s. 

C,  E.  Barret, 

Brownsville,  Lock  6  t 

Sarah  E.  Lewis- 

CampbellsTille         

61.2 

86 

31 

33 

11 

22 

0 

3 

sw. 

Alva  McKinley. 

59!^ 
61.0 

-'5!7 
—  4.2 

81 

20 
31 

29 
32 
34 

It 
11 
It 

14 
12 

4 
9 

7 

13 
16 
12 

w. 
s. 

Bernheim  Foundation. 

Kentucky  Utilities  Co. 
Joe  Norfleet. 

CI.  9 

-  3.2 

86 

15 

33 

1 

10 

10 

11 

w. 

Lockmaster. 

Lockmaster. 

Randolph  C-  Wilson. 

4!  32 
4.53 
3.  62 
6.03 
5-41 
4.27 
4.7b 
5.07 
4.07 
4.46 
5.47 
3.29 
4.72 
2,97 
4.21 
3.75 
6.07 
4.00 

4  70 
3.52 

5.51 
4  70 

3  94 
5.47 
4.7s 

4  49 
5,72 

+  0.38 
+0.09 
+0.87 
-0  07 

+  i!28 
+0. 13 
4  0.95 
tl.l9 
fO.39 
+  0.74 

-6!  27 

-6' 72 
fO.lO 
+0.10 

+6!  58 
+0. 12 
+1.02 
-0.27 

+  1.62 
+  0.62 
+  0.16 

+  i!75 
+0.85 
+  1.59 
+  1.30 
+  0.89 
+  1  22 
+0.19 
+  1.01 
+  2.41 
+  2.17 

0.55 
1.13 
0.95 
1.34 
1.82 
1.40 
1.13 
1.22 
1.93 
1.08 
1.08 
1  66 
0.73 
1.28 
0.54 
1.10 
0.60 
1.80 
1.11 
0  94 
1.18 
0.82 

0.84 
0.82 
0.96 
1.17 
1.03 
1.05 
1.02 
1.05 
0.98 
0.84 
0.75 
1.47 
1.42 
1.17 

16 
3 

16-17 
15 

18-19 

16-17 
14 
15 
17 

17-18 
15 
7 

15-16 
17 
15 
15 
18 
16 

15-16 
17 

15-16 

15-16 

15  16 

25  26 

25 

17 

25 

25-26 
15  16 
16-17 
25  26 
25-26 
15-16 
16-17 
25-26 

13 
11 
17 
14 

9 
14 
15 
15 
11 

9 
11 
14 
15 
12 
14 
15 
15 
14 
14 
13 
13 
15 

16 
11 
14 
15 
12 
14 
17 
14 
13 
15 
15 
15 
12 
17 

Greensburg  

62.8 
■66!4 

-  1.9 
-■5!4 

"96" 

27 
"27  " 

32 

"■db" 

...|.. 

13 

9 

9 

w. 

Mrs.  LettieD.  Perkins. 

Irvin<^on                   

10 
16 

10 
3 

11 
12 

,'!... 

L.  0,  Stiles. 

LaGrange 1  m  NW. 

Lancaster 

J.  C  Ogg. 
Kentucky  Utilities  Co. 

61.4 
00.2 

-  3.8 

-  4.1 

87 
84 

31 
14 1 

33 
35 

11 

11 

11 
2 

16 

12 
13 

s. 

U.  S.  Weather  Bureau. 

Little  Hickman,  Lock  8.. 

Lockport,  Lock  2 

Louisville  

Do    Bowman  Field -5  m  E. 
Mammoth  Cave.... 

62.2 
61.3 
61.0 

-  3^9 

86 
86 

88 

27 
3{ 

35 
31 

It 

4 

icV 

8 

15 
18 

12 

'io' 

5 

sw. 

US   Weather  Bureau. 
U.S.  Weather  Bureau. 
Fred  W.  Binnewies, 
E.  0  Cooper. 

Munfordville.... 

61.0 

-  3.3 

86 

27 1 

32 

11 

0 

17 

14 

s. 

Lockmaster. 

61.0 
59.8 

-'4!b 

86 
83 

31 
21 1 

32 
30 

1* 
11 

15 
'15' 

9 
3 

6 

7 
21 

'io' 

w. 

WiUam  H.  Dobbs. 

Shelbyville  2m  W. 

WillaS.  A.  Ratta. 

61.0 

-  3.6 

84 

14t 

33 

It 

Miss  Nettie  B.  Simpson. 

Lockmaster. 

EASTERN  division. 

Ashland 3mSE. 

Berea 

College  Hill.  Lock  11 

61.0 
62.7 

-  o's 

88 

21 
28 

33 
33 

11 
u 

9 
9 

7 

15 
15 

sw. 

Lockmaster. 
D.  H.  Center. 

60.6 



85 

211 

34 

1 

5 

12 

14 

se. 

Airway  Station. 

r  vnth^ank 

Marshall  Hill. 

Jessie  Oldham. 

61.1 

-3.6 

88 

14 

32 

i 

10 

10 

11 

w. 

Mrs   CordaO.  Stamper. 

cif '™  ■I'lfavIA '  tr 

4.42 
4.56 
5.04 
5.08 
6.11 
6  52 

Lockmaster. 

Lockmaster. 

Hazard 

H.  A.  Bailey. 

Heidelberg  Lock  14        

61.6 

-  3.6 

87 

14* 

32 

1 

10 

5 

16 

sw. 

Lockmaster. 

Jas.  T.  Goff. 

JenkmB 

Rebecca  Brown. 

Sue  Bennett  College. 

42 

46 

23 
11 
9 
11 
19 

32 
28 
48 
25 
8 

6.38 
5,  28 
5  29 
4, 80 
5  04 
4.  25 
5,52 

5  87 
6.87 
3  32 

6  28 

6  :!8 
4,111 

+  2.44 
+  1.48 
+  1  19 
+0.70 
+  1.74 
+  1.08 
+  1.67 
+2.35 

1.19 
1.44 
1.22 
0.80 
1.36 
0.88 
0.76 
0.99 

29-30 
15-16 

10 
24-25 
17-18 
25-26 

29 
25-26 
16-17 

ir,  Tt 

0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 

16 
15 
19 

14 
18 
19 
13 
13 

14 

"5' 

'i.i' 

if 

sW." 

Maysville  Dam  33 4  m  E. 

Middlesboro 

Monnt  Sterling 

60.4 
60.4 
62.4 

-  4.1 

-  4.3 
-1.4 

87 
85 
90 

16 
28 
31 

31 
33 
33 

11 
10 

Lockmaster. 

13 

4 

14 

w. 

Fred  CartmiU. 

Patntsville 

Pikeville 

E.  C  Fralev. 

61.2 
02,6 
61.2 

■62!6 

-■3!! 
-■5!6 

'i 

87 
88 

141 
20 
14t 

"28" 

34 
31 
33 

■32" 

It 
...... 

9 
12 

10 

12 
12 

nw. 

U.  S.  Weather  Bureau. 

S&H^nV.:::::::::::;-;;;. 

Uavpnna,Lock  12 

Valley  View,  Lock  9 

Vancel.nr!;.Dam32.... 

WiUiaiiiethurg 

Willow,  Lock  13 

Winchester   

State  averages  and  extremes 

Knott 

Breathitt... 

Estill   

Madison  ... 

Lewis 

Whitley  .... 

Lee   

Clark   

Cauey  Run  Com.  Center. 
R   W   Jones . 

-o.iy'  0  66 

+2  :;:   J  ;;i 

12  i»      !,:',! 
+  2  II,:    1    7n 

+  0    111     11, 'IS 

ll' 

'u 

;■«■ 

Lockmaster 
Lockmaster. 
Lockmaster. 
Charles  B    We.-^t. 
Lockmaster. 

Thomas  .\,  Waller- 

61.6 

-  3.8 

93 

31 

29 

It 

I'l 

+  0.75   2.80         15 

0 

13 

11 

8 

12 

s. 

All  temperature  data  are  taken  from  self-reprislering  thermometers. 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  reci 

used  In  determining  section  or  division  means.  tRumsey,  Brownsville  and  W  oodbnry  are  Locks  on  the  Green  Kiver;  otlu- 

Reference  letters.  *,  ''. ",  appearing  in  the  table  indicate  number  of  days  missing ;  for  example,  b  represents  two  days,  etc. 

t  Also  on  other  dates.    +t  Received  too  late  to  be  included  iu  mean   and  summaries  T    Precinitation  is  loss  than  O.ni  inch  1 

ERRATA. -March  1915:  Pikcvjllc,  mean  minimum  temperature,  page  12,  should  be  42.6,  Princeton,  maximum  temperatnre.  1 


melted  snow 
,),  should  be  8G  1 


May,  1945 


CIIM  \r(H.(H;ic\I.   DATA;    K'KNTIJCKY  SKC'l'inN' 


Da 

ily 

Pre 

nip 

tiilion 

for 

M. 

y, 

1045. 

Btatluiu 

Hay  .,1  ,M(.i,Ui 

' 

3 

8 

4 

S 

6 

7      8 

9 

10     11 

U 

18 

14 

15 

l« 

17 

18 

19 

20 

21 

22 

28 

24 

26 

2A 

27 

28 

29 

80 

., 

1 

HV»(rrn  DU-hiim 

Boiivcr  I>am 

....U, 

.■-It 

.2r> 

.05 

33 

.■M 

.02 

.37 

10 

.02 

,05 

.01 

.U 

4.88 

fiuilinnton    «.... 

....0. 

.72 

.02 

.16 

.(W 

1.16 

.K\ 

.16 

.n 

-.'dlZ 

8.71 

Kords  Kerry  Dam  60* 

...,o. 

.01 

.'Al 

.26 

,0; 

1.44 

.2,8 

r 

14 

08 

16 

03 

m 

03 

.*! 

8. MO 

JllbertsvlUe' 

.112 

.1:1 

.u: 

.02 

1  ?4 

81 

0'> 

31 

.30 

m 

14 

4.22 

IroonviUe. 

■  O 

57 

70 

45 

1.05 
L.-iV 

.20 

,08 

.61 

,-/7 

1.96 

2  78 

.27 

.07 
10 

,12 
21 

.21 

,18 

6.20 
6.11 

Hart/oril 

....Q. 

,30 

.38 

.07 

T, 

.01 

T. 

■f' 

'f  ■ 

,01 

,02 

.02 

[lemlorson 

;;;;c. 

.40 

.17 

.10 
.•A) 

f.' 

1.16 

','56 

.18 

,06 
1.03 

1.05 
12 

.05 

.0^2 
T 

.04 

,03 

"M 

.19 

.04 

llopkliisvllle     • 

T 

03 

4.2« 

:x)velacovllle 

:,::m; 

.21 

■:^ 

.28 
.43 

.07 
.04 

.04 

1.40 
1,48 

■  'nfi 

.66 

,18 

,44 
1 ,  66 

.29 
,32 

.22 

06 

'04 

.31 

47 

■f.' 

.72 
71 

■  'if! 

5.JJ4 

Mnyflold 

(W 

6.47 

Murray    

Owensboro  • 

.01 

.52 

.61 

.01 

....0. 

.17 

.33 

.08 

1.11 

.18 

..,. 

.05 

,10 

».44 

Owcusboro,  Dam  46*    

....o. 

.10 

.4H 

.Oii 

.02 

1.1( 

16 

T 

76 

41 

?6 

(M 

(19 

Ofi 

.11 

.01 

Padiiofth' 

....(). 

.% 

.28 

.n 

.W 

1  37 

9'^ 

T 

06 

18 

39 

.04 

'1- 

3H 

.m 

.84 

'I' 

5.04 

frluceton 

.30 

.20 

.K 

'J-. 

\.f,2 

•V. 

,7H 

T. 

30 

,06 

.22 

3.69 

Huineey,  Lock  No.  2  • 

....0. 

.28 
,42 
.12 

.35 

.38 

.12 
.12 

.28 

.10 
.20 
.07 

1.54 
.59 
.90 

.2'2 
,68 
,14 

■f.' 

.60 
.21 
1.15 

.36 

.87 
.05 

.56 

.02 

.10 

:J4" 

.06 

■.'63 

4.36 

^ussellviUe* 

.21 
.01 

ilHioutowii.  Dam49« 

.25 

.05 

.23 

3.72 

Centrnl  Dirision 

A<l,lisou,Dam45.« 

....0. 

.06 

.46 

.22 

.08 

.  9.3 

■->r-. 

T 

01 

86 

1   16 

10 

03 

05 

15 

30 

06 

4f67 

iuchorago  

....0 
...0. 

■.'•25 

'.'ii 
.39 

.70 
.20 
.20 

.08 
.36 
.32 

■.■31 

1.26 
.36 

.10 

.32 

,6(1 

■  ■(■)? 

T.' 

J.  13 

1.31 

16 

.40 
T. 

1  06 

.74 
.06 
(V' 

.14 
.01 

06 

T 

.09 

,12 
.56 

T. 

''49 

.08 

.26 
.09 

.02 

"ii 

5.60 

JowliufT Green  No.  2'.... 

...  G. 

3.93 

....(). 

.27 

.06 

.03 

66 

.06 

34 

68 

.75 

99 

T 

97 

T 

3' 

T 

3.50 

....IJ. 

....1   .2-1 

.26 

.08 

.03.... 

36 

,60 

13 

a6 

04 

36 

.07 

.m; 

2.87 

lurnside'  

('. 

....1    .10 

.42 

.34 

.06 

.1(   .... 

.20 

81 

79 

08 

M 

:36 

3.98 

Siinpbellsville... 

J\V. 

.:>:: 

■1', 

.in.      .,1   .1,; 

r. 

03 

49 

30 

.40 

19 

99 

?;- 

'IV 

T 

3.41 

CarroUtonLockNo.  1» 

.liil 

JA    .... 

20 

,67 

.i6 

Clermont 

...  S. 

.10 

.03 

.09 

.23 

.42 

.•2,-. 

.,69 

1  08 

38 

.13 

19 

.;3f 

4.77 

3anville> 

.  ..K. 

.Ob 

.31 

.28 

.12 

.4(: 

16 

.H 

.01 

n? 

36 

.01 

.,6( 

.42 

.05 

.Oi 

4.43 

)ii  Dam,  Bnrgm  » 

....K. 

.33 

.3( 

.46 

.18 

26 

4' 

.K 

4.02 

Eadsvi:ie« 

i\ 

.10 

42 

26 

.1( 

.4H 

36 

T 

.02 

4.12 

•'rankfort.LockNo.  i* 

....K. 

.20 

.51 

T. 

,.51 

16 

1? 

03 

39 

1  14 

9(1 

.62 

09 

93 

a6 

08 

T 

4.32 

.49 

.38 

T. 

.51 

.99 

.08 

.86 

.43 

.19 

4.56 

Glasgow 

....G. 

.35 
.71 

.Oa 
.42 

.04 

.03 

.22 
.31 

.60 
.,6S 

r. 

.21 

.25 

.55 

.44 

.48 

T. 

.09 
18 

.20 
37 

.09 
.03 

Greensburg  .......   

....(i. 

4.32 

^igh  Bridge,  Lock  No.  7« 

....K 

.03 

.2:i 

.12 

.02 

.46 

06 

?3 

01 

03 

94 

96 

46 

09 

37 

48 

,if 

.0^ 

4.53 

rvington   

::::i: 

".ah 

.66 
.60 

.47 

.00 
.10 
.20 

.08 
.65 
.,60 

T 

.2:3 
.30 
.16 

^:« 

.60 

1.34 

.12 

.07 

.07 

1.36 

40 

^•^^ 

■.■56 

.08 

.03 

.07 

.71 

.07 

3.62 

.10 

6.03 

LancuBtter' 

.10 

30 

78 

1   40 

20 



7? 

5.41 

G 

.2<J 

.18 

.Oi 

.71 

.2! 

06 

1   13 

91 

93 

.04 

0-^ 

06 

12 

,01 

4.27 

.ittle  Hickman,  Lock  No.  8  ^f 

:S 

.16 

.20 
.29 

.09 

.53 
.40 

■.'62 

.08 

.33 
.10 

.... 

T. 

.... 
.... 

1.22 
.10 
61 

.70 
.65 
.34 

.34 
1.60 
T 

.14 
.33 

1  08 

31 

.44 
.70 

.35 
"4,6 

.02 
.14 

.03 
'f.' 

T. 

■■2i 

4.76 

.55 
T 

5.07 

Lockport,  Lock  No.  2  » 

4.07 

.ouisviu.e' t 

....O 

.24 

.84 

(« 

.2'' 

r 

'^3 

■v. 

.47 

'1' 

4.46 

Do.  Bowman  Field 

....  0. 

..-!( 

'1'. 

1.66 

T 

'1'. 

.01 

5.47 

Mammoth  Cave'' 

..   .G. 

.26 

.26 

.26 

.(« 

,;J( 

,04 

O'." 

30 

73 

96 

07 

T 

41 

09 

(»6 

3.29 

Mouticello  s 

.      -C 

.02 

.■£i 

.23 

..62 

1  28 

06 

..67 

4.72 

SCunfordviUe  * 

....0. 

s 

C. 

.08 
.05 
.10 

'.■2o 
.19 
.55 

.22 
.09 
.12 
.40 

.03 
.13 
.02 
.03 

.32 
.82 

;36 

.31 
,14 
.28 
.30 

.07 
.04 
.13 

.54 
1.10 
.26 

70 

.45 

!53 
1   80 

.03 
.25 
.44 
80 

.12 
.34 
.60 

.... 
■f.' 

.08 
.02 
.21 
30 

"4'7 

.25 
.11 
.42 

"ii 

.06 
.13 

.05 
.05 

i. 

'iV 

2.97 

St.  John' 

4  21 

Salvi8a,LockNo6«t 

3.75 

Science  Hill 

6.07 

.43 
.09 
.31 

.36 
.11 
.20 

.65 
.37 
.44 

.22 
.36 

.47 

.30 
.06 
.0? 

.32 
.16 

.04 
.22 

.76 
.94 

.02 

.04 
.04 

.24 
.32 
,96 

.03 
.31 

.18 
.08 
.10 

T. 

4.60 
3.74 

Tyrone,  Lock  No.  5  H..... 

Williamstown  

L 

1. 

.02 

■f,' 

4.70 

Wooabary,LockNo.4'. 

••■■" 

.32 

.16 

.22 

.12 

.42 

.37 

.03 

.02 

.38 

.82 

.15 

.08 

.26 

.05 

.12 

3.52 

Eastern  Division 

Ashlaud' 

....O 

.07 

.26 

.26 

.73 

.39 

.2f 

.09 

.32 

.21 

.60 

.04 

.18 

5.51 

Berea  

....K 

,5( 

2( 

.42 

37 

64 

51 

14 

28 

8'. 

14 

4.70 

College  Hill,  Lock  No.  U»  .... 

...K. 

,13 

03 

16 

08 

no 

90 

47 

97 

01 

06 

96 

04 

3.94 

Corbin 

.71 

.26 

.14 

.2- 

.1^ 

.03 

.47 

.16 

05 

77 

■r. 

5.47 

Cynthiann« 

.U 

.0^ 

.01 

26 

•» 

.1( 

28 

42 

92 

83 

T, 

1  0: 

T. 

.63 

4.78 

!04 
.11 
.14 

.43 
.34 
.49 

3(1 

.47 
10 
.13 
.Of 

.02 
.32 
.30 
9(1 

.01 

[22 
15 

o"- 

.41 

.93 

1.05 

66 

;82 

.49 
98 

.40 
.57 
.59 
46 

.02 
.26 
.20 
,60 

T. 

1.05 
1.02 
1.04 

.77 

.12 
.40 

4.49 

5.72 

Farmers*  

■:::i: 

f.' 

.19 
.16 
.32 

.40 

■•r'.' 

.05 
.Ob 
T. 

.02 
.02 
01 

T. 

■'i'  ■ 

.01 

".m 

'f.' 

Flemingsburg*  ...^ 

5.:34 

Ford  Lock  No.  10  ^t 

■r 

4.42 

(ireenup  Dam    SO'' 

Hazard^....                ....    

.2-. 

.1; 

,2.! 

.2; 

,2h 

.06 

36 

T, 

19 

,74 

.1( 

.06 

4.56 

,4( 

.06 

.07 

.,66 

If 

2( 

■1'. 

T 

.76 

.37 

5.04 

K. 

.3( 

Alt 

.02 

36 

06 

2r 

,04 

01 

1  46 

.  18 

.73 

,04 

.27 

1  16 

K 

5.08 

.33 
.39 

.38 
.41 

■30 

.10 
.05 

.33 

T. 

1.42 
.33 

T. 

1.05 

,38 

.75 
1.17 

.20 
.73 

.22 

6.11 
6.52 

Jenkins'* 

0. 

.05 

.54 

.28 

.06 

.04 

.46 

'.'i3 

".a 

.... 

.16 

London 

Louisa' 

B. 

0 

0. 

.Oa 

".a 

.28 
.18 
.,50 

.15 
.03 
.20 

.28 
.12 

.27 
.06 

":i\ 

.26 
.31 

3r 

.04 
.14 
1  W 

.42 

1.05 

1.44 

49 

.01 

.78 
.53 

09 

.04 
,04 
01 

.27 

.65 

.07 
.04 

V.m 

■.■i(' 

1.19 
.09 
,02 

6.38 

Maysville.  Dam  33* 

■'('17 

'  !('l6 

■■(ii 

.14 
6- 

Middlesboro 

.  09 

04 

5.29 

....o: 

f. 

.20 
.23 

.08 
.07 

'.'16 

'"64 

.43 

".m 

.39 

■,■31 

■'n 

.14 

.75 

.70 

.30 

'f  ■ 

.63 

T.' 

T^'' 

'.'•ffl 

T. 
T. 

.02 

■i. 

Oneonta  Dam  95  » 

12 

5.04 

.3f 

iVr 

.07 

.06 

26 

.21 

.Oii 

t. 

4.25 

Pikeville" 

B. 

.01 

.3^ 

.,V 

.■/:> 

.06 

37 

23 

28 

37 

23 

13 

.63 

46 

9/ 

76 

5.52 

Pippapass 

■  08[  .55 

.■25 
.11 
T. 

.5( 

.01 

.65 
■34 

.43 

.0: 

.08 

.35 
.62 

10 

.18 

.55 

.15 

.09 

.23 

.99 
1.07 
.66 

.02 

.36 

■.'« 

■.48 

5.87 

,:''i;::: 

.13 

Oh 

6.87 
3.32 

Ravenna.    Lock  No    12* 

...   K. 

.38    .18 

'■(!(■ 

'  M 

90 

9R 

T 

"(16 

"I'A 

T. 

.o:- 

.31 

.10{  .0:: 

14 

16 

03 

09 

61 

2  34 

21 

84 

a6 

.3( 

03l 

6.28 

V  anceburg.  Dam  No.  32  * 

....q. 

.14 

.02    .35 

.06 

.38 

.07 

.46 

T. 

.75 

1.39 

.80 

T. 

.13 

.14 

.02 

.05 

5.65 

Williamsburg*    .... 

Willow,  Look  No.  13'. 

Winchester  ••........ 

•.■.:. ^ 

1'. 


.38 

.081  T. 

.06 

.19 

.08 

.11 

.44 

.56 

.44 

.40 

.98 

.... 

4.10 

....|.... 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  24  hours  ending  at  time  of  observation. 
•First-order  Weather  Bureau  station;  precipitation  is  for  the  24-lmur  period,  midnight  to  midnight  unless  otherwise  indicated.  *  Precipitation  measured  in  tlie  morning: 
amount  then  recorded  Is  for  the  nrecedincr  24  hours.  ^Precipitation  measured  with  recording  gage.  »Ineluded  in  the  next  following  measurement. 

1.  Trace,  or  precipitation  less  than  0.01  inch.  tPost  ofhce  addresses  as  follows: -Lock  5,  Lawrenceburg   Ky.  :    Lock  6,  Versailles,  Ky.  Lock  8,  Nicholasville,  Ky. 

Lock  10,  Rpd  House,  Ky.:Oneonta.  California.  Ky.  River  drainage  area   in  which  station  is  located  is  indicated  as  follows  (B)  Big  Sandy ;  (L)  Licking;  iK.) 

Kentucky:  (S)  Salt-  'G'  Green;  (C)  Cumberland:  (Tt  Tenn&ssee:  (OlOhio;  (M>  Mississippi. 
••Airport  station.    Data  for  24  hours  ending  at  12.30a.  m  .  90th  meridian  time  adjusted  to  day  they  occur 


20 


CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION. 


May.  1945 


Daily  Temperatures  for  May,  1945. 


6       7       8       9     10     11     12     13     14     15     16     17     18     19     20     21     22     23 


Western  Division. 
D  T^-~  i  Maximum . 

Beaver  Dam  j  Minimum.. 

„„.._,.„„  S  Majdmum  . 

Earlington j  Minimum 

„ ,„„  Maximum  . 

Greenville j  Miuimum . . 

Henderson \^^!SSZ.: 

Hopkinsville USum.! 

Lovelaceville JSZm.: 

.,      .  , ,  Maximum  . 

Mayfield )  Minimum.. 

)  Maximum  . 

Murray  j  Minimum.. 

„         ,  j  Maximum  . 

Owensboro -j  Minimum. . 

„    ,       ,  CO  S  Maximum  . 

Paducah§§ (Minimum.. 

„  .       .  i  Maximum . 

Princeton )  Minimum.. 

11   -11  cc  )  Maximum  . 

Rassellville§§ •;  Minimum . . 

Central  Division. 

S  Maximum  . 
Anchorage j  Minimum . . 

Bowling  Green i^Sm.! 

,    „     .,,  :  Maximum  . 

CampbellsviUe ;  Minimum . . 

„,  ^  S  Maximum . 

Clermont iMinimum.. 

_        ,,,  )  Maximum  • 

f^a^'^'ll'e ;  Minimum . . 

rM    rv  ™  S  Maximum  . 

Dl^Oa™ (Minimum.. 

_,       ,  ,    t  S  Maximum  . 

Frankfort j  Minimum. . 

Glasgow  l^M^fn^mr.: 

Qreeneburg "j  S^STm  ' 

irvington l^S™' 

Leltchfield l^SZS.: 

,      ,„„  „  j  Maximum  . 

Lexington  i  Minimum.. 

Louisville 1^^=: 

DO.  Bowman  Field  j  Maximum. 

Mammoth  cave \^^ZZ: 

a.     i„v,„  S  Maximum  . 

="'•  •'°"" /  Minimum.  . 

Science  Hill !  ^fn^iZT". 

ov,  iK,,„m<.  S  Maximum  . 

Shelbyvllle  i  Minimum.. 

„,,,,, ^ „  j  Maximum  . 

WtmamBtown -(Minimum.. 

Eastern   Division. 
,   .  ,      .  )  Maximum  . 

Ashland    (Minimum.. 

B"ea ISlfnrum.; 

„„  ,  .  (  Maximum  . 

Cort)ln....   iMjnimum.. 

XT     ~„,o  S  Maximum  . 

J'armers i  Minimum.. 

TT  ij  IV.    _  I  Maximum  . 

Heidelberg 1  Minimum.. 

T  „„/!«.,  (Maximum. 

London i  Minimum.. 

«»y=^'"« iMfnimum.: 

Middlesboro iMfnimum.: 

ve„„„.  ato^H,,^  j  Maximum. 

Mount  Sterling I  Minimum.. 

P'>^«v'"e iMfnimum.: 

p'ppa^ass ...i^fi^Z^; 

'•l-^-^^-^^ ■•IKmum.: 

Williamsburg iMfnimum.'. 

Winr.h<«ter                    -.Maximum  . 
Winchester Minimum. . 


SSInstruments  are  read  In  the  morning:  the  maximum  temperature  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  always  occurs. 
*,''.',  etc   Indicate  re.spectively  1.  2,  3,  otc,  days  missiiii?  from  rocord. 
B  O  Louisville,  0-25.45.950. 


yidf^M- 


U.  S.  DEPARTMENT  OF  COMMERCE.  WEATHER  BUREAU 
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Vol.  XL 


K  E  N  T  U_C  K  Y    SECT 
s.  kTunqer" 


ON 


Louisville,  Ky.,  June.  1945 


No.  6 


iiuicli 


OENERAL    SUMMARY. 

rin^'  (lie  firsl  (lircc  weeks  was  wcl  and 
ol  I'ur  lu'st  crop  ^Towth.  However,  the  rains 
-re  mostly  in  the  form  of  thun(l(>rsliowers  of 
'onmiuently  fair  progress  in  plowing  and 
made  durmg  tlie  short  intervening  periods  of 
ither,  ('specially  on  well  drained  lands.     Little 


The  weather  ( 
of  the  tini(>  loo 
while  fre(iuent, 
brief  duration, 
planting  eould  1 
morefavorahle  v 

nun  fell  during  the  closing  week  and  temperatures  were  relatively 
high  so  that  iarmers  were  enabled  to  recover  much  of  the  time 
lost  during  preceding  months  of  bad  weather,  and  to  brino-  all 
farm  work  up  to  near  a  timely  seasonal  average  ^ 

\\-inter  wheat  and  other  small  grains    matured    during    the 

"'•!!']  ''  ''ilf''  °^"  '*  ,""  '^'^^^'^  "^™^^'-  Harvesting  began  about  the 
iniddle  ot  the  month  and  had  become  general  at  its  close  The 
final  condition  of  these  crops  ranged  from  poor  in  the  south- 
central  comities  to  fairly  good  in  most  of  the  remainder  of  the 
btate.  However,  heads  were  better  filled  than  bad  been  expected 
_  Corn  planting  continued  whenever  weather  and  soil  condi- 
tions permitted  and  it  bad  been  completed  in  most  sections  by 
the  end  ot  the  month.  Most  of  the  early  planted  crops  failed 
to  improve  and  some  replanting  was  necessary.  Later  planted 
corn  maintained  a  fairly  good  condition,  aild  on  the  whole 
made  good  growth.  ' 

Tobacco  planting  was  practically  completed  late  in  tb. 
fields  were  generally  in  good  condition,  but  needed  cul 
e.specially  in  areas  with  slow  drainage. 

Pastures  and  forage  crops  w.^e  uni  v,.,-sally  good.  During  the 
u-et  three  weeks  the  weather  was  not  n.tv  >u.table  for  haymak- 
ing, and  while  a  consideral.le  amount  was  cut,  due  to  rank 
growth  and  wet  soil,  much  of  it  was  put  up  in  poor  condition 
ind  some  was  lost.     Gardens  made  good  growth  and  early  pota- 


IVlvt^StiV  Of  |LLlNni<? 


MISCELLANEOUS. 

Ohio  i?)iw.-Tlip  f.illliiflr  liviKl   in    till,   rhvr  .■<,inlii 
inoderutp  rlso  iilioiit  thi'  mlddli!  of 
rtiliis  on  the  nth. 

//'w7,  -IJKht  liiiil  foil  at  a  few 
but  no  ihniKik'c  wils  roportcd, 

Errata.     Kchruiiry  IMS.  pugcs  0  and  7:  Ford,  total  procipltuti 


til-  month    Incident   to 
lidoly  scattered  places 


■:   exception   of  u 
of    fulrly    heavy 


the  7th,  14th.  and  lOdi, 
sIkjuIiI  be  7.11, 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Itelative 
humidity 


itb. 


:oes  were  maturing  rapidly  v.ith 

ing  of  a  fairly  good  crop  of  early  peac] 

if  the  month. 


im-digguig. 
■ted  about  ll 


Pick- 


TEMPERATUKE. 

The  mean  temperature  wa.s  71.0^  or  2.4^^  below  normal. 
Iheie  was  a  period  of  decidedly  cool  weather  from  the  3d  to  9th 
luring  which  minima  fell  close  to  the  light  frost  level  in  some 
central  counties.  During  the  reiuaiiider  of  tlu 
nean  temperatures  did  not  <lepart  mueli  from  tii 
mtil  the  last  three  days  when  maxima  above 93'^-  were  recorded 

a  but  a  few  stations.  The  extremes  for  the  month  were  98^ 
t  I  ikeville  and  Russellville  on  the  29tb  and  30tb  and  37^  nt 
Jlermont  on  the  5th. 


Cairo 

Cincinnati 
Evansville 
Louisville  . 


,..ni. 

.Ohio 
.Ind. 
..Ky. 


Atmospheric  pi 

ure  (reduced 

sca-Ievcl.) 


o 


COMPARATIVE  DATA  FOR  JUNE 


Temperature. 


lo.intb    ( 
laily  nori 


The 


PRECIPITATION. 

average  monthly  precipitation  was  5.32  inches  or  1  Ifi 
nches  above  normal  .June  was  the  fifth  consecutive  %onth  of 
he  currentyear  with  a  monthly  average  above  normal  The 
requent  rams  that  began  early  in  January  continued  almost 
ytbout  interruption  until  the  last  week  of  .June,  when  a  period 
't  comparatively  dry,  warm  weather  set  in.      Monti  ' 

ver  the  State  ranged  from  over  eight  iuehes  in  thi-  extreme  w 
lan  three  inches  in   the    lower    Eluegrass    and    on    the   south: 
Raviest  rains  fell  on  the  Sth,  Uth,  and  17th-18th.    The  great"-^  - 
iches,  occurred  at  Rumsey,  McLean  County,  and  the  least 
urg,  Whitley  County.    The  greatest  L'-!-hnur  amount  w 
le  29th. 


ly  amounts 

tern  counties  to  less 

stern    border.    The 

it  monthly  amount,  10..53 

2.19  inches,  at  Williams- 

3.27  inches  at   Pamisev   on 


wm 

1941) 

1941 

1942 

1943. 

1944 

1945. 

Period  t. 


75.2 
7U.2 
7.5.0 


76.5 
77.4 
70.5 
76.1 
74.3 
71.8 
75.1 
73.1 
74.7 
74.7 
77.5 
77.6 
71.6 


Precipitation 


4.64 

3!63 
4.64 
3.61 


4.49 
4.53 
4.91 
4.36 
5.03 
5.20 
4.06 


3.90 
3.45 
4.13 
10.88 
4.11 
1.76 


1.57 
4., 58 
7.50 
0.81 
4.52 
3.93 
6.01 
3.39 


Number  of  days 


\^ 


-'^v*  'N^v  ^v" 


•iA 
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CLIMATOLOGICAL  DxVTA:   KExNTUCKY  SECTION 


June,  1945 


ClimatolosicalDatafor   June,   19^5. 


WESTERN   DIVISION 

Beaver  Dam  

Earlingtoa 

Ford'e  Ferry.  Dam  50 

Gilbertsville 

Greenville 3mS 

fartford,  [near] 7  m  N 
enderson 1  1-2  m  8 

Hopkinsville 1-2  m  E 

LovelaceviUe —  — 

Mayfleld 

Murray 

Owensboro. 1-2  m  W 

Owensboro,  Dam  46 

P.'iducaU   

Princeton 

Rnrasey,  Lock   2t. 

Rnssellville 

Uniontown.  Dam  49. 


CENTRAL  DIVISION. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brent 

Brownsville,  Locke  t- 

Burnaide 

Campbellsville 

C'arrollton,  Lock  1 

Clermont  

Danville   

Dix  Dam.Burgin 

Eadsville 

Frankfort,  Lock  4 

Gest,  Lock  3 

Glasgow 3  m  NE . 

Grant,  Dam  38 

Greeusbnrg  

High  Bridge,  Lock?... 

Irviugton    

LaGrange 1  m  N  W . 

Lancaster 

Leitchfleld 

Lexington 

Little  Hickman,  Locks.. 

Lockport,  Lock  2 

Louisville  

Do    Bowman  Field.5mE 

Mammoth  Cave 

Monticello    —  . .  — 

Munfordville 

St.  John 3mSW 

Saivisa.  Lock  6 

Science  Hill 

Shelby VI lie  2m  W 

Tyrone,  Lock  5 

Williamstown 

Woodbury,  Lock  41: 


Ohio  • 

Hopkins  — 
Crittenden.. 
Marshall .  •  • 

Muhlenburg 

Ohio 

Henderson. . 
Christian.  .. 
Ballard  ..  .. 

Graves 

Calloway.  .. 

Daviess 

Daviess   

McCracken 
Caldwell .  . . 

McLean 

Logan  

Union 


Pulaski   ... 

Taylor 

Carroll.  ... 

Bullitt 

Boyle  

Mercer  — 
Wayne.  ..■ 
Franklin  . . 

Henry 

Barren 

Boone 

Green  

Jessamine 
Breckinridg 
Oldham  .■• 
Garrard  ... 
Grayson  . . 
Fayette  ... 
Jessamine 

Henry 

Jefferson  . . 
Jefferson  .  • 
Edmonson 
Wayne  •  ■  • 

Hart  

Hardin  .... 
Mercer.  ... 
Pulaski   ... 

Shelby 

Anderson. . 

Grant 

Butler 


EASTERN  DIVISION. 

Ashland 3mSE. 

Berea 

College  Hill,  Lock  11 

Corbin 

Cynthiana 

Falmouth 

Farmers   

Fleraingsburg 

Ford,  Lock  10 

Gooserock 

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14 

Jackson 

Jenkins 

Louisa 

M  aysville  Dam  33 4  m  E 

Middlesboro 

Mount  Sterling 

Oneonta,  Dam  35 

Paintsvllle 

PikeviUe 

Pippapass 

Quicksand ••• 

Ravenna,  Lock  12 

Valley  View,  Lock  9  .  •  • 

Vanccburg,  Dam  32 

Williamsburg 

Willow,  Lock  13 


State  averages  and  extremes 


Boyd 

Madison... 
Madison . . . 
Whitley  .. 
Harrison  . . 
Pendleton  . 
Rowan  .  ... 
Fleming  ... 

Clark    

Clay 

Greenup. .. 

Perry   

Lee 

Breathitt  . 
Letcher.  ■  •  ■ 
Lawrence  . 
Mason   


Montgomery 

CampDell 

Johnson 

Pike 

Knott. . . . 
Breathitt 
Estill  ... 
Madison 
Lewis  . . . 
Whitley  . 
Lee   


Temperature,  in  degrees  Fahr. 


Precinitation  in  inches 


622 

.■i 

t)l)4 

49 

490 

H.-i 

7fiO 

18 

Sflfi 

20 

5H1 

,W. 

544 

4H 

(>4fi 

47 

850 

5 

2.2|     94 
-  3.01     94 


f3.21 
-t-4.64 
+  3.36 


+3.2.5 

-0.69 

+3 

-1-5.48 

+  1.21 

+  2.81 

+  2.5 

+3.4.5 

+3 

+6.59 

+0. 

+3.75 


4.65  .... 
3.91  -0 
4.30+0. 


4  52 

-0.51 

+1  70 

7  3H 

+3  07 

5.5t 

5  58 

+  1.45 

6  16 

+1.93 

5  18 

+1.46 

5.6b 

+  1  S8 

:!  *;5 

-0  rj 

.33  1  11 

.00 1  0.92 

.79  0.88 

.09  2  22 

...  1-40 

.74  0.86 

.07  1.48 

98  1.17 

.'85  0.96 

.98  1.41 

...1  1  55 
,70 


.04 


-0  4o 
-0.37 
+2  39 


U:  + 

4.62  +1  16 
2.19  -2  30 
2.29-2.12 


Number  of  days 


E.  G.  Young. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C  R.  Lovell. 

W.  R.  Carson,  Sr. 

Frank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne- 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers, 

Alton  M.  Harvill. 

Lockmaster. 

Dr    Samuel  I?  •  McReynolds. 

Lockmaster. 


Lockm  aster. 
C.  E.    Barret. 

W.  Ky.  State  Teachers  College 
Lockmaster . 
Lockmaster. 
Sarah  E.  Lewis. 
Alva  McKinley. 
Lockmaster. 
Bernheim  Foundation. 
R.  P.  Coldiron. 
Kentucky  Utilities  Co- 
Joe  Norfleet. 
Lockmaster. 
Lockmaster. 
Randolph  C-  Wilson. 
Lockmaster. 
Mrs.  Lettie  D.  Perkins. 
Lockmaster. 
L.  0.  Stiles. 
J.  C  Ogg. 

Kentucky  Utilities  Co. 
George  D.  Litsey. 
U.  S.  Weather  Bureau. 
Lockmaster. 
Lockmaster. 
US   Weather  Bureau. 
U.  8.  Weather  Bureau. 
Fred  W.  Hinnewies, 
E.  0  Cooper. 
Robert  C.  Smith. 
Sisters  of  Loretto. 
Lockmaster. 
Willam  H.  Dobbs. 
WillaS.A.  Ratta. 
Lockmaster. 
Miss  Nettie  B.  Simpson. 
Lockmaster. 


Lockmaster. 

D.  H.  Center. 
Lockmaster. 
Airway  Station. 
Marshall  Hill. 
Jessie  Oldham. 

Mrs  CordaO.  Stamper. 

C.  A.  Glascock. 

Lockmaster. 

Thomas  J.  Corum. 

Lockmaster. 

H.  A.  Bailey- 

Lockmaster. 

Jas.  T.  Goff. 

Rebecca  Brown. 

Zeb  Heston. 

Lockmaster. 

Miss  Margaret  A.  Gunn. 

Fred  Cartmill. 

Lockmaster. 

E.  C  Fraley. 

U-  S.  Weather  Bureau. 
Caney  Run  Com.  Center. 
R.  W.  Jones. 
Lockmaster 
Lockmaster. 
Lockmaster. 
Charles  B    West. 
Lockmaster. 


All  tenipemture  data  are  taken  from  self-regist«riiig  thermometers. 

The  departures  from  normal  temperature  and  precipitation  are  conumreil        ,         ,,-__jh,,rv 
"'''  "■  [IllSJer  ll^t^^^i?".'^  ^i^^^l^igfn'i^e  tai.le  indi^I^  n^b erT;!^  mis^,^"or  ex^rnple,  b  represents,two^days,  etc 

t  Also  on  other  dates.    +t  Received  too  late  to  he  included  in  mean    and  summnTit 
ERRATA. -March  1945:  Pikeville,  moan  minimum  temperature,  paire  12,  should  he  12.6.  Princeton,  max 


more  years  of  record,  but  all  complete   reports  are 


PreoiDitatioi.  is  less  than  O.ni  inch  rain  or  melted  snow 

teiiippraturp,  page  10,  should  be  86  on  27th. 


.IMAI'(.|,(.(;|CA|,    DATA:    K  KXil  V  K  V   SKCTK.N 


ll't-.v^ni  Divii 

Benvor  lloiu 

Kiirliufrtoii    «.... 

Kords  Kerry  Dam  60*.  . 

GilborUivllIo* 

UioenvtUe. 

llaitWd 

Uoiulorson 

lloi.kinsville     » " 

Lovelnceville 

Maytield 

Murray    ..' 

Owfiisboro  • 

Ow.usboro,  Dam  J6^   .'.. 

I'udiu'ah' 

Priiicoton 

Huinsey,  Lock  No  2  •  . 

Russellville  « ."......" 

rnioutowii.  Dam  49« 


Heulral  Division 

Addisou.Dam -15.  « 

Anchorage 

Bowlinjr  Green  ' ... 

BowlinK Green  No.  2".... 

Bri'Ut,  Diuu36»  

Urowusville.Loct  No.  6*. 

Burnsidfi'  " " 

Campbellsville .'.'.'.'.'.'.' 

CarrolltonLock  No.  I»...  .  . 

Clermont 

Danville' 

Dix  Dam,  Burgin  » 

Eadsviile  ' ..'.'.' 

Krankfort.LockNo.  4'. 

6e8t,  Lock  No.  3  2. . 

Glasifow  ....'.'.".'. 

liniut.  Dam  .SS' 

Qreen^ibnrg  * .'.".' 

Hi.Rh  Bridge,  Lock  No.  T',.'" 

Irviugton   ' 

LaGrange '.  .. 

Lancaster' .    .. 

Leitchfield  -. 

Lexington  t 

Little  Hickman    Lock  No.  8 

Lockport,  Lock  No.  2  ' 

Looisvillei  J. '.'.".'.'. 

Do.  Bowman  Field 

Mammoth  Cave'- 

Monticello  ' 

Munfordville  ' .'.'.'.'." 

St.  ,)ohn  - 

Salvisa,  Lock  No  6  'f 

Science  Hill .'.'..'.." 

-■!helby^ille 

Tyrone,  Lock  No.  5  't 

Willlamstown 

Woodbnry.Lock  'So A'   ...... 


Berea   

College  nill.  Lock  No.  \'v 

Porbin 

Jyuthiana' 

Palmouth'  

Farmers^  ',[',[ 

Plfmiiigsburg^ .'." 

Pord  Lock  No.  10  '  t ..... . 

aooserock  .'.'.'.'.' 

Jreenup  Dam    30' 

aazard- 

leidelberg.  Lock  No.  14' 

fackson  '  

ieiikins'   

■jouisa' 

Haysville,  Dam  33'.!!"" 

Hiddlesboro      

tlount  Sterling  ..,.!!!! 
)neonta  Dam  35 ' 
'aintsvillp  -   ....     

>iiceviiie" ;...■; 

'ippapass 

luicksaud' 

la^-enna.    Lock  No "ii'".! 

''allpy  View.  Lock  No.  9  . 

"^aneebarg,  Dam  No.  32  '. 

Cilliamsburg'. 

l^illow,  Lock  No  '  Vs^' ' '.'.' 


Dally  Precipitation  for  June,  1040. 


....0 
....T 
....(} 
...Q. 
....0. 
,...C. 
...M. 
...M. 
....T. 
...O. 
...0. 
...O. 
...G. 
...G. 
...G. 


7|   .«, 


T  I  .lU 
.02.  .02 
T.     .1,;' 


iii;i.i 

n\   .38 


T. 

!n? 

.33 

..^1 

IS 

T. 

.78 

.06 

.10 
'!28 

!!!! 

,4111.05 
.901.35 
.65 
20 


52    !29J'!27 


2fl     27     28     2tf     80     81 


7.U7 
7.00 
8.72 
8.51 
9.15 
5.57 
(1.77 
C.95 


4.56 
7.26 
5.09 
4.18 
5.93 
4.45 
4.36 
4.32 
4.05 
6.18 
5.21 
6.74 
4.65 


5.72 
3.51 
5.88 
6.99 


4.83 
5.30 
5.80 
7.29 
3.45 
5.99 
4.52 
5.93 
7.33 
5.50 
5.. 58 
6.10 


;  for  2-t  hours  ending  at  time  of  observation. 


Lock  10,  Rpd  House,  Ky.  :  Oneonta  Ca  ifornii  k'v  '*  °'^L''®  addresses  as  follows:-Lock  5?  Lawr^feburg   Kv   •    TnrW  fi    v„l=fin''f  i°"T"!^c™?^"''«™ent. 
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CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION. 


June.  1945 


Daily  Temperatures  for  June,  1945. 


1       2       3       4 


Western  Diviiaon. 
_  j  Maximum  . 

Beaver  Dam   )  Minimum . . 

,.      ^  S  Maximum  . 

Earlington \  Minimum .  • 

Maximum  . 

GreeuYille j  Hjuimum . . 

S  Maximum  . 

Henderson j  Minimum . . 

„,..,,  Maximum  . 

Hopkins ville   j  Minimum . . 

.,,  Maximum  . 

Lovelaceville j  Minimum . . 

Maximum  . 

Uayfiela )  Minimum . . 

Maximum  . 

Murray  (Minimum.. 

J  Maximum  . 

Oweusboro )  Minimum . . 

^  „„  S  Maximum  . 

Paducan  feS )  Minimum . . 

j  Maximum  . 

Princeton |  Minimum. 

„   .,,  ec  i  Maximum 

RnssellvilleSiS j  Minimum. 


Cenlral  Division. 

j  Maximum  . . . 
1  Minimum . . . . 
J  Maximum  . . . 
(  Minimum.... 

:  Maximum  . . . 

;  Minimum 

j  Maximum  .  . . 
)  Minimum . . . . 
)  Maximum  . . . 


Anchorage 

Bowling  Green. 
Campbellsville  . 
Clermont 

Danville 

S  Maximitm  . . 
Dix  Dam  )  Minimum . . . 

Frankfort  . 

Glasgow   . . 

Gi-eeusburg 

Irvington  . 

Leilchfield 

Lexington 

Louisville 


Maximum 

I  Minimum 

j  Maximum  ... 

I  Minimum 

j  Maximum  . . . 

I  Minimum 

I  Maximum  . . . 

)  Minimum 

\  Maximum  . . . 

I  Minimum 

(  Maximum  . . . 

i  Minimum 

j  Maximum  . . . 

!  Minimum 

„.,/,(  Maximum  ... 
Do.  Bowman  Field  j  Minimum. . . . 
'  Maximum  . . . 


Mammoth  Cave 

8i.   Join)  

Science  Hill..- 
Shelbyvllle  .... 
Williamstown  .. 


!  Minimum. 

Maximum  . . . 
I  Minimum.  . .  • 
S  Maximum  .  . . 
)  Minimum  — 
\  Maximum  . . . 
)  Minimum  — 
j  Maximum  ... 
I  Minimum  — 


Knutern 

Ashland    

Berea 

Corbln 

Farmers 

Gooserock. 

Heidelberg 

Maysvlllo 

Middlesboro 

Mount  •Sterling  . 

Plkevllle 

Plppapass   

Qnlcks:ind 

Williamsburg  .. 


Division. 

\  Maximum  . 
■"  )  Minimum.. 

)  Maximum  . 

—  '  Minimum., 
j  Maximum  . 

)  Minimum. . 

)  Maximum  . 
(  Minimum.. 

)  Maximum  . 
■■••  /Minimum.. 

\  Maximum  . 
I  Minimum.. 

(  Maximum  . 
!  Minimum.. 

S  Maximum  . 
(  Minimum. . 

j  Maximum . 

—  I  Minimum.. 
(  Maximum  . 

—  /  Minimum.. 
(  Maximum  • 

•■■•  (Minimum.. 

j  Maximum  . 
•  ■'  )  Minimum. . 

S  .Maximum . 
■■■■  (Mir- 


58  66 

75  83  84 

57  57 


10  11   12  13  14 


53J  48 


0-J\         4V 

70  66 
92  «ri 


92  92 

66  (■'=' 


88  89  90 

64'  61  61 

90i  95  93 

60j  61 !  64 


901  88 
581  00 
92  94 


57 1  53 
871  88 
56      ■•■■ 


65 

911     87 

56      66 


85     90|    94     95 


52 

80|     85| 


88|     87 


62|     56|     58'     60 


84|     85j 


58 

56 

85| 

58 

M 

75 

62 

51' 

77 

M 

5,' 

55 

80 

84 

54 

5t 

76 

82 

61 

55 

8.1 

8^ 

,57 

61 

75 

81 

6: 

73 

8'. 

62 

.5i 

75 

84 

,59 

77 

8'. 

61 

5- 

93l    95     941    94 


94 

91 

68 

67 

93 

92 

68 

66 

94 

93 

73 

68 

95 

95 

7( 

7(1 

95 

95 

14 

69 

95 

93 

72 

69 

96 

95 

67 

65 

94 

95 

67 

95 

93 

67 

68 

94 

94 

95 

93 

66 

67 

95 

92 

t;> 

6fl 

98 

6t 

69 

96 

96 

66 

68 

95 

95 

67 

6f 

95 

9i 

68 

B  O  LoiiisvillP.  7.2.5-45-9.50. 


pipccfling  day.  on  which  it  almost  always  occur 


82. 6 
61.2 
83  9 
63.2 


^!.3 
58.9 
79.0 


82.3 
60.7 
79.5 


61.9 
81.5 
59.2 


83.4 
60.0 
83.0 
61.4 
81.8 
60  2 
83.5 
58.2 


59  6 
82.8 
59.9 
83.6 
59.9 
84  1 
59.7 
84.0 
58.6 
82.8 
59.3 
83.5 
60.0 


vuMH  Of  a^^«^^^ 
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OENEBAl,    STTMMARY. 

Crops,  oil  tho  whole,  continued  to  make  fairly  good  progress 
iluriiig  July.  Although  temperatures  during  the  first  two 
decades  were  somewhat  too  low  for  best  growth,  this  was  offset 
by  fairly  good  rains  in  all  but  the  extreme  we.stern  counties  and 
in  a  rather  large  area  just  south  of  the  Bluegrass.  In  the  latter 
sections  a  condition  of  decided  dryness  had  developed  early  in 
the  month  which  was  reflected  in  the  general  condition  of  all 
crops.  Due  to  the  shallow  root  systems  of  the  plants  the  detri- 
mental effects  of  these  adverse  weather  conditions  became  aggra- 
vated during  the  warm  and  almost  rainless  period  hear  the  close 
of  tlie  mohtli. 

Harvesting  of  wheat  and  other  small  grains  progressed  rapidly 
during  the  early  part  of  the  month  and  was  about  finished  at 
its  close,  with  grains  thoroughly  dry. 

Corn  made  good  progress  in  most  sections.  Many  fields  were 
laid  by  and  in  some  the  crop  was  tasseling  and  forming  ears. 
However,  in  the  southwestern  counties  temperatures  near  or 
above  lOO*-  in  the  closing  week  caused  tassels  to  bleach  and  silk 
to  scald .  The  tobacco  crop  varied  considerably  in  condition  and 
size  of  plants.  It  was  most  backward  in  the  south-central 
counties  and  most  advanced  in  the  northeastern  sections  where 
plants  were  nearly  three  feet  high  and  topping  and  priming  had 
become  general  liy  the  close  of  the  month. 

Much  hay  of  all  kinds  and  of  good  quality  was  made  under 
favorable  weather  conditions.  Gardens  deteriorated  in  the  drier 
sections  but  in  other  parts  of  the  State  maintained  fairly  good 
condition.  Potatoes  were  quite  extensively  dug  and  marketed 
during  the  closing  weok,  and  where  seed  was  available  late  po- 
tatoes were  being  planted.  The  peach  crop  in  the  western  and 
in  parts  of  the  nortliern  portion  of  the  State  was  good  to  occa- 
sionally excellent  and  picking  and  marketing  were  making  good 
progress. 

The  month  closed  with  crops  in  most  of  the  State  in  need  of 
rain  particularly  in  the  western  districts. 


°°^^r?,=*?®  western  sections  throughout  the  month.  The  jrreatest  monthly  amount 
was  C.76  Inches  at  Greenup,  Greenup  County,  and  the  least  1.88  Inches  at  For<l(""?k 
i„""h'i^' /<""  *";  I  "lontowu  Union  County.  The  Kreatest  24.hour  amount  w'lm  2  7.) 
Inches  at  (JanipbellsvlUe.  Taylor  County  on  the  28th. 


MISCELLANEOUS. 

The  river  reiimim-il  at  pool  stiiKc  thn;U(fhout  the  month. 

1    ti'iiipcruturo,   pagre    18.   should    be   CI  ,2 


Ohio  River 

Errata. -May.    1945:    Dix    Dim 
and   mean   niaxiniuui,  patto  20.  71.3 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


TE  MPER ATURE . 

The  average  temperature  for  July  was  75.2°,  or  1.9°  below 
normal.  The  period  lst-18th  was  relatively  cool  and  the  remain- 
der of  the  month  comparatively  warm  with  several  hot  days 
toward  its  close,  but  with  few  unseasonable  extremes  of  tempera- 
ture in  either  period.  The  highest  temperature  recorded  in  the 
section  was  104"  at  Paducah  on  the  24th  and  the  lowest  46°  at 
Farmers  on  the  12th. 


Cairo 

Ciiioinnati  . 
Evansville  , 
Louisville  . 


..ni. 

.Ohio 
,Ind. 
..Ky. 


Atmo.spheric  press- 
ure (reduced  to 
sea-level . ) 


PRECIPITATION. 

The  average  precipitation  for  the  month  was  3.35  inches,  or 
0.81  inch  below  normal.  Distribution  of  rainfall  over  the  State 
was  very  uneven  l)oth  as  to  amount  and  frequency  of  occurrence 
Over  the  Kentucky  watershed  and  thence  eastward  to  the  border 
monthly  amounts  ranged  between  three  and  six  inches.  In  the 
extreme  western  sections  and  in  a  rather  large  area  in  the  cen- 
tral section  extending  from  Clark  County  to  Pulaski  County 
the  amounts  were  generally  less  than  two  inches.  However 
even  in  sections  of  greatest  and  least  rainfall  there  were  areas 
in  close  proximity  that  showed  marked  divergence  in  monthly 
amounts.  Most  of  the  rain  fell  in  the  first  half  of  the  month 
m  the  eastern  and  central  districts,  with  light  scattered  showers 


1940 

1941 

1942 

1943 

1944 

1945 

Period  t. 


Itelative 
humidity 


COMPARATIVE  DATA  FOR  JULY. 


Temperature. 


76.5 
78.8 
76.2 
75.2 
77.4 


77.9 
81.7 
78.1 
77.5 
75.2 
75.9 
75.2 
78.1 
76.9 
74.8 
76.2 
75.8 


75.7 
78.6 
75.3 
73.8 
79.5 
75.2 
81.1 
76.4 
76.8 
73.7 
76.7 
77.6 
75.7 
77.0 
76,7 
80.5 
79-9 

77^0 
81.2 
78.8 
81.4 
75,6 
77.2 
76.5 
75.5 
76.5 
78.1 
77.8 
77.5 
75.2 
77.1 


Precipitation 


5.75 
7.44 
4.79 
4.71 
3.78 
4.91 
1.72 
1.91 
3.53 
3.40 
5.93 
6.02 
4.71 
3.94 
6.01 


2.10 
3.83 
2.65 

4.77 


Number  of  days 


u 


l.ifi-'i'ear  average. 
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CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION 


July,  1945 


Climatolo^ical 

Bata  for 

July,  1945. 

Counties 

! 
1 

i^ 

^ 

Temperature,  in  degrees  Fahr. 

Precicitation 

in  inches 

Number  of  days 

6 

h 

^  c 

it 

5  c 
£•2 

stations. 

1 

1 

E 

i 

3 

1 

1 

a 
-§1 

ii 

c 

II 

£ 
0 

1 

|-2 

H 

"'■a 

1 

1 

6 

Observers 

WESTERN   DIVISION 

Beaver  Dam  

Ohio;^. 

MmsMk" 
Muhlenburg 
Ohio....  ... 

Henderson.. 
Christian... 
Ballard  .... 

Graves 

Calloway.  .. 

Daviess 

Daviess  .... 
Mccracken 
Caldwell... 
McLean  .... 

Logan 

Union 

Breckinridge 
Jefferson  ... 
Warren    .... 
Campbell   .. 
Edmonson  . 
Pulaski   .... 

Taylor 

Carroll 

Bullitt 

Kr-;:::; 

Wayne 

Franklin   ... 

Henry 

Barren 

Boone  ...... 

Green  

Jessamine   . 
BreckinridgL 

Grayson   ... 
Fayette    .... 
Jessamine  . 

Henry 

Jeffei-son  ... 
Jefferson  . . . 
Edmonson  . 
Wayne  .  •  ■ . 

Hart 

Hardin 

Mercer 

Pulaski   .... 

Shelby 

Anderson... 

Grant 

Butler 

Boyd 

Madison.... 
Madison.... 

K^l^n:;: 

Pendleton  . 

Rowan  

Fleming.... 
Clark    

E?2,„p:::. 

Perry  

Lee    

Breathitt  .   ■ 

Letcher 

Lawrence  .. 

&"..::::: 

Montgomery 
Camphell . . . 
John.son   ... 

Pike 

Knott 

Breathitt... 

Estill   

Madison  ... 

Lewis 

Whitley  .... 
Lee   

441 

420 
356 
431 
519 
540 
3S2 
524 
479 
364 
412 
420 
404 
341 
529 

590 
357 

352 
700 
656 
189 
410 
705 
777 
480 
474 
955 
770 
622 
504 
490 
760 
506 
581 
544 
646 
8.50 
1032 
635 
989 
.560 
485 
459 
558 
800 
910 
600 

520 
1005 

1^; 

943 
504 

634 
1070 
611 
1440 
684 
600 
668 
870 
593 

'.540' 
869 
663 
776 

1566 
f.84 
521 

1128 
930 
497 
620 
636 

1035 
732 
631 
571 
525 
989 
646 

33 
61 
16 
6 

28 
6 
23 
49 
16 

19 
48 
12 
25 

28 
32 
17 

17 
45 
49 
19 
28 
54 

'46' 

21 
21 

5 

49 
35 
18 
20 
52 
43 
47 

5 

19 
49 
61 
35 
35 
72 

10 

16 
49 
30 
2 
52 
27 
42 
28 

28 
42 
35 
6 
27 
56 
38 
20 
29 

25 
21 
10 
21 
19 
42 
47 
46 
52 

74  6 
75.2 

-li 

99 

98 

24 
23 

50 
50 

11 
lit 

4.07 
1.44 
2.17 
2.29 
1.62 
3.84 
2.91 
2.18 
2.04 

l'60 
5.18 
4.90 
1.73 
3.54 
1.32 
2.61 

+0.41 
-2.32 
-0.65 

-2 '.02 

-6!  44 
-1.72 
—0.90 

-'IM 
+1.86 
+2.08 
-1.78 
+0.04 
-)  1.75 
-1.81 
-2.71 

+  0.11 
-1.79 
-1.55 
-1  27 
-0.63 
-2  18 

■+6'.46 

1.55 

1.00 
0.65 
0.67 
1.57 
1.31 
0.88 
0.56 
1.95 

1.'98 
2.00 
0.85 
1.33 
0.62 
1.30 
0.59 

0.65 
1.09 
1.06 

1  12 

2^73 
1.55 

14 
14 
28 
15 
28 
28 
28 
1 
27 
27 
14 
14 
14 
27 
28 
28 

14 

14 
14 

28 
14 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 

5 

7 
4 

7 

7 
5 

7 

6 
4 

4 
6 

6 

7 
7 
7 

7 
7 

25 
26 

5 

1 
2 

sw. 

E.G.  Young. 
Brick  Southworth. 

Ford's  Ferry.  Dam  50 

Tennessee  Valley  Authority. 

C  R.  Lovell. 

W.  R.  Carson.  Sr. 

Frank  Street. 

W.  K.  Morris. 

Gre'lnwne^^.-.:::.\v.-::3ms: 

Hartford,  [near] 7  m  N . 

Henderson 1  1-2  m  S. 

Hopkinsville 1-2  m  E. 

Lovelaceville 

76.0 

74'6 
75.4 
78.0 
75.6 
77.4 
76.9 

-  1.8 

-  1.2 
-3.5 

-  1.8 

-  1.2 

98 

"99" 

103 
101 
101 
100 

23 1 

"24" 
24 
24 
21 
23t 
24 

52 

54 
52 
54 
54 
53 

11 
...... 

11 
11 
lit 

26 
27 
21 
21 
20 
18 
14 
19 

1 

7 

10 
10 
13 

0 

3 

0 
1 
0 
8 
4 

s. 
n. 
e. 

n. 

s. 
se. 

Mayfleld 

Mrs.  Joe  Payne. 
Ralph  B.  Wear. 
Virgil  P.  Clark. 

Owensboro 1-2  m  W. 

Padncah                    

77.6 
75.7 

n? 

104 

24 
23 

56 
50 

12 1 
11 

18 
25 

4 

5 
2 

n. 

U.  S.  Engineers. 

Lockmaster. 

76.6 

-1.5 

101 

25 

52 

17t 

18 

7 

6 

w. 

CENTRAL  DIVISION. 

3.37 
2.51 
2.79 
2  66 
3.11 
2.46 
4.62 
3.89 

Lockm  aster. 

73.8 
75.6 

-  2.5 

-  3.0 

97 
100 

24 
231 

50 
52 

lit 

20 
13 

13 

4 
5 

ne. 
ne. 

W.  Ky.  State  Teachers  College 
Lockmaster . 

Brent 

Brownsville,  Locke  X 

75.0 

97 

24 

51 

12 

25 

4 

2 

w. 

Alva  McKinley. 

72.7 
76.4 

-  3.6 

-  1.6 

94 

24 
24 

50 
50 

12 
12 

2.  21 
2  59 
2.94 
3.41 
3.43 
2.97 
3.04 

-2.24 
-1.57 

-6!  68 
-0.76 
-2.06 
-0.45 

0  65 
1.06 

1  63 
0.78 
1.19 

o!75 

1 

1 
1 
9 
14 
14 

0 
0 
0 
0 
0 
0 
0 

8 
6 
6 

6 
3 
10 

13 
21 

14 
9 

4 

1 

sw. 
sw. 

R.  P.  Coldiron. 

Dix  Dam  Burgin 

Kentucky  Utilities  Co. 

75.8 

+  0.6 

98 

24 

51 

r2t 

17 

11 

3 

w. 

75.9 

-  2.6 

100 

24 

49 

lot 

21 

6 

4 

Lockmaster 

Greensburg 

Hio'h  Bridge    Lock  7      

2.31 
2.41 

-1.91 

087 
0.67 

1 
1 

0 
0 

8 
6 

Lockmaster . 

74.6 

-3.1 

97 

24 

53 

lit 

17 

12 

2 

s. 

L.  0,  Stiles. 

LaGrange 1  m  N\V. 

J.  C  Ogg. 

•I  82 
4.63 
2.57 
3.14 
2.43 
2.41 
3.52 

4^14 
3.11 

l'.47 
4.75 
6.31 
4.83 
3.16 

3.55 
3.44 
2.11 
4.22 

2  93 
6.18 
4.08 
5.77 
1.18 
3.97 
6.75 

3  93 

-2.54 

+  0^98 
-1.50 
-0.71 
-1.27 
-1.29 

+6^75 

-0.76 

V6.'73 
+  2.16 
+0.90 
-0.46 

-0.55 
-1  35 
-2  43 

-(K52 

+  2  28 
— 0.G8 
+  1.6S 

'+2:, 38 
-1.33 
-1.81 
-2.01 
-0.80 
-0.25 
+  0.86 
-2.05 
-1.04 
-1.52 
-1.63 
+  0.63 
-2  99 

0.62 
1.19 
2.03 
052 
0.84 
1.06 
0.90 
1.03 
1.10 
1.55 
0.05 
1.32 
050 
0.91 
1.90 
2.20 
1  51 

0.98 
1.22 
0.57 
0.96 
0.82 
1.97 
1.38 
1.60 
0.46 
1  79 
1.81 
0.82 
0.99 
1.44 
1.62 
0.93 
2.00 
0.80 
1.23 
0  92 
1.50 
1.03 
0  76 
1.68 
Ml 

10 
1 

29 
1 

28 

14 

28 
25-26 

14 
1 
1 

29 
1-2 

29 
1 

14 
1-2 

28 
4 
2 

28 
10 
15 
31 
28  29 
28 
9-10 
28 
30 
29 
29 
5 
14 
14 
29 
9 
10 
28 
28 

28 
28 
14 

28 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 

7 
7 

8 
7 
5 
6 
8 
7 
8 

7 
6 
12 
5 
8 
5 

12 

6 
10 

9 
10 

8 
10 

6 
12 
12 
10 

9 

6 
11 

10 

7 

9 

13 

8 

10 
7 
6 

Kentucky  Utilities  Go. 

74.9 
74.0 

-  2.4 

-  1.9 

97 
95 

24 
21 1 

53 
50 

lit 

16 

14 

13 

17 

4 
6 

ne. 

U.  S.  Weather  Bureau. 

Little  Hickman,  Lock  8..   . 

Lockmaster. 

76.0 
75.0 
73.2 

-  2.6 

-  2.6 

-  3.3 

90 
95 
98 

24 
23 
24 

57 
55 
49 

17 
16 
lit 

Do    Bowman  Field. 5  mE. 
MuinmothCiivej... 

10 
14 
10 

17 
13 
14 

4 
4 

sw. 

U.  S.  Weather  Bureau. 
Fred  W.  Binuewies, 

Munfordville 

St.John 3mSW 

Roberto.  Smith. 

74.2 

-  2.4 

98 

24 

53 

4* 

7 

15 

9 

nw. 

Sisters  of  Loretto. 

Science  Hill 

Shelbyville  2  m  W. 

75.3 
73.3 

'-•6.1 

98 

24 
21* 

50 
49 

3 

16 

19 
13 

1 

17 

n. 

Will  am  H.  Dobbs. 
WillaS.  A.  Ratta. 
Lockmaster. 

Williamstown 

74.9 

-  1.7 

94 

24 

50 

Hi 

24 

1 

6 

w. 

Miss  Nettie  B.  Simpson. 

EASTERN  DIVISION. 

Ashland 3m8E. 

75.1 
77.6 

-  1  2 
+  1.2 

94 
97 

25 
24 

49 
49 

12 
12 

9 
9 

16 
12 

6 

10 

:,v. 

Lockmaster. 
D.  H.  Center. 

College  Hill.  Lock  U 

74.3 

95 

24 

49 

12 

11 

14 

6 

se. 

Airwav  Station. 

Marshall  Hill. 

Jessie  Oldham. 

Farmers 

74.0 

-  1.2 

95 

21- 

46 

12 

9 

16 

6 

w. 

Mrs  Corda  C.  Stamper. 

74.8 

97 

24 

50 

12 

16 

0 

9 

Lockmaster. 

Ila/ard 

H.  A.  Bailey. 

Heidelberg,  Lock  14 

74.3 

-2.8 

95 

21* 

48 

12 

3  11 

7 

13 

11 

sw. 

Lockmaster. 
J  as.  T.  Goff. 

Jenkins                           

6.33 
3  55 

Kebecca  Brown. 

Zeb  Heston. 

Maysville  Dam  33 4  m  E. 

74.4 
75.1 
75.9 

-  2.5 

-  0.3 

-  0.1 

95 
95 
97 

24 
24 

49 
50 
50 

11 
17 
15 

5.32 
2.81 
3.90 
2.51 

17 
19 
23 

11 
3 
0 

3 
9 

8 

^.'. 

Lockmaster. 

Miss  Margaret  A.  Qunn. 

Fred  Cartmill. 

P^e^nil":::::;:::::;:::.:.:: 

9 
U 
19 
26 
;!2 
28 
48 
25 



E.  C  Praley. 

75.7 
74.6 
74  4 

-  2.1 

96 
94 
96 

26 
22 
24 

53 
52 
49 

12 1 
12 
12 

5. 19 

12 
19 

11 

5 

U.  S.  Weather  Bureau. 

^^S:::::::::::::-;:;. 

Knvennii,  Lock  12 

Caney  Run  Com.  Center. 
R.  W.  Jones. 
Lockmaster 

■74:5 

'-2', 

■ '94' ■ 

"ijr 

■•.51- 

•12- 

.;,'.H 

M     .^,      1  .-10 

-i.iii    i.iii; 

wiiiiaraBbnVg :::: 

12 

17 

2 

Charles  B    West. 
Lockmaster. 

state  averages  and  extremes 

75.2 

-  1.9 

104 

24 

46 

12 

3.33 

-0.81 

2  73 

17 

9 

5 

w. 

All  temperature  data  are  taken  from  self-registering  thir 

The  departures  from  normal  temperature  and  precipitati 

ised  In  determining  section  or  division  means.  ' 

Rfiference  letters, '.  '',  °,  appearing  in  the  table  indie  1 

t  Also  on  other  dates.    ++  Received  too  late  to  be  imh 


a  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete   reports  are 
svjlle  and  Woodbury  are  Locks  on  the  Green  River;  other  Locks  are  on  the  Kentucky  Kiver 
a.vs  missing ;  for  example,  b  represents  two  days,  etc. 
ind  summaries  T    Pref'.ipit»l.ioi\  is  less  than  O.ni  inch  rain  or  melted  snow 


.ii'i.Y,  n)46 


l'l,IM.\l'()|.()(;i('.\l,   DATA:    K  |-:\|'|  (K  N'  SKCTION 
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Daily  Procipltatlon  for  July,   1048. 


IlVs(t'rii  Dififion 

Baavor  Dam 

EarliiiKton   *■■■■ 

Fords  Forry  Dam  50* 

GilbertsvlUe' 

Urtiouville 

Hartford 

Heuderson 

Hopkinsvitle     • 

Lovolacevillo 

Mny  field 

Murray   

Owousboro  ' 

Owcusboro,  Dam  46'    

Paducah' 

Princeton 

Humsey,  Lock  No.  2  ' 

Russellville  « 

Cuioutown.  Dam  49* 


Centrnl  Division 

Addison, Dam  45.  ' 

Ancliorage 

Bowlinjf  Green '  

Bowlinx Green  No.  2'........ 

Brent,  Dam36* 

Brownsville, Loot  No.  6" 

Burnside'  

Campbellsville 

UiirrolltonLock  No.  1^.. 

Clermont 

Danville^ 

Dix  Dam,  Burg iu  2 

Eadsville  * 

Krankfort,  LockNo.  4- 

Gest,  Lock  No.  3" 

Glosff ow 

(irant.  Dam  38« 

Greeusburg  ' 

High  Bridge,  Lock  No.  7^.... 
Irvi.ngton   


Day  of  month 


2.79 
5.59 
2.66 


Leitchtield  « 

Lexington  t 

Little  HickmLin,  Lock  ? 
Lockport,  Lock  No.  2*. 

Louisville'  t- 

Do.  Bowman  Field. 

Mammoth  Cave^ 

Monticello  2 

Munfordville  * 

-St.  .lohn''^ 

Salvisa.LockNoeM.... 

Science  Hill 

-'helbyville 

Tyrone,  Lock  No.  5  ^t... 

Williamstown 

Woodhnry,  Lock  No. 4'. 


Eastern  Divisinn 

Aahbaid' 

Berea   

College  Hill,  LockNo.  11'  . 

Oorbin 

Cynthiana  ^ 

Fahmoiith^   

Farmers^  

Flemiiigsbnr?* 

Ford  Lock  No.  10  ^t 

Gooseroek  

'JreenupDara    SO'' 

Hazard^ 

Heidulberg.  LockNo.  14*... 

Jackson  ^ 

Jenkins^ 

Louisa^ 

MaysviUe,  Dam  33' 

Middlesboro      — 

Mount  Sterlin.sr 

Oneonta  Dam  35  ' 

Paintsvillp   «. 

Pikeville*' 


Quicksand' 

Ravenna-  LockNo  12-. 
Valley  View,  Lock  No.  9 
Vancebnrg,  Dam  No.  32  ' 

Williamsbnrs'.  

Willow,  Lock  No.  IS''... 


.90 

.•?.?. 

57 

.3,^ 

.KB 

.21 

.68 

.80 

1.29 

1.03 

.45 

.93 

4012.00 
25i.... 

oil.50 
.36 
.55 
1.68 
.14 


2.21 
2.59 
2.94 


2.57 
3.14 
2.43 
2.41 
3.52 
2.09 
4.14 
3.11 
8.49 
1.47 
4.75 
6.31 
4.83 
3.16 


2.11 
4.22 
2.93 


3.55 
5.32 
2.81 
3  90 
2.51 
3.93 
5.19 
2.77 
3.75 
3.54 
2.10 
6.34 
3.91 


^Firlt  order  Weather  Rn^^^^^^  '"  '^e  afternoo,; ,  n.^r  sun^.t.  and  precipitation  recorded  is  for  -2^  hours  ending  at  time  of  obserTatiou. 

amount  then  recorded   sf^^^  °    ^'^  24-hour  period,  midmgnt  to  midui!?ht  unless  otherwise  indicated.    'Precipitation  measured  In  the  morning: 

t   Trace  or  nr^ni^ffjfnnliilfhl^^^^  *p    f     «.  ^Precipitation  measured  vfith  recording  gage.  *Included  in  the  next  following  measurement. 

Lock  fok/d  House  Kv"  Onponta  r^lifnrnin   If V  °  u'^  addresses  as  follows:  -Look  5,  Lawrenceburg,  Ky.  :    Lock  6,  Versailles.  Ky,  Lock  8.  NicholasvlUe,  Ky. 

Kt^uX^(%''^^T-^i'-Gr'l^^T^^^^  Tennafsir<orS^?[ni/.'^:X!^  ^*'^""'^  *^  '^''^'  '^  '"^'-*«<3  -  follows :( B,  lig  Sandy ;  (L)  Licking:  ^K.) 

"•Airport  station.    Data  for  24  hours  ending  at  12.30a.  m  .  90th  meridian  time  adjastcd  to  day  they  occur 
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CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION. 


July,  1945 


Daily  Temperatures  for  July,   1945. 


6       7       8       9      10      U      12      13      14      15     16      17      18     19 


21      '^2      23     24     25 


We.^ern  DivUion. 

Beaver  Dam l^fSZS/. 

Earllngton JMfS'm.: 

f,^„„ ,.(,,„  Maximum . 

Greenville i  Minimum.. 

n„„^„^„„  i  Maximum  . 

Henderson i  Minimum.. 

HopkinsvUle i  Mfnimum  ' 

I-velaceville l^SZ' 

Mayfield i^lSr.: 

Murray ijSum.: 

Owensboro   JMhSmuT.: 

PBdiionh  i  Maximum  . 

Paducah -j  Minimum. . 

T>_-„^ t (  Maximum  . 

^"'^''eton i  Minimum.. 

Russellville J  Maximum  . 


C8  GB 

92  93 

70  68 

91  92 

70 


Centrnl  Division. 

Anchorage H^SSZ/. 

Bowling  Green \^fSSZ:. 

CampbellsviUe {^^Zl: 

Cle-ont  }SJS=: 

i^-viiie ]^S^:. 

D-Dam IJJSS^: 

^--•^^o" !SS=: 

Glasgow iMhSmZ"' 

«--«burg \^SSSS-. 

i-''^- \l\!SSZ.: 

i-"«^««'<i UJ?5=: 

^-^-^-- ISTuT: 

i-o^-'iie I^s™;": 

DO.  Bowman  Field  I  Maximum. 

Mammoth  cave S^^^/^r.: 

q,    T„v,n  Maximum  . 

^'••^°'*°   i  Minimum.. 

Science  Hill 1  mnimum  ' 

Sl'elbyvine l^^f^' 

wnnamstown   l^^SZ/. 

Eatlern   Division. 

Ashland   JMfnimum  ' 

T....J.  \  Maximum  . 

^^^^ (Minimum.. 

Corbin iMf=^: 

F^-ers   \^SZ- 

«— «•< 1^?^=.: 

H-<lelberg  \^ZS:, 

MaysviUe iMfnimum.: 

Middiesboro j  JJ^fi',;;;',;™  • 

Mount  Sterling \  ^5f,fi~  ' 

j-'^eviiie i^r,™;'': 

Pippapa.s.s iMfnimuin  • 

Quicksand  i  ^{hi'/Z.n  • 

^•'"--'^-^ !Mf,rr: 


SSInstruments  are  read  in  the  morning:  the  maximum  temperature  then  read  i.s  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
',  '',  °.  etc.  indi<'at(!  respoctively  1,  2,  3,  etc.,  days  mi.ssing  from  record, 
\V  no  U)uisvilU'.  K  v5  l.i-il.V). 


m 
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13 


KENTUCKY    SECTION 


B.  E.  UNGES 


Vol, 
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Louisville,  Ky.,  August.  1945 


No.  S 


GENERAL,    SUMMARY. 

uulilioiis  (luring-  tlio   month 


M'c  lavoi 
iTiict'  ail' 


ibk 


,l.S.l,.|K' 


(led  mainly  on 
as,  principally 


UISOEIiLANEOUS. 


Ohio  River— 'Vhe  rivor  roimiliicil 

Flootl  f/((7Hncrc.-Kiimll  Htrciiins  In 

rains  on  thi"  llrst  of  Uw  iiioiitli  and 


irrimts  byheavy 
liiiivy  property 
ipi-rty  iloHlroywl 


Urport:  puBO  '26,  hlifhest  tcmperuturo  kIiouUI  ho 
.uU^st  in  'M  houra  0.94  on  '28tli.  I'ttRO  '27,  totul 
I.St  tinnperatun!  on  I'Jth  should  be  (i'2. 


While  thermal 
iov  plant  growth,  rainfall  was  so  irrcKul 
variahle  in  amonnts  that  condition  of  cr 
prevailing  local  moisture  conditions,      li 

in  the  eastern  and  northern  districts,  in  which  rainfall  was 
adequate,  crops  continued  to  improve  and  were  ripening  rapid- 
ly. In  some  southwestern  and  central  Bluegrass  sections  how- 
ever, prolonged  dry  weather  gave  rise  to  serious  drought  condi- 
tions and  some  crops  were  damaged  beyond  recovery. 

All  early  and  some  late  planted  corn  was  practically  made  at 
the  close  of  the  month,  though  some  very  late  planted  was  still 
in  danger  of  damage  by  early  frost.  There  was  some  loss  also 
from  tiring  in  the  extremely  dry  southwestern  counties. 

Tobacco  generally  maintained  good  condition  in  the  burley 
districts  and  in  some  of  tlie  dark  tobacco  areas  of  the  Purchase. 
In  the  southwestern  tier  of  counties  however,  the  crop  deterio- 
rated and  plants  remained  small  in  size.  Topping  and  priming 
commenced  early  in  the  month  and  had  become  general  by 
about  the  15th  when  cutting  began  in  advanced  fields.  By  the 
end  of  the  month  a  considerable  amount  of  tobacco  had  been 
housed  except  in  sections  where  plants  were  still  too  small  for 
cutting. 

Gardens  and  orch.ards  in  northern  and  some  western  districts 
remained  in  good  condition.  A  good  peach  crop  had  been 
practically  picked  by  the  middle  of  the  month  and  picking  of 
early  apples  was  begun.  Early  potatoes  were  still  being  dug  in 
a  few  scattered  districts.  Pastures  and  forage  crops,  like  corn 
and  tobacco,  varied  with  local  moisture  conditions.  In  the  drier 
counties  many  fields  had  failed.  A  considerable  quantity  of 
lespedeza  hay  was  made  and  alfalfa  received  its  third  cutting. 

The  month  closed  with  all  but  a  few  of  the  latest  planted 
crops  out  of  danger,  but  rain  was  beginning  to  be  badly  needed 
to  put  the  soil  in  condition  for  plowing  and  preparation  for  fall 
seeding. 

TEMPER  ATTJRE. 

The  average  temperature  for  t^epteml^cr  was  75.5°,  or  0.4" 
below  normal.  Daily  mean  temperatures  were  fairly  equitable 
throughout  the  month.  There  were  two  short  periods  of  rela- 
tively Avarm  weather,  1st  to  5th,  and  29th  to  30th,  and  one  of 
rather  unseasonably  cool  weather  from  the  '23d  to  27th.  The 
extremes  for  the  section  were  103°  at  Dix  Dam  on  the  31st  and 
40°  at  farmers  on  the  27th. 


PRESSURE.  WIND,  HUMIDITY  AND  SUNSHINE^ 

Atniosi.h.Tic  pr«ss- 

uri!  (reduced  to 

sea-leve.l.) 

Wind. 

Relative 
humidity 

■s 

Stations. 

If^ 

i 

a 

a 

a 

11 

1 

1 

i 

i 

i 

■§1 

1° 
g-3 

2 

s 

^ 

li 

1 

W 

a 

fi 

<-^- 

Q 

O      «5 

'-'  _ 

»  ,fi. 

Cairo 

ni 

30.21 

30 

29.88 

17 

6.8 

32 

ne. 

2 

88 

59 

79 

0 

.  Ohio 

30.23 

9 

29.84 

6 

5.6 

15 

w. 

30.2a 

9 

■29,  HH 

14 

6.1 

24 

w. 

3 

Louisville  

..Ky. 

30.20     9 

29,86 

14 

6,2 

20 

nw. 

2b 
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noMPARATIV  DATA  FOR  AUGUST. 

PRECIPITATION. 

The  average  precipitation  for  the  State  was  2.47  inches,  or  1.23 
inches  lielow  normal.  As  in  the  preceding  month  local  monthly 
amounts  varied  considerably  and  irregularly.  In  the  northwest- 
ern border  covmties,  in  portions  of  the  Licking  and  upper  Ken- 
tucky watersheds  and  in  some  areas  of  the  west-central  counties 
monthly  amounts  exceed  four  inches,  wliereas  from  the  Tennessee 
River  eastward  to  Simpson  County  and  in  sections  of  the  central 

Bluegrass  less  than  half  an  inch  of  rain  fell  throughout  the  month.  Over  the  re- 
mainder of  the  state  the  amounts  ranged  from  one  and  a  half  to  three  inches,  Jlost 
of  the  rain  fell  in  scattered  showers  between  the  beg-iuuing  and  middle  of  the  month 
and  between  the  21st  and  24th,  The  largest  monthly  amount  was  5.67  inches  at 
Uuiontown  and  the  least  0.28  inch  at  Russellville.  Tlie  greatest  24-hour  amount 
3.28  inches  at  Farmers  on  the  l.st. 


1937 


1938 

1939 

1940 

1941 

1942 

1943 

1944 

1945. 

Period  t. 


Temperature. 


70.6 
73.2 
72.9 
75.4 
74.8 
77.1 
76.6 
77.1 
75.2 
76.7 
78.1 
80.4 
75.5 
75.6 
75.5 
75.2 
75.7 
77.4 
74.8 
76.3 


78.0 
70.0 
71.3 
77.0 
73.9 
80.  2 
75.0 


77.0 
74.0 
76.5 


78.0 
78.0 
75.3 
76.0 
76.9 
74.9 
78.1 
76.3 
75.5 
75  9 


2.33 
3  83 
3'09 
2  74 
5  12 
2  48 
3' 27 
2  64 
3' 82 
4' 37 
4 '27 
2'79 
2' 60 


5"  94 
6-29 
4-25 


3-00 
1-47 
7-51 

4-33 
2-06 
2-25 
5-36 
4-25 
3-26 
4-76 
4-22 
2  22 


3-57 
3-13 
6-56 


Number  of  days 


t56-Year  average. 


HAT. 

mi 


30 


CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION 


August,  1945 


WESTERN   DIVISION 

Beaver  Dam 

Karlington ; 

Ford's  Ferrv,  Dam  50 

Gilbertsville 

Greenville 3  m  S 

Hartford  (near) 7  m  N 

Henderson  1  1-2  m  S, 

Hopkinsville 1-2  m  E. 

Lovelaceville 

Mayfield 

Murray  

Owensboro    1-2  m  W  . 

Owensboro,  Dam  46 

Paducah  

Princeton 

Rumsey,  Lock  2t 

Russellville 

Uniontown.  Dam  49... 


CUmatological  Data  for   August.  1945. 


Temperature,  in  degrees  Fahr. 


NW 


Lock 


2  in  \V.    She! 


CENTRAL  DIVISION. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brent 

Brownsville,  Lock  6  i 

Bumside 

Campbellsville 

Carrollton.  Lock  1 

Clermont 

Danville 

Dix  Dam,  Burgin 

Eadsville 

Frankfort,  Lock  4 

Gest,  Lock  3 

Glasgow 3  m  NE 

Grant,  Dam  38 

Greensburg 

High  Bridge,  Lock  7  .....' .' 

Irvington 

LaGrange 

Lancaster 

Leitchfield 

Lexington 

Little  Hickman 
Lockport.  Lock 

LonsviLLi;  

Do    Bowmun  Fid 

Mammoth  Ca\-e 

Monticello 

Munfordville 

St.  John 

Sal  visa.  Lock  fi 

Science  Hill 

Shelbvville 

Tyrone,  Lock  5  . . . . 

VVilliamstown   

Woodbury,  Lock  4i 


Fahnouth 

Farmers  

Flemingsburg   

Ford,  Lock  10 

Gooserock   

Greenup,  Dam  30 

Hazard 

Headquarters 

Heidelberg,  Lock   M 

.Jackson   

Jenkins 

Louisa 

Ma.vsville,  Dam  33  ..4  m  E. 

Middlesboro 

Mount  Sterling 

Gneonta,  Dam  35   

I'aiutsville 

I'ikoville 

I'ippapass   

Quicksand  

Kavenna,  Lock  12 

\'allcy  View.  Lock  9 

Vaiicel>urg,  Dam  32 

Wijliiiiiisburg 

Willow,  I^«;k  13 

State  averages  and  extremes 


Ohio 

Hopkins... 
<  'rittcnden 
Marsliall  .. 
Jtulileuberg 

Oliio 

Henderson 
Christian.. 
Ballard  ... 


Caldwell 
McLean  . 
Logan  . . 
Union  . . . 


Breckinridge 
JetYerson  . 
Warren. .. 
Campbell. 
Edmonson 
Pulaski  ,. 
Tavlor.... 


Boyle 

Mercer 

Wayne 

Franklin  . . . 

Henry  

Barren 

Boone 

Green 

Jessamine  . . 
Sreekinridge 
Oldham  .... 

Garrard 

Grayson   . . . 


Edmonson 
Wavue  . . . . 

Hart 

Hardin   ... 

Mercer 

Pulaski   ... 


Bovd 

Madison... 
.Madison... 
Whitley  ... 
Harrison  . . 
Pendleton 
Rowan  — 
Fleming  . . 

Clark   

Clay  

<;rccnup   . . 


0.6 
+  6.' 5 


Lee   

Breathitt... 

776 

Letcher. . . . . 

1566 

Lawrence  . . 

584 

524 

Bell    

1128 

Montgomery 

930 

Campbell  .. 

497 

.Johnson  . . . 

620 

Pike  

636 

Knott 

1035 

Breathitt   .. 

732 

Estill    

G31 

Madison.... 

571 

Lewis 

Whitley  .... 

939 

646 

Precipitation  in  inches.       I  Number  of  days.l 


s  . 

s; 

g 

^5 

!t  -^ 

s 

£•3 

o 

0 

+0.57 

-1.09 
4-1  87 


-0.69 
■1.46 

+  1  94 

+  0, 

-0,05 

•f 

-2.76 

-0.,55 


+  2.. 


75.5-  0.4   103 


All  temperature  data  are  taken  from  self-regisU'i 
The  departures  from  noi-mal  temperatures  and  1 
uscid  in  detennining  section  or  division  means 

Reference  letters,  •,  '',  •,  aiipciiririif  in  tln'  lil.lc  ii 
tALso  on  other  dates.       tiHcceivc.l  lot)  inti"  to  l.r 


.41    1.35 
L12 

-1.8: 
-1.44J  0.76 


0.76 

2.22 

-2.24 


0. 93 

■2.43  0.60 
■3.I3I  0.35 
■1  14i  1.46 


2 
23-24 
23-14 


31         40 

'ters. 


s 


E.  G.  Young. 

Brick  South  worth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson,  Sr. 

Frank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers. 

Alton  M.  Harvill. 

Lockmaster. 


Lockmaster. 

C.E.  Barret. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Alva  McKinley. 

Lockmaster. 

Bemheim  Foundation. 

R.  P.  Coldiron. 

Iventucky  Utilities  Co. 
Joe  Norlleet. 

Lockmaster. 

Lockmaster. 

Randolph  C.  Wilson. 

Lockmaster. 

Mrs.  Lettie  D.  Perkins. 

Lockmaster. 

L.  O.  .Stiles. 

Oldham  Penitentiary. 

Kentucky  Utilities  Co. 

George  D.  Litsey. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Fred  W.  Binnewies. 

E.  O.  Cooper. 

Robert  C.  Smith. 

Sisters  of  Loretto. 

Lockmaster. 

William  H.  Dobbs. 

Willa  S.  A.  Ratta. 

Lockma.ster. 

Mi.ss  Nettie  B.  Simpson. 

Lockmaster. 


Lockniaster. 

n.  H.  Carter. 

Lockmaster. 

U.  S.  Weather  Bureau. 

Marshall  Hill. 

Jessie  Oldham. 

Mrs.  Cora  C.  Stamper. 

C.  A.  Glasscock. 

Lockmaster. 

Thomas  J.  Corum. 

Lockmaster. 

H.  A.  Bailev. 

L.  M.  Gaftiri. 

Lockmaster. 

James  T.  Goff. 

Rebecca  Brown. 

Zeb  Heston. 


M;i 


ret  A.  Gi 


ily  for  stations  as  have  ten  or  more  years  of  record, 
oodbury  are  Locks  on  the  Green  River;  other  Locks 
ig;  for  example,  b  represents  two  days,  etc. 
iiaries.         T.  Precipitation  is  less  than  0.01  inch  rail 


11  complete  reports  are 
n  tlic  Kentucky  River. 


(     ArciUsT,  Idih 


il.lM  ATOLOCICAl-   DATA:    KENTUCKY  SKCTloN 


WltSTKUN    IMVISION. 
ItoilVlT   Olim 

KHrllnfrtoii" • 

Kofits  Kovry .  Dam  60» 

GlU.MtsvllIo* 

OmmvlUo 

Ihutfora 

Hoiuloi-son^ 

lUn>kiusviU(>* 

U>vi>liuvville 

MaylieUi 

Murray 

OwonsDoro" • 

Owcusboro,  Dam  46' 

I'aiUieah'  

Vriuceton , 

Rmusoy,  Lock  No.  2'' 

KusscUvine"   • 

I'uioutowu,  Dam  i'J' 


CKNTRAL   lllV 

AcWison,  Dam  45' 

Aiuhonige 

Bowling  Green** 

Bowling  Green,  No.  '2 
Brent.  Dam  36''  ...... 

Bi-ownsville,  Lock  6' 

Burnside' 

Campbells ville  — . . . 
Carrollton,  Lock  1^ . . 

Clermont 

Danville' 

Dix  Dam,  Burgiu*... 

Eadsville'  

Frankfort,  Look  4'... 

(test.  Lock  3* 

Glasgow 

Grant,  Dam  38'' 

Greensburg^   

High  Bridge,  Lock  7' 

Irvington 

LaGrange 

Lancaster- 

LeitclUield- 

Lexingtout*' 

Little  llickmiin,  Loci 
Lockport.  Locki;2.... 

LorisviLLi-..  't 

Do.   Bowinau  Field 

Jfaminoth   Cave- 

Wonticello-    

Munford\  ille- 

St.  John- 

Salvisa,  Lock  6M  .... 

Science  Hill 

Shelbyville 

Tyrone,  Lock  5't  — 

W'illiamstown 

Woodbury,  Lock  4^. 


KASTKRK   DIVI.'.:lON. 


Ashland-  , 

Berea    

College  Hill.  Lork  1 

Corliiu" 

Cvnthiana-    

Falmouth' 

Farmers''  ....._ 

Flemiugsburg' 

Ford.  Lock  10^' 

Oooserock 

Greenup.  Dam  30-  . 

Hazanl"    

Headquarters 

Heidelberg,  Lock  44 

Jacksoii* 

Jenkins'^ 

Louisa'^    

INIavsville,  Dam  33'^ 


Pikeville" 

Pippapass 

Quic-ks 

Raven 

YuUev 

Vauri' 

Willia 


,  Lock  1-J'-  . 
lew.  Lock  9 
r?.  Dam  32- 


Daily  Freoipitatlo&  for  Auirust,  104&. 

Day  of  month 


I 


a.fyi 
■i.M 
A.'Z\ 
8.54 
8,08 
•2.81 
4.40 
0,34 
2,1)3 
1.99 


6,0:J 
0.79 
3.17 


2.09 
1.85 
1.31 


3.28 
2.6.5 
3.97 
1.55 
1.52 
2.50 
2.33 
1.68 
1.45 


2.59 
3. 51 
2.78 
1.86 
1.45 
1.80 
4.06 


3.04 
2.12 
2.  59 
3.14 
2.53 
5.06 
2.25 


lowing 
Lock  S, 
Big  .Sail 


U'outa  <  aliiornui 
reen;  (C)  Cumbei 
a.  m.  90th  merid 


and  precipitation  recorded  is  for  Ji 
•Aa  to  iiddnight  unless  otherwise  indi(>; 

aasiin  d  with  recording  gage.  * 

IS  foDows:     Lock  5,  Lawreneeliurg,  Ky 

area  in  which  station  is  located  is  i 
lio:  (M)  Mississippi. 
\v  occur. 
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CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION. 


August,  1945 


Western  Divhion. 
Beaver  Dam \  Maximum 

Earlinffton i  >[?>^imum 

(Minimum. 

Greenville \  Jfaximum 

'  Minimuiu. 

Henderson i  ^r?ix.imum 

(  Jimimum. 

Hopkins ville |  jjf^i™"™ 

Lovelaceville !  jrax"""™ 

I  .Miniinum. 
Mayfield j  JI?ximum 

(Minimum. 
Murrav j  M.iximum 

(Minimum. 
Oweuiboro   \  Maximum 

(  Minimum. 
Paducah  §§ \  Maximum  . 

I  Minimum. 
Princeton \  Ma.ximum 

(  Minimum., 
Russell  ville  g§ -I  Maximum  , 

I  Minimum., 

Central  Division. 

Anchorage S  Maximum  . 

(  Minimum. . 

Bowling  Green \  Maximum  . 

'  Minimum.. 

Campbellsville \  M?ximum  . 

(  .Minimum. . 

Clermont  \  Maximum  . 

(  Minimum. . 

Danville \  Maximum  . 

■  ■  '  Minimum . . 

Dix  Dam i  Maximum  . 

■  (  Minimum. . 

Frankfort J  Maximum  . 

(  Minimum. . 

Glasgow 5  Maximum  . 

'  Minimum. . 

Greensburg -)  Maximum  . 

(  Minimum. . 
Irvington  . .  !  Maximum  . 

'  Minimum.., 

Leitchfield \  Maximum  . , 

'  Minimum. .. 

Lexington (Maximum.. 

'  ■  (  Minimum. .. 
Louisville  I  Maximum  . . 

'  Minimum... 

Do.  Bowman  Field  !  Maximum  . . 

'  Minimum. . . 

Mammoth  Cave  ...     i  Maximum  . . 

(  Minimum. . . 

St.  John  j  Maximum.. 

■  ■  ■  (  Minimum. . . 

Science  Hill j  Maximum  . . 

(  Minimum. .. 

Shelbyville j  Maximum  . . 

I  Minimum 
VVilliamstown    . .         i  Maximum  . . 
"  /  Minimum... 

Knftern    Diiision. 

Ashland   i  Maximum  . . , 

'  Minimum 

Berea (Maximum... 

'  Minimum 

Corbin !  Maximum  . . . 

'  Minimum 

Farmers   (Maximum... 

(  Minimum 

Goosorock  §J!  )  Maximum  . . . 

'  Minimum 

Headtiuartcrs (Maximum... 

(  Minimum 

Heidelberg   .  \  Maximum  . . . 

(  Minimum 

.Mavsville  ....  1  Maximum  . . . 

'■■  '  Minimum 

Middlesboro...  (Maximum... 

'  Minimum 

Mount  Sterling. ...     •*  Maximum  . . . 

(  Minimum 

Pikeville  ...  (Maximum... 

"■■  '  Minimum.... 

Pippapass (Maximum... 

(  Minimum 

Quicksand  (  Maximum  . . , 

'  Minimum 

Williamslnirg              S  -Maximum  . . . 
'  -Mniinium 


Daily  Temperatures  for  AugTist,   1945. 


69      Tii 


851     80 
74      60 


81      82      90 


59 

56 
89 
55 

851     851     87|     80|     87 


0  08  65  60  63 
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GENERAL    SUMMART. 

'IVmporatures  during  ScptcMnln'r,  witli  tlic  (".\-c(>pti()n  of  one 
sluirt  cool  period,  wore  favorable  Tor  growlli  and  ripening  of 
all  crops.  Rainfall,  however,  varied  so  widely  over  different 
parts  of  the  State,  that  the  state  of  development  of  crops  de- 
pended almost  exclusively  on  sectional  and  even  local  moisture 
conditions. 

The  early  corn  crop  matured  early  in  the  month,  and  cutting 
and  shocking  started  in  scattered  localities  about  the  15th,  and 
became  more  general  as  the  month  advanced.  The  final  con- 
<lition  of  this  crop  was  generally  good.  Some  late  corn  also  was 
cut  late  in  the  month,  but  most  of  it  had  hardly  advanced  be- 
yond the  denting  stage,  and  some  that  was  not  expected  to 
ripen  was  cut  for  silage.  The  condition  varied  from  good  in 
the  northern  and  western  sections  to  poor  in  the  dry  central 
and  southern  sections. 

Largely  due  to  high  temperatures  early  in  the  month,  tobacco 
ripened  rapidly  and  cutting  and  housing  were  in  full  swing.  In 
some  of  the  hurley  districts  this  work  had  been  completed  when 
the  mouth  ended.  In  some  of  the  drier  sections  tobacco  did 
not  ripen,  but  just  dried  up.  There  was  a  decided  difference  in 
the  quality  of  tobacco,  the  condition  ranging  from  good  in  the 
northern  and  extreme  western  counties  to  rather  poor  in  the 
remainder  of  the  State.  Some  very  late  tobacco  remained  in 
the  fields  and  required  about  two  more  weeks  of  frost-free 
weather  for  ripening. 

Fall  plowing  and  seeding  of  small  grains,  clovers,  and  grasses 
made  good  progress  in  most  sections.  In  the  counties  along 
the  Ohio  River,  however,  this  work  was  delayed  for  a  time  by 
saturated  ground,  whereas,  in  portions  of  the  Bluegrass  and  in 
the  southern  counties  the  soil  remained  too  dry  and  hard. 
Where  good  rains  occurred  pastures  revived  slowly,  but  in  the 
dry  areas  they  remained  poor  or  had  completely  dried  up. 
Water  supplies  continued  low  in  the  Bluegrass  and  in  the  south- 
central  counties,  and  hauling  was  necessary.  .I.F..I. 


TEMPERATURE. 

The  average  temperature  for  September  was  72.5",  or  2.1^ 
above  normal.  With  the  exception  of  a  cool  period  from  the 
11th  to  18th,  daily  mean  temperatures  were  generally  above  the 
average.  Daily  maximum  temperatures  were  above  90'^  in 
practically  all  sections  during  the  first  decade  and  in  some 
western  and  southern  counties  also  between  the  21st  and  24th. 
Tlie  extremes  for  the  State  were  lOl'^  at  Dix  Dam  on  the  1st 
and  43°  at  Farmers  on  the  12th.  In  only  four  previous  Sep- 
tembers since  1889  was  the  extreme  lowest  temperature  for  the 
State  above  43^. 


PRECIPITATION. 

Precipitation  over  the  State  during  Septeml)ershoAved  marked 
variation  in  monthly  amounts  over  different  sections.  In  the 
extrenje  eastern  and  in  the  counties  along  the  Ohio   River  near 

the  mouth  of  the  Kentucky  and  from  Daviess  to  Ballard  Counties  monthly  amounts 
exceeded  five  inches,  and  eight  inches  in  portions  of  Breathitt  and  Crittenden  Counties 
In  contrast,  m  the  upper  Cumberland  watershed  and  in  a  large  area  extending 
from  Grayson  County  to  the  Licking  Valley,  monthly  amounts  were  less  than  two 
inches,  and  less  than  one  inch  in  portions  of  Jessamine  and  M'liitlev  Counties.  Pre- 
cipitation occurred  generally  over  the  State  on  the  1st  and  -M  and  in  some  parts  of 
the  State  almost  daily  after  the  8th.  The  rain  fell  mostlv  iu  showers,  which  weiv 
heavy  to  excessive  iu  the  northern  and  extreme  western  coumies  on  the  24-'25th 
hut  111  the  eentnU  counties  were  light  and  of  short  diir:ition.    The  monthly   average 


^ptHSfpr^e^^tti^c 


for  the  Stnto  was  8.44  in(^hn.s  or  O.K\  inch  iibovn  i 
Inches  at  Jackson  and  0.8it  Inch  at  High  lirldgc, 
4.34  Inches  at  Unloiitown  on  the  21  25111. 

MISCELLANEOUS. 

Ohio  TWver.— The  river  remained  at  relatlv<dy  low  stage  until  about  the  Ifith, 
when  moderate  to  heavy  rains  in  the  Ohio  Valley  and  Big  Handy  Basin  caused  a 
moderate  rise  that  continued  until  the  end  of  the  month. 


PRESSURE,  WIND.  HUMIDITY  AND  SUNSHINE. 
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COMPARATIVE  DATA  FOR  SEPTEMBER. 

19.39.. 
1940.. 
1941.. 
1942.. 
1943.. 
1944.. 


67.0 
68.' 5 


74.6 
68.1 
67.3 

7l!l 
70.2 
73.0 


74.3 
71.0 
69.6 


71.5 
70.8 
75.5 
72.7 


!  7.1:: 


74.5 
fifi.  7 
73.1 
67.5 
66.4 
68.8 
72.5 
70.4 


3.24 
2.71 
1  10 
3.77 
0.21 
4.36 
1.66 
2.25 
3.57 
4.01 
0.91 


1.03 
2.51 
4.41 
3.71 


3.32 

3.48 
2.56 
2.94 


5.37 
2.22 
2.87 
4.49 
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CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION 


September,  1945 


Clintatologica  1  Data  for   September,  19^6. 


Temperature,  in  degrees  Fahr. 


^£ 


Precipitation  in  inches. 


Number  of  days.! 


WESTERN    DIVISION 

Beaver  Dam 

Karlinirton 

Ford's  Ferrv,  Dam  50 

Gilbertsville ., 

Greenville 3  m  S. 

Hartford  (near) 7  m  N. 

Henderson  1  1-2  m  S. 

Hopkins ville 1-2  m  E. 

Lovelaceville 

Mayfield 

Murray  

Owensboro    1-2  m  W. 

Owensboro,  Dam  46 

Paducah  

Princeton 

Rumsey,  Locli  2t 

Russellville 

Uniontown,  Dam  49 


Ohio 

Hopkins... 
Crittenden 
Marshall  . . 
Muhlenberg 
Ohio.... 
Henderson  . 
Christian.. 
Ballard  ... 
Graves  — 
Calloway  . 
Daviess 


McCracken 

Caldwell  . . 
McLean  . . . 
Loguu  .... 
Union 


CBNTRAL  DIVISION. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brent 

Brownsville,  Lock  6  i 

Burnside 

Campbellsville 

Carrollton.  Lock  1 

Clermont 

Danville  

Dix  Dam.  Burgiu. 

Kadsvin<- 

Frankfort.  Lock  4 

Gest,  Lock  3 

Glasgow 3  m  NE. 

Grant,  Dam  38 

Greensburg 

High  Bridge,  Lock  7 

Irvington 

LaGrange 1  m  NW 

Lancaster    

Leitchfield 

Lexington 

Little  Hickman,  Lock  8 

Lockport,  Lock  2  

Louisville  

Do    Bowman  Field,  5m  E. 

Mammoth  Cave 

Monticello  

Munfordville 

St.  John 3  in 

Salvisa,  Lock  6 

Science  Hill 

Shelby  ville 2  m 

Tyrone,  Lock  5 

Williamstown   

Woodburv,  Lock  4t 


Breckinridge 
Jefferson  . 

Warren 

Campbell. , 
Edmonson 
Pulaski  . . , 

Taylor 

Carroll  .... 
Bullitt  .... 

Boyle 

Mercer  .... 

Wayne 

Franklin  . . 

Henry  

Banen  — 


Green 

Jessamine 
Breckinridge 
Oldham 
Garrard 
Grayson 
Fayette. 
Jessamine  . . 
Henry  . . . 
Jefferson  . 
Jefferson  . 
Edmonson 
Wavne  . . . 

Hart 

Hardin  .. 
Mercer  . . . 
Pulaski  .. 
Shelby  .. 
Anderson. 

Grant 

Butlre  .... 


EASTERN    DIVISION, 

Ashland   .3  ii 

Berea  

College  Hill,  Lock  11 . . 

("orbin 

Cynthiana 

Falmouth 

Farmers   

Flemingsburg   

Ford,  Lock  10 

Gooserock  

Greenup,  Dam  30 

Hazard 

Headquarters 

Heidelberg,  Lock   14... 

Jackson   

Jenkins 

Louisa 

Mavsville,  Dam  33.. 4  ii 
.Mi.idlcsboro 


Boyd 

MadLson... 
Madison.,. 
Whitley  . . . 
Harrison  . . 
Pendleton 
Rowan  . . . . 
Fleming  . . 

Clark  

Clay  

Greenup  . . 

Perry  

Nicholas  . . 


72. 9  +  0 

74.3  4   3 

72.4  +  0 
73.8+  1, 
72.21+  1.9 


lii 


72.6 


+  0. 
r'io 


ille  . 


I'ikeville 

Plppapass   

Quicksand 

Ravenna,  Lock  12  . . . 
Valley  View,  Lock  9 
N'anceburg,  Dam  32. . 

\Villiani.«burg 

Willow,  I/«-k  13 


Breathitt . . 

Letcher 

Lawrence  . 


Montgomery 
Campbell  , 
Johnson  . . 

Pike  

Knott 

Breathitt   , 


Madison. 

Lewis 

Whitley  . 
Lee   


620 
636 
1035 
7.32 
631 


State  averages  and  extremes! 


72.5 


-0.02 
1..5K 
0  98 

+0.70 

0.59 

+  2.24 

+  2.34 

+3.92 

3.08 

0.40 

0.85 


3.41+0.53    4.34    24-25 


E.  G.  Young. 

Brick  South  worth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson,  Sr. 

Frank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers. 

Alton  M.  Harvill. 

Lockmaster. 

Dr.  Samuel  S.  McReynolds. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Alva  McKinley. 

Lockmaster. 

Beniheim  Foundation. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfleet. 

Lockmaster. 

Lockmaster. 

Randolph  C.  Wilson. 

Lockmaster. 

Mrs.  Lettie  D.  Perkins. 

Lockmaster, 

L.  O.  Stiles. 

Oldham  Penitentiary. 

Kentucky  Utilities  Co. 

George  D.  Litsey. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Fred  W.  Binnewies. 

E.  0.  Cooper. 

Robert  C.  Smith. 

Sisters  of  Loretto. 

Lockmaster. 

William  H.  Dobbs. 

Willa  S.  A.  Ratta. 

Lockmaster. 

Miss  Nettie  B.  Simpson. 

Lockmaster. 


Lockmaster. 

D.  H.  Carter. 
Lockmaster. 

U.  S.  Weather  Bureau. 

Marshall  Hill. 

Jessie  Oldham. 

Mrs.  Cora  C.  Stamper. 

C.  A.  Glasscock. 

Lockmaster. 

Thomas  J.  Corum. 

Lockmaster, 

H.  A.  Bailey. 

L.  M.  Gaffln. 

Lockmaster. 

James  T.  Goff. 

Rebecca  Brown. 

Zeb  Heston. 

lockmaster. 

Miss  Margaret  A.  Gunn. 

Fred  Cartmill. 

Lockmaster. 

E.  C.  Fraley. 

U.  S.  Weather  Bureau. 
Caney  Run  Com.  Center. 
R.  W.  Jones. 
Lockmaster. 
Lockmaster. 
Lockma,ster. 
Charles  B.  West. 
Lockmaster. 


All  temperature  data  are  taken  from  self-registering  tliermomi^l 
Ihe  departures  from  normal  temperatures  and  precipiiiii.    i  :ii 
ised  in  determining  section  or  division  means.  .;:Ru]m  Ii 

Reference  letters,  *,  '■,  ',  appearing  in  the  table  indic;ii.      n:   i 
♦  Also  on  other  dates.        tiRpccived  too  latf  to  he  incbi.'.   i   m   n 


only  for  stations  as  have  ten  or  more  years  of  record,  l)Ut  all  complete  reports  are 
Woodbury  are  Looks  on  the  Green  River;  other  i^jcks  are  on  the  Kentucky  River, 
wing;  for  example,  b  represents  two  davs,  etc. 
imnaries.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 
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CM,lM.\T()l.()(;i(\\L   DATA:    KKXTrcKY  SKCTION 


Dally  Precipitation  for  September 

,   1946 

Duy  of  month 
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4     s 

6 

7 

8 

u 

10     11 

12 

18 

14 

16 

IS 

17 

IB 

19 

30 

21 

33 

28 

24 

2fi 

2« 

27 

28 

3fl 

80 

81 

i 

WKSTKllN    niVlSlON. 

lU'iiviT  Ihim 

Kiirilugtou" 

Konls  Ferry.  Dam  50« 

<;ilbi>rtsvtUo» 

liroouvillo 

Hiirtfoni 

Homiorson 

llopkinsviUc' 

Unolacovine" 

MiiylieW 

....G. 
....0. 
....T. 
....G. 

:::^8: 

....0. 

V.V.I. 

.1(1 

M 
.08 

/ii 

.08 

'  .'26 
.26 
.01 

;62 

.10 

.',38 
.23 
.18 

T°.' 

.'65 
.01 

.'65 
.64 

M 

■  .03 
■.'62 

150 
.48 
.61 
.22 

.08 
.05 

l.'CG 
1.12 
.22 

.'67 
.45 

V63 
Vi4 

.0-1 
.10 
.03 
.34 
.05 
.01 
T. 
.09 
.53 
.22 
.29 

Voe 

•tv 
tv 

.08 

.26 
.09 
.07 
.05 

,■12 

,22 
.02 

lie 

.90 
.01 

.04 

:62 

.68 
.01 

f.' 

.37 
.22 
.40 
.44 
1.60 
.42 
.61 
.25 
.84 
.81 
.87 
.30 
.22 
.58 
.62 
.08 
T. 
.32 

■  .■«) 
1.65 

■.■06 

,14 
,61 
.24 
.38 

tv 

.06 

.'io 

.05 
.03 
.98 
.47 
.20 
,62 

.10 
.07 
.12 

f.' 
T. 

1.68 

'.'46 
.69 

.10 
,87 
,93 
,18 
,11 
,08 
.10 
.04 
.16 
.28 

!5i 
.44 
.08 

V53 

ilsi 

.07 
.09 

'.'is 
'.'32 

.14 
.06 

,'47 
.61 
.08 

.'88 
.15 

'.'62 
.48 

'.'ie 

.'67 
.'35 

;64 

.28 
.40 

.'06 
.08 
.09 

.29 

M 
.32 
.65 

.69 
■  04 

2,88 
,70 
.38 
.17 

).10 
.21 
.61 
.63 
.39 
.67 

1.32 

1.90 
.91 
.10 

^36 

,30 
.13 
.15 

.66 
.79 

.49 

'!72 
,70 
.13 

.72 
.68 
.78 

''4c 
T. 

Vso 

.77 
.62 

'.06 

f.' 
.14 

.08 
1.80 
.86 
.66 
.19 
.27 

.04 
.'62 

4.86 
8.22 

fiT.i 
4.49 
6, '25 
0.66 
4.66 

T. 

.06 

1.52 
.26 

6.83 

.08 
.22 

4.61 
2.44 

....0. 
....0. 
....0. 
....Q. 
....G. 
....Q. 
....0. 

....0 
....0. 
....G. 
....G. 
....0. 
....G. 
....C. 
....G. 
....K. 

s. 

■:2G 

.31 

.42 
.35 
.09 

'.'72 
.34 
.01 

■.03 

'.23 
.62 
.58 
.96 

T.' 

7.06 

(hvousboro.  Dam  46' 

riuUioah"   

I'riuoetou   

Rumsey.  Look  No.  2 

Rnsspllville'   

ITiiioutown.  Dam  49" 

CKNTR.A.L  DIVISION. 

A.Wisou.  Dam  46« 

Anchorasre 

Bowling  Green" 

Bowling  Green.  No.  2 

Brent,  Dam  36'  

Brownsville,  Lock  6'  . . 

1.47 
.71 

i.'ss 

.94 
.25 

2.35 
T. 

tv 

T. 

.03 

:63 
.'2i 

.'19 

V63 
.03 
,07 

t.' 
.16 

'.'ii 

'lis 
'.'64 

T, 
.66 

T. 
.04 

.22 

•f.' 
.14 

.10 

•f.' 
T 

.05 

't.' 

7.07 
6.84 
3  31 

1.10 
2.'64 

.55 

'.'62 
.10 

L04 
.13 
.38 
.28 

.85 

'.'ii 

1.05 
.04 
.36 

■78 
.'65 

.04 
.79 
.54 

.03 
.61 
.01 
.03 
.43 
.22 

6.13 
3.17 
7.95 

,5,2:^ 
2.38 
3.04 

1.57 
l'92 

.'62 

2.51 
4.53 
3.70 

Buruside' 

.38 

1.77 

Campbellsville 

.22 

.84 

.18 
.33 

T. 

T. 

T. 

T. 

.88 

'.'82 

T 

2.12 

.82 

.95 

.25 

5.15 

....K. 

C. 

....K. 

G. 

2.11 
.90 

1.84 
.31 

1.4G 

T. 
V63 
!34 

T. 

.38 
.07 

'^T 

03 

.12 

1.18 
.07 

.03 
.04 
.45 
.16 

T. 

.08 

3.90 

Dix  Dam.  Burgin" 

Eadsville* 

.40 
SO 

T. 

1.79 

T. 

.03 
.05 
.08 

'.'62 
.42 

t.' 

T. 
T 

.09 

2.81 

Frankfort.  Lock  4» 

Gest,  Lock  3' 

■.'63 

.31 
24 

tv 

•f.' 

'.'i4 

.16 
.73 

.03 
.30 

1.07 
3.83 

Glasgow 

Grant.  Dam  38' 

Greensburg'   

0 

G. 

....K. 

G. 

O. 

....K. 
G. 

....K. 

....K. 

....K. 

0 

O. 

G. 

i:55 

'."84 
1.29 
1.44 
.46 

1.24 
.20 
.44 

.03 
T 

.... 

.12 
.83 
T. 

T. 

.48 
.80 
.40 
.... 

.03 

.i4 

.28 

'.'i2 

.13 

.08 

1.10 

".bk 
.09 
.95 

T 

.08 
1.06 
.50 

.52 
.90 
.01 
.22 
.05 
.15 
.14 
.16 

.34 

.88 

.15 

5.38 
2.99 

High  Bridge,  Lock  7»  . 

tv 

T. 

T 

0.89 

Irviugton 

LaGrange 

.60 

.08 

".■65 

.63 

T. 

.01 

T. 

T. 

.10 

'.'io 

.10 
.10 

t'.' 

.34 

■'i'.' 

.60 
.50 

'.'si 

.65 

.14 

.15 
.10 

2.62 

2.77 

Lancaster^ 

.36 
1.04 

Vis 

.35 

tv 

.78 

tv 

V62 

tv 

':63 

T. 

".16 

''62 

.24 

Voi 

,15 
.77 
.06 
.01 

2.15 

Leitehfield^ 

T. 
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T. 
T. 

Voe 
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Lexingtoni" 
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T. 

.02 
02 
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10 
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.26 
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T. 
T. 
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03 
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T. 
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T. 

3.49 

Mammoth  Cave''' 
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3.45 

Munfordville^ 

G. 

S. 
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C. 

s 

....K. 

L. 

G. 
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K. 

K. 

.'.'.■.'.l: 

L. 

L. 

L. 

K. 

K. 

0. 

K. 
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K. 

B. 
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'.'64 

".05 

.05 
.02 

■tv 

.70 

.19 
.05 

.21 

'.'65 
'.'53 
';45 

.06 

'ios 

.04 
.16 

.05 
.02 
.09 

1.43 

St.  John* 

1.02 

'.'io 

.10 

'.'io 
'.'69 

'!03 

1.43 

Salvisa,  Lock  6't 
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26 
.52 

T. 
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T. 

i.'oo 
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.07 

1.57 

2.42 
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Tvrone,  Lock  5*t  
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.86 
.25 

.06 
.66 

i.'Ob 
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.42 

1.65 
.15 
.28 
.02 
.26 

■!26 

.38 

T. 

T. 
T. 

.18 

.03 

.04 
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..32 

i;6,5 
1.79 
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'[os 
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1.42 
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E.iSTERN  DIVISION. 
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.51 

T. 

T. 
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.14 
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.09 
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.32 
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.10 
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T. 
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.12 

t" 
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•r 
•f.- 

.03 
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'f 

.06 
.23 
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1.00 

Cynthiana'    
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.50 
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t" 
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.45 
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t'.' 

1.91 
3.25 
l.,37 

tv 

V65 
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.03 

'.'ii 

'.'36 

t*^^ 

3  17 

1.30 

Oooserock 

.04 
.13 
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2.90 

Greenup,  Dam  30* 

Hazard*   

4.07 
4.58 
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.05 

2.40 

Heidelberg,  Lock  44* 

... 

tv 

.02 
T. 

.50 

T. 
.50 

X" 

tr 

T 
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.02 

2.53 
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■ 

1                  |-  ■      ,         1'  ■  ■ 
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B. 

0. 

C. 

.17 

.29 

.03 

■'io 

.10 

.25 

'.m 
1  ^1 

.09 
.15 

.40 
.10 

'.'08 
.01 

■.'69 

.07 

!37 

2.62 

Mavsville,  Dam  33* 

Middlesboro 

j.... 

."...jVV 

.1:5    .112... 

.03 

.11 

05 

.02 

1.45 
1.58 

Mount  Sterling 

L. 

0 

B. 

K 

K. 

K 

O 

C 

K 

.6. 
■.'45 

"■ih 
".34 

.36 
1.31 
.24 

.IC 
.31 

:::: 

.V 

"tv 

V6' 

•  01 

.33 

■i'io 

".20 

■.'51 
.27 
.68 

■;63 

ivvl-t.- 

1    ■'^'■■A. 

'.'io 

.14 

10 

'.'67 
.33 

.21 

90 

'ios 

.... 
.ii 

.13 

.14 

.80 
.09 
.02 

■;i5 

T. 
T. 

.40 

Oueonta  Dam  35* 

Paintsville*  

Pikeville" 

V26   .93 

1    K7        11 

'.'64 

t. 

.20 
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1.34 
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.44 

.05 

1 

■f.' 

.15 
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1. 

.23 

i.'82 

'.'i9 

.14 
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■Quicksand* 

Ravenna,  Lock  12* 

Valley  View,  Lock  9 

Vani^eburg,  Dam  32* 

■■"•••■ 

V!!:i'3c 
VftijVoi 

vv:\vv..  ^;v.v.v:vvy:^-o. 
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V!!;   .02 

.12!.... 
....;2.r2 

....i  .35 
....i  .24 
....     .31 

7.' 50 

L14 

,     3.27 

1.87 

Willow,  Lock  13* 

■" 

|- 
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T. 

1 
"" 

.... 

.... 

.4: 

.... 

r. 

!22 

:;:: 

j.... 

" 
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.... 
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Except  as  otherwise  indicated  observations  are  genera 
observation.  'First-order  Weather  Bureau  station:  pn-cipitation  is  for  ti 

measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hcur 
lowing  ineiisuremeiit.  T.  Trace  of  precipitation,  less  than  0.01  inch. 

Lock  8,  Nicholasvil  e,  Ky  ;  Lock  10,  Red  House,  Ky.:  Oneontu    California.  Kv 
Big  Sandy;  (L)  Licking;  (K)  Kentucky;  (S)  Salt;  (G)  Green;  (C)  Cumberlan 

"Airport  .Station.    Data  for  24  hours  endinir  : 


a  the  afterni: 


irport  Station.    Datii  for  24  houVs  ending  at  12.30  ; 


IKJth  meridian  tiim 


River  drainage  are 
)  Tennessee;  (O)  Ohio; 
adjusted  to  day  they  o 


ling  at  time 
*Pre(ipitati( 

in  tlir  next  ft 
Versuills-s.  K\ 
as   loilows:  (1 
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Daily  Temperatures  for  September,  1945. 


Beaver  Dan, \^^~: 

EarHHKton ]^^=: 

^,„o_,.:ii„  i  Maximum  . 

•^■^emille (Minimum. 

Henderson Im^iSZu.: 

Hopkinsville !jl^~.: 

I-velaoeviUe  )]^^i^Z.: 

M^yfleM i^S;r.: 

M--y \^s:^s: 

Owensboro   \^SZ^: 

Pariiiniih  SS  •)  Maximum  . 

PaducahSS i  Minimum., 

Princeton !  Mfni'mum  ' 

«»-nvii,es§ \]^ZS: 


Centrnl  Dirisiim . 


Anrhorage 

Bowling  Green 

Campbellsville 

Clermont  

Danville 

Dix  Dam 

Frankfort 

Glasgow 

Greensburg 

Irvington 

I/eitchfield 

Lexington 

Louisville 

Do.  Bowman  Field 

Mammoth  Cave 

St.  John  

Science  Hill 

Shelby  ville 

William.stown    


Maximum 
(Minimum, 
j  Maximum  . 
'  Minimum. , 
j  Maximum  . 
(  Minimum., 
j  Maximum  . 
(  Minimum. , 
)  Maximum  . 
'  Minimum. . 
S  Maximum  . 
(Minimum.. 
)  Maximum  . 
'  Minimum. . 
j  Maxiunnn  . 
'  Minimum . . 
j  Maximum  . 
(Minimum., 
j  Maximum  . 
(  Minimum. . 
I  Maximum  . 
(  Minimum. . 
(  Maximum  . 
(Minimum.. 
j  Maximum  . 
'  Minimum.. 
\  Maximum  . 
'  Minimum.. 
I  Maximum  . 
(  Minimum. . 
S  Maximum  . 
(  Minimum. . 
S  Ma.ximum  . 
(Minimum., 
j  Maximum  . 
(  Minimum. . 
j  Maximum  . 
(Minimum.. 


h'.tifleni    Dirifinn. 

A«hlan<1  I  Maximum... 

'^*'"'*""    'Minimum.... 

Rprps,  )  Maximum... 

"'^'^'^* (  Minimum. . . . 

Corbin (Mfnimum  ■'■ 

^"™- \^S=-:: 

««'«-°'-'<s^ iMfi^Zr.::: 

«-'''-«- !Mf,Xr::: 

"""i^"---"" iMfninnr.::: 

"-y-""' 'MSi^::: 

\f  if1r11o«hr>rr>  i  .MaximiUB  .  . . 

MicWlesboro j  Minimum. . . . 

Mount  Sterling jJlf,^™;:; 

'■"'-"'•' !S;r::: 

^'"p''''- 1m?;$=::: 

Quick.sand  )  Mfni'mum  ' ' ' 

Williamsburg *  Maximum  . . . 

*  (  Minimum 


m 

86 

.w 

.'i6 

86 

!)« 

.■)6 

Hfi 

8.=, 

fil 

57 

K'2 

m 

fiC 

^■^ 

87 

61 

61 

9? 

90 

68 

58 

\'\ 


92 

93 

5.5 

67 

92 

55 

71 

91 

95 

56 

72 

571  60 
92]  93! 
57|  60| 


S3|  87 

o5|  53 

89[  94I 

57  54i 

83  90 

55  54! 


90i  85 
71,  67 
93  92 


96 

90 

71 

75 

9:1 

91 

72 

9:- 

90 

W 

74 

95 

91 

71 

71 

97 

98 

55 

70 

92 

94 

(i5 

65 

9!. 

95 

72 

93 

93 
69 

12  13  14  i  15  16  17 


50  50  61 1  52 
89  84  751  70 
55;  50l  50:  51 


92i  92  931  86 

69,  67i  69  67 

941  92'  95  93 

);!'  !Si  B  1}. 


68; 

90 

60 
83 

73 

66 

90! 

8;- 

61 

96 

M 

64! 

m 

951 

91 

63' 

56 

95' 

85 

65 

6->. 

92 

8:i 

67 

5H 

91j 

7ti 

7ll 

1 

62 

83 

65 

.5t 

94i 

82 

73! 

63 

9.S; 

86 

66l 

56 

931 

87 

591 

57 

93 

85 

61I 

•  -1 

63 

94i 

82 

621 

64 

901 

80 

61 

591 

92' 

H4 

(K. 

65 

ml 

85 

61 1 

54 

95| 

85 

62; 

56 

95: 

85 

fif)l 

52 

95| 

84 

60 

57 

94! 

85 

64! 

.  i 

f)7 

53  54 
85  93 

54  54 


561  54 
81]  87 
56;  60 


52  52 
76  85 
54  56 


55  .55 


91  90 
62 

92 
64i 

91 

93 


53;  55 

871  90 
51  ■  51 
85  86  90 

5li  54 


58  67 
78!  75 
61!  59 


791  69, 


59|  53 


60|  52 
77 

57 


84!  76  73 

491  51 1  63 

831  78;  75 

.581  59,  52 

83  74;  70 

53  52! 
73  70[  70 

54  .52; 

84  77:  76 
49i  511 


91 

89 

67  67 


67 

90  92 
65 1  ()4 
86i  88 
65  05 
891  90 
64 
87 


88!     84 

62 

90     77 


S8In.stniments  are  read  in  the^moming:  the  maximum  temperature  then  read 
*.  ".  ',  etc.  indicate  respectively  1.  2.  3.  etc..  days  missing  from  record, 
W  r.  O  IxMiisvillc.  1I-19-I.5-9.V), 


charged  to  the  preceding  day.  on  which  it  almost  alway.s  occurs. 
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QENERAL,    SUMMARY. 

.Vltliough  tlio  average  toni[)(M;ituiv  of  tli(>  inonlh  was  below 
normal  and  somewhat  too  low  for  erop  growth,  abundant  sun- 
shine and  seasonal  temperatures  during  the  daytime  were  gen- 
erally favorable  for  harvesting  and  housing  late  crops.  Cold 
weatlier  during  the  first  two  weeks  eaused  some  delay  in  curing 
tobacco,  and  temperatures  near  or  below  freezing  on  the  i)th  and 
10th  put  an  end  to  all  growth.  Tliese  freezes  caused  some 
damage  to  very  late  corn  and  tobacco  that  had  not  as  yet  ma- 
tured, but  as  con)pared  with  the  proportion  of  these  crops 
already  harvested  and  in  barns,  the  losses  were  insignificant. 
Higher  temperatures  during  the  greater  part  of  the  second  half 
of  the  month,  especially  at  its  close,  together  with  prolonged 
dry  Aveather,  brought  tobacco  curing  to  about  an  average  stage 
for  the  season,  and  dried  corn  in  shock  sufficient  for  cribbing. 
In  the  northern  and  extreme  western  counties  there  was  enougli 
moisture  in  the  soil  throughout  the  month  for  plowing  and 
seeding  of  winter  grains,  and  plantings  were  coming  up  to  good 
stands.  In  the  southern  and  east-central  counties,  however, 
there  was  not  enough  rainfall  to  replenish  moisture,  and  fields 
remained  hard  and  dry,  and  such  fields  that  had  been  sown  did 
not  germinate.  In  the  latter  sections  a  condition  of  extreme 
dryness  continued,  and  hauling  of  water  for  stock  was  necessary. 
Pastures  and  forage  crops  maintained  fairly  good  condition  in 
favored  sections,  though  growth  was  slow,  but  in  the  drier 
districts  they  remained  parched  and  supplied  little  or  no  feed  for 
stock.  Late  haymaking  and  soybean  combining  progressed  and 
in  a  few  western  counties  were  aliout  over.  Late  potatoes  did 
not  receive  suflScient  moisture  to  maintain  growth  in  southern 
sections,  but  in  the  nortliern  counties  they  matured  well  and 
made  a  fairly  good  crop.  The  last  of  the  late  apple  crop  was 
picked  during  the  month.  .T.F..J. 

TEMPERATURE. 

The  average  temperature  for  October  was  oG,?*^  or  1.6°  below 
normal.  The  first  half  of  the  month  was  rather  cold,  with  but 
two  or  three  days  with  daily  mean  temperatures  above  the  sea- 
sonal averages.  With  the  exception  of  a  moderately  cold  period 
I'.etween  the  23d  and  2r)th,  the  last  half  of  October  was  relatively 
warm,  and  during  the  last  four  days  of  the  month  daily  mean 
temperatures  were  from  6°  to  18°  above  the  daily  normals. 
The  first  killing  frosts  of  the  season  occurred  on  the  9th  and 
10th,  and  with  the  exception  of  a  few  places  temperatures  fell 
to  freezing  or  below  on  these  dates.  The  extremes  for  the 
section  were  91°  at  Pikeville  on  the  1st,  and  23°  at  Farmers 
on  the  27th.  

PRECIPITATION. 

The  average  monthly  precipitation  was  2.04  inches  or  0.60 
inch  below  normal.  However  with  the  exception  of  the  Pur- 
chase and  some  of  the  counties  along  the  Ohio  River  and  in  the 
Bluegrass  section  in  which  fairly  heavy  rains  fell  at  the  beginning 
of  the  month,  monthly  amounts  were  only  about  1.50  inch 
The  amounts  ranged  from  4.5  inches  in  Graves  County  to  less 
than  one  inch  in  the  lower  Green  River  basin  and  along  the 
southern  border.  Most  of  the  rain  fell  on  the  1st  and  2d  and  on 
the  22d-24th.  The  largest  monthly  amount  was  4.88  inches  at 
Mayfield  and  the  smallest,  0.88  inch  at  Beaver  Dam.  The 
greatest  24  hour  amount  was  3.85  inches  at  Brent  on  the  1st 


MISOBLLANEOTTS. 

Cthiit  River— 'Ww  modoratu  rl.so  Incident  to  heavy  rulnH  over  portlonti  of  tlio 
watershed  at  the  close  of  the  preeodlnar  and  at  the  beginnlnK  of  the  eurrent  month 
had  about  spent  itself  by  the  6th.  Thereafter  the  river  continued  to  fall  slowly 
and  dams  were  again  up  by  about  the  middle  of  the  month,  ami  the  river  n^maliied 
at  n^latively  low  stages  until  Its  close. 

FRESST7RE,  WIND,  HUMIDITY  AND  SUNSHINE, 


Cairo HI. 

Cincinnati Ohio 

Evansville Ind. 

Louisville   Ky. 
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all 


COMPARATIVE  DATA  FOR  OOTOBEK 
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1940 
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52.0 
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54.8 


52.2 
55.8 
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57.2 
57.0 
56.9 
55  5 


59.9 
59.5 
.56.9 
59.7 
60.6 
57.6 


56.5 
61.1 
52.9 
59.3 
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2.33 
2.94 

0.78 
0  51 
4.00 


1.71 
1.10 
4.19 
2.42 
2.29 
1.57 
2.34 
2.22 
0.52 
4.95 
1.51 
2.97 
0.71 
2.11 
4.45 
3.71 
1.42 
3.55 
5.10 
3.40 
2.59 
3.18 
3.81 
7.99 
1.64 
2.31 
2.28 


2.61 
3.93 
3.65 


0.88 
2.51 
3.47 
4.27 


0.74 
4.25 
2.81 
1.67 
1.31 
2.04 


Number  of  days 
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OUmatological  Data  for   October,  1945. 
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f'o\nities. 
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Temperature,  in  degrees  Fahr. 

Precipitation  in  inches. 

Number  of  days. 
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s  . 
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a- 
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1 

II 

'^1 

1 
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WESTERN   niVTSlON 

Ohio 

Hopkins.... 
Crittenden  . 
Marshall  . . . 
Muhlenberg 

Ohio 

Henderson  . 
Christian... 
Ballard  .... 

Graves 

Calloway  .. 
Daviess 

McLean  .... 

Logan  

Union 

Breckinridge 

Jefferson  . . . 

Warren 

Campbell... 

Edmonson  . 
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Taylor 

Carroll 
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Mercer 

Wuvne 

Franklin... 

Henry  
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Boone 

Green 

Jessamine  . . 
Breckinridge 
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Garrard  .... 

Gravson  ... 
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Henry   
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:^Iereer 

I'uhiski    .... 

.sli.'lby     .... 

Graut 

Butler 

Boyd 

Harlan 

Madison.... 
Madison.... 
Whitlev  . . . . 
Harrison  . . . 
Pendleton   . 

Rowan  

Fleming  ... 

Clark  

Clay  

Greenup  ... 

Perry  

Nicholas  . . . 

j 
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420  1  51 
356  !  16 
431       6 
519  i  28 
540  1     6 
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479     16 
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420     48 
404      12 
341  j  25 

56.1-  3.2 

82 

28 
28 

28 
30 

16 

27 

1.28 
1.50 
3.44 
1.64 
2.19 
3.30 
1.40 
3.21 

3^94 
1.64 
1.66 
3.98 
2.20 
0.90 
1.06 

2  05 
2.36 
2.03 
4.31 

0  92 

-1.99 
-1.57 
-1. 12 

+6'45 
-1.49 
-0.44 
+  1.74 
4-0  83 

+1.11 
-0.60 
-2.08 
-1.62 
-0.56 

-0.58 

-o!75 
+195 
-0.30 
-1.88 

"o^so 

1 

0.48 
0.70 
1.15 
1.11 
0.57 
1.31 
2.44 
0.40 
1.66 
2.50 
1.44 
1.36 
1.60 
1.55 
1.11 
0.87 
0.62 
1.18 

1.45 

0'.87 
3.85 
1.52 
0.52 
1.10 
1.60 

1-2 

2 

1-2 

2 

2 

1 
1 

1 

1-2 
22 

1 

22-23 
22-23 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 

6 
7 
7 
5 
5 
5 
6 
5 

8 
3 
4 
10 
4 
3 

7 

4 

6 
4 

4 
5 
4 

20 
19 

6 
4 

5 

S. 

sw. 

57.3 

-  0.6 

Brick  Southworth. 

Ford's  Ferrv,  Dam  50 

■57:4 

-ii 

"si" 

'28" 

'31" 

"ie" 

Tennessee  Valley  Authority. 
C.  R.  Lovell. 

Greenville                    .3  m  S. 

19 
20 
19 
22 
19 
16 
19 
13 

6 
0 
4 
5 
5 
9 
5 
9 

6 
11 

8 
4 
7 
6 
7 
9 

s. 

n. 
n. 

s. 

Hartford  (near) 7  m  N. 

Henderson  1  1-2  m  S. 

Hopkinsville 1-2  m  E. 

W   E   Carson   Sr 

56.5 
57.0 
59.4 
57.6 
58.0 
57.2 

-  4.1 

-  3.6 
— 1.1 

-  3.6 

-  l!5 

80 
80 
87 
79 
81 
82 

12 
28 
13 
12 
12 
28 

33 
32 
31 
32 
33 
32 

27 
16 
16 

lot 

16 1 

Frank  Street. 
W.  K.  Morris. 
Blaine  Malone. 

Ralph  B.  Wear. 

bwensboro    1-2  m  W. 

Owensboro,  Dam  46 

Virgil  P.  Clark. 

.57.6 
56.0 

■57.' 6 

-  4.1 

-  3.6 

80 
79 

12t 
"12" 

36 
30 

■31" 

16t 
16 

"iot' 

15 
19 

4 

12 

s."  " 

U.  S.  Engineers. 

u    •'i.'i'^  *r?n' 

529 
384 
590 
357 

352 
700 
656 
489 
410 
705 
777 
480 
474 
955 
770 
622 
504 

28 
32 
17 

17 
45 
49 
19 
28 
54 

'46' 
7 
21 
21 
5 
49 

Alton  M.  Harvill. 

Rumsey,  Lock  2; 

Kussellville  .          

19 

3 

9 

w. 

Dr.  Samuel  S.  McRevnolds. 

Union  town,  Dam  49 

CENTRAL  DIVISION. 

'55 '8 
56.4 

-'6!9 
-3.3 

"83" 

•ii" 

28 

■'29" 
30 

"iot' 

16 

20 
15 

2 
4 

9 

12 

se. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Brownsville,  Lock  6t 

Sarah  E.  Lewis. 

56.7 

82 

It 

29 

15 

2.09 
2-30 

23 

3 

5 

sw. 

Alva  McKinley. 

Bernheim  Foundation. 

56.8 
57.1 

■57;2 

-  1.5 

-  2.2 

-'o.'s 

82 
86 

"82" 

1 
1 

'2!" 

30 
31 

■36" 

27 
27 

"27" 

2.' 48 
1.68 
2.56 
2.76 

-0.2:? 
-0.07 

+o;('l6 
-0.15 

0.88 
1.25 
0.72 
1.46 
1.90 

22-23 
1 
1 
1 
1 

0 
0 
0 
0 

6 
4 

I 
5 

19 
14 

5 

7 

7 
10 

s. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Kadsville 

Frankfort.  Lock  4 

Joe  Norfleet. 

16 

5 

10 

s. 

Lockmaster. 

760      18 

Randolph  C.  Wilson. 

506 
581 
544 
646 
850 
1032 
635 
989 
560 
485 
459 
658 

20 
52 
43 
47 

5 
19 
49 
61 
35 
35 
72 

7 
10 

4.40 
1.86 

+2.16 
-1.04 
-0.67 
+0.21 

0.80 
1.03 
0.87 

1 
22 

1 
23 

0 
0 
0 
0 

4 
4 
6 
6 

57.8 

+  0.7 

85 

1 

30 

16t 

22 

4 

5 

e. 

High  Bridge,  Lock  7 

55.8 

-  29 

80 

21 

29 

16 

3.00 

20 

4 

7 

s. 

L.  0.  Stiles. 

LaGrange i  m  NW 

Oldham  Penitentiary. 
Kentucky  Utilities  Co, 

. 

1.26 
2.00 
1.67 
1  65 

-1.65 
-1.17 
-0.92 
-1.12 
-0.49 
-0  96 
-0.52 
-0.84 

-i'.so 

-1.52 
-0.90 

+0.71 
-0.15 
-1.13 
-1.40 

—0.94 

-i:37 
-1.73 

-i'is 
-0.39 

-1.04 
-1.06 
-0.  62 

0.65 
1.17 
0.65 
0.S5 
1.42 
1.04 
1.43 
0.  67 
0.65 

0.72 
0.87 
1.72 
1..51 
1.10 
1  02 
0.75 

0.70 
1.12 
0.94 
0.48 
0.65 
0.72 
1.13 

0  94 

1  10 
(1.94 
0.60 
1.04 
1.03 
0.95 
0  95 
0.81 

24 
22 
22 
2 

1 

22 

1 

23 
2 

2 
1 
22 

2 

22-23 

1-2 

2 

1 
1 
1 

22 

1 

r 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 

0 
0 

.3 

3 
5 
3 
0 

3 
f> 
8 

5 
8 
5 
5 
4 

4 

8 

5 

5 
3 

5 

4 
\ 
4 

• 

Leitchfield 

56.2 
56.2 

-  2.4 

-  1.2 

80 
80 

28 

31 
32 

9 
16 

16 

7 

14 

8 

"."'■ 

George  D.  Litsey. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lexington 

Little  Hickman,  Lork   8.... 

Lockpoit.  1/irk  2 

Louisvii.Li:  

Do    Bowman  Field.. Om  E, 

Mammoth  Cave 

Monticello 

■57:6 
56.4 
55.5 

-i'.i 

-  1.1 

-  1.9 

"79" 
80 
81 

"is" 

18 
21 

37 
33 

28 

"is" 

27 
16* 

2.39 
1.69 
2.13 
2.08 
095 
1.H9 
1.43 
1  80 
2.59 
■i.->A 
2.65 
1.68 
1.72 

1.67 
2.22 
1.4'. 
1.23 
1  46 
1.24 
1.99 
1.89 
1.81 
1.71 

U.  S.  Weather  Bureau. 

15 
15 
13 

7 
5 
11 

li 

7 

sw. 

U.  S.  Weather  Bureau. 
Fred  W.  Binnewies. 

iiOO      !« 

Robert  C.  Smith. 

St.  John :i  rr,  .■^W 

Salvisa,  Lock  G 

Science  Hill 

Shelby ville 2ni  W. 

Tyrone.  Lock  5 

Wjlliamstown   

Woodlmry,  Lock  4t 

EASTERN    DIVISION. 

Ashlauil                       3  m  SE 

777 

li)li,3 

524 
943 
504 

534 

1.580 
1070 

1440 
684 
600 
668 
870 
593 

49 

3i.l 

42 
28 

''. 
42 
35 

2? 
56 

20 
29 

■■25' 
•'1 

56.0 

'r,e,'2 

56.2 
■56.'( 

56.6 
54.1 
57.6 

'56.S 

To!  8 

-0.8 
-'i'u 

81 

"82" 
81 

"so" 

86 
84 
83 

"86" 

...... 

21 
...... 

"^ 

1 
...... 

27 

"29" 
29 

"33" 

28 
31 

"29" 

16 

"i6t 
16 

"9" 

27 
27 

lot 

16' 

2 

14 
■22' 

17 
■3' 

6 

12 

16 
"9 

sw. 
n. 

Sisters  of  Loretto. 

Lockmaster. 

William  H.  Dobbs. 

Willa  S.  A.  Ratta. 

Lockmaster. 

Miss  Nettie  B.  Simpson. 

I 

1(1 
11 

5 
11 

sw. 
w. 

Lockmaster. 

C.  C.  Whiteaker. 

Berea 

College  Hill,  Lock  11 

Corbin  

D.  H.  Carter. 

19 

9 

nw. 

U.  S.  Weather  Bureau. 
Marshall  Hill. 

Falmouth 

'it;' 

"3' 

"12' 

■w."- 

Jessie  Oldham. 

54. t 

-1.9 

84 

1 

23 

27 

C.  A.  Glus;scock. 

Ford    Lock  10 

Lockmaster. 

56.0 

87 

1 

27 

16t 

17 

2 

12 

2.021-0.21 
1.98  -0  88 

1.87 

1.38  -l.,55 
1.64  -1.47 



H.  A.  Bailev. 



L.  M.  Gailin. 

Heidelberg,  Lock   14 

Lee  

Breathitt . . 
Letcher — 
Lawrence  . 
Mason  .... 

Bell    

Montgomerj 
Campbell  . 
Johnson  . . 

!  Knott' '.'.'.'.'. 
i  Breathitt   . 

Estill   

Madison... 

l^wis 

Whitley  . . . 
1  L«e   

1 

663 
776 

1566 
.584 
524 

1128 

930 

1      497 

62(1 

1  '5'i 

1       631 

1      571 

525 

!   939 

1      646 

^?P- 

-  2.1!      84 

1 

27 

27 

15 

5 

11 

sw. 

Lockmaster. 
James  T.  Goff. 

19 

Rebecca  Brown. 

-■i:,5,"83" 

-  0.5j     811 
+-  0.9!     82 

-  l.l'     85 

-  1.9,     87 

"j" 

20 

...... 

1 
1 

"29" 

28 

"27" 
26 

i.84      0.90 
2  11  -0.41 
l.K     -1.45 

n  65 
1  44 
0.45 

2 

12 
2 

1-2 

22-23 
23 
23 
1 
1 
1 

1-2 

1 

1 

0 

0 

0 

0 
0 
0 

0 

5 
4 

5 

\t 

8 
4 

t 
6 
7 
3 

1» 

Maysville.  Dam  3;j..4  m  E. 
Middlesboro 

47     55.8 
46  1  .56.8 
.52  1  .57.( 

18 
18 

'is 

1  23 

6 
'  12 

7 

} 

ii 

4 

"v" 

Lockmaster. 

Miss  Margaret  A.  Gunn. 

Fred  Cartmill. 

2.1(>+(l,Uh|  2  1(1 
1-70+0  ivl  1  07 

1  74| -0.951  0.  .53 

2  31!-0.(iol  0  118 
1   117  -1   8-ii  (I.7H 
1    r.i      1    is'  (1.(14 
i,.V.'      1   :;!    0.1)7 

Paintsville 

Pikeville 

Pippapass   

Quicksand 

Ravenna,  Ix)ck  12 

11 

1:1 

1; 

E.  C.  Fraley.                    . 
II.  S.  Weather  Bureau. 
Canev  Run  Com.  Center. 
R.  W.  Jones. 

1  32 

48 
25 

■«:■. 

-'3.' 

:::::: 

"85" 

...... 

"29 

i:::::' 

27 

VaiK-eburg,  Dam  32 

Williamsburg 

Willow    Lock  13 

Uvckmaster. 

1   (> 
1   3 

-11  '.11'  (1.55 

1    L61    (1   8-1 

17 

1(1 

4 

Charles  B.  West. 
Lockmaster. 

State  averages  and  extreme 

L 

—  1. 

1 

91 

1 

23 

27 

2.0 

-0.  .59 

.... 

17 

J 

5 

9 

s. 

All  temperature  data  are  taken  from  .self-registering  thermometers. 

The  departures  from  nomial  temperatures  and  precipitation  are  computed  only  for  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are 
ed  in  determining  section  or  <livision  means.  mumsev.  Brownsville  and  Woodbury  are  Locks  on  the  Green  River;  other  Locks  are  on  the  Kentucky  Kivor. 

Reference  letters,  •,  ''.  °.  appearing  in  tlie  table  indicate  livmiber  of  davs  missing;  for  example,  b  repre.sents  two  days,  etc. 
t.Mso  on  other  dates.        +t|<eeeive,|  too  late  to  he  inelnde.l  in  means  and    stnnimiries.  T.  Precipitation  is  less  than  0.(11  inch  ram  or  melted  snow. 


O.   IMUKl!,     15M5 


ri.l.\l.\T()|.()(il('AI-   DATA:   KKxXTUlIKV  SECTION 


Dally  Procipitiitlon  for  October,    1946. 


Stations 

1 

1 

2 

8 

4 

6 

6 

7 

8 

9 

10 

11 

u 

18     M 

16     16 

17 

18 

19 

20 

21 

22 

28 

24 

26 

28 

27 

28 

29 

SO  1  81 

1 

WKSTKRN    DIVISION. 

.48 
.SI 
.46 
l.CH) 
.57 

2.30 
.41 

l.titi 

2.50 
.93 
.25 
.20 
.86 

1.11 
.14 

"a» 

.04 
.18 
.36 

.18 
.16 
.02 
.32 
.25 
.03 
.01 

.22 
.06 
.03 

Vie 

.23 

0.88 
1  28 

Earlliifrtou' G. 

1.11 

.67 
1.21 
.14 

.20 

.'11 
.24 
1.3C 
1.34 
1.65 

T. 
.02 

T. 
T. 

.01 
.01 
.06 

.05 
.27 
.82 
.10 
.01 
.71 
.19 
.10 

Fords  Forrv,  Dam  50" 0. 

.... 

T. 

.... 

.... 
.... 

T. 

.14 

V97 
1.44 
1.44 

Gilbertsvillo" T. 

.06 

3.44 

tirocnviUo 0. 

T. 
T 

1  64 

llivrtfoni..         G. 

T. 

T. 
T. 

T. 
T. 

2.19 

3.;w 

1.40 

.40 

T. 

.06 

■.'64 
.04 

.... 

.16 

.... 

Ixtvolacovilles M. 

.30 
.40 
.65 

tV 

.18 
.66 

WavHold M. 

Voi 

.06 

.03 
.02 

.06 

.... 

Owensboro'  ................ . . ...... 0. 

3.94 
1.64 

.03 
.01 
.04 

tv 

.... 

.02 

.04 

.52 

.68 
.48 

3.98 
2.20 
0.90 
1. 06 
1.99 

2.05 
2  H, 

I'riuoeton  G. 

T. 

Rumsey.  Lock  No.  2 G. 

.73 
.02 

1.00 

■:S 
:S 

3.85 

1.'55 

.03 

.26 
.03 

T. 

.04 
.49 
.18 

.18 

T. 

.70 

.05 
.27 
.87 
.09 
T. 

.'64 

.55 
.91 
.02 

.72 
.40 

T. 

I'uioutown,  Dam  49- 0. 

.01 

.03 

CKNTRVL  DIVISION" 

".U 

.03 
T. 

.... 

T 

T. 

'.■•21 

T. 

T. 

.02 
.03 
.01 
T. 

T. 
T. 

T 

T. 

4  31 

2  H« 

".bh 

.23 
T. 

.15 
12 
.15 



DurHMiU                                                C 

.04 

.52 
.65 

.68 

WW 

.10 

.... 

.'62 

.45 

2  09 
2.30 

<  arrollton    Lock  1«                          K 

Clermont                                             s 

Dam  hlc"                                            K 

i.'25 
.02 

.67 

.04 

.03 

.07 
.25 

.11 

.88 
.95 

.04 

!69 
.05 
.08 

1  -i 

2  48 

1  68 

2  5t. 

l)i\  Dam    Burgm^                            K 

hailsN  ilU-"                                              ( 

7t 
1  4C 
1.90 

.04 
T. 

.17 
.02 
.02 

.03 

.03 

Frankfort    Lo(  k  4'                              k 

.... 

V62 

.92 

.74 

(.est    lock  3>                                        K 

Gla-go«                                                 (i 

(-.rint    Dam   ih'                                   () 

T. 

i.60 
■  63 

1.03 
.60 

.... 
.... 

T. 

'.'6i 
.01 

T. 

.35 

:::: 

".OS 
.09 

T. 

.02 

.58 
.80 
.85 
.87 

.20 
V62 

T. 

'tv 

4  40 

OuenNburg                                           (. 
High  Biidgi     I/)ik  7-                          Iv 

.... 

1  8b 

2  (r2 

i  00 

IrMiigtou                                              (■ 

T. 

.50 

.77 

.... 

laniivstei^                                         K 

.57 
.55 
.02 
.85 
1.42 

■.'67 

■.'89 
.72 
.60 

1  72 

l-'lO 
.82 
.56 

.70 
.34 
.94 

■? 

.04 
.14 
.04 

.65 
.01 

1  2b 

l^Mt(  hhcld'                                        (, 

.05 
.55 

f.' 

1.04 
1.43 

.... 

.06 
T. 

.02 
.65 

1.17 

.14 
.70 
.77 
.34 
.24 
.45 
.65 
.50 
.45 

t^^ 
.79 
.84 
.62 
.75 

.51 
1.12 
.48 
.50 
.14 
.34 
.57 
.30 
.51 
.49 
.68 
.47 
1.03 
.68 

:65 

T. 

].e\ingtouf                                        K 

.21 

".ib 
.05 

T 

T. 

.03 

1  07 

Little  Hickman,  Lo(  k  S-'t                K 

T 

.09 
T. 
T. 

.02 

1  65 

loikport    Lock  2'                               K 

tV 

.01 
.29 
.25 
.09 
.08 
T 

!05 

"■ii 

T. 

T. 

T 

.05 

.05 

.15 

.10 

.03 

.06 

f. 

tv 

T 

T. 

tv 

.02 
.54 

Vsi 

.39 
.06 

2  i9 

LOIISMILP,  'i                                              0 

T. 

1.69 

Do    Bosnian  Field  ij                     () 

04 

'1. 

Moutuello'                                           t 

'.■54 
".20 

:::: 
tv 

.... 

0  95 

MuiifordMlle'                                    (, 

.04 

.02 
.01 
.06 

St    John''                                            S 

.02 

.02 
T. 

hahisa    Lo(k  b^t                                 K 

■.■65 

.05 

.24 

'  .'62 

Ves 

1  80 

SdemeHill                                          ( 

bhelb\  \  illp                                         S 

.70 
.10 

.03 

T\roiie    Lock  o't                                K 

.30 
.02 

.31 

....|.... 

V62 

2  05 

\\illiamsto«n                                       L 
^\0()dbur^     I  o.  k  4^                            G 

1  68 

EASTERN  DIVISION. 

Ashland^ 0. 

T. 
.34 

.02 

■;» 

.29 
.16 
T. 
.19 

TV 

Vie 

.03 

.02 

38 

.17 
-3 

T 
.05 

Benham C. 

.... 

"01 

.04 
.14 

Berea  K. 

College  Hill,  Lock  11^    K. 

....!.... 

1  25 

Corbin  ** C. 

.08 

■.'62 

.04 

.1 
.16 

1  4b 

Cynthiana'    L. 

.48 
.20 
.27 
.07 

j. 

Falmouth^ L . 

r 

.... 

1  13 

T. 

.01 

T. 

.... 

i  99 

Farmers^ L. 

Flemingsburg^ L. 

1.10 
.94 
60 

1.04 
.66 
.95 
.95 
.81 

j 

Ford,  Lock  10*' K. 

■'63 

T. 

.01 

1 

.... 

VC9 
.29 
.02 
.14 

■."06 
.02 

T 

1  71 

«oosero.-k : K. 

Greenup,  Dam  3U'^ 0 

Hazard"    K. 

'.'os 

.18 

.05 
'  .02 

1  98 

Headquarters L. 

.10 
.04 

WW.;  w 

Heidelberg,  Lock  44^ K. 

.... 

T. 

Jackson'^ K  ■ 

1  64 

Jenkins* B. 

Lo'iisa^    , B. 

■.'96 
.... 

.65 
1.44 
.45 

'  .'22 

.07 
'.'43 

.49 
T. 

.52 
.48 

.11 
.06 

Maysville.  Dam  o:r^ O. 

.14 

1   10 

Mount  Stfi-liug L. 

.70 

t" 

.15 
.04 

'tv 

.03 
T. 

.57 
.  97 

.11 

.06 

2  26 

Oneonta  Dam  35» O 

2.10 
.42 
.49 
.65 
.78 
.64 
.97 

1.43 
.55 
8- 

T. 

T 

.04 
.08 
.22 
.15 
.02 
T. 

T. 
T 

.02 
.08 

f' 

.40 

Paintsville-   B 

1  70 

•:63 

.03 
.62 

.03 

..31 
.04 

V45 

.53 

.98 

'f 
.45 
.41 

.40 

.02 

Pippapass K. 

Quicksand^ K 

Kavenna,  Ltick  12^  K 

■-'08 
.08 
.15 

'.'.'.'. 

.16 

.... 
.... 

.'... 

2  31 
1  67 

Valley  View,  Lock  9 K. 

Vanceburg,  Dam  32' O. 

.09 
.03 

.01 

.05 

2  12 

.13 
T. 

1  ()5 

.08 

1 

Except  as  other\vi?e  mdicuiH.l  otL-iervations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  24  hours  ending  at  time  of 
oDier\ation.  first-order  Weather  Bureau  station;  precipitation  i.s  for  the  24-hour  period,  midnight  to  midnight  unless  othersvise  indicated.  ^Precipitation 

ineasurcd  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  iPrecipitation  measured  with  recording  gage.  'Included  in  the  next  fol- 

''"'■',"-    •!!;  ■  VII    iii,-iit.  T.  Trace  of  precipitation,  Ics.s  than  0.01  inch.  tPost  ottice  address  as  follows-     Lock  n.  Lawrenceburg,  Kv.;  Lock  6,  Versailles,  Kv.; 

]-'■'  '■         '  '     ;     ■   il  '-■  Ky-:  Lock  10.  Red  House,  Ky.;  (liieonta    Oalifoniia.  Ky:  River  drainage  area  in   ^vhirh   station  is  located  is 'indicated  as  follows:  (B) 

'"'-  -     ^  '      I  i.kmg;  (K)  Kentucky;  (S)  Salt;  1  (i )  Green;  (C)  Cumberland;  (T)  Tennessee;  (O)  Ohio;  (Ml  Missi^>ipi.i. 

'      ■""   "■'■i:i"ii      l>ata  fur  24  hoins  ending  at  12.:',(i  ;i.  m.  '.lOth  nieridian  time  adjusted  to  dav  thov  occur 
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CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION. 


OrTOBER.   1945 


Daily  Temperatures  for  October,  1945. 


Stations. 

J^ 

•2 

3 

4 

6 

7 

_^ 

9 

1. 

11 

12 

13 

14 

15 

16 

17 

18 

19 

1 
20  1  21 

22 

23 

24 

•25 

1. 

27 

28 

29 

30 

31 

Mean 

U'cfteni  Dirision. 

Beaver  Dam  .... 

1  Maximum  . . . 

76 

74 

65 

63 

60 

69 

77 

69 

61 

64 

72 

79 

66 

57 

58 

68 

74 

80 

78 

76 

78 

69 

54 

55 

64 

63 

74 

82 

80 

79 

78 

69.7 

•••  I  Minimum.... 

67 

52 

41 

40 

54 

57 

48 

48 

31 

30 

30 

40 

43 

37 

34 

28 

32 

38 

49 

48 

52 

52 

44 

42 

47 

34 

29 

35 

41 

40 

54 

42.5 

Earlington 

j  Maximum... 

76 

75 

66 

64 

61 

73 

77 

65 

60 

63 

73 

80 

67 

57 

60 

69 

77 

81 

76 

78 

72 

66 

53 

58 

65 

65 

77 

82 

79 

70,1 

■■•  'Miuimum.... 

67 

53 

41 

42 

56 

59 

50 

51 

31 

32 

32 

46 

42 

40 

38 

31 

34 

42 

50 

47 

56 

52 

47 

40 

45 

30 

45 

44 

42 

60 

44.5 

Greenville 

(  Maximum  . . . 

75 

75 

65 

65 

62 

70 

76 

64 

59 

62 

70 

79 

66 

57 

59 

67 

75 

77 

77 

76 

68 

56 

66 

64 

64 

74 

81 

79 

79 

69.5 

•  ■  •  )  Minimum .... 

68 

52 

46 

43 

55 

59 

50 

52 

32 

32 

33 

45 

43 

42 

38 

31 

35 

39 

54 

50 

55 

56 

46 

43 

49 

36 

32 

45 

45 

41 

59 

45.4 

Henderson 

j  Maximum  . . . 

74 

73 

65 

60 

64 

75 

74 

64 

59 

58 

70 

80 

76 

59 

58 

66 

75 

78 

74 

70 

75 

64 

51 

63 

62 

74 

79 

76 

76 

75 

••■  1  Minimum.... 

67 

49 

42 

40 

55 

58 

49 

49 

33 

33 

36 

48 

40 

42 

35 

33 

38 

45 

54 

40 

46 

51 

46 

43 

41 

35 

33 

42 

48 

46 

59 

44^4 

Hopkinsville.... 

j  Maximum  . . . 

77 

72 

68 

65 

63 

60 

70 

72 

65 

57 

60 

68 

76 

65 

58 

65 

74 

78 

79 

73 

63 

58 

55 

62 

62 

74 

80 

77 

76 

78 

'"1  Minimum 

GO 

54 

43 

46 

45 

48 

56 

51 

54 

35 

34 

34 

41 

47 

43 

45 

36 

39 

49 

53 

54 

58 

46 

46 

47 

40 

32 

42 

43 

51 

45.' 5 

Lovelace\-ille  ... 

\  Maximum  . . . 

78 

79 

74 

68 

70 

77 

84 

78 

62 

65 

72 

86 

87 

65 

61 

78 

80 

84 

79 

79 

65 

60 

60 

66 

f" 

76 

84 

79 

81 

74.1 

■■■  1  Miuimum.... 

69 

51 

44 

47 

56 

60 

49 

54 

33 

32 

35 

42 

44 

39 

31 

35 

41 

51 

49 

60 

49 

44 

44 

39 

33 

41 

45 

55 

44.8 

Mayfield 

j  Maximum  . . . 

76 

74 

68 

64 

63 

75 

77 

67 

58 

60 

71 

79 

73 

61 

57 

66 

75 

78 

77 

77 

70 

65 

57 

64 

64 

73 

78 

76 

77 

78 

69.6 

■••  (Minimum.... 

66 

50 

45 

46 

54 

56 

57 

52 

33 

33 

35 

45 

46 

46 

38 

32 

38 

45 

50 

52 

58 

47 

44 

43 

40 

37 

47 

47 

54 

45.5 

Murray 

j  Maximum  . . . 

78 

76 

69 

65 

63 

75 

77 

613 

60 

62 

72 

81 

71 

63 

60 

66 

80 

77 

78 

78 

63 

57 

59 

64 

66 

78 

8C 

78 

78 

80 

70.6 

•••  (Minimum.... 

68 

53 

46 

47 

57 

54 

52 

52 

37 

33 

35 

47 

46 

42 

41 

.33 

36 

42 

48 

49 

56 

51 

48 

45 

44 

37 

34 

42 

44 

55 

45.5 

Ow6Dsboro 

j  Maximum  . . . 

75 

73 

69 

64 

65 

73 

72 

65 

60 

65 

72 

79 

69 

61 

62 

67 

75 

75 

74 

68 

56 

57 

65 

62 

75 

82 

80 

78 

79 

70.1 

•••  1  Minimum.... 

67 

52 

'^f. 

41 

56 

58 

57 

50 

33 

34 

34 

43 

41 

43 

35 

32 

36 

42 

49 

42 

52 

54 

45 

46 

34 

32 

42 

43 

55 

44.2 

Paducah§§ 

j  Maximum  . . . 

76 

75 

70 

63 

64 

76 

78 

64 

59 

64 

74 

56 

60 

68 

76 

80 

76 

74 

68 

54 

58 

61 

64 

65 

75 

8C 

78 

78 

•••1  Minimum.... 

58 

44 

48 

50 

50 

58 

54 

54 

38 

38 

38 

38 

46 

46 

40 

36 

36 

44 

50 

54 

.52 

46 

46 

44 

42 

37 

44 

46 

4i 

46.4 

Princeton 

S  Maximum  . . . 

76 

75 

70 

69 

63 

72 

74 

67 

64 

62 

69 

77 

73 

60 

60 

65 

73 

77 

75 

64 

59 

61 

73 

79 

77 

77 

78 

■■•  1  Minimum.... 

68 

51 

47 

43 

45 

59 

46 

49 

33 

31 

32 

45 

40 

38 

30 

32 

36 

42 

46 

55 

52 

47 

40 

45 

32 

31 

35 

37 

39 

54 

42]  5 

RussRllville  ^§. . . 

t  Maximum  . . . 

80 

78 

69 

68 

62 

70 

78 

70 

62 

65 

74 

82 

71 

58 

62 

70 

76 

81 

78 

80 

69 

59 

51 

63 

64 

72 

80 

78 

77 

77 

71.0 

••••  1  Miuimum.... 

58 

54 

45 

42 

44 

55 

51 

52 

■SA 

31 

33 

36 

4-1 

37 

31 

32 

52 

52 

54 

57 

45 

46 

48 

36 

31 

32 

43 

42 

44 

43.1 

Oeinrnl 

Dirision. 

Anchorage 

\  Maximum  . . . 

76 

72 

66 

72 

60 

68 

76 

62 

60 

66 

70 

80 

67 

61 

62 

68 

67 

82 

75 

80 

83 

75 

52 

58 

68 

61 

72 

80 

80 

78 

79 

70.2 

•  •  •  (  Minimum .... 

67 

53 

38 

37 

55 

58 

45 

44 

32 

29 

32 

42 

33 

37 

30 

34 

36 

39 

45 

45 

51 

45 

46 

46 

31 

29 

37 

4C 

40 

56 

41.5 

Bowling  Green.. 

Maximum... 

81 

74 

66 

69 

62 

67 

75 

6S 

60 

64 

72 

79 

67 

58 

59 

67 

76 

79 

78 

78 

78 

70 

51 

56 

60 

76 

82 

79 

77 

79 

•••  (  Minimum.... 

6'2 

51 

44 

42 

56 

56 

54 

43 

32 

31 

33 

43 

44 

41 

30 

33 

36 

45 

53 

51 

51 

47 

47 

41 

36 

31 

39 

35 

41 

53 

43. 1 

Campbellsville  . . 

i  Maximum  . . . 

8'2 

7£ 

66 

68 

76 

62 

67 

63 

60 

63 

69 

77 

69 

60 

60 

67 

75 

79 

79 

75 

82 

73 

62 

52 

59 

60 
35 

79 

79 

75 

75 

69.6 

•■■•  1  Minimum.... 

69 

55 

42 

40 

53 

54 

58 

49 

31 

31 

32 

43 

37 

32 

29 

33 

37 

51 

54 

50 

58 

46 

46 

47 

30 

42 

40 

56 

43.8 

Clermont  

j  Maximxim  . . . 
•■■•  (Minimum.... 

'.'. 

Danville 

i  Maximum  . . . 

82 

78 

62 

72 

65 

67 

73 

63 

55 

60 

68 

7b 

m 

60 

.55 

65 

75 

80 

79 

74 

8i 

76 

64 

si 

59 

59 

69 

78 

79 

76 

76 

■■gy" j 

••■•  '  Minimum.... 

70 

54 

41 

35 

55 

57 

54 

46 

32 

31 

32 

46 

39 

40 

36 

31 

34 

43 

62 

54 

78 

49 

53 

46 

45 

47 

43 

3C 

42 

47 

42 

52 

445 

Dix  Dam 

S  Maximum  . . . 

86 

81 

68 

72 

69 

70 

75 

63 

56 

61 

68 

77 

77 

57 

65 

75 

79 

79 

81 

76 

66 

52 

61 

69 

72 

79 

76 

75 

70.5 

■••  1  Minimum.... 

65 

55 

41 

37 

37 

58 

54 

49 

32 

32 

35 

48 

37 

55 

32 

36 

38 

49 

51 

47 

63 

46 

45 

46 

37 

31 

37 

40 

45 

43.7 

Frankfort 

j  Maximum  . . . 

81 

72 

6b 

74 

67 

69 

7b 

66 

6C 

63 

70 

80 

70 

61 

60 

68 

76 

80 

79 

75 

77 

6C 

.55 

63 

66 

81 

80 

78 

77 

71  0 

Glasgow 

•••■  1  Minimum.... 

\  Maximum  . . . 

•••  )  Minimum.... 

65 

55 

40 

36 

56 

60 

51 

45 

^ 

34 
■■ 

44 

36 

36 

32 

35 

47 

44 

44 

60 

46 

45 

49 

39 

3C 

36 

38 

38 

57 

43.. 3 

Greensburg 

J  Maximum  . . . 

85 

82 

80 

70 

69 

64 

69 

75 

69 

59 

62 

70 

79 

68 

ei 

59 

69 

75 

80 

80 

77 

82 

76 

65 

.54 

6( 

■,• 

n 

80 

SO 

78 

7i.3 

■■■•  1  Minimum.... 

67 

55 

45 

38 

56 

59 

54 

55 

32 

32 

40 

38 

42 

30 

35 

46 

55 

50 

56 

49 

47 

3,'< 

3f 

34 

38 

39 

53 

44.2 

Irvington 

j  Maximum  . . . 

77 

72 

64 

70 

62 

69 

7b 

62 

58 

60 

70 

76 

63 

57 

57 

63 

75 

72 

76 

80 

69 

49 

58 

(;■_ 

.^^ 

71 

78 

78 

77 

68.1 

•  •  •  •  /  Minimum .... 

70 

55 

43 

36 

56 

59 

49 

47 

32 

31 

33 

44 

40 

29 

34 

41 

51 

44 

51 

48 

45 

41 

,|(~ 

;;7 

31 

4,^ 

45 

43 

56 

43  6 

Leitchfield 

i  Maximum  . . . 

76 

72 

65 

60 

62 

67 

70 

63 

59 

61 

68 

76 

65 

58 

58 

65 

72 

78 

76 

75 

79 

70 

55 

51 

111 

tJ 

VI 

77 

75 

77 

67.9 

■••  '  Minimum.... 

62 

53 

42 

39 

54 

58 

51 

48 

31 

33 

34 

45 

41 

4C 

34 

33 

37 

41 

49 

51 

52 

54 

45 

-12 

-!  .J 

41 

42 

45 

4b 

65 

44.4 

Lexington 

j  Maximum  . . . 

80 

67 

58 

72 

61 

67 

74 

61 

53 

60 

67 

76 

58 

55 

64 

74 

78 

79 

73 

80 

74 

62 

62 

(.( 

58 

6i 

7b 

78 

74 

7b 

67.1 

(  Minimum 

62 

52 

42 

39 

54 

57 

53 

40 

35 

35 

.39 

46 

39 

41 

35 

32 

39 

45 

55 

47 

54 

52 

45 

45 

45 

.3b 

4b 

50 

48 

56 

45.2 

Louisville 

j  Maximum  . . . 

7-i 

7f 

62 

70 

61 

6f 

73 

62 

55 

59 

67 

76 

62 

61 

56 

66 

73 

79 

74 

78 

70 

49 

55 

61 

59 

77 

78 

75 

74 

67.2 

■•■•  )  Minimum.... 

61 

54 

48 

47 

57 

59 

55 

4( 

40 

39 

41 

49 

45 

44 

37 

38 

40 

44 

57 

48 

53 

48 

45 

46 

5C 

43 

3t 

52 

53 

49 

59 

47.9 

Do.  Bowman  Field  \  JJ^^.mmm  . . . 

75 

71 

62 

70 

62 

68 

74 

62 

56 

60 

78 

62 

56 

57 

67 

7-^ 

80 

75 

73 

79 

49 

56 

62 

58 

71 

79 

78 

7( 

74 

67.9 

'Minimum 

61 

52 

44 

39 

57 

60 

52 

42 

36 

33 

35 

49 

40 

42 

35 

33 

44 

53 

44 

49 

46 

45 

48 

37 

m 

43 

49 

44 

58 

44.9 

Mammoth  Cave  . 

j  Maximum  . . . 
•■■■  (  Minimum.... 

80 

72 

64 

65 

64 

68 

75 

61 

58 

63 

09 

77 

66 

58 

57 

6.; 

74 

79 

78 

80 

81 

71 

50 

54 

60 

61 

71 

80 

78 

77 

79 

68.8 

■59 

53 

40 

35 

48 

54 

52 

4-1 

29 

29 

30 

44 

39 

35 

32 

31 

55 

53 

59 

47 

45 

45 

46 

36 

28 

38 

42 

39 

57 

42.1 

St.  John  

j  Maximum  . . . 

81 

73 

64 

69 

64 

67 

7b 

69 

57 

62 

70 

79 

73 

57 

66 

74 

80 

79 

76 

81 

73 

56 

56 

63 

61 

75 

81 

80 

7b 

78 

70.1 

68 

51 

41 

37 

54 

57 

46 

46 

29 

31 

31 

43 

35 

38 

35 

27 

31 

35 

51 

46 

48 

54 

44 

43 

4t 

35 

28 

34 

38 

38 

5.5 

41.8 

Science  Hill 

i  Maximum  ... 

82 

75 

65 

70 

64 

68 

74 

66 

56 

63 

68 

76 

68 

58 

74 

79 

77 

76 

8{ 

75 

64 

55 

57 

60 

78 

78 

75 

69.4 

•■■■  (  Minimum.... 

67 

55 

45 

39 

39 

57 

5b 

45 

31 

31 

33 

40 

40 

38 

38 

29 

32 

37 

47 

53 

47 

57 

47 

46 

4ft 

2!: 

36 

41 

4( 

52 

43  0 

Shelbyville 

j  Maximum... 

76 

71 

65 

74 

64 

66 

75 

64 

56 

61 

71 

78 

7C 

58 

59 

68 

74 

80 

77 

72 

81 

74 

59 

56 

62 

6i 

68 

81 

80 

75 

78 

69.5 

■■•  (  Minimum.... 

67 

52 

38 

35 

56 

5b 

48 

48 

31 

3( 

32 

42 

39 

32 

29 

34 

41 

51 

43 

47 

58 

45 

43 

4b 

35 

30 

41 

45 

42 

54 

42.8 

Williamstown   .. 

j  Maximum  ... 

80 

71 

67 

69 

67 

67 

68 

65 

57 

6( 

64 

70 

7C 

53 

61 

70 

75 

75 

73 

80 

75 

57 

59 

57 

65 

75 

76 

75 

74 

67.6 

'"1  Minimum 

m 

52 

41 

37 

56 

57 

50 

52 

33 

35 

40 

48 

39 

41 

35 

35 

43 

46 

53 

43 

48 

59 

43 

42 

4b 

38 

3b 

46 

52 

50 

57 

45.7 

Kn.^ln;< 

Division. 

Ashland    

\  Maximum  . . . 

86 

79 

62 

74 

73 

69 

74 

69 

57 

60 

67 

75 

68 

56 

57 

67 

74 

81 

81 

72 

82 

83 

72 

52 

60 

60 

67 

79 

81 

8( 

76 

70.7 

••■  (  Minimum.... 

62 

ot 

42 

36 

51 

59 

53 

42 

37 

34 

37 

41 

37 

36 

38 

33 

37 

40 

42 

43 

40 

63 

47 

46 

46 

42 

30 

35 

38 

41 

47 

42.6 

Benham 

:Maximum  . . . 

84 

67 

67 

70 

61 

67 

69 

75 

53 

60 

65 

73 

63 

60 

51 

63 

75 

77 

77 

74 

78 

77 

61 

58 

57 

58 

67 

58 
29 

78 

75 

72 

67.7 

■■■    :.Minimum.... 

62 

56 

49 

35 

36 

54 

56 

44 

39 

31 

33 

35 

36 

31 

36 

29 

31 

36 

37 

38 

39 

49 

56 

47 

48 

39 

28 

32 

35 

42 

40.4 

Berea 

j  iMaxiraum  ... 

83 

78 

64 

72 

64 

67 

73 

65 

56 

60 

67 

7b 

74 

57 

65 

75 

78 

74 

8(; 

78 

64 

53 

58 

59 

68 

77 

78 

75 

75 

69  4 

/  Minimum 

67 

55 

43 

37 

55 

5b 

55 

50 

32 

31 

34 

48 

38 

36 

37 

32 

37 

44 

55 

53 

50 

58 

45 

43 

.51 

39 

31 

56 

.50 

48 

57 

45.9 

Corbin 

(Maximum  ... 

86 

73 

67 

72 

58 

70 

76 

75 

58 

64 

71 

8t 

69 

62 

70 

78 

82 

80 

79 

82 

80 

61 

68 
46 

58 

70 

82 

83 

79 

80 

71.9 

•••  (  Minimum.... 

62 

51 

41 

35 

55 

56 

48 

41 

30 

33 

38 

35 

32 

29 

31 

45 

49 

50 

56 

47 

47 

32 

29 

35 

38 

42 

51 

41.7 

Fanners   

j  Maximum  . . . 

84 

80 

67 

74 

70 

70 

72 

66 

54 

60 

7b 

72 

5C 

65 

74 

78 

79 

82 

79 

54 

60 

59 

63 

78 

79 

78 

70- 3 

••■•  (  Minimum.... 

58 

57 

35 

30 

50 

56 

53 

42 

31 

29 

32 

40 

3.3 

32 

36 

25 

30 

32 

38 

44 

39 

50 

46 

47 

45 

3b 

23 

.30 

32 

34 

44 

39.0 

Gooserock  §g.... 

)  Maximum  . . . 

87 

72 

75 

72 

62 

70 

75 

72 

59 

65 

7C 

78 

65 

58 

67 

78 

82 

81 

79 

82 

81 

60 

59 
47 

60 

80 

62 

72 

82 

79 

8t 

1  Minimum 

60 

56 

44 

36 

40 

54 

57 

44 

34 

32 

34 

35 

40 

33 

35 

27 

29 

32 

36 

43 

49 

46 

50 

48 

38 

35 

27 

29 

33 

38 

40^0 

Headquarters  . . . 

i  Maximum  . . . 
••■•  (Minimum.... 

.. 

• 

.. 

Heidelberg  

1  Maximum  . . , 

84 

78 

66 

73 

66 

67 

77 

68 

56 

6i 

&i 

78 

M 

61 

56 

65 

76 

80 

74 

81 

77 

56 

60 

60 

69 

80 

80 

77 

77 

"ib'.s 

1  Miniimim 

58 

58 

44 

34 

54 

58 

55 

42 

33 

31 

36 

36 

37 

39 

28 

31 

35 

38 

51 

47 

47 

49 

46 

48 

36 

27 

31 

35 

38 

45 

41,  3 

Maysville 

,  Ma.ximum  ... 

83 

75 

64 

74 

69 

70 

72 

63 

57 

60 

al 

75 

()7 

56 

57 

68 

74 

82 

72 

81 

78 

63 

52 

61 

59 

67 

80 

79 

78 

74 

69.6 

'  Minimum  — 

60 

5( 

38 

36 

53 

58 

53 

45 

36 

33 

35 

45 

34 

36 

33 

.™ 

42 

40 

39 

54 

46 

44 

47 

36 

29 

39 

.39 

38 

42.0 

Middlesboro 

(Maximum  ... 
•■••  (Minimum.... 

86 

l^ 

69 

69 

(i2 

76 

75 

79 

64 

65 

70 

79 

70 

61 

59 

68 

78 

79 

81 

80 

65 

62 

59 

64 

72 

80 

80 

78 

hi 

72.1 

60 

56 

46 

3{ 

53 

56 

54 

46 

36 

32 

34 

38 

35 

41 

30 

31 

35 

38 

43 

50 

45 

50 

47 

49 

40 

28 

30 

32 

37 

45 

41, 6 

Mount  Sterling. . 

i  Maximum  ... 

80 

65 

73 

67 

70 

73 

68 

60 

67 

76 

72 

er 

57 

64 

74 

78 

78 

72 

82 

79 

67 

55 

57 

66 

76 

77 

75 

76 

78 

69.9 

■•••  1  Minimum.... 

55 

40 

37 

55 

57 

54 

49 

33 

32 

3b 

46 
69 

39 

36 

32 

39 

42 

51 

48 

47 

58 

43 

43 

44 

39 

31 

47 

47 

44 

55 

53 

44.2 

Hikeville  .j. 

(  Maximum  . . . 

91 

73 

67 

77 

68 

69 

77 

8( 

57 

64 

80 

65 

62 

56 

69 

79 

83 

84 

74 

86 

85 

63 

55 

61 

65 

73 

83 

85 

82 

80 

73.0 

•■■■  (  Minimum.,.. 

61 

52 

41 

38 

52 

56 

41 

44 

36 

35 

37 

38 

37 

36 

35 

35 

36 

43 

41 

49 

51 

49 

47 

47 

42 

33 

30 

34 

37 

41 

45 

42.0 

Pippapa-ss 

)  Maximum  ... 

85 

75 

63 

75 

74 

68 

72 

77 

61 

60 

72 

7^ 

77 

60 

54 

65 

77 

61 

80 

83 

67 

56 

58 

62 

70 

82 

84 

81 

SO 

71.4 

■••■  (  Miuimum,... 

59 

57 

43 

37 

5b 

53 

56 

45 

33 

33 

55 

48 

35 

42 

31 

35 

39 

42 

49 

48 

47 

51 

48 

42 

30 

31 

38 

43 

49 

44.0 

Quicksand 

(Maximum... 

87 

75 

65 

75 

65 

67 

69 

72 

58 

6b 

69 

78 

66 

61 

57 

68 

77 

80 

75 

82 

81 

61 

r- 

59 

62 

80 

79 

78 

71.1 

1  Minimum 

58 

52 

41 

35 

53 

56 

52 

42 

35 

32 

36 

3b 

35 

35 

31 

32 

37 

.37 

47 

46 

47 

46 

44 

13 

37 

28 

31 

34 

46 

42 

40.8 

Williamsburg  ... 

(  Maximum  . . . 

85 

76 

64 

69 

65 

69 

70 

75 

57 

6( 

6^ 

75 

61 

58 

73 

78 

76 

80 

77 

65 

59 

58 

60 

68 

78 

80 

77 

79 

69.8 

••■•  (  Minimum.... 

60 

55 

43 

37 

54 

56 

55 

47 

34 

36 

39 

34 

^ 

30 

31 

40 

43 

45 

50 

51 

49 

46 

48 

36 

29 

34 

37 

41 

50 

42.5 

$tln.strumcnts  are  read  In  the  morning:  the  maximum  temperature  then  read  Is  charged  to  thp  preceding  dnv.  on  which  it  almost  alwavs  occurs 
".  ',  ".  etc.  indicate  respectively  1.  2,  3.  etc.  days  missing  from  record. 


.  etc.  indicate  respective! 
WBO  I^iiisviUc.  1 


IJ.  3. 
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,„„,  ,,,■  111,.  |,,ii«cs(  f.ii  rcc.nl 
nf,i^.al'^rvi(H.u.  ni-  r.S.  WVnt  Iut  linn....,  .n.l 

kmnv1e<1f;v  (.rthc  (•rmu.,hi|(«.v  ot  Ins  Mnt."  mikI  n,,lio„. 


12  v('ai-P)«Pfi'(«W)i#i>'p.01.sf>iv.T  i.- 
inU.rniTmayal'^rvicH.unii. 


GENERAL   SUMMAKY. 

Tl.o  (nu,uM-nhnv  ana  rainl-.ll    lor  Ih-   pa^l    numth   wnv  wrll 
,l,ovouonnal.      ...^unU  nuns  anW  nuuMy -i.   Is  .May.<    ,   ow 
ing  ana  s.rdin,  of  winter  .rains,  nn.l  s,„,y  lu  .Is  prrvcntrd  t  u 
g^Jhonn.  of  corn  still  on,.      (>n  tl.; otlua-  lun.K  w.a,  ...  .ond,- 
Hons  wore  favonO-le  for  growth  of  wn>t.a-  grants  alrc.ul.v  planl.  .1. 
Stands,   for  th.  n.ost   part,   wr.v  guod,    plants  rangn>g  .n  sizo 
from  two  to  eight  indues.     Xo  chunage  appeared  to  lu.v.  reunited 
fvoni  a  liard  free/.e  c>n  the  -iSd.     The  prevailing  warn,,  .lamp 
.voather  was  especially  favorahle  for  stripping  tobacco,  winch 
,Hade  rapid  progress  everywhere  and   was  completed   m  some 
.oetions.     In  view  of  good  prices,  fanners  were  hurryn.g  larg<> 
quantities  of  tobacco  to  market  during  the  last  half  of  the  month 
Some  bogs  were  butchered  during  the  short  cold   P""- ;  ^^^^^ 
temperatures  were  generally  too  high  during  the  ■.•''"■■^"'  '"     ^ 
Me  month  for  salting  and  curing.     Pastures  contnnuMl   tn  im- 
ov    a   d  were  in  generally  good  condition .     At  the  end  of  the 
ontl   a  p edod  of  dry  weather  was  needed  to  enable  farmers  to 
Zplete  the  plowing  and  seeding  ot    winter    grams,    and    the 
gat hering  and  cril)bing  of  corn  still  out . 

TE  JSLPERATtTbE  . 

The  average  temperature  for  the  month  was  48.1^ 
al,ove  normal.      With  the  exception  of  a  lew  ^^'^ 
temperatures  during  the  first  two  deea.ies  ranged    i om 
d"^  ^rmal.     Tl^re  was  but  one  sh.vt,  but  ->tber  s  .ir,.  eo^^ 
.eriod    from  the  22d  to  25th,  when  daily  minima  lell  bel o^^  J) 
vy.^^ti;e^nt  al  and  western   districts.     The   extreines  tor      k 
slale  weii  80'--  at  LovelaceviUe  on  the  1st,  and  lb'  at  Lovelae.. 
viile  and  Princeton  on  tiu^tji. 

PKECXPITATION. 

The  average  precipitation  for  Novend.er  wa 
2 . 24  inches  above  normal.      Moderate  to  heavy  ra m 
allv  over  the  section  on  the  2<1  a.ul_3<l,  and   light  t 
rains  fell  almost  daily  in  some  sections  alter  the  .)t 
amounts  ranged  from    over   nine    inches    "^     'le  s, 
counties  to  less  than  four  inches  m  som.>  ot   the  cou 
the  Ohio  Kivei'.     The  extremes  tor    he  ^^ate  ^^  e       •  >  _ 
at  Corbin  and  3.-25  inches  at  For.ls  iM.rry.        he  la.g(  -^  -4  '  -u 
amomit,  B.76  inches,  fell  at  Monfeel.   on   tlie    >d.      lb.    h,,. 
general  snowfall  of  the  seas.m  occurred  o,.  tl 
r.reable  amounts  in  the   northern   cmm.ties    and  n      , 
eastern  mountain  section  and  a  maximum  deptli  ot    1 
in  ITarlan  County.  

MISCELI-ANEOtrS. 

OVio  R!rer.-T)w  to  frequent  rains  the  river  showi 
d  throughout  the  month,  until  the   last   few   days. 


PBKSSUKE,  WINP.  HIJMIDITY  ANI.  8UN«H1NE. 

WilKl. 


^^|^OMPARA^IVED_4^A_FORNOVEMBE^ 


Number  of  days 


Open  river  conditions  prevailed 


OBITUARY.  .     ^,.    r.        1 

It  is  with  deep  regret  that  the  d-^h  of  Mr.  .1.  ^\-^''0^-' 
(looperative  Observer  at  Uicbmond,  Ky.,  ^^^-^;:^^^:^  ^^^ 
Crooke  began  observations  at  Kielimond  m  Januan  l.M)4  ami 
.enedconHnuously  until  his  d.eatb.      ll>s  period   ot  service  . 


NAT. 

K'ST. 
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CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION 


November,  1945 


Ollmatologicai  Data  for  November,  1 S45. 


Temperature,  in  degrees  Fahr.     |       Precipitation  in  inches.       j  Number  of  days  J 


WESTBBN   DIVISION 

lieaver  Dain 

Karlington 

Forii's  FeTTX.  Dam  50 

Gilbertsville 

(irecnville n  mS 

Hartford  (near) 7  m  N 

Henderson   1  1-2  m  S 

Hopkinsville 1-2  m  E 

U)velaceviUe 

Maylield 

Murray 

Owenshoro    1-2  m  W 

( )«ensboro,  Dam  46 

Paducah  

I'rinceton 

Uumsey,  Lock  2t 

Russellville 

Uniontown.  Dam  49 

CBNTUAL  DIVISION. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brent 

Itrowusville.  Lock  G  t 

Burnside 

Campbellsville 

I ;arrolUon,  I,ock  1 

Olennont 

Danville 

Dix  Dam,  Burgin 

Kadsville 

Frankfort,  Lock  4 

(iesi.  Lock  ,-! 

(Tlasgow :l  111  Nf 

iJrant,  Dam  :W 

(Jreenshurg 

High  Bridge,  Lock  7 

Irvington 

LaGninge 1  m  -N' 

Lancaster 

Leitchlield 

Lexington 

Little  Hickman,  Lock   H.. 

Lockport,  Lo<'k  2 

LorisviLLK  

Do    Bowman  Field.  5  mi  , 

Mainiiiith  (';ivi- 

MonticcUo 

Munfordvilli- 

St.  .Tohn 3  m  S 

Sahisa,  Lock  6 

Science  Hill 

8helbyville 2m  V 

Tyrone.  Lock  5 

Williamstown   

Woodbury,  Lock  4i 


Ohio 

Hopkins... 
Crittenden 
Marshall  . , 
Muhlenberg 

Ohio 

Henderson 
Christian. . 
Ballard  ... 
Graves  .... 
Galloway  , 
Daviess — 
Daviess... 
McCrackeii 
Caldwell  . 
McLean  . . 
Logan  . . . 
Union  — 


'  Breckinridge  1 

Jelferson  .  ..| 

Warren 

Campbell.  ..1 
Kdmonson  -I 
Pulaski   ....! 

Taylor I 

Carroll i 

Bullitt  j 

Boyle I 

Mi-rcer 

Wavne 

:  Franklin  . . .  | 

.    Henry   i 

I  Biirron 1 

.    Boone ! 

.    Green 

.  .lessaiuiue .  .1 
Breckinridge 
;,  Olfiham  ....[ 

. '  (iarrard i 

. '  Gravson  ... 

.,  Fayette | 

Jessamine  . . ' 

.    Henry   j 

.  .letl'erson  . . .[ 
.  Jetlersou  . . .' 
.    Edmonson  . 

.    Wayne ; 

..  Hart 

i'    Hardin   ....i 


Bcnham  

Berea 

College  Hill,  Lock  11 

(torbin 

cynthiana 

J'alniouth 

Farmers  

Flemiiigsburg   

Kord,  Lock  10 

fJooserock   

Greenup,  Dam  30. .. 

Hazard 

Hi'a<lriuarters 

Heidelberg,  Ixick  14 

.lackson   

,Jenkins  ■ 

J/juisa 

MavRvllle,  Dam  33  ..4  m  E.|  Mason 

Middlosboro '  """ 

.Mount  Sterling 

Oneonta,  Dam  85  ... 

J'aintsville 

I'ikeville 

I'ippapas.s   

(iulcksaud 

Ravenna,  Lock  12  . . , 
\all.-y  View,  I/x-k  9 
Vanceburg,  Dam  32. 

Williamsburg 

Willow,  Lock  13 


Itrcatliitt 
Li'tcher. . 
Lawreuc( 


.  Montgomery 
.1  (lainpbell  .. 

.lohnson  . . . 

Pike  

Knott 

Breathitt   .. 

Estill   

MadLson 

Lewis 

Whitley  .... 

I^-e   


441  1  33 

420  1  51 
.356  !  16 


619  1  28  I  50  1  -t-  3.0 

540  1     6  I 

382  1  23  48  2  +  0.8 

524  49  49.21+  1-0 

479  16  31.UI+  3.« 

364  I  39  49.4-1- 

412  1  19  1  50.61 -f  3.5 


700  ;  45  !  46.6,-1-  2  0     81 
656  I  49      47.9+  0.2      80 


474 
955  ' 
770 
622 


46.4] 

47.8+  2.5 
48.0+  0.6l 


504  I  49      48.  8|-)-  2  51     79 


760 
506 
581  ! 
544  i 


3.77  +0..'J0 

5  83  +2.04 

3. 25  -f0.06 

3, 

4.74J -1-1.29 

5.  06 

+0-78 


6.27 


+2.43 
+  0..55 

-HO 


-0.22 
-0.02 
+  1.,% 


646     47  I  47.3|+  0. 


989  I  61  I  46.4  r  1.61     80 


Pulaski   .... 

1065 

Slielby     .... 

8'25 

Anderson. . . 

524 

Grant 

943 

Butler 

504 

Bovd 

534 

Harlan 

1580 

Madison.... 

1070 

Madison.... 

611 

Whitley  .... 

1440 

Harrison . . . 

684 

Pendleton   . 

600 

668 

Fleming  ... 

K70 

Clark   

59;; 

Clay  

Greenup  ... 

Perry  

m.i 

Nicholas  . . . 

47.2|+  2.^ 
47.'2l  +  '2! 


.71+  1  2| 

:2|+"2;6| 


4.31 

42 
7.  32 
8.86 
5.09 

81  +2.70 

i'.m  +i.'3i 

12+1.83 
;  U.68  +3.67 
3.7.5i+0  60 

4. 14' +0.27 
5.1,51+1.81 
7.76+4  69 
6.06  i- 3. 31 
4.881+1.27 
5  231  +  1.62 
6.35' +2.  88 

9.01; 

6.001+2.63 
3.S6I+0.4H 
■:..':2'  4-2.31 


21 
10 

2.46    10  11 
0.72  9 


3.67 
1.94 
0.,58 
1.35  ! 
2.08 


4.45+1.40!  1.10 

6.  68 I  1.  ,59 

7  :»  +4.241  2.55 

7.06  +4.171  2.78 

9  .S3 1  3.54 


.14i 


.96 


+2. 


2 
10-11 
18-19 


Btate  averages  and  extremes  . 


48. ( 

+  1.6 


11 

49' 2 

+  '2;  4 

■li- 

■a- 

48.1 

1 

1+  1.7 

86 

■ 

!.8-i;+2.03 

1.60 

2-3 

T. 

1.  72, -t- 1.66 

0  82 

2-3 

+  4fti+l.(i<: 

1  on 

13 

:i.-fK  -0.05 

1.(10 

13 

::  71!  +0  .so 

0.66 

19 

02 

.-..■J2+2.59 

2.21 

'a 

'• 

:.  »;*i  "-2.86 

l.,V. 

2 

1;  !i2'+4.5( 

2.. 54 

4 

T. 

fi.is  -t-:i  LM 

■J.  17 

2-3 

T. 

6.65j+3.27|  2  05 
5. W  +2.24   3.67 


16      10 


13  1     9 


13  14  I 
... 
14 
23 


13 

.... 

15 

13 

10 

15 

8 

16 

15 

10 

10 

11 

12 

10 

E.  G.  Young. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson,  Sr. 

Frank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

V.  S.  Engineers. 

Alton  M.  Harvill. 

Lockmaster. 

Dr.  Samuel  S.  McReynolds. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Alva  McKinley. 

Lockmaster. 

Bernheim  Foundation. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norneet. 

Lockmaster. 

Lockmaster. 

Randolph  C.  Wilson. 

Lockmaster. 

Mrs.  Men  M.  Lingle. 

Lockmaster. 

L.  0.  Stiles. 

Oldham  Penitentiary. 

Kentucky  Utilities  Co. 

George  D.  Litsey. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Fred  V,'.  Binnewies. 

E.  0.  Cooper. 

Robert  C.  Smith. 

Sisters  of  Loretto. 

Lockmaster. 

William  H.  Dobbs. 

Willa  S.  A.  Ratta. 

Lockmaster. 

Miss  Nettie  B.  Simpson. 

Lockmaster. 


Jjockmaster. 

C.  C.  Whiteaker. 

D.  H.  Center. 
Lockma.ster. 

U.  S.  Weather  Bureau. 

Marshall  Hill. 

Jessie  Oldham. 

Mrs.  Cora  C.  .Stamper 

C.  A.  Gla.sscock. 

Lockmaster. 

Thomas  J.  Co  rum. 

Lockmaster. 

H.  A.  Bailey. 

L.  M.  Gaffin. 

Lockmaster. 

James  T.  God'. 

Rebecca  Brown. 

Zeb  Heston. 

Lockmaster. 

Miss  Margaret  A.  Gunn. 

Fred  Cartmill. 

Lockmaster. 

E.  C.  Fraley. 

U.  S.  Weather  Bureau. 
Canev  Run  Com.  t^enter. 
R.  W.  Jones. 
Lockmaster. 
Lockmaster. 
Lockmaster. 
Charles  B.  West. 
Lockmaster. 


All  temperature  data  are  taken  from  self-registering  thermometers.  ,,    »  ,         ♦,.„,.  r.,r,ra  vears  of  recor(i 

The  departures  from  normal  temperatures  and  precipitation  are  computed  only  for  stations  that  ''a^;e  ten  or  nrore  years^ui  i^ 

■  ■  •■   •  •  iRumsey,  Brownsville  and  \yoodbury  are  Locks  on  the  Green  R,ivfir,  miinr  i^uuiis 


used  in  dctennlnlng  section 
Itcfereiice  letters,  * 
t.\l-i  cm  other  diit 


division  means, 
ippcaring  in  the  tabl 
tHfi'cived  too  liitc  to 


ndicate  number  of  days  missing:  for  example,  b  represents  two  days,  etc. 

1  in  meiins  and   summuri.-s.         T.  Precipitation  is  less  than  0.01  inch  ram 


NoVKMliKK,    li)l5 


ri.iM.\r»>i.o(;i('Ai 


hA'lA:    KKN'IH  KV  SK.CTloN 


WtSfTKllN    DIVISION 

lioiivor  Dam 

Karliniftou' ■. 

Koiils  Furry.  Dam 

tiili.ertsvlllo* 

lirooivvlUo 

lliUtfonV 

lli-iulorson... 

Uopklusville' 

l.ovi'liicpville 

Muvliold 

MuiTiiy  

Owi'usboro" ■  — 

Owi-usboro,  Dam  46".... 

I'li.Kicah"   

I'liuootou  -i--- 

Rumsoy.  Lock  No.  2»... 
Kussellville*   ........  ■■•• 

rniimtown.  Dam  49» 


CKN-IRAL   - 

Adaisou.  Diun  4&» 

Andionigre -. 

Bowling  Green    ■••••• 

Bowling  Green,  No.  2» 
Brent,  Dam  36*  ....... 

.  Bi-ownsville,  Lock  6'  . 

liurnside' 

Oampbellsville  — .... 
rarroUton,  Lock  1"... 

(Vermont 

Danvlile"......  ■.••■•.  • 

Dix  Dam,  Burgln'  — 
KadsviUe'  ............ 

Frankfort,  Lock  4'.... 

<^iest.  Lock  3* 

Glasgow 

Grant,  Dam  38' 

Greeusburg*   ...■.•••; 

High  Bridge.  Lock  7» 

Irvington 

LaGrange. 

],ancaster* 

Leitehfield' 

Lexingtoni** — .. ... 

Little  Hickman.  Lock 

Lockport,  Lock'i^... 

LOUISVII-LE.   It..^.... 

Do.  Bowman  Field 

Mammoth  Cave' 

Monticello*    

Munf  ordville' 

St..  John'' • 

Salvlsa,  Lock  6«t  .... 

Science  Hill 

Shelby  ville  — 

Tyrone,  Lock  5m  .... 

W'illiamstown 

Woodbury,  Lock  4». 


EASTERN  niVISION". 

Ashland' 

lienham  * 

Berea  • 

College  Hill,  Lock  11*    .... 

Corbin" 

Cvnthiana'   

Falmouth' 

Farmers' 

Flemingsburg' 

Ford,  Lock  lU-' 

Goose  rock  '- -^ 

Greenup.  Dam  30- 

Hazard'    — 

Headauarters- 

Heidelberg,  Ix)ck  14' 

Jackson' 

.leukins' 

Louisa"    ■ 

ilavsvillo.  Dam  33' 

JNIiddlesboro 

Mount  .Sterling. 

<  >neonta  Dam  35' 

I'aintsville'  

Pikeville" 

I'ippapass 

Quicksand' .„ 

Ravenna,  Lock  12' 

Yallov  View,  Lock  9- 

Vanceburg.  Dam  32' 

Williamsburg' 

Willow,  Lock  13' 


I    1   ;o  f,,r    M   honr<  eudinar  at   time  of 

period,  mtdnignt  to  n.Sr^r^^^^^^^^^^^,,a  in^l^^'^^Kl^ 
^.Precipitation  measured  with  rf<^'"rdmg  gage-  /    Lock  6.  Versailles.  Ky.; 

S^'^^su;^^:""^'  "''^^r>^^\^^^^^'^-^^^^^  Kv       *^°'V^?!:t?^,?^S'';:^a'^n^wh?;^'.^ti^r^Vatel'is-imUcated  a.   follousUB, 
Lock  »,  Nicholasville,  Ky  ;  I^ck  10.  Red  House    Ky;  OneontaC^^^^  Tennessee;  (0)  Ohio;  (M)  Mississippi. 

BigSatidy;  (L)  L!ek>ng^^(K)  Kentuvrtcy ;  (S)^^  t„  ,„v  they  occur. 


\-':'.^}^I'L'l}]^'J^:^r'''--''%°TJ;!lZZ^^^^  tPost  otnce  ad,lress  as  J. 


••Airport 


ation. 
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Beaver  Dam  . . . 

Earlingtou 

Greenville 

Henderson 

Hopkinsvllle . . . 
Lovelacevillc  . 

Mayfieltl 

Murray 

Owensboro   . . . 
Paducah  §§.... 

Princeton 

Russell ville  i3. 


J  Maximum . 

•  I  Miniuiiini.. 
(  Maximum  . 

•  I  Minimum.. 
\  Maximum  . 

•  i  Minimum . . 
j  Maximum  . 

•  I  Minimum., 
j  Maximum  . 

■  i  Minimum . . 
\  Maximum  . 

•  )  Minimum . . 
I  Maximum  . 

•  (  Minimum . . 
S  Maximum  . 

•  (Minimum.. 
S  Maximum  . 

Minimum.. 
Maximum  . 
Minimum.. 
S  Maximum  . 

•  i  Minimum., 
J  Maximum  . 

•  i  Minimvun. 


-I 


Ceiitrnl  Divisinn. 


Anchorage 

Bowling  Green' 
Campbellsville  . 

Clermont  

Danville 

Dix  Dam 

Frankfort 

Glasgow 

Greensburg 

Irvington 

Leitehfielil  .... 
Lexington'.... 
T.oui.'ivillei  .... 
i)o.  liowmuu  1 
>[ammotli  Cave 

St.  John   

acieneo  Hill... 
Slifllivvillo.... 


J!enham^5 

licrea 

f'orbiu  ' 

Farmers   

Gooscrock  §<!... 
Hea<l<iuarters  . . 
Heidelberg   .... 

Maysville 

Middksboro.... 
Mount  Sterling. 

I'ikeville  ' 

I'ippapass  ..'... 


Daily  Temperatures  for  Novemter,  1945. 


liUli 


)  Maximum  . 

(  Minimum.. 

\  Maximum  . 

I  Minimum. . 

S  Maximum  . 

(  Miuiuuini. . 
Maximum  . 

I  Miiiimum. . 

\  Maximum  . 

'  Minimum.. 

j  Maximum  . 

(  Minimum.. 

\  Maximum  . 
'  I  Minimum. . 

\  Maximum  . 
'  (  Minimum. . 

j  Maximum  . 

■  /  .Minimum. . 
\  Maximum  . 

•  /  .Mini mum.. 
)  Maximum  . 

■  /Minimum.. 
S  Maximum  . 

•  (  Muiimum.. 
\  Maximum  . 

•  I  Mininuuu. . 
1  i  Maximum  . 

(  Minimum.. 
)  Maximum  . 

•  \  Minimum.. 
\  Maximum  . 

•  I  Minimum. . 
i  Maximum  . 

■  )  Minimum. . 
)  Maximum  . 

•  (  Minimum. 

I  Ma.ximum  , 

■  'i  Miuimui.i. 


S  Maximum  . . 
(  .Minimum. . . 

;.Maximum  . . 

:Minimum... 
)  Maximum . . 
'  Jlininuuii. . . 
(  Maximum  . . 
(  .Mininuuu. . . 
S  Maximum  . . 

■  (  Miuiiiunn... 
j  Maximum  . . 

•  I  Minimum. . . 
\  .Maximum  . . 

•  1  .Minimum. . . 
)  Maximum  . . 

■  (  Minimum... 
)  .Maximum  . . 

■  I  Minimum... 
S  .Maximum  . . 


I  Maximum.. 
'  .Minimum. . . 
S  Maximum.. 
/  .Minimum... 
)  Maximum  .. 
iMinimimi... 
(  .MaxiuuMM  . . 
/  Mniinuun. . . 


55     58 
,80      73 

Ml      Kl 


9  1  ID 

" 

70 

44 

r.7 

;« 

H7 

■M\ 

7(: 

42 

bV 

41 

;w 

4( 

4:' 

57 

42 

:ft 

4( 

7( 

41 

53 

8t 

87 

4(1 

(1( 

h~ 

i\H 

42 

f:^  n 

75 

4it 

M 

7(1 

71 

50 

,vt 

75 

71 

.52 

55 

72 

09 

51 

52 

fiC 

4h 

42 

78 

77 

50 

55 

49 

53 

75 

71 

53 

57 

70 

71 

48 

52 

70 

05 

42 

,50 

71 

t>7 

44 

55 

72 

OH 

45 

55 

„ 

52 

,-,'.) 

51 

■I'l 

15  j  10     17 

18 

19 

50 

CO      64 

65 

60 

•» 

2t      4S 

31 

4:- 

62      67 

05 

m 

23 

3C      52 

32 

M 

,50 

6C      65 

65 

62 

24 

2£      52 

36 

49 

40 

58      67 

03 

59 

24 

31      51 

31 

Ar, 

50 

0]    es 

64 

25 

29      4C 

38 

55 

57 

01      7C 

7:- 

03 

24 

28     52 

35 

51 

,52 

60      67 

O-T 

02 

20 

33    a 

381     40 

53 

61      68 

681     fil 

20 

fi  ^f 

361     47 

20':  37  i  23 

57  57|  42 

•29|  351  22 

mi  50i  37l 


>A 

2.5 

20 

4S 

,55 

00 

!,'■ 

32 

2,5 

5( 

5.5 

62 

22 

33 

72 

48 

55 

03 

18i     .34 

25 

441     5C 

57 

lOJ     31 

24 

48!     56 

63 

17!    ;34 

20 

50      57 

M 

10      27 

23 

-19!     5J 

03 

18!     29 

22 

61 

49 

(i9 

71 

75 

78 

711 

38      17 

23i     48 

59 

,59      41j 

02 

02 

69 

72 

V2 

60I     40] 

42 

'M 

2.9 

42 

.55 

6:3 

48 

68 

72 

72 

76 

71 

43 

25 

31 

46 

50 

58 

4i' 

64 

49 

7( 

73 

72 

77 

72 

43 

24 

30 

41 

53 

61 

" 

74 

on 

49 

7( 

72 

74 

79 

44 

25 

3( 

4^ 

.00 

Oil 

ol 

5^ 

45 

7( 

V( 

71; 

t„s 

3> 

2; 

3^ 

51 

M 

61 

61 

',1 

■1 

'■■' 

,54;     751     701     ,56 


45|  381 
581  58 
45;     33! 


47      30 
Oil      57 

45      34 

44 

34 

34 

20      28 

61 

01 

58 

40|     40! 

38 

29 

38 

22      24i 

59 

57 

,54 

45      341 

30 

28 

34 

22     23 

,53 

55 

55 

34      30 

4;- 

20 

3; 

23      ■_■! 

01 

.55 

41; 

35 

3r 

31 

0' 

6( 

41  i 

4t> 

3'. 

58 

64 

50l     57 

051 

211     3( 

251 

491     S6 

61 

19;     3f 

27 

.501     .54 

6( 

•^3      24 

3( 

50!     55 

61 

16;    38 

A5 

40|     53 

f>\ 

19;     19 

25 

59;     47      4ll     49l 
42I     35]     33      35| 


26!     48     391     431 


i'<  42;  39, 

:i,->'  351  sc, 

r,'  \  -:5!  40| 

:;5|  36|  34! 

43  40  ;u;] 

34  34  33 

44  43I  40 

35  37  38! 
J2I  -121 
;;51  3Hj  36 

381  43  40 


331 


31      24, 
4!>|     50J 


fill     .59I 


50|     521     51      35| 


5i 

57, 

81 

V2 

46 

.58 

73 

75 

40 

60| 

461 


43     46     52     411    45 


10 

,5f 

40 

7t 

5:^ 

49 

5; 

42 

T. 

6( 

52 

5: 

'' 

^3  -I 


41 

■«) 

28 

20 

51 

33 

2o 

18 

44 

2!- 

30 

21 

48 

37 

31 

23 

5;- 

31 

26 

22 

48 

2t 

23 

5-; 

3H 

3f 

31 

30 

22 

,5;i 

St' 

31 

'-'3 

51 

32 

26 

22 

5( 

3i: 

27 

26 

02 

51 

2-! 

3( 

26 

35 

4( 

,5( 

54 

55 

25 

20 

19 

29 

45 

,52 

65 

55! 

22 

24 

24 

24 

44 

,54 

56 

5,5 

2f 

27 

2:- 

31 

4A 

M 

52 

58 

26 
4t 

24 
57 

20 
62 

31 
52 

34;  34| 

,501  401     40 

;i:',|  ,341    34 

49  42       ~ 
34  33 

50  41 
22'    35     33  34 


24 1    31 
61 


SSIivstruments  are  read  in  the  morning:  the  maximum.  tempera,turetlK 
^^  «.  etc..  indicate  respectively  1,  2.  3.  etc.,  days  missing  from  record. 
\VT.  O  Louisville.  12  2.5-15  0,50, 


read  is  charged  to  the  preceding  day, 
'Midnight  to  m 


which  it  almost  always  occurs. 
!tht  tomporiUiuvs. 


58.1 
38.3 
59.5 


40.2 
.59.1 
38.2 
53.3 
39.7 


56.9 
30.3 
,58.2 


58.7 
34.1 
58.1 


56.4 
33.9 
58.6 
36.8 
58.6 
38.4 
56.8 
37.5 
50.7 
37.0 


I.Ob 

'KB 


9^^  ;i^l 


■'* 


Mn 


2i 


'"k 


!946 
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KENTUCKY    SECTION 


E.  E.  TTNGER 


Vol.  XL  Louisville,  Ky.,  December,  1945  No.  12 


GENERAL    SUMMARY. 

TiMniuMatuirs  (luriiijA-  llu-  i);ist  mouth  were  decidedly  hoUw 
tlie  seasonal  averaKi'.  The  prolonged  cold  [U'riod,  duriiig  wliieh 
minima  Tell  to  near  or  below  zero,  was  conij)arai)lo  in  diiratiou 
and  intensity  with  like  periods  in  the  coldest  Deeendjers  of  the 
l)ast.  Preeipitation,  while  fretiuent,  was  somewhat  below  the 
average  and  eonsisttnl  to  a  considerable  extent  ef  snow. 

As  tluM-e  was  no  period  of  unseasonably  warm  weather  during 
the  month,  all  growth  ceased,  and  grain  fields  and  pastures  lay 
dormant.  Surface  soil  froze  solid,  but  several  inches  of  snow 
protect(Ml  |)]ants  during  the  coldest  weather  and  prevented  the 
heaving  and  lifting  of  plants  usually  resulting  from  extremely 
low  temperatures.  Cold  weather  seriously  interfered  with  the 
handling  of  tobacco.  However,  many  growers  had  completed 
the  preparation  of  their  crop  for  market  and  others  had  advanced 
this  work  farther  toward  completion  than  is  usual  so  early  in 
the  winter.  Snowfall  made  it  convenient  for  several  days  to 
remove  corn  and  fodder  from  the  fields,  a  considerable  aniount 
of  which  still  remained  ungathered.  Cold  weather  increased 
feeding  requirements  and  the  milk  supply  diminished.  Some 
hog  butchering  was  done  under  favorable  temperature  conditions. 
J.  F.  .J. 

TEMPERATURE. 

The  average  temperature  for  the  month  was  31.8°,  or  5.8° 
below  normal.  This  was  one  of  the  coldest  Decembers  of  record, 
lower  average  monthly  temperatures  having  occurred  in  only 
four  previous  years.  A  decided  cold  period  set  in  on  the  10th 
and  did  not  moderate  until  the  23d.  During  this  period  daily 
mean  temperatures  were  from  5°  to  23°  below  the  daily  normals 
and  minima  fell  below  zero  at  many  places  on  the  20th.  Daily 
mean  temperatures  did  not  rise  appreciably  above  normal  until 
the  closing  days  of  the  month.  The  extremes  for  the  State  were 
65°  at  Earlington  and  Lovelaceville  on  the  8th  and  7^  below 
zero  at  Beaver  Dam  and  Lovelaceville  on  the  20th. 


PRECIPITATION. 

The  average  precipitation  was  2.50  inches,  or  1.31  inches  below 
normal.  Precipitation  was  frequent  but  generally  light,  the 
largest  amounts  having  fallen  at  most  places  on  the  5th  and  on 
the  24-25th.  The  distrilmtion  of  precipitation  was  fairly  even 
over  the  State,  monthly  amounts  ranging  from  about  four" inches 
in  the  southeastern  counties  to  less  than  two  inches  in  portions 
of  the  north-central  and  extreme  western  districts.  The  ex- 
tremes for  the  State  were  5.21  inches  at  Burnside,  Pulaski 
County,  and  1.26  inches  at  ^Murray.  The  greatest  24  hour 
amount  was  1.57  inches  at  Rumsey  on  the  24th. 

The  average  monthly  snowfall  was  7.6  inches,  or  4.6  inches 
above  the  normal.  Fairly  heavy  snowfall  occurred  in  eastern 
sections  on  the  6th  and  over  the  whole  State  on  the  13th  and 
18-19th.  Monthly  amounts  ranged  fi-om  two  inches  in  Logan 
County  to  over  nineteen  inches  in  Pendleton  County. 


MISCELLANEOUS. 

Shfl,  freezing  rain  and  s)ioip:  Serious  interruption  of  traffic 
and  consideraI)le  damage  in  the  aggregate  in  minor  traffic  acci- 
dents resulted  from  these  causes  on  the  5th  and  13th.  No  esti- 
mate of  the  amount  of  damage  in  dollar  aad  cents  was  availalile. 


Ohio  River.  Cage  readings  did  not  change  materially  during 
the  month.  lOxccpt  for  a  \'v\\  days  from  tlu^  18th  t()25tli,  open 
river  conditions  |)revailed  throughout  tlu;  montli.  .Sliorcr  ice 
and  considerable  heavy  floating  ice  iiad  formed  by  the  ^iOth  :ind 
had  practically  disappeared  by  the  end  of  the  month. 


PRESSURE,  WIND.  HUMIDITY  AND  SUNSHINE. 

Atmosplierlc  pross- 

ur(!  ( HMluccd  to 

.soa-level.) 

Wind. 

Kclatlve 
humidity 

"3 

Stations. 

1 

1 

i 

If 

If 

1 

5 

i 

a    = 
1   1 

1^ 

1 

i 
1 

Cairo 111. 

30.52 

U 

29,56 

25 

9.3 

29 

n. 

4 

82 

r.8 

43 

9a3 

Cincinnati Oliio 

30.54 

•23 

2i).4f 

30 

8.4 

2.3 

ne. 

4 

81 

(15 

73 

27 

1131 

Evansville nid. 

30.51 

17 

29.48 

25 

9.2 

33 

n. 

4 

81) 

70 

79 

3B 

1113 

Louisville   Ky. 

30.50 

IV 

29.50 

2.') 

9.0    28 

n. 

' 

84 

66 

74 

32  |1031 

COMPARATIVE  DATA  FOR  DECEMBER. 


Temperature.         Precipitation        Number  of  day.? 


42.4 
34.6 
39.0 
38.7 
38.8 
39.  0 
38.0 
34.1 


44.8 
34.6 
38.6 
41,7 


37.4 
39.5 
39.0 
35.4 
40.1 


44.2 
37.0 
30.0 
40.5 
35.5 
37.9 


36. 3 
35.2 
33.0 


1.57 
3-51 
4.10 
4.22 


5.64 
3.20 
2.42 
3.40 


7.56 
4.23 
2.01 
4.44 
4.93 
2.89 
4.40 
5.64 
6.60 
5  97 
0.89 
6.01 
3.37 
2.32 


5.34 
2,24 
3.62 
2.50 


tafi-Year  average. 
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Climatologrical  Data  for   Deceinber,  1945. 


WESTERN   DIVISION 

Heaver  Dam 

Earlington 

Kord's  Ferrv,  Dam  50 

Gilberts\'ille 

Greenville 3  mS 

Hartford  (near) 7  iii  N 

Henderson  1  1-2  m  S 

HopkinsvUle 1-2  m  E 

Lovelaceville 

Mayfield 

Murray  

Owensboro    12  ni  \V 

Owensboro,  Dam  46 

Paducah  

Princeton 

Rumsey,  Lock  2| 

Kuf  sellville 

Uniontown,  Dam  49 

CENTRAL  DIVISION. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brent 

Bro^vnsville.  Lock  6 1 

Buruside 

Campbellsville 

Carrollton,  Lock  1 

Clermont 

Danville 

Dix  Daiii,  Burgiu. 

Eadsvill.- 

Frankfurt,  Lock  4 

Gest,  Lock  3 

Glasgow 3  m  NE. 

Grant,  Dam  38 

Greensburg 

High  Bridge,  Look  7 

Irvington 

LaGrauge  — 1  m  NW 

Lancaster 

Leitchfield 

Lexington 

Little  Ilirkman,  lyock   s... 

Lockport.  Un-k  2 

■Lf>i-isviM.i;  

Do    Bowiiniu  FieM,5i.i  K 

Maminnth  Cave 

Montic.-ll.i 

Munfonhillc 

St.  John 3  1.1  S\V 

Salvisa,  Lock  6 

Science  Hill 

Shelby ville 2  m  W. 

Tyrone,  Lock  5 

Williaiiistown   

Woodbury,  Lock  4t 

EASTERN  DIVISION. 

A.shland   3  m  Si 

Bonham  

Berea 

College  Hill,  Lock  11 

Corbin  

( 'ynthiana 

Falmouth 

Farmers   

Flemingsburg   

Ford,  Ix)ok  10 

Gooserock  

Greenup,  Dam  30 

Hazard 

Headquarters 

Heidelberg,  Lock  14 

.Jackson   

Jenkins 

Louisa 

Mavsville,  Dam  33.. 4  m  V. 

Middlesboro 

Mount  Sterling 

Oneonta,  Dam  35   

Paiiitsville 

I'ikeville 


Ohio 

Hopkins 

Crittenden  . 
Marshall  . . . 
Muhlenberg 

Ohio 

Henderson  . 
Christian... 
Ballard  .... 
Graves 


Breckinridge 
Jefferson  . 
Warren. .. 
Campbell. 
Edmonson 
Pulaski  . . 
Taylor.... 
Carroll  . . . 
Bullitt  ... 
Bovie 


Bar 


Booue 

Green 

Jessamine 
Breckinridge 
Oldham  .. 
Garrard  . . 
Gravson  . 
Favette.  .. 
.lcj,saijiiue 


i  SheH.y     . . 
Anderson. 

Grant 

Butler  . . . . 


Bovd 

Harlan  . . . . 
Ma.li.^ou... 
Mailison... 
Whitley  . . . 
Harri.sou  . . 
Pendleton 
Rowan  . . . . 
Fleming  . . 

Clark   

Clay  

Greenup  . . 

Perry  

Nicholas  . . 

Lee   

Breathitt . . 

Letcher 

Lawrence  . 


Quicksand  

Ravenna,  lock  12 

Valley  View,  Lock  9 

Vanceburg,  Dam  32 

Williamsburg 

Willow,  Lock  13 

State  averages  and  extremes 


All  temperature  data 

The  departures  from 

used  in  determining  secti' 

Refurcnce  letters,  ',  '  , 


Jolui.sou  ... 

Pike   

Knott  

Breathitt   . 

Estill    

Madison... 

Lewi.s 

Whitley  ... 
Lee    


Temperature,  in  degrees  Fahr. 


520  I  30 
10G5  1  2 
825  52 
5'i4     27 


Precipitation  in  inches. 


-0.  40 
-1.65 
+0.9(i 


-1.49 
-0.99 
-1.07 


3.  521 . . . 
2.01:- 1 
2.2l!-( 


4.211 1  1.49 

2.01)1-1  ne,\  0.68 
3.10[-0.72|  0.9(1 

■l'n<-it'.wi  0.4H 

2.I5I-I  06i  0.74 
1.92[-:.67|  054 
2.761-1.751  1.10 
2.43j-l.,55l  0.69 
■J.in'-l.Oli  1.15 
■J.J1|-(I.  72,  0.58 
2.41  —1.05  0.59 
3.  47|  +  0.30|  1.07 
■_'.72.~1.0:i|  0,85 


Number  of  days 


for  stations  that  have  ten  or  more  years  of  record,  but  all  complete  report.^  are 
Kllniry  are  Locks  on  the  Green  River;  other  Locks  are  on  the  Kentucky  River. 
;  for  'example,  h  represents  two  days,  etc 
rics.         T.  Precipitation  is  loss  thau  0.0) 


E.  G.  Young. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authoritv. 

C.  R.  Lovell. 

W.  R.  Carson,  Sr. 

Frank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers. 

Alton  M.  Harvill. 

Lockmaster. 

Dr.  Samuel  S.  SfcReynolds. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Alva  McKinley. 

Lockmaster. 

Bernheim  Foundation. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfleet. 

Lockmaster. 

Lockmaster. 

Randolph  C.  Wilson. 

Lockmaster. 

Mrs.  Mell  M.  Lingle. 

Lockmaster. 

L.  O.  Stiles. 

Oldham  Penitentiary. 

Kentucky  Utilities  Co. 

George  D.  Litsev. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Fred  W.  Binnewies. 

E.  0.  Cooper. 

Robert  C.  Smith. 

Sisters  of  Loretto. 

Lockmaster. 

William  H.  Dobbs. 

Willa  S.  A.  Ratta. 

Lockmaster. 

Miss  Nettie  B.  Simp.son. 

Lockmaster. 


Lockmaster. 

C.  C.  Whiteaker. 

D.  H.  Center. 
Lockmaster. 

U.  S.  Weather  Bureau. 

Marsliall  Hill. 

Jessie  Oldham. 

Mrs.  Cora  C.  Stamper 

C.  A.  Glasscock. 

Lockmaster. 

Thomas  J.  Corum. 

Lxjckmaster. 

H.  A.  Bailey. 

L.  M.  Gaffin. 

Lockmaster. 

James  T.  Goft'. 

Keljpcca  Brown. 

Zeb  Heston. 

Lockmaster. 

Hugli  .Mien. 

Fred  Cai-tmill. 

Lockmaster. 

E.  C.  Fraley. 

U.S.  Weather  Bureau. 
Caney  Run  Com.  tienter. 
R.  W.  Jones. 
Lockmaster. 


inch  rain 


melted  snow. 


I 


DlCKMIlKl!,    lO'lf) 


('i,i:\rATOLO(;i('AL  data:  Ki'iN'rrcKV  si<:("ri()\ 


D 

illy 

Preolpitatlox 

fo 

r  Deooxnbor,   1046. 

stations 

Duy  of  month 

> 

•i 

a 

■I 

8 

6 

7 

« 

9 

10 

11 

u 

18 

U 

16 

16 

17 

18 

19 

20 

21 

22 

28 

24 

26 

20 

27 

28 

29 

80 

.. 

1 

Wr.sTKKN    MYISION. 

lloiivor  Diiin     0. 

'."6i 

f.' 
tV 

tv 

T. 
TV 

T 

T. 

'tv 

.02 

.1:5 
.-£i 
.17 
,40 
.2! 
.13 
.12 

't' ' 

't'.' 

.•2:1 

.13 
.24 
.07 
.18 
.33 

^' 
.,34 

".iyi 
.02 

.26 

'ioi 

t'.' 
T. 

!l2 
.01 

T. 

.54 
.65 
.47 
.62 
.46 
.50 
.56 

.94 
.«« 
.53 
.89 
.87 
.97 
.04 
1.00 
.22 
.36 

'.'») 
.71 
.45 

i!2,5 

.82 
.47 

1.17 

"."67 
1.10 
L38 

.96 
1  18 
1.02 

.46 

'.',52 
.50 
.35 
.78 
.82 

f.' 

T. 

"ios 

.05 
.11 

"!i4 
.11 
.11 

.19 

.06 
.10 
.12 
.06 

T. 

■f." 

i" 

2.24 
2.3<) 
1,62 

KarliuKton-' 0. 

.15 
.01 
.11 

T. 

OiUiertsvillc' T. 

Oiwnvillo               G. 

t'.' 
T, 

-S 

.02 

.14 
..37 
.27 
.40 

.OS 
.02 
.01 

;o2 

2.1ft 
2.55 
2  19 

H.u-tfoni G. 

Il.'nai'i-so!! 0. 

.03 

T 

.20 

.... 

T. 
.02 

,01 
.03 
.83 

.01 
.02 

llopkinsvilli-^ C. 

3.01 
2.44 
2.43 
1.20 
2,77 
2.15 
2.39 

"■y'.ii 

1. 90 
1.91 

2.. 39 
1.40 
3.32 
2.86 

Lov.-hi.vviUo M. 

f.' 

.66 
.91 
.45 

.50 
.47 
.67 

"."32 
.46 
.65 

.35 
.71 
1.22 
.81 

"."28 
" "  .53 

Muiniy T. 

Owimsboro" O. 

.3,5 
.15 
.12 
.32 

''04 
.33 
.18 

.01 

T. 

'."is 

.27 
'."26 
^16 

.10 
.34 
.14 

.23 
.24 
.23 
.09 
.40 
.05 
.08 

".Ob 
.34 

.30 

•f." 
.05 

"f." 

T. 

'."65 
.41 

"."2i 

'.'eo 

.19 
.42 

"."26 

'.'i2 

.25 

.25 
.12 
.20 
.42 

.05 
.15 

.'6-i 
.15 
.30 
.10 

f.' 

.... 

T, 

f.' 

.45 
.20 

.07 

".'is 

".a 

.30 
't'.' 

't'.' 

■;3() 
'"63 

.08 
.18 
.14 

'!6i 

f.' 
.02 

t'.' 

f.' 
T. 

'f.' 

'loi 
".'io 

T. 

.... 

.17 
.15 
.12 

"."is 

.20 
.16 

.12 
.11 

"."26 
.09 
.20 
.37 
.21 
.07 
.22 
.31 
.32 
.38 
.24 
.09 

T. 
"t." 

"4' 
"t." 

T. 

.03 
.01 

'."62 

.10 
.05 
,02 

f." 
T. 

.03 

.03 
.03 
.07 
.03 
.05 
.02 
.22 
06 
.04 
.40 
.07 
T. 
.18 
.03 
.03 

ri-iiuvton  G. 

"."is 

.... 

"."64 

";i2 

'."62 

Kii>si'llvillo''    G. 

T. 

"  " 

Cr.NTUAI.   DIVISION. 
Vildison    Dam  45"                                 " 

Aiu'honigi' <> ■ Ill  .       !    1  ij 

liowiing  Grpen** <i 'l      r;     i. 

Bowling  Green.  No   2« i:                            -; 

Brent,  Dam  36' o              ,       iir, 

1' 
"    'I'.' 

'.'6i 
'.'52 

Vi7 

'.6i 
.02 

't'.' 

f.' 

■.'12 

';65 

.04 
.20 

".09 

Brownsville   Look  6"                        (4  1 

0\      ''''■! 

t°'^ 

2.58 
5.21 

Bura«lde'                                            C 

.921   .84 
.24    .61 

Campbellsvilie G  1 . . . . 

T. 

.07 

Carrollton,  Look  l"  ...                    K. 

w 

1.41 

f.' 
■f.' 

■;69 

t' 

.20 

T. 

t'.' 
T. 

1.20 
.12 

Dauvlile' K.I 

T. 

2  91 

.45 
.48 
.27 
.24 

Eadsville'' (' 

f.' 

3.84 
1.7.4 

Frankfort,  Lock  4'' K. 

.(w! 

T. 

.01 

r. 

' 

Grant,  Dam  38' O 

Greensburg*   (i 

High  Bridge,  Lock  7' K 

Irvington U . 

.08 

tv 

.06 

'.■3,5 
.19 

'.'■if 
.02 

t"^ 

.42 

't" 

■f.' 

T. 
.31 

'  .'6.5 
.42 

T. 
T. 
.12 
T. 

.33 
■f.' 

T. 

■;64 

T. 

■;68 

.30 
.31 
.05 
.03 

f.' 
T. 

T. 
"."62 

.10 
.36 
.40 
.45 

1.17 
.80 
.49 

T. 

.63 

".ib 

1 

.02 
t'.' 

.01 
T 

.06 
.05 

2.08 
2.71 
2.12 
1.99 

LaGrange ( ) . 

Lancaster-* K. 

'tv 

.0.5 

t.' 
.04 
.04 
T. 
.11 

t' 

"Ah 

.08 

.02 
.04 
.03 

"^' 
.02 

'i" 

.02 

.03 

■.'6i 

.17 
.04 
.0.5 

.11 

".iy2 

.04 

".■li 
.03 

'.'38 
1.00 
.39 
.16 
.14 
.55 
.05 
.10 

V28 

^70 
.38 
.20 

t" 

".W 

'.'26 
.90 
.05 
.fit 
.02 
.41 
.55 

.31 

i'.w 

.4)j 
.59 
.78 
.6: 
.4( 
.09 

i^os 
.54 

.55 

'.'56 

.40 

t.' 
T 

.02 
.42 
.01 

.14 

'  .'.30 
.60 

.16 

^31 
T. 
.12 

'.32 
.18 
.07 
.18 
.18 
.10 
.12 
.28 
.10 
.20 
.20 

.oi 

.09 

T 

.20 

.03 

.06 

■f 

.09 

'.'26 
.02 

'.'•26 

".06 
.13 

'.'64 

'.'69 
T. 

.io 

T. 
.25 

t. 
T. 

.04 
.29 

:\l 

.19 
.06 

'.'oi 

.08 

.15 
.05 

.-26 
.27 
.25 

1 

.14 
.15 

'.'06 

.48 

'.'08 
.01 

'.'is 

^?« 

.22 

'f.' 

'f.' 
T. 

.01 

f.' 

'  .'63 

'.'oi 
f.' 

;:;: 

'.'." 

.... 

t.' 
■.'62 

T. 

t'.' 

'.'6-4 
T. 

.22 

.02 

.11 

'.12 
T. 

.18 
.05 
.05 
.15 

';23 

.13 
.09 
.19 
.10 
.10 
.11 

.22 
.38 
.21 
.40 
.50 

1.18 

".hb 
.55 

.75 
.84 
.55 
.50 
.74 

.'37 
1.10 

■.'97 
.91 
.62 
.65 
.68 
.82 
.75 
.75 

.2C 

'.44 
.31 
.32 
.71 
.96 
.45 
.90 
.68 
.29 
.29 
.10 
.30 
.42 
.75 

■.■i7 

.54 

".bb 
1.15 
.17 
.09 
.12 
.85 

'.'fr 
'.'•23 

.68 
T. 

t'.' 
f.' 

.08 

'.'36 

t ' 

.06 
.01 

"69 

"."i7 

t'.' 

'."2i 
'.'65 

.09 
'.'Ofi 

'  .'63 
.21 

".'24 

".bs 

".sh 
T. 

'.':34 

':i5 

.00 

't'.' 

.25 

'^30 
.21 
.30 
.41 

'.28 

.21 

■■>■; 
f. 
.32 

'04 
.22 
.09 
.26 
.22 

!02 
.20 
.20 
.2C 

V35 

■."36 

'.'68 

.2r 

f.' 

't' 
T. 

".bs 
'.'6i 

'.'06 
f.' 

f.' 

.08 

.03 

.02 
.50 
.10 

'!64 

'.'62 
'  ."26 

t' 

'^96 

.10 

'.'66 
.04 

'!6i 

.18 
.03 
.03 

,oa 

.02 
.01 

.04 
.07 
T. 
.02 
.05 
.16 
.10 
.08 
.02 
.01 

.08 
.07 

.16 
.15 
.05 
.05 
•  12 
.11 
.06 
.32 
.07 
.25 

■.■i2 

.10 
'.'68 

.01 
.02 
.14 

.24 

T." 

.12 
.02 
.10 
.16 
.22 

2  73 

f.' 
f.' 

T. 
T. 
.14 

t'.' 
f.' 

T. 
T 

.31 

2.22 
2.28 
2.55 
2.49 
2.36 
2.34 
2.77 
3.09 
2  76 

Lexingtoui** K. 

f- 

T. 

tv 

T. 
T. 
T. 

tv 
tv 

.11 

".OS 
.07 

■."63 
.02 

"."io 

.01 

"ios 
t " 

.06 

■f.' 

.13 
.15 
.60 

Little  Hickman,  Lock  8M K. 

Lockport.  Lock  2' K. 

T 
T. 

Do.  Bowman  Field  'i 0. 

Mammoth   Cave'^ (1.1. ... 

Montioello-''    CI.... 

T. 

.38 
.03 

t" 

■;6i 

t. 

T. 

'.'is 

Muufordville-' (i 

St.  John^ S. 

2.34 
2.26 
3.47 
2..31 
2.07 
2.13 

Salvisa,  Lock  C't  K. 

Science  Hill C. 

".M 
.03 
T. 

.05 

T. 

1.32 
.85 
.26 
.57 

■.'•20 

■.'i2 

1.49 

"■9I 
.24 
.38 
.92 

".6i 

".m 
■.■36 

,68 
1.07 
.19 
.50 
.19 

'.■95 
.51 

.41 

■f.' 

.17 

- 

'.'62 
.01 
.20 
.13 
.53 
.70 
.50 

'!68 
.06 

■.'28 

';74 
.2( 

.04 

"As 

.32 
.49 

.03 
T. 

'.'36 
T. 

.02 
.06 
.... 

t'.' 

t'.' 

-10 

f.' 

'.'62 

.45 

.40 
.65 
.42 
.62 
.58 

.02 
.37 
.31 

Shelbyville S 

Tyrone,  Lock  o'^t  K. 

^Villiam.stown L 

Woodbury,  Lock  4'' G. 

K.\.«TERN  DIVISION. 

.67 

.17 
T. 
.12 

.01 
.01 

.01 
t" 

2.01 

4  2'' 

Kenham  * C. 

T. 

tV 

Voi 

.... 

v: 
V63 

Kerea  K 

College  Hill,  Lock  11«    K. 

T. 

.01 

;"62 

T 
T. 

.01 
.01 
.01 
.05 
.07 

V64 

".'62 
T. 
.20 

2.81 
1.91 
3.52 

Corbiu" C. 

Cynthiana'    L. 

t'.' 

f.' 

'.'22 

■;26 

'.'64 
.21 

f.' 

.'01 

.40 
.Ob 

'iis 

.01 
T. 

t°^ 
.01 
T. 

f.' 
T. 

t'.' 

t'.' 

t'.' 
T. 
T. 

.02 

"t'.' 
.01 

t" 

'f.' 
t'.' 

.17 

.14 
.18 
.15 
.07 
.22 
.10 
.22 
.18 
.20 
.20 
.14 
.10 

■;i6 

.25 

"."ig 

.18 
.12 
.05 
T. 
.30 

"."65 
.20 
.35 
.11 

.02 
.04 
.20 
.03 
02 
.03 
.05 
.04 
.03 

'.'63 

'.'65 
.08 

T. 

'."34 
T 

08 

".ii 

.27 
T. 

t«^ 

.01 

".'64 

.08 
.24 
.19 
.14 

■."36 
■  QA 

'.S( 
.32 

'."68 
.02 

'.'if) 
.14 
.08 
.18 

'.'36 
.35 
.10 
,31 

.46 

Falmouth'-^ L. 

2.21 
2.21 
2.45 
2.57 
4.21 

Fanners^ L. 

Fleming^bur?^  L. 

Ford.  Lock   1.1- • K. 

Gooserock- K. 

Greemip,  Dam  *J'^ () 

"."io 
".so 

.13 

'."69 

Hazard^    K. 

Headquarters- L. 

HeideD.erg,  U)ck  14^ K. 

Jacks-u--' K 

Jenkins^ B 

Louisa'-    p, 

Mavsvillc.  Dam  X!-' O. 

Middlcsboro 'c 

Mount  Sterling L 

Oneonta  Dam  a5'- O 

Paiutsvilk-   B. 

Pikeville" B. 

'162 

.17 

'iV 

".02 

T. 

'ice 

t' 

.01 

1.93 
2.71 
3.45 

"'2.' is 

1.92 
2. 76 
2.43 
2.10 
2.41 
2.41 
3  47 
2.72 
2.23 
2.17 

Pippapass K 

Quicksand-' K 

Ravenna,  L'jck  VI'' "k 

Vall.-y  Viev.-,  Lock  9'^ '.'.'.'...'.K. 

X'anceljurg,  Dam  32- O 

t'.' 

V62 

t'.' 

't'.' 

r 

.01 

.08 
.22 

"!29 

"..35;!V 

".is".'.'.'. 

Willow,  Lock  132 ■.■;;k 

3.46 
3.20 

ate  in  the  afternoon,  near  sunset,  and  precipitation  recor(la<l  is  fo 
u  is  for  the  24-hour  period,  midnight  to  midnight  unless  otlier-s\  isi- 
ig  '24  hours.  ^Precipitation  measured  with  recording  gage. 

.  in<-h.  tPost  office  addres.s  as  follows:     Lock  5,  Lawrencebun 

foruia.  Kv.  River  drain;'.;?',   area  in   which   station   is  lo<'ate( 

mnbyrland;  (T)  Tonnes.seo;  (O)  (iln..;  (Ml  Mississippi. 
viuTidian  time  adjust. -d  to  .la\    Tli.-y  ...-.■ui'. 


24  hours  ending  at  time  of 
ilicated.  '-Trecipitatiou 

♦Included  in  the  next  fol- 
Ky.;  Jjock  6,  Versailles.  Kv.: 
is  indicated  as   follows:  ('B> 
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CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION. 


December,  1945 


Daily  Temperatures  for  December,  1945. 


9     10     11     12     13     14     15     16     1' 


19     20     21     22     23     24 


ll'f.'iifrn  Divishn. 


Beaver  Dam 

Earlington 

Greenville 

Henderson 

Hopklnsville.... 
Lovelaceville  . . . 

Mayfieia 

Murray 

Owensboro   

•Pa(lucah§§ 

Princeton 

Russellville  g§... 


Maximum 
Miuimmu. 
Maximum 
Minimum. 
^[aximum 
Minimum. 

Minimum. 
Maximum 
Minimum. 
Maximum 
Minimum. 
Maximum 
Mininnun . 
JIaximum 
Minimum. 
Maximum 
Minimum. 
Maximum 
Minimum. 
Maxinuim 
Minimum. 
Maximum 
Minimum. 


Central  Division. 


Anchorage 

Bowling  Green'. .. 
Carapbellsville  — 


(  lonnont  

Danville 

Dix  Dam 

Frankfort 

Glasgow 

Greensburg 

Irvington 

Leitchfiel.l 

Lexington' 

Louisville' 

Do.  Bowman  Field 

Miimmoth  Cave 

St.  John  

Science  Hill 

Shelbyville 

Williamstown    


S  Maximum 
(  Minimum. 
\  Maximvmi 
i  Minimum. 
(  Maximum 
!  Minimum. 
I  Maximum 
(  Minimum. 
\  Maximum 
'  Minimum. 
S  JIaximum 
(Minimum. 
)  Maxinnnn 
(Minimum. 
S  INIaxinmm 
(  Minimum, 
J  Maximum 
I  Minimum. 
\  Maximum 
/  Minimum, 
j  Maximum 
)  Minimum. 
J  jraxinnmi 
1  Minimum, 
i  Maxinnnn 
(  Minimum. 
)  Maximum 
(Minimum, 
S  Maximum 
(  Minimum. 
j  Maximum 
)  Minimum. 
\  Maximum 
I  Minimum. 
(  Maximum 
(  Minimum. 
)  Maximum 
/  Miniimun. 


Ei'slern   Division. 


Ashland   

BenhamS? 

Berea 

Corbin  ' 

Farmers   

Gooserock  §^ . . . 
Headquarters  . . 
Heidelberg   — 

Maysvllle 

Middlesboro.... 
Mount  Sterling. 

I'ikfvilU;  I 

I'ippapa.ss 

Quicksand  

Willlamslmrg  . . 


S  Maxinnmi 
'  ■  '  Minimum. 

<)  -Maximum 
••  I  Mininnun, 

j  Maximum 

■  ■  (  Minimum. 

i  Maximum 
•■  (  Minimum. 

S  Maximum 
■■  I  Mininnun. 

j  Maxinnnn 
■ '  I  Mininunn. 

I  ifaxinnim 
' '  /  Minimum. 

j  Maximum 
' '  )  Mininunn. 

.  ifaximum 

■  ■  I  Minimum. 

S  Maximum 

■  ■  )  Minimum. 

I  Maximum 
••  /  Minimum. 

S  -Maxinnnn 
■•  )  Mininunn. 

S  .Maxinnmi 


S  Maxinnnn 
■  (  Miiiiimmi 


;ii 

31 

34 

K 

17 

2(i 

3f. 

3-^ 

3(i 

n 

21 

2K 

38 

H^ 

55 

2H 

25 

2( 

3'; 

37 

44 

1:' 

v.. 

21- 

35 

35 

42 

11 

H 

2<i 

35 

3( 

» 

r 

2( 

27 

34 

37 

4(, 

10 

21 

28 

2fi 

3(^ 

28 

4.T 

53 

44 

2X 

28 

3H 

42 

4(, 

22 

32 

2(' 

34 

4;- 

}» 

18 

33 

28 

39 

fiO 

52 

2(1 

37 

3i: 

53 

M 

43 

■m; 

31 

4C. 

5:: 

47 

2t; 

28 

47 

57 

43 

30 

32 

30 

37      55 

45 

2U|    ;!7 

3( 

60     58 

45 

2.;    31! 

34 

?! 

46 

3!) 

A 

(ii 

5r,|    45 

i9\     35 

3,i|     25 

1 

5H 

55      44 

25 

32 

30      20 

■f 

57 

52     42 

n 

39 

30     22 

SS'nstmments  are  road  in  the  morning:  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
*,  ",  ",  etc.  indicate  respectively  1.  2,  3,  etc.,  days  missing  from  record,  'Miilnig-ht  to  midnight  temperatures. 

W  n  ()  r.(inisville.  l-2.5-4f.-9.50. 
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with  the 
)ii(liti()iis 
icavy  to 
plowing, 
tlieOhio 


QENEKAI^   SUMMARY. 

l'r(vi|)i(;ition  for  the  year  li)-!.")  wa>;  coiisidcralily  aho 
and  tht'  annual  mean  Icniperatun^  coincided  exa(;tly 
(he  57  year  average  for  the  State,  ^^■hile  thermal" 
early  in  the  year  were  favorahle  Tor  farm  activities, 
e.xcessive  rains  in  February  and  March  delayed  early 
and  cidminated  in  the  second  highest  Hood  on  record! 
lliver. 

\\'intiM  grains,  which  were  rather  small  in  plant  at  the  begin- 
ning (^f  the  year,  began  to  grow  vigorously  under  the  warm 
weather  of  March,  Init  were  seriously  set  back  by  general  heavy 
frosts  in  April  and  again  in  northern  sections  in  May.  As  a 
result,  the  crop  matured  on  short  straw,  but  with  fairly  well 
filled  heads  at  time  of  harvest  in  July. 

Preparation  of  tobacco  beds  began  about  the  usual  time  early 
in  February  and  extended  into  April.  The  cmi),  throughout 
the  growing  season,  reilectcd  sectional  and  piniddic  weather  con- 
ditii)ns.  Transplanting  began  in  May  and  was  cumpleted  in 
July.  The  first  cuttings  were  made  in  advanced  lields  in  north; 
em  and  extreme  western  districts  about  the  i-niddle  of  August'. 
\n  tlie  more  backward  sections  cutting  w-as  still  going  on  late  in 
September,  with  some  very  late  tobacco  still  in  the  field. 

Corn  planting  was  delayed  much  later  than  usual  and  did  not 
begin  even  on  Avell  drained  uplands  until  late  in  April  and  was 
not  finished  until  July.  Much  of  the  early  crop  bad  to  be  re- 
planted and  the  remainder  never  fully  recovered  from  the 
adverse  effects  of  earlier  weather  conditions.  The  late  crop, 
however,  made  good  growth  during  the  summer  months,  though 
there  were  some  losses  from  "firing"  in  the  southwestern 
counties.  Most  of  the  crop  had  fully  matured  by  September 
when  cutting  began.  Some  very  late  plantett^orn  was  killed 
by  heavy  frosts  early  in  October. 

Minor  crops  showed  similar  differences  in  growth  and  condi- 
tion as  the  season  advanced.  Fruit  was  not  seriously  damaged 
by  late  frosts  and  a  good  crop  of  peaches  was  gathered  in  north- 
ern sections  in  July.  Pastures  maintained  fairly  good  condition 
throughout  the  year,  except  in  very  dry  areas  where  they  had 
become  parched  during  the  late  summer.  Potatoes  were  being 
extensively  dug  in  July.  Large  quantities  of  fine  hay  were  cut 
and  cured  in  the  late  summer  and  early  fall. 

The  year  closed  with  a  severe  and  extended  cold  period  that 
ended  all  outdoor  work.  However,  a  snow  cover  of  several 
inches  generally  over  the  section  protected  grain  fields  that  had 
come  to  good  stands.  J.  F.  J. 


The  Tear  By  Months 

./rimm)-?/.— Cold  and  cloud 
ries.  Winter  grain.s  and  gra> 
soil  little  or  no  outdoor  worl 

Febriimt; 
Several  days  of  near  zero  weather  were  followed  by  a  period  of  unseasonably  "higli 
temperatures.  W  inter  grains  were  damaged  to  some  extent  by  heaving  soil  during 
the  hard  freezes.  Plowing  made  a  little  progress  and  preparation  of  tobacco  beds 
commenced. 

ifarch .-The  month  was  abnormally  warm  ami  wet.  Additional  hcavv  rains  raised 
the  Ohio  River  to  the  second  highest  flood  stage  on  record.  Wet  and  "flooded  fields 
prevented  all  outdoor  work  other  than  preparation  of  tobacco  beds. 

,lpn7.- Conditions  were  generally  unfavorable  for  crop  growth.  Seeding  of  to- 
bacco beds  was  completed  ami  corn  planting  began.  Wheat,  rve  and  Ijarlev  main- 
tained generally  good  condition,  tliough  growth  was  checked  by  heavy  frosts. 
_  jWoi/,- Frequent  showers,  with  mostly  cloudy  days  and  cool  nights  retarded  growth 
m  all  crops,  and  interfered  with  all  outdoor  work-.  Killing  frosts  on  the  11th  caused 
some  damage  m  northern  .sections.    Wheat  Ijegau  to  head  and  cutting  of  rve  started 


eather  preA'ailed  with  frequent  rains  and  snow  flur- 
remained  dormant.    On  account   of    frozen   or   wet 
as  done. 
Rainfall  was  frequent  throughout  the  month  and  heavy  at  its  close. 


W'r 


iiRonably  rool  woatlior  prnvallpil  until  tho  Irfilvwrmk.  Imm- 
K  was  iiiadi^  between  KhowciK,  Wheat  matiireiVilid  cultfvf' 
;iiitlii(c  was  practhally  (liilslicd. 

V  iiiadi^  Rood  progre.^.s.  Wheat  liarveHtliiir  wiih  (lnlhftwrt,.l>ef(.r<! 
robuico  varied  considerably  in  size  and  coiulltloii.  rri-pprth- 
1  priming  became  general.     Karl y  potatoes    were    f|ii(f<^t||i 

s  extremely  Irregular.     Conditions  approa<OiInK  drought  do- 

aiids'iii,.   nwitli  .  .  hti.il   districts,   witl)  conHiderable   Injury 
t' 1  I"  I'll     1"'        -    i.icked  and  the  piirkiiijf  of  early  applcH 

ciiii.lifi.iii^    >.  r.    i:.\..i:il.l.-  for  ripeiiiiig  all  crops.    Ciittlntr  of 

UK)  inalini  d   taiiiilly  and  cutting  and  housing  were    in   full 

ide  gi'od   progress. 

s  on  thr  '.tth  and  10th  caused  some  damage  to  late  crr)psi,  but 

r  fax  orablc  for  harvesting.    Tobacco  curing  progressed  rather 

liiK  diiid  out  well.    Continued  dry  weather  in  soutliwcBtem 

li-r  liiiuling  f..r  stock. 

M-.  dihn  r,i  i)iowing  and  planting  of    winter   grains.    Tom- 

■niiilitioiis  Mile  favorable  for  stripping  and  curing  tobacco, 

as  marketed,    (iraiu    lields,    where    planted,    came    to  good 


Jvjir. 

progrcs,-   ill   enrn    |i!:in 
began.    T'  .u.^r,-, ,  1 1  ,  i 

Ml,.  r,,,„.  ,:,.,„., 
the  end  of  ihr  iMonth 
eru  sections  topping 
fair  yields. 

.l»r/»x/.— Rainfall 


early  corn  started.    ' 
swing.     Fall  i)liiuiii,v 

(Miibir.- lh-.\\\  f 
otherwise  conditiniis 
slowly.  M.ist  r,,I,,  i, 
counties  ii.'cr>sii:iiii| 

.Vom;,/,ir,-Mi,.M 
peratures  and  iiii.i>ti 
and  much  of  tlie  cro 
stands. 

/)«rm/)pr.— Unseasonalily  cold  weather  with  temperatures  near  zero  ended  all  farm 
work,  except  tobacco  stripping,  which  was  about  completed.  Adequate  snow  cover 
prevented  serious  damage  to  wheat  fields  during  the  period  of  extreme  cold. 

COMPARATIVE  ANNTTAL  DATA  FOR  KENTtTCKY, 


1890 

1891 

1892 , 

1893 

1894 

1895 

1896 

1897 

1899 '.'.'.'.'.'.'.'.'.'.'.'.'.'.'.'.'.'.'.'. 

1900 

1901 

1902 

1903 

1904 

1905 

190(> 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

1923 

1924 

1925 

1926 

1927 

192S '■■  ■.   . 

1929 

1930 

1931 

1932 

1933 

1934 

1935 

1936 

1937 

1938 

1939 

1940 

1941 

1942 

1943 

1944 

1945 

I'eriodt 

t57-Year  average 


55.0 
,57.6 
57.2 
57.2 
56.4 
.57.7 
55.3 
56.5 
55.8 
.55.3 
55.8 
57.0 

57]7 
56.6 
55.3 
58.0 
54.6 
57.9 
56.3 
56.2 
56.2 
53.5 
.56.5 


58.5 
57.1 
55.0 


56.2 
57.6 
59.0 
57.7 
58.4 
57.6 
56  8 
57.4 
56.3 
58.6 
57.9 
54.8 


35.88 
58.82 
49.69 
44.25 
44.71 
34.81 
38.47 
44.68 


44.40 

35.65 

44  35 

41.16 

35.10 

47.68 

48.84 

47.76 

41.94 

.51.41 

50.67 

46.77 

47.93 

47.46  I 

41.80  ; 

51.92  i 

45.49 

46-01 

40.64 

52.13  I 

46-90 

49.42 

44.43  I 

53.92 


42. 


48.44 

27.86 

41.96 

49.15 

50.61 

37.14 

57.40  ! 

37.94  I 

49.91 

46.00 

47.36 


Number  of  days 


33.45  !     3.4 


4. 


■^-^. 
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CUmatological 

Data    for 

the   Year    1845. 

Coniitips. 

1 

1 

emperature  (degrees  Fahrenheit). 

Precipitation  (inches). 

Number  ot  days 

^ 

Swtions. 

1 

li 

i 

1 

1 

i 

p 

.J 

1 

Q 

■a 

8 

3 

1 

1>^ 

g 

e 

1 
0 

1 

►, 

1 

s 

"55 
is 

5 

1 

5 

1 

i 

■2 

I 

WBSTBUN   DIVISION 

Ohio 

Hopkins.... 
Crittenden  . 
Marshall  . . . 
Muhlenberg 

Ohio 

Henderson  . 
Christian... 
Ballard  .... 

Graves 

Calloway  .. 

Daviess 

Da\'iess 

McCraeken 
Caldwell  . . . 
McLean  . . . . 

Logan   

Union 

Breckinridge 
Jefferson  . . . 

Warren 

Campbell... 
Edmonson  . 
Pulaski   ... 

Taylor 

Carroll 

Bullitt  

Ker-::::: 

Wayne 

Franklin  . . . 

Henry  

Barren 

Boone 

Green 

Jessamine . . 
Breckinridge 
Oldham  . . . 
Garrard  . . . . 
Gravson   . . . 

Fay"ette 

Jessamine  . . 

Henry  

Jefferson  . . . 
Jefferson  . . . 
Edmonson  . 

Wayne 

Hart 

Hardin   .... 

Mercer 

Pulaski   .... 
Shelby    .... 
Anderson... 

Grant 

Butler 

Boyd 

Harlan 

Madison.... 
Madison.... 
Whitley  . . . . 
Harrison  . . . 
Pendleton   . 

Rowan  

Fleming  ... 

Clark  

Clay  

Greenup  ... 
Perry  

^^-:::. 

Breathitt . . . 

Letcher 

Lawrence  . . 

Mason 

Bell    

Montgomery 

Johnson  . . . 

Pike  

Knott 

Breathitt   .. 

Estill    

Madison.... 

Lewis 

Whitley  .... 
Lee   

441 

420 
356 
431 
519 
540 
382 
524 
479 
364 
412 
420 
404 
341 
5'29 
384 
590 
357 

352 
700 
650 
489 
410 
705 
777 
480 
474 
955 
770 
622 
504 
490 
760 
506 
581 
544 
646 
850 
1032 
635 
989 
560 
485 
459 
558 
800 
910 
600 

520 
1065 
825 

943 

504 

534 

1,580 
1070 
611 
1440 
684 
600 
668 
870 
593 

■•■540- 

776 
1566 
584 
524 
1128 
930 
497 
620 
636 
1035 
732 
631 
571 
525 
939 
646 

39 
56 

56.6 
57.1 

100 

Aug.  24 
Aug.    2 

-  7 

-  4 

Dec. 
Dec. 

20 
20 

39 
57 

18 

32 
50 
21 
34 
21 
50 
18 
64 
48 
29 
38 
18 

19 
48 
64 
21 

61 

42 
10 
37 
23 
10 
64 
37 
21 
21 

44 
49 

7 

51 
67 
37 
37 
74 
13 
12 

19 
50 
34 

58 
29 
44 
50 

33 
45 

53.16 
53.51 
60.19 
55.34 
50.97 
58.19 
62.43 
47.01 
63  90 
61.65 
52.16 
58.89 
56.89 
64.85 

"ss'so' 

41.62 
60.61 

52.93 
52.15 
49.23 
51.74 
49. 29 
47.62 

"s'Im' 

"53  .'32' 
53.  66 
51.74 
46.10 
49. 19 

6.93 
8.73 
10.79 
7.34 

8.06 
8  89 

12.28 
6.47 

10.70 
9.61 
6.99 
9.53 
9.19 

10.87 
8.01 

10  29 
6.22 

10.53 

9.77 
9.64 
6.96 

11.57 
6.29 
7.66 
7.00 

10.94 
7.48 
7.54 
7.79 
8.86 
7.90 
8.48 

June 
Mch. 
Mch. 
Mch. 
June 
Mch. 
Mch. 
Mch. 
Mch. 
Mch. 
Mch. 
Mch. 
Mch. 
Mch. 
June 
Mch. 
Mch. 
Mch. 

Mch. 
Mch. 
Nov. 
Mch. 
Feb. 
Feb. 
Mch. 
Mch. 
Mch. 
Feb. 
Feb. 
Nov. 
Mch. 
Mch. 

0.88 
1.2K 
1.50 
2.29 
1.62 
2.19 
2.11 
0.34 
2.04 
1.99 
1.26 
1.64 
1.66 
1.73 
0.79 
0.90 
0.28 
1.18 

2.05 
1.46 
1.87 
2.18 

1  85 
1.31 
2.09 
1.41 

2  42 
0.33 
1.49 
1.38 
1.07 
1.71 

Oct.  i 

109 
134 
143 
122 
113 
133 
133 
100 
100 
126 
108 
112 
130 
136 

178 
172 

67 
58 

119 
135 

s. 

Oct. 
Oct. 
July 
July 
Oct. 
Jan. 

Oct. 
Oct. 
July 
Aug 
Oct. 
Aug 
July 

Oct. 
Dec. 
Aug 
Dec. 
Aug 
Aug 
Oct. 
Dec. 

8.2 

8  8 

'w.Y 

10.6 
13.8 
7.0 
8.5 
7.7 
7.0 
16.0 
16.7 
6.5 

Ford's  Ferrv,  Dam  50 

:::::::■ 

Greenville              3  m  S. 

30 

93 

July   23t 

0 

June 

29 1 

174 
174 
162 
203 
156 
156 
138 
156 

95 
25 
76 
105 
108 
133 
78 
67 

96 
166 
127 

57 
101 

76 
149 
142 

g 

Hartford  (near) 7  m  N. 

Henderson  1  1-2  m  S. 

Hopkinsville 1-2  m  E. 

24 
50 
19 

21 
51 

56.0 
57.4 
58.8 
.57.5 
58  5 
57.2 

99 

103 
101 
98 
100 

ju'ly  24 
July  24 
July   24 
July   24 
July     2 
July  24 

0 

-  5 

-  7 

-  1 
5 

Dec. 
Dee. 
Dec. 
Dec. 
Dee. 
Dec. 

20 
20 
20 
20 
20 
20 

s. 

5j 

s 

Owensboro    1-2  m  W . 

Owensboro,  Dam  46 

S. 

27 
44 

57.3 
58.0 

104 
99 

July   24 
July   Zi 

4 
—  4 

Dee. 
Dec. 

20 
20 

190 
"154' 

47 
"54 

128 
"i57' 

13.5 
3.8 

6.1 
18.7 

4.6 
18.5 

3.0 
20  0 

126 
98 
134 

132 
115 
123 
135 
134 
110 

Ru«sellville                  

35 

57.0 

102 

Aug.  31 

3 

Jan. 

2t 

w 

Tuiontown,  Dam  49 

CENTRAL  DIVISION. 

"47  ' 
64 

57.1 

"97' 
100 

■julv"24' 
July   23t 

'-'s 

'Feb.' 
Dec. 

20 

164 
103 

59 
94 

142 
168 

su'. 

s. 

Brownsville,  Lock  G  t 

Bumside 

Campbellsville 

1 

97 

July   24t 

9 

Dec.     1 

10.8 

124 

13 

23 

'bh'.e 
57.6 

95 
100 
103 

June  29 
Aug,  31 
Aug.  31 

-  2 
0 

Dec. 
Feb. 
Feb. 

17 1 

Dec. 

I 

Danville 

Aug 
Aug 
Aug 
Sep. 
Aug 

16.1 
15.8 

133 
111 
122 
121 
102 

128 
120 

94 

110 

143 
135 

SW. 

Ea4sville                 

62 

56.6 

99 

Aug.  31 

-  3 

Feb.     1 

11  1 
12.8 

127 

99 

139 

w. 

20 

100 

July  24 

1 

Jan. 

'^ 

51.22 

"48.'57' 
50.14 

"57  .'63' 
49.30 
47.70 
50.94 
53.95 
49.81 
49  36 
49.21 
49.24 
51.89 
41.. 57 
50.78 
52.38 

52^30 
49.75 
49.05 

45.63 

"52!  if 

44.78 
49.75 
44.  25 
51. 50 
52.11 
61.49 
46.02 

"5i;39' 
49.  73 

"49:1,5' 
57.30 

'  '47 .'06' 
46.14 
46.98 

'■is^to' 

43.93 
46.24 

"55:78' 
43.69 
48.89 
51.86 
45.65 
49.54 

51.27 

9.84 
5. SI 
6.96 
10.05 
7.07 
9.01 

7'.  03 
7.76 
10.. 37 
10.23 
10.  23 
7.19 
9.01 
8.34 
6.79 
7.33 
8.44 
8.89 
6,88 
8.57 
6.93 

5.51 
6.68 
7.61 
7.06 
6.16 
7.21 
9.30 
6.54 
6.37 
7.44 
7.28 
5.89 
5.32 

"'7.'66' 

6:52 
6.38 
8.10 
6.46 
6.12 

5.' 22 
5.64 
6.11 
7.50 
7.16 
7.29 
7.48 

7'.  72 

12.28 

Mcli. 
Mch. 
Feb. 
Mch. 
Mch. 
Feb. 
Feb. 
June 
Nov. 
Mch. 
Mch. 
Mch. 
Jan. 
Nov. 
Jan. 
Feb. 
June 
Nov. 
Mch. 
Mch. 
Mch. 
Feb. 

Feb. 
Nov. 
Feb. 
Mch. 
Mch. 
¥eh. 
Feb. 
Feb. 
Nov. 
Mch. 
Feb. 

'Fob." 
Sep. 
May 
May 
Mch. 
Feb. 
Feb. 
Mch. 
Nov. 
Nov. 
Mch. 

IX 
Nov. 
Mch. 
May 
Feb. 

Mch. 

2.(18 
1.86 
0. 89 

1:76 
1.-26 
1.81 
1.55 
1.52 
2.39 
1.69 
1.68 
1.45 
0.95 
1.33 
0.64 
1..57 
1.47 
1.68 
1.11 
1.68 
1.08 

1.67 

Dec. 
Oct. 
Sep. 
Aug 
Jan. 
Oct. 
Sep. 
Aug 

Oct. 
Aug 
Aug 
Oct. 
Aug 
Aug 
Sep. 
July 
Sep. 
Aug 
Oct. 
Aug 

Oct, 

26.1 

12.7 
12.8 

139 

53 

97 

June  29 

0 

Dec. 

19 

High  Bridge,  Lock  7 

135 
107 

49 

55.4 

97 

July  24 

-8 

Feb.     1 

131 

109 

125 

s. 

LaGrange  — 1  m  NW 

12^9' 
15.5 
8  5 
23.0 
16.4 
16.9 
12.3 
14.0 
10.3 
11.5 

17^8 
20.2 
10.1 
18.9 
9.2 

20.2 

113 
133 
137 
109 
121 
124 
129 
133 
103 
124 
123 
131 
115 
149 
118 
132 
120 

144 

Leitchtield 

Liexington 

Little  Hickman.  Lock  S.... 

51 
66 

56.8 
54.9 

97 
96 

July   24 
Aug.  31 

-  5 

Dec. 
Feb. 

20 

1 

106 

87 

110 
112 

149 
186 

s. 

73 
13 
12 

56.6 
56.1 

54.8 

96 
97 
99 

July  24 
July  24 
Aug.  31 

5 

—  4 

Jan. 
Dec. 
Feb. 

2t 
20 

Do   Bowman  Field,  5  m  E. 

Mammoth  Cave 

Monticello 

96 
145 

117 
75 

152 
145 

SW. 

Munfordville 

St.  John 3  m  SW 

Salvisa,  Locke 

Science  Hill 

Shelbyville 2m  W. 

50 
56 

56.0 

■56.'9' 
55.1 

■'■99' 
96 

July   24 

Aug.  31 
Aug.  21 

-  5 

6 

-  9 

Dec. 

'Feb.' 
Feb. 

20 
.... 

1 

32 

"i74' 
115 

"i94' 

184 

"'74' 
22 

'"{■i 

149 

"in' 

"i58' 

s. 
s. 

SW. 

44 

55.2 

94 

July   29 1 

-  4 

Feb.     1 

w. 

BA8TBRN  DIVISION. 

Ashland   3  m  SE 

32 
1 
45 

56.4 

97 

Sept.    5 

6 
-  2 

Feb. 
Dec. 
J^eb. 

1 
161 

103 

127 

135 

SW. 

58.9 

97 

July  24 

i.49 
1  91 
1.00 
1.24 
1.80 
1.37 
1.81 
I.IS 
1.70 
1.40 
1.98 
1.93 
138 
1.64 

Oct. 
Dec. 
Sep. 
Oct. 
Aug. 

13.3 
10.5 
11.8 
23.4 
V8.  0 

i22 
114 
144 
133 
142 
138 
120 
127 

1'29 

"ii:V 

85 
61' 

151 

"ioi' 

w. 

College  Hill.  Lock  11 

2 

56.7 

95 

June  29 

3 

Jan. 


It 

2 
29 
59 
41 

0^ 
\ 
27 
24 
1 
31 

21 
43 
50 
55 
57 
25 
14 
42 
15 
21 
30 
34 
33 
59 
28 

se. 

Falmouth 

Farmers  

Fleming.sburg   

Ford,  Lock  10 

Gooserock  

40 

55.5 

96 

'"sY 

June  29 
■July  '24' 

-  2 

'e' 

Feb. 
'Hep'. 

w'< 

Sep.     22.4 

108 

108 

149 

w. 

July 
Oct. 
Aug. 
Oct. 
Dec. 
Oct. 
Oct, 

9.4 

18.7 

is.'i' 

14  5 

144 
127 

"i37' 
97 

Hazard                      





Headquarters 

Heidelberg.  Lock  14 

13 

'56.' 4' 

■  ■9.5' ' 

'ju'ne'29t 

-  6 

-  1 

Dec. 
Feb. 

21 
It 

"m 

"'oi' 

"igs' 

'sW." 

.... 

.50 
54 

'55' 2' 

'si's' 

■ ■ '96' 
95 
99 

Ai'ig'.'si 
July   24 
Sept,    61 

-  4 

-  1 

-  1 

'Fjli.' 
Dec. 
Jan. 

1 
16 
2 

184 
1.45 
1  10 
1.71 
2.10 
1.70 
1.74 
2.31 
1.67 
1.14 
1.52 
1.87 
1.25 
1.37 

0.28 

Oct. 
Sep. 
Oct. 
Sep. 
Dec. 
Oct. 
Oct. 
Oct. 
Oct. 
Sep. 
Oi't. 
Sep. 
Sep. 
Oct. 

Aug. 

'2i:6' 

"l5.k' 
24.2 
10.5 

130 
136 
133 
158 
140 
121 
1-17 

"m 

"i'io' 

"i27' 

Maysvllle,  Dam  33..4  m  E. 
Middlesboro 

SW. 

Oiiponta    Dam  35 

Pikeville 

11 
13 
21 

57.5 

98 
96 
97 

June  29+ 
June  29t 
Aug.  30* 

6 
3 

Feb.     1 
Feb.     1 
Feb.     1 

129 

78 

158 

se. 

Quicksand 

Ravenna.  Lock  12 

"9:5' 
18.6 
15.0 

14.2 

94 
112 
126 
145 
104 
109 

122 

Valley  View.  Lock  9 

Vaiiceburg,  Dam  32 

"56" 

■57: 6' 

"9.5" 

'ju'ne'28t 

::::.: 

'Dcc' 

i6' 

135 

142 

88 

State  averages  and  extremes 



,56.7 

104 

July   24 

-  9 

Feb.     1 

142 

m 

137 

s. 

11  tf-mperature  data  are  taken  from  self-registering  thermometers. 
K(>fi-r.'!\ce  letters,  a,  b,  c,  appearing  in  thi;  t;il)le  indicate  luuiiber  of 


represents  2  daps,  etc, 


tAlso  on  other  dates. 


1    .Jiii 


•/y'/'.' 


I 


Anni;.\i.,  1945 


CIIM  \|(M,<u;i('.\l,    DA'IW:    KI■;N•n•('K^■   SI'CI'loN 


.'.I 


Mouthly   uad   Aiiiiaul    Piocipitaliou    for    tlio  Yoar   I94li,  witli    Departurea   from    the    Moriual. 

Miiy. 


Jiuuiiu-y.     I'' 


WR8TKUN  DIVISION. 

Beaver  Dam 

Kiiiliusioii  

Kord's  ferry.  Dam  80  . 

(MlbortsvlUe 

(iiviiiviUe  

lliutford   

ll<  ihUtsou 

llopkiusvillo 

Lov.'liicevill.' 

Miiyfifld 

Murray    

Owi'usboro 

Owonsboro,  Dam  46... 

I'iUllK-llh   

I'riiici'toii 

Kums.'y.Lock  No.  2  t. 

Uuss.'llviUe 

Uiiiontown,  Dam  49  .. 


CKNTUAL  DIVISION 

A.ldison.  Dam  45.  . . . 

A\iclior:l.si'    

Howling  Ureeu 

Breiit 

Brownsville,  Lock  No  6t 

Bnruside 

Campbellsville   

Carrol  Itou,  Lock  No.  1 

Clermont 

Danville 

Dix  Dnin,  Burgiu 

EadsvUle   

Frankfort,  Lock  4 

Gesi,  Lock  No.  3 

Glasgow 

G  rant.  Dam  38 

Groensburg 

lliah  Hrids,'e,LockNo7. 

Irviugton    

LaGrange 

Lancaster 

LeitcUlield  

Lexlugton 

Little  Hickman, Lock  S. 
Lockport,  Lock  No .  2 . . 

Louisville 

Do.    Bowman  Field.. 

Mammoth  Cave 

Montieello 

Munfordville 

St.  John  

Salvisa,  Lock  No.  6  — 

Science  Hill  

Shelbyville 

Tyrone,  Lock  No.   5 

WiUiamstown  

Woodbury,  Lock  No.4t. 

EASTERN   DIVISION. 

Ashland 

Benham 

Berea 

College  Hill.  Lock  No,i; 

Corbin 

Cyntbiana 

Falmouth  

F.irmers 

Flemingsburg 

Ford,  Lock  No.  10 

Gooserock 

Greenup,  Dam  30 

Hazard  

Headquarters 

Heidelberg,  Lock  No  14 

.fackson 

Jenkins 

Louisa 

Maysville,  Diim  33... 

Middlesboro    

Mount  Sterling 

Oneonta.Dam  No.  35. 
Paintsville 


C.77 

8.73 

1,10.79 

7.34 


•l-4.07'l'2/>S 


+2.30 
+3.7(i 
+5.84 


+  1.11 

+7'6h 


+0.  Gl 
+0.58 
+4.28 


f  0. 72 
-0.61 
+0.38 


1-3  21 
+4.64 
+3.36 


Pike 


Pippapass 

Quicksand 

Ravenna,  Lock  No.  12 
Valley  View.  Lock  No. 9 
Vnnceburg.DMiu  No.  32 

Williamsburg 

Willow, Lock  No.  13... 


2.51  -1.64 
5.03-0  13 

2.  87  ~0. 87 


6.041  +  1.771 
6.36+1.49i 

5  91 

4.59I+O  35 
3.4GI-O.93I 
8.84  -1.51, 
2.49-1.11 
4.50-0.65; 
+0.  95| 
2.48  — 2.U0 


+0.41 
-2.32 
-0.65 


AiiKiiHt.    Hfijloiuber.    October.    NuviMiibur,   Diicoinbor.      Annudl 


+2 
+  1.45 

-Liy 


+0.50 
+2.04 
+0.06 


4.29-10  78    2.1; 


53.16 
S3. 51 
00.19 
65.34 
50.97 
58.19 
62.43 
47.01 


+  9.35 
+  6.97 
+  17.72 


+  18.75 
-  170 


+4.(Kl!  6  Oil 


4.41|+-J 
5  59  +1 

6.9;;  +a 


+2.88 
-2.  09 
+051 


+0.55 
-1.92 
+0.57 


+0.86 
-6.' a') 

+0,: 

'-6;73 
-0.7( 
+  1.19 
-0.98 
+  1.10 


+0.  42 


+0.71 
-2. 07 
-0  34 


--0-08 
-0.4, 
+0.  ■>■ 
+0.6: 


.64 


h:-!  471  5.75 


+  2.631  5  5b 
+  4.45'  5.5" 
;.5i+3.H5'10.37 
+  2.I3W  ^^ 
]10.94 

+2.  gii 

4.44 

+4.O7I  7.27 
+  3  15!  5  54 

+4.11'         "' 

+  2'80i  8.89 

+3. 60  6  8!' 

+2  78  8  5' 

+4.55  6.17 


+  2   70: 

+2.22; 

+2.40i 


+  6.91 
+  1.06 
+  1  60 


+0.06 
+0.46 
-0.69 


-1.05 
+0.85 
+5.92 


-0  05 
-0 

-0.10 

+0.41 

31 

+0.71 

.63 

+  o!9' 
0-03 
+0.66 
+  0  04 
-0.40 
+0.05 

-6'. 


+0.93 

-6  i2 

-0  91 
1-1.9 
-0,41 
+0 


-0.31 
-0.39 
+0.73 
+1.12 
—0.38 
-0.56 
-{  1. 


+  0.61 
+1.91 
+  0.22 


+  0.65 
+3.56 
+  1.19 
+  1.86 


-2.71    5.57|+2.48|  7.9.31+3.92 


+0.09 
+  0.87 
-0  07 

+i.'28 
+0.  13 
4  0.95 


+0.58 
+0. 12 
+1.02 
-0.27 


+0.16 

+  i;75 
+0.85 
-hi. 59 
+1.30 
+0, 


+  1  22 


+  2.41 
+2.17 
+2.44 
+  1.48 
+  1  19 
+0 
+  1.74 


+2.35 

+2.29 

—0.62 

+2.3' 

+2.00 

+ 

+0.40 


-2  54 
-1.03 
+0.98 
-1.50 
-0.71 
-1.27 
-1.29 
-0.8- 

+6!75 

-0 

-0.76 


+  2  16 
+0.90 
-0.46 


-2.01 

-0. 80 

-0.25 

+  0 

-2.05 

-1.04 

-1.52 


L.^S 

—2  27 

1  31 

-2.8): 

3.39 

-1..39 

0.33 

-3.21 

1.49 

-2.\i 

1.70 

-1.80 

1.71 

-2.25 

2.39 

-0.76 

1  88 

-2.22 

1  42 

-2. 24 

1..3t 

-1.88 

H.W 

2.65 

-1.3C 

3  97 

+0.46 

l.,55 

—1.91. 

1   52 

-2.61 

2  .51 

-1.52 

2.  33 

-i.a 

1.68 

-1.74 

1.45 

-3.7c 

1.61 

l.Hc 

—2.  43 

0.6-: 

-3.13 

2  K 

-1  14 

2.88 

2.  ,55 

-6.93 

1.11 

-2.69 

2  97 

-0-88 

L08 

-2.78 

2.59 

-L23 

3., 51 

-0.63 

-1. 27 

1.  86 

1,4,^ 

-2.33 

1   8( 

-1.97 

4.0(1 

-0.4? 

3.4^ 

-0.80 

l.ft 

-2.44 

4  0( 

I.4( 

-2.15 

3.1s 

-1.34 

3.31 

-0.68 

2.5'.^ 

-1.64 

2  03 

-2.08 

2.1( 

-2.00 

3.0- 

-L13 

2.1L 

-1.98 

2.  .5i 

-1.13 

3.1' 

-1.65 

2..5H 

—1.74 

1  e;t; 

-0.87 

4.  19 

+  I.:;(i 

2.  1.3 

;.98 

+  1.11 

3.  69 

-0.22 

2.39 

•  ''0 

— 060 
-2.08 

3.67 

4.98 

-0.02 
+  1.55 

11.90 

2.37 

I.I16 

-1.62 

4.55 

+  1.21 

1.96 

1.99 

-0.56 

4.42 

+  1.63 

1.91 

2  05 

-0.58 

4.66 

+  1-80 

2.39 

2.36 

-0-36 

5.  34 

+2.29 

1.46 

2.03 

-0.75 

6.96 

+3.ia 

3,32 

4.31 

+1  y.j 

3  8li 

+  (J  84 

2.18 

-0.83 

-2.21 
-0.94 
-0.40 

..'  .58  -1 
i+0.96 

;-i:43 


-1.46 
+0.03 
-2.06 


+0.70 

-0.59 

+2 

+2.U 

+3.92 

-3.08 

-0.40 


-0.92 
-1.12 
-0.49 


+0.  08- 
+0.17^ 
-0.95; 


7.42 

+  4.40 

2-911 

7.32 

+4.4^ 

2.a,! 

8  8<; 

3-84! 

5.09 

+  1.87 

1  -4 

5.81 

+2.70 

1.73 

4.02 

+1.31 

2.08 

5.42 

+1.8:3 

2.71 

6.68 

+3.67 

2.12 

3.75 

+  0  6( 

1.99 

5,  .55 

8.72 

+  5.3r 

2  73 

52. 

52.15 

49.23 

51 

49. 29 

47.62 

52/26 


+  13.27 
-  4.79 
+18.52 


+  0  13 
+11.11 
-  1.07 
+  2.25 


+  10.21 

r    1.07 

•    4  35 
5.73 

+  9.75 


+2 

+0.43 
+2.31 


+4. 

+2:14 
+2.13 
+3.06 
+ 
+4.  20 


+1.09 
-0.05 

+0  sn 

+2.. 59 


3.45 

■2:15 

1.92 

2.76 

2  43 

2.10 

'ii] 

.86    2.411-1.05 


44. 

49. 

44.25 

51.50 

52.11 

51.49 

46.02 


5.87 

5.55 

+  5.33 


2.10 

ii!()2 
2.45 

■2.'9.5 
10.66 

'4;96 
2.12 
2.26 

'7!74 
0.07 
2.36 

'4]63 


5. .541+2.2'.!  2-12-1. 
6.371+4.1.51  3.46-0. 
6.65+3.27   3.201-0. 


The  departures  from  normal  precipitation  are  computed  only  for  such  stations  as  hav( 


ten  or  more  years  of  record,  but  all  complete  reports  are  used  in  deter- 
T.  Precipitation  is  less  than  .01  inch. 


CLLMATOLOGICAL  DATA:   KENTUCKY  SECTION. 


Annual,  1945 


Monthly  and  Annual  Mean  Temperatures  for  the  Year   1945,  with  Departures  from  the  Normal. 


July. 


August.    September      October.     November.  December.      Annual 


WBSTKRN   DIVISION. 

Bc:iver  Duni 

li-irlington 

Greenville    

llemlersoii 

Hopkinsville 

Lovelaceville   

Mayfield 

Murray 

Owensboro 

Paducah  

Princeton 

Kuasellville 

CENTRAL  DIVISION. 

Anchorage 

Bowling  Greeu   

Campbellsville  

Olerinoui 

Danville 

DixDam 

Frankfort 

Glasgow. 

(Jreensbiirg 

Irvington 

Leitchtied 

l^exingtou 

LOCISVILLE 

Bowman  Field 

Mammoth  Cave 

St.  John 

Science  Hill , 

Shelbyvillft 

WilliamsS/wu 

EASTERN  DIVISION. 

Ashland 

Benham      

Bcrea 

(■orliin.  ..., 

Farmers 

Gooserock   

Headquarters   

Heidelberg 

Mayaville 

Middleshoro 

Mt.  Sterling 

Pikeville 

Plppapass  ...   

Qaicksand 

Williamsbnrg    


32.1- 
33.0- 
32.2- 


33.0- 
28  4- 
31.  6  - 
28.6- 
30.4- 
29.6- 
28.8- 
30.8- 
33  0  . 
28  6  - 
28.0- 


32.4  ■ 
33.4  . 
30.2,- 


39  4  + 
37.8  + 
38  9-1- 
36.2-f 
37.4-1 
36  4:-t- 


2.21  56.9+  9.4 
0.3;  56.6+  8.6 
1.6:  56.4+  9.5 
1.6  56-1  +  8.5 
2.3  58. U+  8.9 
0.9  58. 3  -t-  9.4 
0,7  56.8+  8.1 
1.2|  58.4+10.2 
2.9,  56  6+  9.8 
0.6[  54.5-1-13.4 
0.1:  57.0-1-  8.9 
1.1,  56.0+  8.6 


0.4,  54,4-1-10.0 
0.2;  57.1+  8.5 

...    57.3' 

...    56.2 

1.0  56.11+  9,7 
0.5i  57.8-fl0.9 
1.9  54.4+  9,4 
,...1  56.21 -f-  8,4 
2,7i  55.6+  9.1 
0  81  54.6;+  7.5 
2-31  57,0+10  4 
0.8|  54.4+10,7 
0.2  57,0+11,6 
0,4i  55,6+11.5 
1,5    .54-8+  8,6 


1,9  56.6+11.2 
.,,,1  57,6., 
2,0  55,6+10,8 
2.9,  55,8+11,6 


39,3+  1.9   55.9j+10 

46.'4+'2'6''59'i'  +  i2 

40.2 1  67.31,... 

39.2+  2.4    55.1+  9.7 


32.8- 
28.  6  - 
35.  6  - 
30.  2  - 
:J4.4  - 


39!  40.4+  2  6 

4.8'  36-6+  2  1 

2,6  42,0+  2,2; 

3,7'  39.5  -t-  4,8 

3,4'  41,8 

. , . , !  43.  Ol 

3  3'  42.0+  23 

5.  81  42.2+  2,8 


54.6  + 

58,8+10,5 

57.4+13.2 

57.0  .. 

60  0+12,8 

56,1+10.3 

58.81+10.1 


58.0  + 
58,4+ 
59  2  -1- 
60-0-1- 
59.5  4- 
60.2  + 
59,7+  - 
59.  8i  f 
59.71  + 
59.5!  + 


56.7!+  2,7  60-0 

59.0;+  0,7  62,4 

58,4! 61,2 

56.8; 59.6 

57.7+   2.2!  59,4 

60,2  +  3,81  61.0 


58.2+   3,21  62.8 

56.8!+  0.7!  60.4 

58  4+  2.7!  61.4 

57.  2i+  2.9l  60.2 

58  2!+   1.8!  62.2 

57.4'-)-   2,61  61.3 

57,0+  1.  7j  61.0 

57,7+  3,0  61,  0 

58.7! 61.0 

57.2+  2-9!  59.8 

57.4,+  3.9!  61. U 


59.21+  4.OI  61.6 

'66.'4l  +  '4'7r62.'7 

58.3!   60.6 

58.0!+  1.1    61.1 


59.1+  5.6    61.6 
57.2+  3  1    60.4 

1  60.4 

58.4|+  4  7!  62,4 


71,4 
4,8!  70.2 
2.3|  74,6 
4,4!  71.9 


8'  70.0 

0!  72,4 

.!  71,3 

,|  71,0 


1 

5,4!  71.2 
71  5 
69.8 
72.0 
71.3 
70,4 
71.3 
71.0 


0,0  72,2 

-  2,1  73.2 

-  l.s!  72.0 
+  0.91  73.6 


0,5j  31.3 
49.6  -t-  1.7l  32.3 
50. 1+  3.01  33.4 
48  2  +  0  »!  29. 6 
49,2+  1,0|  33.2 
5I.0I+  3.8!  32.8 
49.4  +  1.01  32,8 
50.6+  3,5'  34,5 

48  6+  2,0:  31.7 

49  0—  0.4    32,2 
49.4+  2  2!  32,4 


46.6  +  20!  29.2 

47.9+  0.2  31.2 

48.6 1  32,6 

46.4' !  29.3 

47.8+   2.5j  31.6 

48.0+  0.6  32.4 

48.8+  2.5  32,0 


57.1 


5.5 


+  0.7  49.8+  4.31  33.4 

-  2  91  47,3+  O.el  29,9 

-  2-4  48.2+  1  6!  31.2 

-  1,2  46,4!  f  1,6|  29.1 

-  1.7|  48-2+  1.5'  31.6 

-  l.lj  47.0+  2.O1  30  0 
-1.9  45.2+  12!  29.9 

-  1.9  47.7,+  2,2|  31,4 

48,5 32.6 

)■  0,8|  47.2+  2,4    29 

47,2+  2.11  29 


-  0.8  47.7+  1-; 

46.5' 

0   48-2,+  2.1 


56.0 
57,4 
58,8 
57,5 
5-9|  58,5 
57,2 
57.3 
58,0 
57.0 


55 

57.6 

56,6 

3.9; 

55.4 
56,8 
54 

56.6 
56, 
_  54,8 
.6  56.0 
56,9 
5.9  65. 
55. 


6,3 


-  2.3    47.7!+  0.9 

-  1.6   47.8+  1.7! 

-  0.5  49.0+  2.9' 
+  0.9|  47,2+  2.8 
!  48,4  

-  1.11  49.2+  0.8 

-  1.9    48. 0+  1.6 

-  3.  4;  49-  2 


+  2,4!  34-6 


All  temperature  data  are  taken  from  eelf-registenng  thermometers. 
The  departures  from  normal  temperature  are  computed  only  for  such  stations  ; 
section  or  division  means. 

Reference  letters,  a,  h.  c,  appearing  in  the  table  indicate  number  of  days  missi 

KILLING  FROSTS,    1945. 


WESTERN    DIVISION 

Enrlington  

Greenville   

Hopkinsville 

I,.ovelaceviUe  

Mayfield 

Ovrensboro 

Princeton 

Russellville , 

CENTRAL  DIVISON 

Anchorage 

Bowling  Green 

Danville   

Dlx  Dam 

Frankfort 

Oreengbnrg  

Irvington 

I.eitchlleld 


Last  in 

First  in  1 

Spring. 

Autumn.  | 

April  19 

Oct.     9 

.May     7 

do     9 

April  19 

do   27 

do     7 

do    10 

do     6 

do   16 

do     6 

do    16 

do   19 

do    10 

do  20 

do   10 

April  19 

Oct.     9 

do     7 

do     9 

do   19 

do    9 

do   19 

do     9 

do   19 

do    9 

May    1 

do     9 

do  11 

do     9 

April  19 

do     9 

Last  in 
Spring. 


Lexington  

Louisville  

Mammoth  Cave 

St.  John  

Science  Hill.... 

Shelbyville 

Williamstown  .. 


EASTERN   DIVISON 

Ashland ... 

Berea 

Farmers   

Maysville 

Mount  Sterling 

Pikeville 

Quicksand 

Williamsburg 


April  19 

do     6 

May  11 

do  11 

do   11 

do  11 

do  11 

April  19 

do  19 

May     1 

do   11 

do   10 

April  19 

do  19 

May     1 

do  27 

do  4 

do  16 

do  15 

do  10 

d  10 

do  10 


1  have  ten  or  more  yesirs  of  record,    but  all  complete  reports  are  used  in  determining 
g;  for  example,  b  represents  two  days,  etc, 

MONTHLY  STTMMAKIES,   1945. 


Temperature. 


January 31. 8 

bruary    38.9 

March    56,5 

April 58.6 

May 61.6 

Tune 

July   

August   .. 

plember 
October  .  . 
November 
December 

Annual  me 
and  extremes    56.7         0.0    104 


Precipitation, 


Average  number  of  days. 


■  0.29 
•  2. 90 
2,29 
0.36 
0,75 
1,16 
0.81 
1.23 
0,53 
0.59 
2,24 
131 


51.27    +  6,03 


♦Compared  with  57  years  normal. 


nmi!"7"^~J?i'?'*V''''"„^/"'°V'''  w'''  '"■•Kentucky  in  detail  during  1913  have  been  published  for  each  month  at  the  Kentucky  section  center,   Weather 
Oflflce,  Louisville,  Ky. ,  and  can  be  obtained  from  the  Official  ui  Chiirge  at  that  ollice 
WHO  Louisville.  1-31-46-1000. 


I.Ob 

I/' 


^^^/  > 


U.  3.  DEPARTMENT  OF  COMMERCl],  WliATlIKI^  BUREAU 
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Louisville,  Ky.,  January,  1946 


No.  I 


0(1     of 


GENEKAL   SUMBTAKY. 

W'l-alhor  comlilioiis  w(>n>  ni;\rkr(l  l)y  a  i)niloii^(-( 
unscasonahly  warnnvi'atlior  early  in  the  month  and  hy  an  ahimst 
complete  absence  of  signilioant  periods  of  cold  wcadicr  or  de- 
cidcnlly  low  temperatnrcs  nsiially  to  he  expected  in  January. 
Precipitation  was  IriHiueiit  hut  comparatively  light  except  on 
one  or  two  days.  However,  over  tiie  upper  Cumberland  water- 
shed excessive  rains  on  the  7th  and  8th  caused  high  stages  hi 
the  Cumberland  River  and  serious  ilooding  of  low  Ijung  terri- 
tory.    Snowfall  iov  the  month  was  well  below  the  average. 

Winter  grains  made  some  growth  during  the  warm  period, 
l^lants  reaching  a  size  of  about  2  to  8  inches.  No  damage  from 
freezing  was  apparent  and  the  condition  of  these  crops  were  about 
normal  for  the  season.  Damp  weather  was  favorable  for  tobacco 
stripping,  a  little  of  which  remained  to  be  completed  in  scattered 
districts.  A  few  tobacco  beds  were  prepared  but  this  work 
could  not  be  said  to  have  been  well  started.  Due  to  v/et  soil 
there  was  little  or  no  plowing.  As  there  was  little  pasturage, 
stocik  feeding  was  generally  heavy. 

The  month  closed  with  the  need  of  a  period  of  relatively  dry 
weather  to  enable  the  soil  to  dry  out  sufficiently  for  the  prelinii- 
nar\  carlv  outdoor  farm  activities.  J.  F.  .J. 


TEMPEE.ATirE.E. 

Tb.e  average  temperature  for  the  month  was  36.9°  or  1 
above  normal.     During  the  period  of  unusually  warm  weather 
from  the  3d  to  Tith,  daily  mean  temperatures   ranged   fron 
to  33^  above  normal,  with  daily   n)axinia   generally   al)ove 
on  the  0th.     The  cold  periods  were  of    short  duratio 
pally. on  the  lst-2d,  21st-22d,  and  on  the  27th.     The 
for  the  State  were  76°  at   Anchorage  and   Ashland  o 
and  —1°  at  Clermont  on  the22d. 


sheds  caused  a  rise  that  crested  a  few  feet  under  flood  stiige  in 
the  upper  districts  and  a  little  aljove  (lood  Hlngo  in  th(!  lower 
districts.  Witli  the  passage  of  this  crest  the  rivcsr  declined  rap- 
idly and  was  again  in  pool  alnnit  the  2r)th. 

PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo HI- 

Cincinnati Ohio 

Evansville Ind. 

Louisville  Ky. 


Atinosphcrie  press- 
ure (reduced  to 
sca-lcvcl.) 


.58!  13 

.521  29 

.561  13 

.54  27 


29.. 36 
29.54 
29.42 
29.52 


Win<l. 


%o 


])U\ 


PRECIPITATION. 

The  average  precipitation  was  4.02  ip.ch(>s,  or  0.31  ')elow  nor- 
mal. Over  most  of  the  State  precipitation  was  well  below  the 
average  bat  over  the  southea'^tern  C(.)untios  monthly  amounts 
exceeded  nine  inclies  due  to  excessive  rains  on  the  7tli  and  8th. 
From  this  section  amounts  gradually  diminished  to  less  than 
two  inches  over  the  extreme  northern  counties.  The  extremes 
for  the  Section  were  10.06  inches  at  Burnside  and  1.54  inches 
at  Oneonta,  Campbell  County.  The  greatest  24-hour  amount 
was  4.90  inches  at  Eadsville  on  the  6- 7th.  Snowfall  was  less  than 
b.alf  the  average  and  ranged  from  over  seven  inches  in  the  south- 
eastern mountain  districts  to  mere  flurries  in  the  extreme  north- 
ern districts.  

MISCEIiliANEOUS. 

Ohio  River. ~ The  river  remained  at  moderate  stages  until 
after  tlie  7th  when  heavy  rains  over  the  upper  tributary  water- 


COMPARATIVE  DATA  FOR  JANUARY. 
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January,  1&4G 


Climatological  Data  for   January,  194 6 . 


Temperature,  in  degrees  Fahr. 


Bi 


Precipitation  in  inches. 


Number  of  day 


.3  m  S. 


WESTERN   DIVISION 

Beaver  Dam 

Earlington 

Ford's  Ferrv,  Dam  50  . . 
Gilbertsville. 
(Greenville. . . 
Hartford  (  it/ 

Henil.TM.n    1  12  m  S 

Hopkinsville 1-2  m  E, 

ixjvelaceville 

Mayfield 

Murray  

Owensboro    12  in  \V 

Owensboro,  Dam  4ij 

raducah  .-. 

Princeton 

Ruinsev.  Lock  2i 

Russellville 

Vniontown,  Dam  49 


CENTRAL  DIVISION. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brent 

Brownsville,  Lock  i; ;. . 

Burnside 

Campbellsville 

Carrolluin,  Luck  1 

Clermont 

Danville 

Dix  Dam,  Burgiu. 

Eadsville 

Frankfort,  Lock  4 

Gest,  Lock  3 

Grant,  Dam  3is 

Greensburg 

High  Bridge,  Ixjck  7  .  . . 

Irvington 

LaGran?M__.. i  m 

Lancaster 

Leitchfic!,!  

Lexiuyr.ii 

Little  Hickm:,!,,  J.Mck    s 

Lookpoit,  Lock  J 

LOUIS\^LLE  

Do   Bowman  FicM.  :,  i 

Mammoth  Cave 

Mouticello 

Munfordville 

St.  John 3  m 

Salvisa,  Lock  B 

Science  Hill 

Scottsville 

Shelby  villa 2  m 

Tyrone,  Lock  5 

Williamstown   

Woodbury,  Lock  4; 


Ohio 

Hopkins. . 
Crittenden 
Marshall  . 
JIuhlenberg 

Ohio 

Henderson  . 
Christian. . . 
Ballard  .... 

Graves 

Calloway  . . 

Daviess 

Daviess. 

McCracken 
Caldwell  . . . 

McLean 

Logan   

Union 


EASTERN  DIVISION. 

Ashland   3  m  SI 

Benham   

Berca 

College  Hill,  Lock  11 

Corbin 

Cynthiana 

Falmouth 

Farmers  

Flemingsburg  

Ford,  Lock  10 

Gooserock  

Greenup,  Dam  30 

Hazard 

Headquarters 

Heidelberg,  Lock  14 

Jackson   

Jenkins  

Louisa 

Maysville,  Dam  33  ..4  m  E. 

Middlesboro 

Mount  Sterling 

Oneonta,  Dam  35  

Paintsville 

Pikeville 

I'ippapass   

Quicksand  

Kavenna,  Lock  12 

\ull(V  View,  I^Hjk  9 

■Vaucci.urc  Dam  32 

WllliumsburK 

Willow,  L(>vM  13 

State  averages  and  extremes 


Shelby     .. 
Anderson. 

Grant 

Butler  . . . . 


Fleming  ... 

Clark   

Clay  

Greenup  ... 

Perry  

Nicholas  . . . 

Breathitt . . '. 

Letcher 

Lawrence  . . 

Mason  . 

Bell    

Montgomery 
Campbell  .. 
Johnson  . . . 

Pike  

Knott 

Breathitt  .. 

Estill    

Madison 

Liewis 

Whitley  . . . . 
Lee   


474 

?o 

H,!.-! 

37 

VVO 

2S 

(12-^ 

504 

64 

490 

37 

ftOii 

21 

5S1 

oy 

.544 

44 

M<\ 

49 

850 

7 

()-i2 

21 

»i;5 

51 

Hs;) 

(>7 

ntVI 

;i7 

All  temperature  data  are  take 

The  depaitures  from  normal 

used  in  determining  sc(^tion  or  di\  i 

Reference  letters,  «,  '',  «,  appca 

tAlso  on  other  diitr.s.         f  K-i  c 


9111 

10 

(lUO 

19 

777 

,50 

,520 

34 

1()K5 

a 

825 

5S 

,524 

29 

943 

44 

o04 

50 

534 

33 

1580 

1 

1070 

45 

on 

37 

1110 

2 

(>84 

29 

(iOO 

59 

668 

41 

870 

22 

593 

32 

540 

27 

869 

24 
1 
31 

663 

776 

28 

l,5fi« 

21 

584 

43 

4  10  -0.  08 

5.20!+0.44 
3.811- 
4.59|.. 
5.891  HI.  36 


5.  03!  +0. 32 
5.77:  +  0.55 
3.631-0.80 
3.151-1.01 
4.86+0.49 
4.84J+0.31 
3.791-0.50 


-0.37 


4.62i     0  ■■■ 

1  .    , 

O.0t,:-fo.j-, 

i.  !'l 

7 

4.67] 

1.45 

6-7 

1.58-2.04 

0.50 

8-9 

4.081 

1.15 

8 

3.161-0.94 

1.25 

6 

3  15!  -1.31 

1.30 

7 

9.3o! 

4.90 

6-7 

2,97i-1.15 

0.57 

20-21 

2  24  -],.S4 

0.59 

20 

2.0S-I  971  0.56 
2.3r-l  C9|  0,89 
2.521-1.48!  0.85 
3.66I-2.I4!  0.90 

9.131 3  75 

3.9Si-0.  30|  1.05 
4.0G'-0  48  1  12 
3.4r,i-1.45l  1.20 
4.H81 2.32 


3.4I1-I-O  97 
3.151-1,29 
1.89-1  99 
4.811-0.33 


il     « 
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E.  G.  Young. 

Brick  .Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson,  Sr. 

Frank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Pavne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers. 

Alton  M.  Harvill. 

Lockma.ster. 

Dr.  Samuel  S.  McReyi 

Lockmaster. 


3lds. 


Lockmaster. 

C.  E.  Barret. 

US.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Alva  McKiuley. 

Lockmaster. 

Bornheim  Foundation. 

R.  1'.  CoUliron. 

Kentuckv  Utilities  Co. 

Joe  Xorlieet. 

Liickitiaster. 

LookniHster. 

Lockma.ster. 

Mrs.  Mell  M.  Lingle. 

Lockmaster. 

Flovrl  G.  Robbins. 

Oldham  Pciutcntiarv. 

Kfnluckv  Utilities  Co. 

Geur-e  I).  Lit;:Oy. 

U.  .S.  \i'eatlicr  Bureau. 


W.  Bun 


E.  O.  Cocjper. 

Robert  C.  Smith. 

Sisters  of  Loretto. 

Lockmaster. 

William  H.  Dobbs. 

.la.cob  W.  Hood. 

Willa  S.  A.  Ratta. 

Lockmaster. 

Miss  Nettie  B.  Simpsi 

Lockmaster. 


Lockmaster. 

C.  C.  Whiteaker. 

D.  H.  Center. 
Lockmaster. 

U.  S-  Weather  Bureau. 

Mar.shall  Hill. 

.le.vsie  Oldiiam. 

Mrs.  Cora  C.  Stamper 

C.  A.  Glasscock. 

Lockmaster. 

'J'honias  J.  Coriun. 

Ix>ckmaster. 

H.  A.  Bailev. 

L.  M.  Gaffin. 

Lockmaster. 

James  T.  Goff. 

Rebecca  Brown. 

Zcb  Heston. 

Lockmaster. 

Hng-h  Allen. 

Fled  (^utinill. 

Lockmaster. 

E.  C.  Fraley. 

U.  S.  \\'eatlier  Bureau. 
Cai;ev  Run  Com.  Center. 
R.  W.  Jones. 


ster. 


■ters. 

ii'e  compnted  only  for  stations  that  have  ten  or  more  years  of  record,  but  all  complete  reports  are 

r.vnsville  and  Woodbury  are  Locks  on  the  Green  River;  other  Locks  are  on  the  Kentucky  River, 

■r  of  days  missing;  for  example,  b  represents  two  davs,  etc. 

neans  and   summaries.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


.lANlAUY,    1910 


Cl.lM  A'roi.OCICAL   DATA:    KKNTICKV  SI'.CTloN 


AiMisou,  Diiui  ii>- 

AiicUovage 

Howling  Green" 

Bowling  Green.  No   'P... 

Breut.  Dam  31!" 

Bi-ownsville,  Look  (>'-  ... 

Uurnside''' 

Oampbellsville 

CurroUtou,  Loi-k  1^ 

Clermont 

Diiuvlile' 

Dix  Dam.  Burgiu" 

Kadsville' 

Frankfort.  Lock  4^ 

Gest,  Lock  S" 

Grant,  Dum  38'- 

Greeusburg-   

High  Bridge,  Lock  T'  ... 

Irvington 

LaGrango 

Lancaster- 

LeifcUlifikr'' 

Lexiiii;i..ni-* 

Little  HicKiiiau,  L.M'lc    s 

Locki«.i-t.  Lnrk  J- 

LOUTSVILLK.   'i 

Do.  Bowmun  Field  't. 

Mammoth  Cave- 

Monticello*    

Munfordville' 

St.  .lohn''' 

Salvisa,  Lo;-k  IVM  

Scieiuo  ilill 

Vhelbyviile '.'.'.'.'.'. 

Tyrone.  Lock  5-'* 

Willinmstou-u 

\Voo<lt)ury,  Lock  4' 


EASTKRN  mVTSTON. 

Ashland- 

Bi'nham  * 

Berea  

College  Hill.  Lock  11-'    

Coi-bin  '* .  .^. 

Cyntliiana'    

Falmouth^ 

Fanners'- 

FlemiugsliniR'  

Ford,  Lo.k  Id-- 

Gonseroi'k  - 

Greenup.  D.iin  SO- 

HazLU-a-    

Headquarters- 

Heidelliers,  Lock  14''' 

Jackson'' 

Jenkins''' 

Louisa^   

Maysvllle.  Dam  33^ 

Middlesboro 

Mount  Sterling 

Oneonta  Dam  35^ 

Vaintsville''  

Pikeville" 

Bippapass 

(Quicksand- 


wr.srKiiN  nivisioN. 

Beaver  Dam 

Karllngton" 

Foi\1s  Kerry.  Dum  50* 

GlUiertsvtlle' 

Givonville 

Hartford 

Hondersou 

HiipkliisviUe' 

Ixivelaceville 

Mavrteld 

Murnvy 

Owensboro' ; 

Owensboro.  Dam  40- 

Paducah'  

Princeton  • 

Rumsey.  Ix)ck  No.  2^ 

Kussellville»    ■ 

I'niontown.  Dam  lii' 


Daily  Precipitation  for  January,   1040. 
Day  of  month 


:i3 

:::.j. 

,(12 

.07 

T. 

05 

■V. 

.1.'^ 

.1( 

.lib 
.0 

.0: 
01 

T. 

.0. 

T. 

.0 

.o;,l  T. 

.l«j.02 

•? 

(- 

t" 

....| 

u? 

.10 

T. 

tV  ' 

04 

1'. 

.01 

1« 

.04 

•m 

.1-^ 

in 

05 

0.S 

.07 

.(M 

.07 

.2I_ 

.04 

11 

IT,' 

-OO 

05 

05 

■'63 

.0:1 

.0'. 

■1. 

.12 

05 

.0; 
.1. 
T. 

.K 
'^Ol 

'!6'i 

.0 
T. 

■1 

.0- 

1.05 
3.64    T. 
50 


T 

.VZ\  .06 
.13    .01 


4.10 
3.  HI 


3.8.3 
0,36 
2.8'i 
5.0:i 
5.77 
3  53 
3. 15 
4.86 
4.8-1 
3  7'J 
4.49 
3.1fi 


3.. 53 
2.6« 
4.07 
3.99 


10.  OS 
4.67 
1.58 


.04: 
■'65 

.0(i 

.07 

■'0,51 

.:1 

.35  T. 

.35 
.34  .. 


4.00 
3.03 
2  13 
2.30 
3.99 
5.19 
2.87 
2.96 


4.06 
3.41; 
4.98 


2.92 
5.96 
2.28 
1.78 
2.('.1 
2.29 
2.49 
7.92 

2.99 
3.70 

4.67 


Kiiveu 


\'u 


Vie:.v.  Lock  i 
ncehurg,  bam  32 

lliamsl;urg' 

How,  Look  13^  .. 


.:n^  .08 
'.241 'T.' 


Loek  S.  Nichok'.svine,  Kv.;  Look 

Big  Sandy;  (L)  Licking;"  (K)  Kci 

''Airport  Station.    Data  for  2 


n  the  afternoon,  near  sunset,  and  precipitation   vr  -i 
inr  the  24-hour  period,  midnight  to  midnight  uiil>' 
liours.  tPrecipitatiou  measured  with  recor  i  i 

ii.  tPo?t  oliice  ad'lress  as  follows:    Lock  5,  1 

a,  Kv.  Kivcr  drainage  area  in  which  station 

iTland;  fT)  Tenre-se- ;  (0)  Ohio;  (M)  Mississippi, 
.liaii  tiiee  adii;su.,I  t.i  dav  tbey  occur. 


CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION 


January.  1946 


Daily  Temperatures  for  January,  1946. 


Westei-n  Division. 


E(.  ner  Dam 
rarhugton 
Greenx  ille 
III  uiler«ou 
Ilopkinsv  ille 
Lovelace\  ille 
M  ivlield 
Muiia\ 
Oweii^boro 
lalut  ih«§ 
1  rinottou 
RiisvelhillL    ? 


/  Mnmnuiii 
j  Ml XI mum 
'  Minimum 
)  Mwinuim 
/  Mninuum 
j  ^'^l\lnlum 
'  ^  luimuin 
j  \1  ixiraum 
I  Miiumniu 
)  MixDuum 
'  Mini  mum 
S  Nf  ixunuiii 
I  Ml  mil  111 
j  Miximum 
(  Minimum 
j  Mixiinum 
/  Mmimum 
t  ''I  ixiniui  1 
I  Minimum 
S  Maximum 
/  Minimum 
j  vlaximum 
I  Miunnum 


12     13     14     15     10     17 
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27.9 
47.9 
24.7 
47.9 
25.1 
46.6 
23.4 
48.0 
26  5 
47.3 
25.6 
49  9 
29.6 
48.2 
27.2 
48.3 
28.4 
51.0 
28.2 
49.3 
25.9 
50.  5 
29.3 


|8In.struments  are  read  in  the  morning:  the  maximum  temperature  then  reiul 
.    ,  ",  etc.  indicate  re.-ipectively  1,  2.  3,  etc..  davs  inissiiis  from  i'<>ciiv(l, 
\V  HO  r,<iuisvillr-.  2  2.5-16  9.50, 


is  charged  to  the  preceding  day,  on  which  it  almo.st  alway.s 
'Midiiiglit  to  midiiiglit  temperatures. 
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Vol.  jiLl         Louisville,  Ky.,  February,  1946 


No. 


GENEKAL    SUMMAKY. 

The  avcrn^o  UMupcM-alurr  for  Kchruary  was  well  ahitvc  iioniial 
and  the  avera[^o  precipitation  somewhat  above.  Uaini'all  was 
frc-iiuent  and  well  ilistributcHl,  but  at  no  time  excessively  heavy 
in  any  part  of  the  State.  Measurable  snow  fell  on  but  one  or 
two  (lays  and  meltcnl  within  a  short  time. 

While  temperatures  were  rather  high  dvuing  most  of  the 
month,  the  few  short  but  sharp  cold  periods,  together  with 
more  tlian  the  average  cloudy  \Ycathcr,  sutliced  to  prevent  a  too 
rapid  premature  development  of  early  vegetation  and  fruit  buds, 
with  probable  damage  from  subsequent  freezes. 

Winter  grains  made  but  slow  growth  until  the  last  week  when 
they  began  noticeably  to  reflect  the  prevailing  favorable  thermal 
and  moisture  conditions.  In  most  of  the  State  they  weic  in 
good  condition  at  the  close  of  the  month,  though  in  some  scat- 
tered districts  they  could  be  rated  as  fair  only.  Hard  freezes 
about  the  middle  of  the  month  caused  practically  no  damage. 
Alfalfa  and  clover  remained  nearly  dormant  throughout  the 
month.  Pastures  were  short  but  becoming  green,  and  stock 
feeding  diminished  as  the  month  advanced. 

A  considerable  amount  of  plowing  was  done  on  -nell  drained 
land  during  the  last  week,  but  up  to  this  period  the  soil  was 
much  too  wet  for  this  work.  Preparation  of  tnl)acco  beds  be- 
came more  active  after  the  middle  of  the  month  liut  v\' as  not  yet 
general  at  its  close.  Ponds  and  streams  wore  well  filled  and 
Avater  supplies  were  abundant  throughout  the  section. 

J.  F.  J. 

TEmPERATURE. 

The  mean  temperature  for  the  month  was  40.8°,  or  3.6^ 
al)Ove  normal.  The  warm  periods  were  from  the  2d  to  9th, 
12th  to  14th,  and  17th  to  28th.  On  the  5th  mean  temperatures 
were  from  11"^  to  23°  above  the  normal  for  that  date.  There 
were  but  three  days  with  mean  temperatures  appreciably  below 
normal,  the  10th,  11th,  and  15th.  IMinimimi  temperatures  fell 
below  10°  on  these  days,  and  to  zero  or  slightly  below  in  a  few 
scattered  local  areas  in  the  north-central  section  on  the  11th. 
The  extremes  for  the  State  were  75°  at  Pikeville  on  the  13th, 
and  —3^  at  Farmers  on  the  11th. 


before  flood  stages  were  reached  in  the  upper  and  middle 
districts.  In  the  extreme  lower  districts,  however,  the  river 
rose  slightly  aliove  Hood  stage  about  the  20th  and  did  not  recede 
below  its  banks  until  the  end  of  the  month. 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


PRECIPITATION. 

The  average  precipitation  was  5.23  inches,  or  1.76  inches  above 
normal.  Precipitation  occurred  on  almost  every  day  during  the 
first  half  of  the  month,  with  moderately  heavy  rains  on  the  4th 
to  6th,  and  on  the  13ih  to  14th.  Precipitation  during  the 
second  half  was  comparatively  light  and  occvn-red  mainly  on  the 
23d  and  27th.  Distribution  of  monthly  amounts  was  fairly 
uniform,  ranging  from  over  seven  inches  over  the  west-central 
counties  to  less  than  four  inches  over  the  extreme  eastern 
counties.  Extremes  for  the  State  were  8.11  inches  at  Hartford 
and  2.64  inches  at  Ashland.  Total  monthly  snow  depths 
ranged  from  over  four  inches  in  scattered  northern  and  central 
sections  to  less  than  one  inch  in  the  extreme  southeastern 
counties.     Practically  all  of  the  snow  fell  on  the  10th  and  11th. 


MISCELLANEOUS. 

Ofiin  River.  -  While  rainfall  was  well  above  normal  the  distri- 
bution of  the  rains  was  such  as  to  enable  the   river  to  run  ofT 


Cairo Ill- 

Ciudnnati Ohio 

Kvansville Ind. 

Louisville  Ky. 


30.51 
30.58 
30.52 
30.50 


Relative 
humidity 


COMPARATIVE  DATA  FOR  FEBRUARY. 


Temperature,  Precipitation         Number  of  days 


1895 

189G 

1897 

1898 

1899 

19(10 

1901..... 

1902 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

1923 

1924 

1925 

192ti 

1927 

192S 

1929 

1930 

1931 

1932 

1933 

1934 

1935 

1936 

1937 

1938 

1939 

1940 

1941 

1942 

1943 

1941 

1945 

1946 

Periodt 

t58-Year  a\'erage 


45.6 
42.2 
42.2 
37.7 
34.6 
25.9 
37.4 
39.8 
37.4 
26.2 
32.5 


7.98 
4.72 
2.  92 
4.40 
4.66 
0.66 
3.06 
5.75 


CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION 


Februa 


1946 


WESTERN   DIVISION 

Peaver  Dam 

Earlington 

Ford's  Ferrv,  Dam  50 

Gilbertsville 

Greenville 3  m  S 

Hartford  (near) 7  m  N 

Henderson  1  1-2  m  S 

Hopklnsville 1-2  ni  E 

Lovelaceville 

Mayfield 

Murray  

Owensboro    1-2  m  W. 

Owensboro,  Dam  46 

Paducah  

Princeton 

Rumsey,  Lock  2t 

Russellville 

Uniontown,  Dam  49 


CENTRAL  DIVISION. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brent 

Brownsville,  Lock  6t.. 

Burnside 

Campbellsville 

CarroUtxan,  Lock  1 

Clermont 

Danville 

Dix  Dam,  Burgin 

Eadsville 

Frankfort,  Lock  4 

Gest,  Lock  3 

Grant,  Dam  38 

Greensburg 

High  Bridge,  Lock  7  .  . 

Irvington 

LaGrango 1  in 

Lunca<;t.T 

L<'itcliiifl-1  

Lpxiiig-tDii 

Little  Hickman.  Lock   t 

Lockport.  Lock  2 

LOULSVILLE   

Do    Bowman  Field,  5 1 

Mammoth  Cave 

Moulicello 


Ohio 

Hopkins.. 
Crittenden 
Marshall  . 
Muhlenberg 

Ohio 

Henderson  . 
Christian... 
Ballard  .... 

Graves 

Calloway  .. 


Daviess 

McCracken 
Caldwell  . . , 

McLean 

Logan   

Union 


■dville. 


Ml 

.St.   Johi: 


Woodbury,  Lock  4{ 

EASTERN  DIVISION. 

Ashland   3  r 

Benham   


Breckinridge 

Jefferson  . 

Warren. . . 

Campbell. 

Edmonson 

Pulaski  . . 

Tavlor.... 

Carroll  . . . 

Bullitt  ... 

Boyle. 

Mercer 

Wayne 

Franklin  . . 

Henry  

Boone 

Grceu 

Jessamine  . 
—  IBreckinridge 
NWl  Oldham  . 
....I  Garrard  . 


Henry   .... 

.Jefferson  . , 

Jefferson  . . 

Edmonson 

Wayne  . . . . 

Hart 

Hardin   . . . 

Mercer 

Pulaski  ... 
,  Allen 

Shelby  ... 
I  Andor.son. . 


Olimatological  Data  for   February.  1946. 


Temperature,  in  degrees  Fahr. 


Coll 


Hi 


Lock  11 . 


Cynthiana 

Falmouth 

Farmers  

Flemingsburg  

Ford,  Lock  10 

Gooserock   

Greenup,  Dam  30 

Hazard 

Headquarters 

Heidelberg,  Lock   14 

Jack.son   

Jenkins  • ; 

l/ouisa 

Maysville,  Dam  33  .  .4  m  E. 

Middlesboro 

Mount  Sterling 

Oneonta.  Dam  35  

Paints  villa 

Pikeville 

Pippapass   

Quicksand  

Ravenna,  Lock  12 

Valley  View,  Lock  9 

Vanci^burg,  Dam  32 

Williamsburg 

Willow,  Lock  13 

State  averages  and  extremes 


All  tci 

The  d 

d  in  det. 

Refereui 

tAIso  OT 


Butler  . 


Boyd 

Harlan  . . . 
Madison.. 
Madison. . 
Whitley  . . 
Harrison  . 
Pendleton 
Rowq,n  — 
Fleming  . . 

Clark  

Clay 


Perry 
Nicholas 

Lee   

Breathitt . . . 
Letcher. . 
Lawrence 
Mason  . . , 

Bell    

Montgomery 
Campbell 
Johnson 
Pike  .... 
Knott  ... 
Breathitt 
Estill  ... 
Madison. 

Lewis 

Whitley  . 
Lee  


-t-  3.8 
+  3.4 
+  4.9 


1 


Precipitation  in  inches. 


6.03 


fi.  29 


+4.10 

+3 

+3.95 


+3. 


+3.64 
+2.47 
+  2 

+2.  22 
+  2.21 
+3.44 
+3  23 
+2.34 
+4.10 
+4.02 
02 
4.93  +2.04 


Number  of  days. 


Ph  I  o 


0.22 
+  1.3: 
+3. 6: 


f-2.85 
+  2.0' 
+0  a 
+3.81 


4.i:;> 

l.io 

4.79 
4.35 
4.01 
5.41 

+1  52 
+  097 
+  0.73 
+  2. 14 

0.95 
1.50 
1.68 
1.43 

5.23 

+  1.76 

2.;!8 

E.  G.  Young. 

Brick  Southworth. 

Ixjckmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson.  Sr. 

Frank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Pavne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers. 

Alton  M.  HarvilL 

Lockmaster. 

Dr.  Samuel  S.  McReynolds. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Alva  McKinley. 

Lockmaster. 

Bernheim  Foundation. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

.Joe  Norfieot. 

Lockmaster. 

Lockmaster. 

Lockmaster. 

Mrs.  Men  M.  Lingle. 


Loci 


steiv 


Floyd  G.  Robbinp. 

Oldham  Penitentiary. 

Kentucky  Utilities  Co. 

George  D.  Litsey. 

U.  S.  Weather  Bureau. 

Lockma.ster. 

Lockmaster. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Fred  W.  Binnewies. 

E.  O.  Cooper. 

Robert  C.  Smith. 

Sisters  of  Loretto. 

Lockmaster. 

William  H.  Dobbs. 

Jacob  W.  Hood. 

Willa  S.  A.  Ratta. 

Lockmaster. 

Miss  Nettie  B.  Simpson, 

Lockmaster. 


Lockma.ster. 

C.  C.  Whiteaker. 

D.  H.  Center. 
Lockmaster. 

U.  S.  Weather  Bureau. 

Marshall  Hill. 

Jessie  Oldham. 

Mrs.  Cora  C.  Stamper 

C.  A.  Glasscock. 

Lo<'kniaster. 

Thomas  J.  Corum. 

Lockmaster. 

I!.  A.  Bailey. 

L.  M.  Galiin. 

Liicltmaster. 

James  T.  Goff. 

Rebecca  Brown. 

Zeb  Heston. 

Lockmaster. 

Hugh  Allen. 

Fred  Cartmill. 

Locknuister. 


I'.  S.  WeathiT  Bureau. 
Ciincy  Run  Com.  Center. 
R.  W,  Jones. 
Lockmaster. 
Lockmaster. 
Lockmaster. 
CMiarles  B.  West. 
Lockmaster. 


I'd  only  for  stations  that  have  ten  or  more  years  of  record,  but  all  complete  reports  are 
ind  Woodljury  are  TAmks  on  the  Green  River;  other  Locks  are  on  the  KentiK'ky  River, 
missing;  for  example,  b  represents  two  days,  etc. 
summaries.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


\i;v.   IDIC. 


CI.IM  AIOI.OCKWI;    DAI'A:    KI-lS'lTCK^'   SIsC'I'loN 


Dally  Fr( 

clpitiition 

for  Febru 

ary 

of  IT 

,  1946 

Day 

ontli 

• 

'2 

3 

4 

• 

6 

7 

8 

9 

10 

11 

12 

18 

14 

16 

16 

17 

18 

19 

20 

21 

22 

28 

24 

26 

26 

27 

28 

29 

80 

81 

I 

WKSTRRN  DIVISION. 

1.91 
.1'. 

.■-'.■-) 

.41 
1.08 
1.3t 
1.22 

1.5; 
2.2.'" 
1.84 
1.7( 

i.r.i 

T. 

.15 
.06 

.15 
.14 
.08 
.39 

'.'ot 

".'67 
.01 
.12 
.08 
.05 
.IC 
.05 

.15 

.38 
30 

'.25 

-tu 

.11 
.V} 

'.25 
.08 
.06 
.05 
.30 
.14 
.09 
15 

^09 
.20 
.10 
.11 
.12 
.28 
.70 
.29 

!i4 

.17 

'!i8 

.14 
09 
.30 

T 

.12 
.38 
.05 
.06 
.14 
08 
.11 
.22 
.03 
.30 
.06 
.18 
.39 

'.'69 
.02 
.31 
.10 
.14 
.22 
37 
.39 

".n 

.12 
.04 
.31 
.26 

.42 

'M( 
.20 

.4( 

'.'27 
.11 
.20 
T 
'I. 
.02 
.14 
.05 
.10 

■y. 

T. 

.09 
..87 
.•25 
07 
.15 

.'25 
.■20 

T.' 
T. 

'•r'.' 

.53 

'.'io 
.02 

2.1( 
1.1! 
.6,"- 
.72 

a.m 
•2.. 34 

2.84 
1.12 
■2.1( 
1.9h 
•2.00 
.77 
.62 
.92 

'.■7i 

.87 
.62 

..55 
1.9,5 
1.32 

.95 

.08 
T. 
.60 

1.95 
.95 
.93 
,02 
.77 
.64 
.18 

1.02 
.63 

2.18 

1.70 
.90 

1169 
1.15 
.61 
1  99 
1,97 
1.09 

T. 
1.11 
1.98 
1.67 

.30 

.55 

Knrlinjrton^ 

Vonls  Kerry.  Diun  SO'J 

U. 

o. 

T. 

■f.' 

.36 
.2-2 
.14 
.•25 

.(r2 

.08 

.02 
T. 

.57 
.85 
.89 
.65 
.45 

7.66 
7.07 

■.■()2 
.01 

■f.' 
.01 

T 

.03 
.38 

51 

T. 
T 

.20 

(). 

■  yi 

.51 

1.01 
1.47 
1.47 
1.09 
.50 
1.78 
1  81 

2. -21 
.  9.) 

2.. 13 

1.85 

85 

1. 10 

i^{;4 

..5-:. 
.n 

1.2" 
1.4J 
1.47 
.05 
.33 
1. 95 
1  90 
.  65 

.  ,50 

K32 
.411 
.68 

1.11 
.20 
.82 

1.77 
.40 
.65 

i.''79 
.65 
.01 

1.42 

.24 
.83 
.68 
.47 
.71 
.65 
1.06 
.23 
.23 
.41 
.51 
.26 
.50 
.,58 
.24 
.33 

'iii 

.ii 

..37 

■.■46 

6.68 
6. 13 

1  M  hirovllle 

M. 

M. 

T 

0. 

1.21 
1.2( 
.40 

-  •'? 
L,37 

.57 
.71 
1.49 
.55 
.(52 

\'.hh 

l.K 

1. 10 

.45 
.27 
1.47 

l.'3j 

.1-' 

.31 
9^ 

i.iVi 

.M 
.21 

'28 
.1x5 
.83 
1.2  J 
.1-2 

.4'- 
l.fii; 
1.4(- 
1.03 

.80 
1.23 
1. 10 

i-'46 

1.04 
.90 
.50 

1,50 

.  20 

'.'•27 
.85 
T. 
.72 
.64 

.'56 
.92 
.53 
.80 
.34 

'.'53 
.43 

'.'35 

.30 
.41 

.10 

.•26 
.47 
.34 
.14 
.29 

1. 

T. 

.02 

.22 
.30 

>  n',  1  o,oro' 

1.48 

I'.IC 

{.■33 
T. 

1.53 

.47 
.96 
.31 
.60 
.03 
1.20 
.57 
.41 
.55 
..54 
1.22 
1.12 

.■20 

!02 
50 
.68 
.68 
.01 
.46 
.98 
•  01 

^38 

.02 

■r 

.07 
.08 
.03 

■  '.(yi 

T. 

6.29 

u,.,usl)oro,  Dam  46* 

ra,lucal\'                   

() 

0. 

't.' 

T. 

'.i)2 
T. 

■f.' 

'.'6-7 

T. 
T. 

't.' 

'67 

.36 
.31 
.49 
.32 

.... 

6.30 
5.96 

7  45 

.34 

.25 
.02 

.12 

".51 

'.'53 
.18 

.'■76 
.70 
.'23 
.32 

'.'63 

7.09 

.....o 

0 

24 

.18 
.87 
1.48 
.01 

"■its 

.1.5 
.92 

.07 
.■Jl 

.'  01 
.30 
.07 
.83 

T. 

■'i''.' 

.37 

.10 
.18 

'.'3'7 
.30 

.'28 

.30 
.07 

■.'45 
.34 
.44 

1.'22 
.40 
.40 
.41 
.50 
.40 

1.12 
.42 
.32 
.41 
.35 
.46 

4  93 

CINrR\I    1)I\I«I()N 

T 

'r. 

.12 
.16 
.04 
.35 
.12 
.27 
.52 
.50 

^' 
.33 
.25 
.36 
.30 

'.'06 

.18 

.30 

.44 

T 

.44 

.66 
.40 

';i6 

.30 
.11 
.67 

'.'66 
.18 
.80 
.'23 

.03 
.67 

".5A 
.39 
.43 
.14 
.24 
.06 
- 
.20 
.44 
.08 

'.'06 
T. 

'.'io 

.66 
.09 
,55 

'  .'•is 

".si 
.45 

.65 
.•27 
.•22 
.52 
.30 
.34 

'i'.' 

.03 

".02 
.02 

!6i 

■;i'2 

5.78 

liDwlinsr  iMXi^u.    No   2* 
Bruit   Dam  30' 

G. 

O 

G. 

C. 

'.'65 

.05 
!05 

5  72 
3.42 

liioviibMlle   L(xk  b" 
llur  iMdo" 

6.47 
6.15 

(  ainpbi  llsMlle 

G 

't'.' 

't.' 

'f.' 

't'.' 

'.'62 

.  06 
.10 

3.43 

K. 

Clt,riuont 

'.'64 
.05 
.04 

T. 

'.'65 
T. 

6.51 
5.01 

Diiiulilt 

K. 

K 

K^ 

O 

G 

K 

G. 

...0. 

1     I   1    MlK 

I     IP    1  lit     1    »  1    4" 

5. -25 
5  59 

4.80 
4.48 

1  \g' 

.40 
.62 

3.83 

'.'■76 

5  70 

,  i 

....K. 
0 

q. 

V.'.V.s' 

K. 

.11 

SI 

.04 
'127 

'.'6i 

"96 

'.'63 

.61 
.02 
T. 
.42 

'!63 

.22 
T. 
..30 
.13 
.'27 
.16 
.07 
.08 
.13 

'.'•26 
.60 
.05 
T 
.10 
.15 

i;i2 

.50 
05 
.89 
T. 
.02 
.04 
.02 
T. 
.13 
.10 

'.'41 
.11 

.24 

".is 

.02 
1..50 
.67 
07 
.19 

^78 
.'27 
.05 
.02 
.02 
.40 
.08 

.50 

'.'■75 
.07 

'!99 

.•27 
-a 

.50 
.17 

'.'6-7 

'.'26 
27 
.29 

'.'36 

'.'-ii 

'.'6'2 

T. 
T, 

''42 

1 

.04 
.08 

'.'76 

't.' 
'i'.' 

.'45 

'.'46 
.88 
T. 

1.30 

35 
T 

.54 
.82 

't.' 

.57 
'.'55 

7.54 

.71 
.!,■) 

-*!; 

■58 

.21 
.32 
.2! 
.11 

.56 

■.'26 
.12 
.08 

4.  ■26 

1       Mil       1.1(1       b    t 

1    1    k  J 

5.42 
5.90 

T. 

.01 
.70 
.05 
.02 
.03 
.02 

■;63 

T. 

.04 
.02 

.02 
.02 

■.'6i 

Miiinnioth  (  i\. 

6  86 

MnlltUlIlO 

5.37 

1     Mil. 

1.00 
.70 

''46 

1.15 
1.72 
1  09 
.12 

1^55 
1  14 
1.25 
.98 

.30 
.32 
.73 
.94 
.44 
.56 
.55 
.60 
.40 
.65 
.01 
.18 

■.■49 
.13 
.05 

■!64 

.18 

.45 
.81 
.93 
.50 
.30 
.41 
.84 
.31 
1.-23 

.01 

■:65 

.71 
.07 

.79 
.61 
1.14 
1.12 
.43 
1.35 
.35 
.90 
.51 
.32 

".hi 

1.18 
.45 
.01 

1.02 
.■29 
.02 
.38 
.47 
.34 
.95 

1.50 
.47 
.54 

1 1).  1    b'i 

■r" 

't.' 

.44 
1.02 

5.07 

'liM 

c. 

G 

s 

K. 

L 

3.97 
4  40 

lU 

10 

.39 

6  47 

l.H'     5'l 

T. 

.02 

't'.' 
't" 

T. 
.03 
.02 
T. 

.09 

.02 

.20 
.52 

.53 
.94 
.78 
.71 

1.54 
.26 
.34 
.65 
.20 
.56 

1.38 
.83 

!25 
1.14 
1.10 

'■48 
.30 
1.00 

■;38 

.56 
.81 

•  45 
.31 
1.35 
1.43 

3.42 

EASTERN  DIVISION. 

AshUind* 

0. 

C. 

K 

K. 

C. 

L. 

"38 
.24 

■.'56 
T. 
.01 

.17 

T. 

.06 
T. 

Eeuham  •' 

4.60 

Berea  

■.■36 

'.'i4 

.05 
.57 
.20 
.58 
.38 
.12 
.60 

■'38 
.28 

'.■4-2 

't.^ 

.48 
.05 
T 

'■r" 

.03 
T. 
T. 

.05 
'.'25 
'T.' 

4.33 

College  Hill,  Lock  If^    

Corbin'* 

03 

';62 

.01 
.02 

'.'6i 

4.66 
4.88 

Cvuthiana'    

.04 

.02 
T. 
.04 

.32 
.88 
.  43 

':35 

';'25 

■.'2i 

.30 

Faimonth'- 

4.40 

Fanners-^ 

L 

L 

K. 

K- 

O 

K. 

L. 

K. 

K. 

B. 

B 

O. 

C. 

FlL-mingsburg^ 

.51 
.88 
.32 
.64 

T. 

3.58 

Fonl,  Lock  lO^" 

Gooserock  - 

.03 
.17 
.18 

■.'26 

'.'2.5 

4.82 
4. 80 

Greenup,  Dam  30'^ 

Hazard'    

".90 

'.'3('; 
t'.' 

.05 

tV 

.10 

'.'6'2 
T. 

'.'15 

'.'14 
T. 

■'oi 

T. 

.02 
.05 
.40 

Headquarters-^ 

Heidelberg-,  Lock  M'^ 

.43 
.45 
.60 

.64 

.68 

08 
T. 

'f.' 
T. 

.01 
.01 

4.49 
4  18 

Jackson^ 

'.'06 
.07 

'tV 

'.'41 

Jenkins-'' 

Louisa-''    

Maysville,  Dam  33* 

"slsz 

Mi.ldU-sboro 

....11.00 
.  601 ... . 
.11    .99 
371  .!■' 

.35 

'i'is 

'/33 
T. 

;.'. 

4  77 

':69 

.  18 

.'si 

.62 

'.'35 
.52 
.33 
.•24 
.60 

■f.^ 

1.75 
.09 
08 
.■20 
.38 
.10 
.50 
.86 

.^ 
.26 

.57 
.01 
.10 

'.'60 
,24 
.03 
.06 
.02 

1?'^ 

.02 

.68 
.49 
.50 
.04 
.50 
.38 
.42 
.66 

'.'64 

■■r.' 

T. 

T. 

'f.' 

'f.' 

4.86 
3.73 

Omnrnta  Dam  35-^ 

Paiutsville-^ 

0 

B. 

B. 

K 

K. 

K. 

K. 

O. 

c. 

K. 

Tippapass 

Q'.ih-ksand- 

!:.'.'"i,ui.  L.H'k  12-'  ; 

;■   .:    '     \'ie\v,  Loi'k  y-- 

\-  :ll  .r,VLock  13-^ '.■.■.■.■.'.■  .■.'.■.■.'.■. 

Uo 

.48 
.62 
.82 
.34 
.6!) 
.68 

.42 
.61 

.44 
.41 

".U 
.06 
.06 
.08 

'.'ii 

.06 
.05 

•f.' 
'f.' 

'.'69 
'f.' 

T. 

iiis 
.73 

3.72 
3.64 
4.^20 
3.74 
4.79 
4.35 
4.61 
5.41 

Except  as  other'.vise  iudi.. 
observation.  'First-ord. 

moasuie.l  in  the  morning;  a; 
lowing  measurement . 
Look  8,  Nicholasville,  Kv.:  I 
Big  Sandy;  (L)  Licking:'  (K) 

•'Airport  Station.    Data  1 


are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  24  hours  ending  at  time  of 

1  station;  precipitation  is  for  the  ■24-hour  period,  midnight  to  midnight  unless  other^vise  indicated.  "Precipitation 

1    ■  f.ir  the  preceding  24  hours.  tPrecipitation  mea.sured  with  recording  gage.  'Included  in  the  next  fol- 

1,  less  than  0.01  inch.  tPost  office  address  as  follows:     Lock  5,  Lawrenceburg,  Ky.;  Lock  6,  Versailles,  Ky.; 

^   •  ,:  Oneouta    California,  Kv.  River  drainage  area  in  which  station  is  locate<l  is  indicated  as  follows:  (B) 

i  :  "'I  Green;  (C)  Cumberland;  (T)  Tennessee;  (0)  Ohio;  (M)  Missi.ssippi. 
:.;  ut  il.SO  a.  m.  90th  meridian  time  adjusted  to  dav  they  occur. 


CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION. 


February, 1946 


Daily  Temperatures  for  February,  1046. 


Western  Daision. 


Beaver  Dam 

Earlington 

Greenville 

Henderson 

Hopkins  ville 

Lovelaoeville  . . . 

Mayfield 

Murray 

Owensboro   

Paducah§§ 

Princeton 

Russellville  j§... 


)  Maximum  . 
I  Minimum. . 
j  Maximum  . 
'  Miuimum.. 
j  Maximum  . 
(  Miuimum . . 
i  Maximum  . 
'  Miuimum. . 
j  Maximum  . 
(  Minimum. . 
j  Maximum  . 
'  Miuiiuum.. 
j  Maximum  . 
(  Miuimiun. . 
j  Maximum  . 
)  Minimum.. 
)  Maximum  . 
*  Minimum., 
j  JIaximum  . 
1  Minimum. . 
S  Maximum  . 
(Minimum.. 


Central  Dlv 

Anchorage 

Bowling  Greeni 

Campbellsville 

Clermont  

Danville 

Dix  Dam 

Franlifort 

Greensburg 

Irvington 

Leitohfiekl 

Lexington' 

Louisville' 

Do.  Bowman  Field' 

Mammoth  Cave 

St.  John  

Science  Hill 

Soottsville 

Shelbyville 

VVilliam.stown   


\  Maximum 
/  Minimum. 
j  Maximum 
'  Minimum. 
(  Maxinnun 
I  Miuimum. 
)  Maximum 
iMiuinuuu. 
)  Maximum 
'  Minimum, 
j  Maximum 
'  Minimum, 
j  Maximum 
1  Minimum. 
j  Maximum 
)  Miuimum. 
J  Maximum 
/  Minimum, 
j  Maximum  , 
I  Minimum. 
}  Maximum  , 
(  Minimum. 
)  Maximum  . 
(  Minimum., 
I  Maximum  , 
'  Minimum. , 
)  Maximum  . 
'Minimum., 
j  Maximum  . 
)  Minimum. . 
)  Maximum  . 
/  Minimum. , 
j  Maximum  . 
'  Minimum. . 
\  Maximum  . 
(  Minimum. . 
J  Maximum  . 
(Minimum.. 


Eaulern   Division. 


Ashland   

Benham§§ 

Berea 

Corbin  ' 

Farmers   

Gooserock  %'i... 
Headquarters  . . 

Heidelberg  

Maysville 

Middlesboro 

Mount  Sterling. 

Pikeville  ' 

Pippapass 

Quicksand  

Williamsburg.. 


j  Maximum  . 
'  Minimum. . 
S  Maxiiimm  . 
)  Minimum., 
j  Maximum  . 
'  Mininum]. . 
(  Jlaximiun  . 
(  Minimum. . 
j  Ma.viimnn  . 
(  .Mininmm.. 
j  Maximum  . 
/  Minimum. . 
i  Maximum  . 


j  Maximum  , 
!  Minimum. , 
3  Maximum  . 
/  Miuimum. 


(  Maximum  . 
f  Minimum.. 
1  Maximum  . 
'Miuinunn.. 


3       4       5      C       7 


55[     51 


28 

29 

h'i 

h4 

■M 

27 

hC 

52 

•2'r. 

2.5 

4<j 

51 

:i? 

24 

(i7 

(;5 

88 

as 

4H 

51 

19 

2li 

4r, 

,5( 

28 

24 

« 

54 

8,5 

21 

M\ 

,50 

81 

4; 

54| 

81 

97 

,"^4 

52 

2!) 

25 

47 

52 

!)8 

55 

22 

44 

5(1 

29 

•n 

Fill 

5( 

29 

2( 

4K 

5;- 

82 

22 

S7 

51 

80 

22 

.V2 

51 

2() 

8li 

hh 

54 

27 

21 

54 

55 

9     10     11     12     13     14     15     16     17 


iu|    1: 


19     20     21     22 


521     511     42 


24     25     26     27 


42 

27 

68 

54 

41 

27 

63 

55 

4( 

81 

.5!: 

45 

81' 

82 

57 

52 

4:j 

82 

.5fl 

52 

87 

» 

62 

,5( 

37 

34 

52 

42 

25 

84 

62 

4K 

85 

80 

50 

88 

81 

56 

47 

28 

82 

5H 

4H 

84 

82 

62 

48 

58 

28     42 


27      22 
49 


34  20  29 
49  .54I  60 
34|     19^     45 


181 

45      55 

20     40 


SSln.struments  are  read  in  the  morning:  the  maximum  temperature  then 
.    ,  ».  etc.  indicate  respectively  1.  2.  3,  etc;,,  days  missing  from  record, 
\V  B  O  Lo\u'svillR.  2  2,i-4fi-3,50, 


30     31  Mean 


!ad  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
'Midnight  to  midnight  temperatures. 


7/.  05 

'KE-' 
si' 


^  >^ 
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Louisville,  Ky.,   March,  1946 


No 


GENERAL    SUMMART. 

Tlic  slriUin^  fcatun-or  tlic  month  was  \\w  i)n>ltMi^c(l  period 
of  alinornuvlly  warm  wrathor,  interrupted  hy  l)ut  one  or  two 
days  with  relatively  low  temperatures.  In  fact  the  monthly 
mean  temperature  was  surpassed  hy  only  a  fraction  of  a  degree 
in  March  of  19"2l  and  1945.  Precipitation  was  frequent  but 
slightly  below  normal  on  the  average.  The  rains  were  well 
distributed,  both  as  to  area  and  time  of  occurrence. 

The  exceptionally  favorable  weather  conditions  stimulated 
vigorous  growth  in  all  vegetation,  though  development  was  not 
sulliciently  advanced  to  be  seriously  affected  by  the  low  tempera- 
tures of  the  11th.  Small  grains  grew  rapidly,  especially  during 
the  latter  half  of  the  month,  and  plants  were  nearly  a  foot 
high  and  jointing  in  advanced  fields  at  the  end  of  the  month. 
Preparation  and  seeding  of  tobacco  beds  were  general  throughout 
tlie  month  and  almost  completed  at  its  close,  with  some  beds  up 
to  good  stands.  Although  showers  were  frequent,  w'arm  winds 
dried  out  the  soil  sufficiently  for  plowing  on  most  days,  and 
considerable  corn  land  was  prepared  for  planting.  Planting  of 
gardens  and  early  potatoes  was  begun  in  some  sections  during 
the  last  week.  Peaches  began  blooming  about  the  middle  of 
the  month,  and  all  fruit  was  in  full  bloom  during  the  last 
week. 

The  month  closed  with  vegetation  about  three  weeks  ahead  of 
the  seasonal  average,  and  barring  the  occurrence  of  heavy  frost 
and  freezing  temperatures  during  the  following  weeks,  prospects 
for  good  crops  were  excellent.  J.F..J. 

TEMPERATURE. 

The  mean  temperature  for  the  month  was  56.1°,  or  9.5°  above 
normal.  Daily  mean  temperatures  were  from  5°  to  24°  above 
the  daily  normals  on  every  day  of  the  month  except  on  the  9th, 
10th  and  11th,  when  they  were  somewhat  below  normal. 
Minima  fell  below  20°  at  a  few  places  in  northern  districts  on 
the  11th,  but  were  offset  by  relatively  high  temperatures  in  the 
afternoon  of  the  same  day.  The  highest  temperature  recorded 
in  the  Section  was  85°  at  Lovelaceville  on  the  29th,  and  the 
lowest  16°  at  Clermont  on  the  11th. 


PRECIPITATION. 

The  average  precipitation  for  the  State  was  4.47  inches  or 
0.30  inch  below  normal.  Rainfall  occurred  in  four  rather  ill- 
defined  periods;  on  the  lst-2d,  7th  to  9th,  14th  to  20th,  and 
23d  to  31st.  Fairly  heavy  rains  fell  in  portions  of  the  central 
districts  on  the  7th  and  again  on  the  11th  but  in  other  sections 
daily  amounts  were  comparatively  light.  Monthly  amounts 
exceeded  six  inches  in  most  of  the  central  sections  and  dimin- 
ished almost  regularly  west^vard  to  less  than  two  inches  in  the 
extreme  western  counties  and  eastward  to  less  than  three  inches 
in  the  extreme  eastern  counties.  Snow  flurries  occurred  in 
scattered  areas  on  the  10th.  The  largest  monthly  amount  of 
precipitation  was  7.36  inches  at  Shell )yville  and  the  smallest 
1.58  inches  at  Uniontown.  The  greatest  24-hour  amount  was 
2.88  inches  at  Shelbyville  on  the  26-26th. 


MISOEI.I.ANEOUS. 

0/r/f; /JmT.  — The  river  reacted  to  the  several  HinyiperiodB. 
with  moderate  rises  only.  Open  river  conditions  prevailed 
IhrdUghout  the  month. 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


,..111. 
.Ohio 
.Ind. 
..Ky. 


Atmospheric  press- 
ure ( reduced  to 
sea-level.) 


29.50 
'29.60 
29.61 


hUTWfdlty 


!'  'y '  i\im 


COMPARATIVE  DATA  FOR  MARCH. 


1890 

1891 

1892 

1893 

1894 

1895 

1896 

1897 

1898 

1899 

1900 

1901 

1902 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

1923 

1924 

1925 

1926 

1927 

1928 

1929 

1930 

1931 

iml'.'.'.'.'.'.'.'.'.'.'.'.'.'.'.'.".'.\ 

1934 

1935 

1936 

1937 

1938 

I'^iVl'.'.'.'.'.'.'.'.'.'.V.'.'.'.'.'.'.'.'. 

1941 

1942 

1943 

1944 

1945 

1946 

Feriodt 

t58-Year  average 


46.4 
47.2 
52.5 
47.7 
52.2 


Precipitation         Number  of  days 


0.5!  13 
T  j  13 
0.2     13 
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Ollmatological  Data  for   March,  1946. 


Temperature,  in  degrees  Fahr. 


Precipitation  in  inches. 


%S 


Number  of  days. 


WESTERN   DIVISION 

Beaver  Dam 

Earliugton 

Ford's  Ferrv,  Dam  50 

Gilbertsville 

Greenville 3  mS 

Hartford  (near) 7  m  N 

Henderson  1  1-2  m  S 

Hopkinsville 1-2  m  E 

Lovelaceville 

Mayfield 

Murray  

Owensboro    1-2  m  W 

Owensboro,  Dam  46 

Padueah  

Princeton 

Rumsey,  Lock  2% 

Russellville 

Uniontown,  Dam  49 


CENTRAL  DIVISION. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brent 

Brownsville,  Lock  6 1 

Eurnside 

Campbellsville 

CarroUtou,  Lock  1 

Clermont 

Danville 

Dix  Dam,  Buigin. 

Eadsville 

Frankfort,  Lock  4 

(iest,  I>ock  3 

Grant,  Dam  38 

Greensburg 

High  Bridge,  Lock  7 

Irvington 

LaGrauge... 1  m  N\V 

Lancaster 

Leitchfield 

Lexington 

Little  Hickman,  Lock  » 

Lockport,  Lock  2 

LOCISVII-LE  

Do    Bowman  Field,  5m  E 

Mammoth  Cave 

Mouticcllo 

Muufor.lvilk- 


Ohio 

Hopkins.. 
Crittenden 
Marshall  . 
Muhlenberg 

Ohio 

Henderson 
Christian... 
Ballard  ... 

Graves 

Calloway  . 
Daviess  — 
Daviess.... 
McCracken 
Caldwell  . . 
McLean  . . . 

Logan  

Union 


Breckinridge 
Jefferson  . 
Warren. .. 
Campbell. 
Edmonson 
Pulaski  .. 
Tavlor. . . . 
Cah-oll  . . . 
Bullitt  ... 

Boyle 

Mercer  . . . 
Wayne  . . . 
Franklin  . 
Henry  . . . 


St.  .John ;• 

Salvisa,  Lock  6 

Science  Hill 

Scottsville 

Shelby  ville 

Tyrone,  Lock  5 

Williamstown   

Woodbury,  Lock  4t. 


m 


EASTERN   DIVISION. 

Ashland   3  m  SE 

Benham   

Berea 

College  Hill,  Lock  11 

Corbin 

Cynthiana 

Falmouth 

Farmers   

Flemiugsburg   

Ford,  Lock  10 

Gooserock  

Greenup,  Dam  30 

Hazard 

Headquarters 

Heidelberg,  Lock  14 

Jac  kson   

Jenkins 

Louisa 

Maysville.  Dam  33  ..4  m  E 

Middlesboro 

Mount  Sterling 

Oneonta,  Dam  35   

Paiutsville 

Pikeville 

Pippapass   

Quicksand  

Ravenna,  I/jck  12 

Vullcv   View.  Uwk  9 

V;iiiccl,ur?,  Dam  32 

Williui.i.slHirg 

Willow.  Jyjck  13 


Green 

Jessamine . . 
Breckinridge 
Oldham  . . . . 


Gravson  . 
Favette.  . . , 
Jessamine  , 
Henry  ... 
Jefferson  . . 
Jefferson  . . 
Edmonson 

Wayne 

Hart 

Hardin   ... 

Mercer 

Pulaski   ... 

Allen 

Shelby  . . . 
Anderson. . 

Grant 

Butler 


Madison.. 
Madi.sou., 
Whitley  . . 
Harrison  . , 
Pendleton 
Rowan  . . . . 
Fleming  . . 

Clark   

Clay  

Greenup  .. 

Perry  

Nicholas  . . 


State  averages  and  extreme.'- 


Breathitt , 
Letcher. . 
Lawrence 
Mason  .  . 

Bell    

Montgomery 
Campbell  . . 
Johnson  . . . 

Pike  

Knott 

Breathitt  .. 

Estill    

Madison 

Lewis 

Whitley  .... 
L«e   


f  9.2 
I-  8.-1 
+  12.2 


5G.  1  +  9.5     85 


-3.27 

-6'.4i 

-3.'29 
+  1.94 
+  3.46 
+  1.59 

-1^78 
-1.90 
-2.55 
+  1.76 
+  1.57 
+  1.24 
-2.99 


+1.00 

0.  Co 

+  0.2'.: 


+2,5: 
+0.04 
h0.2S 


+0  16 
+0.96 
+  02(1 
0.58 
+  1.23 


0  89 


3  65-1  65 
5.40I  1-0.25 

4  78+0.61 
2  75+2,22 
3.  ,50  -0.82 


25 

26 
15 
26 

25-26 


0.87 


3.77  -1-72  0.98 
4.14-0.05  0.75 
5.10 +■ 
5  20M  0.57  1.70 
2.70—2  13  0  48 
4.48-0.31    0.96 


4.47- 


30   2.88   25-26 


E.  G.  Young. 

Brick  South  worth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson.  Sr. 

Frank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers. 

Alton  M.  Harvill. 

Lockmaster. 

Dr.  Samuel  S.  McReynolds. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Alva  McKinley. 

Lockmaster. 

Bernheim  Foundation. 

B.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfieet. 

Lockmaster. 

Lockmaster. 

Ix)ckmaster. 

Mrs.  Mell  M.  Lingle. 

Lockmaster. 

Floyd  G.  Robbius. 

Oldham  Penitentiary. 

Kentucky  Utilities  Co. 

George  D.  Litsey. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Ijockmaster. 

U.  S.  Weather  Bureau, 

U.  S.  Weather  Bureau. 

Fred  W.  Binnowies. 

E.  O.  Cooper. 

Robert  C.  Smith. 

Sisters  of  Loretto. 

Lockmaster. 

William  H.  Dobbs. 

Jacob  W.  Hood. 

Willa  S.  A.  Ratta. 

Lockmaster. 

Miss  Nettie  B.  Simpson. 

Ix)ekmaster. 


Lockmaster. 

C.  C.  Whiteaker. 

D.  H.  Center. 
Ijockma.ster. 

U.  S.  Weather  Bureau. 

Marshall  Hill. 

Jessie  Oldham. 

Mrs.  Cora  C.  Stamper 

C.  A.  Glasscock. 

Lockmaster. 

Thomas  J.  Corura. 

Lockma.ster. 

H.  A.  Bailev. 

L.  M,  Gairin. 

Lockmaster. 

James  T.  Goff. 

Rebecca  Brown. 

Zob  Heston. 

Lockma.ster. 

Hugh  .\llen. 

Fred  Cartiiiill. 

Lockma.ster. 

E.  C.  Fraley. 

U.  S.  Weather  Bureau. 
Caney  Run  Com.  Center. 
R.  W.  Jones. 
Lockmaster. 
Lockmaster. 
Lockmaster. 
Charles  B.  West. 
Lockmaster. 


computed  only  for  stations  that  have  ten  or  more  years  of  record,  but  all  complete  reports  are 
nsville  and  Woodbury  are  Locks  on  the  Green  River;  other  Locks  are  on  the  Kentucky  River, 
of  days  missing;  for  example,  b  represents  two  days,  etc. 
;ms  and   .Miiniiuiries.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


MAmii,  1946 


('I,IM.\'l'()|,()(il('AI,   DATA;    K  KN'm 'K  V  SK(TION 


D 

ally  Preoipltu 

tion  fo 

r  March, 

94 

3. 

Day  of  month 

1 

'i 

8 

* 

6 

6 

7 

8 

8 

10 

u 

12 

18 

14 

16 

16 

17 

18 

19 

20 

21 

22 

28 

24 

26 

2fl 

27 

28 

n 

80 

81 

1 

WIvSlKllN    DIVISION. 

U,-!iv>T  Dam 

K.ulluirtou^ 

Fonls  Ferry,  Dam  60" 

tillluTtsvllle* 

(iiv.iivillo 

Uiutford 

H.Muiorsou... 

IU>i)UinsviUe'' 

lA.v.'liuvvllle 

MuylieUt 

Muiray 

OwiiL-iboro" ■ 

Owoiisboro,  Dam  46* 

l':>.Uu'ah«    

....G. 
....G. 
....O. 
....C. 
....M. 
....M. 
....T. 

::::8: 

....0. 
....G 
....G. 
....G. 
....O. 

....0 

.'io 

.07 

.'is 

.'is 
m 

'£.' 

'ii 

.10 

.02 
.04 
.04 
.07 
.02 
.05 

.  62 

."85 
.69 
.23 

!47 
.57 

.20 

.'so 
.57 

.57 
.31; 

'.ii 
.'48 

.42 
1. 09 
.22 
.66 
.43 
.49 

1.'38 

.'i'i 

't.' 
'.'6i 

i'.' 

T. 

.48 
.22 
.20 
.18 
.35 
.51 
.38 

.''8 
.16 
.6u 
.05 
.09 
.11 

.11' 

.it) 

.04 
.14 

.'•28 

.'Wi 
.06 
.21 

:i6 

.31 

.10 

.40 

.22 
.26 
.25 
.49 
.38 
.19 
.13 
.41 
.41 
.52 
.70 
.11 
.08 
.52 

.'26 
.42 
.10 

.05 

.70 
.79 
.28 
.75 
..37 
.29 
.47 
.55 

;i5 

.70 
63 
.45 
.08 
.85 
.68 
.44 
.23 

.65 
.11 
.21 
.39 
.01 
.12 
.31 
.10 
.01 

T. 
.03 
.26 
.04 
.53 
.01 
.20 
.03 

'20 
.10 
.34 
.06 

T. 

.08 

.'65 
.04 
.02 

.10 
,08 
.12 
,17 
.43 
.14 
.08 
.2-2 
.21 
.20 
.39 
.11 
.08 
.14 
.*) 
.05 
.19 
.06 

.10 
.08 
.33 
.08 

.'ii 

.29 

hi 
.38 
.08 
.74 
.06 
.30 
.08 
.09 

.'•24 
.10 
.'26 

.'io 

.OR 
.09 
.14 

.38 
.12 

.m 

.IV) 
.'24 
.69 
.40 
.47 
.41 
.96 
.85 
.52 
.43 
.45 
.40 
.55 
.86 
.19 

.35 
.48 
.98 
.67 
.14 
.24 
.•22 
.35 
.80 

.'6i 

T. 

T. 

T. 

.07 
.08 
.02 
.05 

.06 

.03 
.31 
.37 
.56 
.•29 

.06 
.43 

i"'.' 

4.40 

4.:m 

2.04 

.'62 

.'is 

.15 
.12 

.03 
T. 

.'06 

.05 
.01 
.04 
.05 
.03 
T. 

.'6<i 

.08 
.04 
,07 
.04 

4.72 
8.82 
2.22 
6  94 

.11 
.06 
.02 

.'oi 

T. 

.15 
.24 

T.' 

.21 
.04 
.  0.! 
.20 
.07 
.16 
.15 
.16 
.22 
07 
.05 
.20 
T. 
.08 
.11 
.10 
.09 
.38 

1.8« 
8.25 
5  8,5 

.06 

.'6,5 
.06 
.05 

.20 

'o,5 
■21 

ai. 

'22 
.00 

.17 
.15 
.06 

;i7 

.15 
.12 
.10 

.'is 
i''.' 

T.' 

.'i'i 
1.10 
1.14 

..S3 

x'.w 

2.00 
.05 

.Oh 

'.m 
.00 

.64 
.30 
1.51 

.yii 

.63 
I  43 
.211 
.76 
1.24 

.'84 
J.  05 
1.25 
.39 
.90 
..38 
1.01 
.45 
1  32 
1.03 
.01 
.01 
2.11 

.20 
T. 

,08 

02 
T, 

T.' 

.'62 
.'26 

:26 

:6i 

T. 

■'f." 

T." 

.'26 
.16 
T. 

.50 
.32 
.12 
.12 

.02 

;6i 

.17 
25 
T. 
.01 
.15 
.50 
.02 
.02 

.01 

!06 
.10 
.Oil 
.11 

.12 
.20 

'.■io 

T. 

T. 

.18 

T.' 

T.' 
.03 

T. 
.09 
.05 
.03 
.15 
.02 
.37 

.'ii 

.10 
.43 
.17 
.12 
.06 
.05 

.'25 

.'Ofi 
.15 
.02 

.08 
.09 

.04 

.09 
.08 
.01 

.17 

T. 

.02 
.27 
.24 
.04 
.19 
.35 

.'29 
.05 
.02 
.22 
T. 

T.' 

.'63 
.49 
.32 

.'66 

'08 

'■m 
I  00 

3.04 
2.81 
2.88 
6  72 

Kuinsov.  Lock -No.  2^ 

Kiiss.'UVille' 

luioutown,  Dam  49" 

cuNTRAi,  nivisroN. 
\(l(Usau    Dam  45' 

i'.' 

T, 

.04 
.39 
.04 

.15 

.'32 
.96 
.47 
.12 

.'■70 

T.' 
.14 

.'62 

... 

.08 
.16 

.08 

.07 

.'•20 
.03 
.30 
.18 
.46 
.20 
.04 
.13 
.05 
.25 

io's 

T. 

.35 
04 
.03 

3.55 
6.19 

1.58 

3.21 

Aucliorage 

Howling  Green" 

BowliuK  Green,  No   2* 

Hreut,  Dam  36" 

Brownsville,  Look  6> 

Burnside" 

Campbellsville..... 

CarroUton,  Lock  1« 

("lermont 

DanvHle' 

Dix  Dam,  Burgin» 

Faiisville*                          

....G. 
....G. 
....O. 

'.'.'.'x\ 
. . . . c; 

....K. 

.'.'.'. k. 

....('. 

....K. 
....0 

4.00 
5.56 

.'37 

'65 

.'i')5 

'.55 
T. 

;i.5 
;o2 

.04 

■.'63 
.07 
.02 

".i)2 

.04 
T.' 

't.' 
't.' 

.01 

.'i4 

•  .52 
.22 

!ii 
.11 

.»: 

.08 
.40 
.04 

.'64 
.74 
.80 

'.'a 
.59 

.'li 
.95 

.70 
.31; 

811 
.32 
.55 

^97 

^40 
.76 
.57 

'33 
.23 

.41 
.31 

'i\ 

.04 

.'56 

'.ff2 
.30 

'08 

T. 

.04 
.44 
.13 
.74 
.67 
.26 
.08 
.21 
.10 
.46 
.06 

.'•26 
.50 

!oi 

.'62 

T. 
.02 
.08 

.'65 

T. 

4.58 

3.84 
5.74 
5.42 

.70 
.72 
.21 
.74 
.28 
.28 
.45 
.21 
.42 
.40 

.■71 
1.14 
l.K 

78 
.'25 
.42 
2.70 

.12 
.13 
.04 
.50 

5. '21 
4.73 
4.28 

Frankfort,  Lock  4* 

6.02 

Grant,  Dam  38« 

.61 
.15 

.56 

:i9 

.33 
'.54 

'.ib 

T." 
.25 

;6-2 

T.' 
.01 

.10 

.'2i 

.'62 

4.11 
6  23 

High  Bridge,  ib'ck  7» 

Irvington 

...O. 

.01 
.10 

4.15 
5  00 

Lane'Kter* 

....0 

.12 
.07 
.15 

'6i 

.07 

I  .'64 
.'95 

.79 

T.' 
T. 

T.' 

'.'6i 

T. 

.'08 
.20 

'.61 
.79 
.06 

'.08 
T. 
.05 
.19 
T. 
T. 
.11 

.09 
.02 

/29 
.W 

'i6 

.06 

.37 

'.ib 
.'66 

T.' 

.11 

3  49 

Leitclirteld" 

Lexiui'tDnt*' 

.30 
.03 
.05 

'.bk 

.15 

lis 

5.88 

.45 
.72 

:8.5 

Loc'kport    Loik  2- 

't.' 

T. 

.23 
.52 
.59 
.05 

6.05 

LoLiisviLi.i-..  ': 

Do    Bo\vii\an  Field  't 

T. 
T. 
.16 

.35 
.79 
.02 

.'63 

.2.3 
.24 

4.20 
4.91 

Mammoth   Cave'' 

....(i. 

Muufordville'' 

.....s. 

■.■;.'.'g'. 

V.V.'k. 

L. 

G. 

.16 
.11 
.14 
.07 

'.'is 

.08 

';65 

.11 
.21 
05 

.06 
.08 
.14 
.13 

'.'ii 

.20 

.13 
.OS 
.13 

.0- 

.03 
T. 

■■53 
'>28 

2.07 
.69 
1.51 

.72 
2.00 

.53 
1.35 

.85 
1.34 

.39 
.67 
.60 
.39 
1.12 
1.04 
.61 
1.02 
1.01 
.51 
.3f 
.11 
1.3b 
.37 
.4L 

■.'32 

'  /22 

.18 
1.21 
.22 
.06 
.45 

":i4 

'.'08 
.20 
.29 
.04 

':i2 

.22 

M 

'.'io 

.26 

■.'32 
.67 

'.'63 
.10 
.43 

■.■6'2 

.45 
.60 
.58 
.16 
.55 
.64 

":69 

't.' 

'.'63 

■;65 

'.'oo 

T. 

't'.' 
".bi 

.04 
T. 
.08 
.45 
.20 
1.05 
.08 
.68 
.24 

.'96 
.18 

''88 
T. 
.07 
T. 

■;62 

.... 

.26 
.44 
.48 
.12 
.30 
.27 
.72 
.30 
.25 

.62 
'!46 

■.'55 
.77 
.69 
.71 

."45 
.58 
.50 
.61 
.61 
.41 

;65 
.■36 

!28 

.15 
.15 
.03 
.25 

.13 

.06 
.06 
.18 

.16 
.11 
T. 
.68 
.30 
16 
T. 
.12 
.02 

.22 
.21 
.05 
.21 
.49 
28 
.13 
.50 
.45 
.22 
.25 
.16 
.27 
.22 

.02 

't.' 

.10 
.12 
T. 
.15 

.ii 

T. 

.05 
.02 

■;64 

.08 

'.is 
.11 

.'i9 

.04 

.16 
.,56 
.09 
.20 
.01 
.01 
.10 
.15 
.05 
.13 
.34 
.17 
.28 
.12 
.09 

.15 
.04 
.12 

.40 

!ii 

.16 

.11 
.10 

'.'66 
.•22 

!47 

.02 

;o4 

'!66 

.13 

".id 

.04 
.26 

2.09 
2  05 
1.14 

.32 
1  .30 
2.88 

.75 

l.,8r 

.81 

.10 
.05 
.35 
.50 
.20 
.56 
.69 

1.04 
.61 

1.75 
.23 
.11 
.15 
.42 

.'^4 

.29 
.20 
.16 

.'■74 

1.10 
T. 

':68 

i;42 
1.34 
.72 
.90 
.32 
.07 
1.68 

.'63 
.•20 

T. 

'.'66 
".02 

.40 
.13 
.40 
.12 

.'6i 

T. 

.07 
.08 

.10 
.07 
.09 

.'03 
.14 
.05 
.22 
.16 
.25 

'.'io 

.05 
.18 
.•24 
.15 

;i4 

.10 

;25 

.22 
.27 
.08 

;52 
.15 

.28 
.24 
.50 
.33 
.26 
.•23 
.35 
.49 
.13 
.30 

.05 

■;67 

T. 

■;6i 

.'21 
.04 

".bi 

6.10 

St.  .lohu"- 

4. '24 

Science  Hill 

4.02 

.01 

Shelbvville 

.32 
T. 

".•ib 

'.'35 

.51 
.06 
.10 
.04 

.34 
.24 
.03 

■.'34 
.04 
16 
.06 
.07 
.14 
.32 
.41 
.30 
.07 

!65 

Tvrone,  Lock  5't 

4  28 

WiUiamstowu 

T. 
.01 

't.' 

4  74 

Woodbury,  Lock  4'^ 

E.iSTKllN   DIVISION. 

.05 

4.88 

4.50 
4.98 

Benham  » 

C. 

....K 
....K. 

C. 

L. 

L. 

L. 

L 

K. 

K. 

0. 

K. 

L. 

K. 

K 

B. 

College  Hill,  Lock  11"    

't.' 

.09 
T. 

'.'o-i 

'i'.' 

T. 
T. 

't.' 

't." 

't'.' 
't.' 

■■73 

T.' 
.02 

'.'03 
.06 
T. 

'.'os 

.11 

8.65 

Corbiu" 

.42 

Cynthiana''    

4.65 

T. 

.61 

.03 
.07 
.06 

'!65 

.01 

Farmers" 

4.24 
5,. 39 
3.91 
4.97 

Fleraingsburg- 

Ford,  Lock  10«' 

Gooserock'- 

Greenup.  Dam  30" 

Hazard"    

Headquarters" 

Heidelberg,  Lock  14" 

".bi 

T. 

1.25 
.09 
.09 

4.95 

Jackson" 

4.15 

Louisa"    

Maysville,  Dam  33" 

Middlesboro 

Mount  Sterling 

Oueonta  Dam  35" 

Palutsville"  

B 

O. 

C 

L 

0 

B 

B 

K 

.Of 
.K 
.1 
.1 
.2 
.0 
.0 

".bk 
'ios 

i:i£ 

.03 
1.08 
.40 

i.'os 
'iit 

.09 
.14 
1.22 
.18 
.02 
.1.3 

.2C 
'.0' 

't. 

T. 
.0 

.0- 

T. 
T. 

.03 
.03 

'.'oi 

.04 

't.' 
..34 

.81 
T. 

'.'66 

.47 

!22 

".79 
.66 

.02 

'.'n 

.01 

';i5 

.36 
.09 
.26 

'.'si 

.39 
.61 

.46 
.44 
.32 

'.'41 
.40 
T. 

't.' 

".05 
.16 
T. 

.20 
.02 

'.'25 
.17 
.26 

'  .'-25 
.20 

't.' 

.16 

.24 
.19 

■2/26 
.16 
.30 
.05 

.23 
1.81 

i'.ib 

.07 

".27 

't.' 

.02 

.15 
.10 
.25 

■!6.3 

.09 
T. 

.17 
.52 
.14 
.10 
.13 
.06 
.48 

■'67 

2.73 
5.73 
3.65 
5.40 
4.78 
2.75 

Pikeville*" 

.02 

Pippapass 

Quicksand" 

Ravenna,  Lock  I'i" 

K 

K 

K 

0 

C 

K 

.1 

.0 

.1 
.1 

I  '.'6 
5'.'.'. 

.1£ 
.5'. 
1.3f 
.74 
.3 
.5c 

''62 
0- 
.15 

't. 

.4 
.5 
.0 
.2 

.4 

.7 

)'t. 
i  ... 

I  ... 

't.' 

T. 

't.' 

.09 

't. 

.48 
.75 
.40 
.80 
.45 
.96 

]o; 
';67 

.25 

'.11 
.12 
.04 
.17 
.11 

.44 
.41 
.29 
.18 
.4- 
.38 

".is 
'.'62 

'.'27 

.30 
.13 
.07 
.11 

.21 
.41 
.08 

';45 
T. 

'.'is 

2.10 
.20 
.16 
.18 

.20 

'.'is 

1.70 

".si 

.14 

">25 
.16 
.73 
.05 
.35 

.33 
't. 

'.'oa 

.08 

3.77 

Valley  View,  Lock  9" 

5.10 
5.^20 
2.70 

Williamsburg^ 

.11 

.26 

.08 

.•29 

4.48 

Except  a 
observation. 

measured  in  the  morning;  aiiio 
lowing  measurement.  T,  Tra 


otherwise  indicated  oliservations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  24  hours  ending  at  time  of 
First-order  WeatluT  Bureau  station;  precipitation  is  for  the  •24-hour  period,  midnight  to  midnight  unless  otherwise  indicated.  "Precipitation 

'  '''en  rei'orded  is  for  the  preceding  24  hours.  JPrecipitation  measured  with  recording  gage.  »Included  in  the  next  fol- 

,      ,        „.  .    ,       .„      „  of  precipitation,  less  than  0.01  inch.  t Post  office  address  as  follows :    Lock  5.  Lawrenceburg,  Kv.;  Lock  6.  Versailles,  Kv.; 

Lock  8,  NicholasvU  e.  Ky.:  Lock  10,  Red  House,  Ky.;  Oneonta    California,  Ky.  River  drainage  area  in  which  station  is  located  is  indicated  as  follows:  (B) 

Big  bandy;  (L)  Licking;  (K)  Kentucky;  (.S)  Salt;  (G)  Green;  (C)  Cumberland;  (T)  Tennessee;  (O)  Ohio;  (M)  Mi.ssi'sippi. 
•Airport  Station.    Data  for  24  hours  ending  at  12,30  a.  ra.  90tli  meridian  time  adjusted  to  day  they  occur 
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CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION. 


March,  1946 


Daily  Temperatures  for  March,  1946. 


ICfs/er/i  Diriiion. 

B-erDa:n \^S=: 

Earlington !  MhSmu  "  ' 

G-e-"'e 1^=^: 

Hei^'Jerson l^Jf^fiZm.; 

Hopkinsville 1  jSu™  ' 

L°velaceville l^^S:^/, 

M'^y««><' l^^ZZ. 

"""■^y iMhd™;^"": 

Owensboro   1  jnnimum  ' 

P'^"-'^§§ USu™': 

Princeton j^Sun": 

Russellville  ?§ ]  J;{f,f/^'™™  • 

Ceiurnl  Pi  vision. 

Anchorage iS^f™^.] 

Bo^^-ling  Green- !  tSAi*™  " 

Canjpbellsvnie }  f Sr ' 

"— t !m!^u=:: 

!>-""« !Mh=;:: 

Dix  Dam i  mSu""  ' 

^--'^f"" ISSr- 

^--^^"^'^"''^ iMfnimum,: 

Irvington ]  Snnimur  ' 

I^it^hfieW iMhnnmm': 

Lexington' j  j{f,fiV;,;',',';;  • 

Louisville' j  'Mfifj',';"""  ' 

Do.  Bo\VTnan  Field'  J  Mhfiiru'i'"  ' 
Mammoth  Cave \  ^\^^}"'^i"''  ■ 

St.  John   j  Maximum. 

(  Minimum. . 
Science  Hill j  Maximum  . 

'  Minimum.. 

Scottsville (Mfnin'mm  ■ 

Shelbvville *  Maximum  . 

'  Minimum. . 
Williamstown   \  Maximum  . , 

I  Minmjum.. 

Knslern    Difinion. 

Ashland   iMfnimm"" 

BenhamgJ S  Ma.xiiuuiii  ." ! 

(  Minimum... 
Berea jMaximum.. 

I  Minimum.. . 
Corbin' jMaximum.. 

)  Minimum... 
Fanners   j  sj^f^^.f,'™'  •  • 

Gooserock  §ii jMaximum.': 

'  I  Miuimum. .. 

Heaflquarters i  Maximum  . . 

(  Minimum.. . 

Heidelberg  j  J{f,^j','|'jy,'/,'  ■ ' 

May.svillc )  Mfifi',',','.'","  ' ' 

Mi.ldlesboro j. Maximum.. 

/  .Minimum.. . 
Mount  Storling \  Maximum  .. 

I  Minimum, .. 

Pikeville  ' !  Mi'nii'.lu'm  " 

Pippapass |  jj)',]'/,'!',''",'  '  ■ 

Quicksand  !  MiVMi'i'"""  ' ' 

Williamsburg Ma.ximum' .' '. 

(Minimum... 


2       345       6       7       8       9 


64 

a? 

75 

'27 

h;- 

31 

()( 

6;- 

7(i 

S( 

:vn 

87 

(i,') 

6;- 

75 

■>'.. 

■M 

46 

fift 

6S 

75 

■M 

;« 

84 

m 

6;J 

75 

H2 

HH 

46 

(17 

6'.' 

79 

;H'; 

H? 

(;.5 

65 

74 

:s;s 

H2 

4(1 

6,5 

76 

:m 

:w 

89 

(H 

m 

78 

HI 

81 

8;- 

fifi 

58 

74 

;!( 

86 

8K 

fA 

65 

76 

?.r, 

29 

8( 

cc, 

64 

If 

■£i 

35 

38 

ai 

60 

73 

■M 

35     3U 

M 

60|     75 

?'■) 

35     36 

(o 

72     68 

?j 

31     39 

61 

5» 

69| 

3,' 

■M> 

5V 

r.> 

36 

34 

6;i 

72 

87 

82 

62 

72 

87 

31 

64 

75 

81 

49 

61 

73 

88 

34 

61 

32 

84 

55 

6S 

87 

84 

60 
36 

73 
44 

6l|     58'     46|     4G 

401     34i     36      "■ 

62      601     54 

42     50     84 

68!     62 

39      34 

cal     C9!     53 

38]     25 

51 

30 


48]     42 
32:     31 


50|  42 

88]     33'  31 

64|     52,  50 

32l  32 

60  49 

29  34 

561  48 


14     15     IC     17  I  18     19 


21      22      23      24      25 


75;     74     73     59 
50;     58      58      49 


27 

24 

56 

6H 

2> 

25 

fit 

75 

3( 

42 

5;: 

74 

28 

25 

75 
35 1 
73| 
41      42 


5ll     5: 


511     49 


50      55 
66j 


35 

48 

74 

72 

41 

5(1 

7« 

76 

8fi 

M 

70 

7( 

5( 

51 

K( 

35 

44 

77 

74 

75 

73 

37 

62 

29     30     31   Mean 


% 

67 
58 

71 

48 

.58 

(i5 

65 

4' 

,5(1 

(« 

78 

51 

51 

66 

7t 

54 

,50 

.59 

7.1 

50 

52 

58 

7i 

68 
50 

72 
55 

44.7 

67.0 
46.4 
71.0 
45.8 
67.7 


43.7 
70.0 
44.4 


67.9 
42  8 
67.9 
44.7 
67.9 
45.2 
65.6 

66,8 
44.6 
69.0 
44.6 
68.5 


45.3 
87.5 
44,9 
64,9 
44,2 
66.7 


67.4 
43.0 
67.0 


46.5 
67.9 
44.5 


40.4 
66.2 
41.3 
70.5 


44.0 
70.2 
43     41,0 


•?'""*'ete''"ndicate''resDirri^^^  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almo.^t  alway.s  occurs. 

.    ,    ,  cK,.  indicate  respecnvely  1,  2.  i,  etc..  days  missing  from  ret^ord,  s       .(,   _    .  . 

W  li  0  Louisville.  3-2.5-4fi-92."). 


'Midiiiglit  to  miiUiight  tempcratur's. 


U.  S.  DEPARTMENT  OF  COMMERCE,  WEATHER  BUREAU 

CLIMATOLOGICAi,    DATA 


K  1*:  N  T  U  C  K  Y    SECTION. 


1 
Vol.  XLI 


Louisville,  Ky.,   April,  1946 


No.  4 


GENERAL  SUMMARY. 

Weather  conditions  during  the  past  montli  were  generally 
favorahle  for  crop  development  and  farm  operations,  though  in 
many  sections  precipitation  was  not  quite  sullicieut  for  good 
germination  and  rapid  growth.  The  average  temperature  was 
well  ahove  normal,  and  while  rainfall  was  considerably  below 
normal,  residual  moisture  in  the  soil  was  sufHcient  to  maintain 
satisfactory  crop  growth  in  all  but  a  few  sections.  Drj'ing  winds 
rendered  the  soil  in  exceptionally  good  condition  for  plowing, 
and  preparation  of  corn  and  tobacco  land  was  practically  com- 
pleted. 

\Mieat  and  barley  were  jointing  in  many  fields  by  the  middle 
of  the  month,  and  some  rye  was  beginning  to  head.  A  little 
injury  from  Hessian  fly  infestation  was  reported  from  a  few 
sections.  Corn  planting  began  in  a  few  western  counties  about 
the  15th,  and  except  in  extreme  northern  and  eastern  sections, 
it  was  well  under  way  during  the  last  week.  Tobacco  beds, 
though  varj'ing  considerably  in  size  of  plants,  maintained  gen- 
erally good  condition,  and  in  many  sections  plants  were  about 
ready  for  transplanting.  Heavy  frosts  and  freezing  tempera- 
tures on  the  loth,  17th,  27th,  and  2<Sth  did  some  damage  to  gar- 
dens, potatoes,  and  strawberries,  and  consideraWe  damage  to 
lespedeza,  but  tree  fruits  had  developed  far  enough  to  escape 
injurj'.  Pastures,  alfalfa,  and  clover  continued  in  good  to 
very  good  condition,  and  the  first  cutting  of  alfalfa  started  in  a 
few  western  counties. 

Toward  the  close  of  the  month  the  effects  of  insufficient 
moisture  were  beginning  to  become  evident,  especially  in  the 
central  Bluegrass  region,  where  rains  were  beginning  to  be 
badly  needed.  However,  notwithstanding  this  one  unfavorable 
factor  the  crop  season  continued  nearly  a  month  in  advance  of 
the  seasonal  average  at  the  end  of  April.  J.F.J. 


//„//.— On  the  same  day  hail  stones  about  tlic  size  of  bantam 
hen  eggs  fell  in  sections  of  Fulton  County,  causing  considerable 
damage  to  buildings,  homes  and  schools.  Howev(!r,  no  sr-rious 
damage  to  crops  was  reported. 

PRESSURE.  WIND,  HUMIDITY  AND  SUNSHINE. 


Ciucuinati 
Evansville 
Louisville 


..111. 
.Ohio 
.Ind. 
..Ky. 


30.451  12 

30.4:11  21 

30.411  12 

30.37J  21 


29.71 
29.f.9 
'29.  B7 
29.69 


nl. 


TEMPERATURE. 


The  average  temperature  was  59.6°,  or  3.4°  above  normal. 
There  were  two  prolonged  warm  periods  and  three  short  but 
sharp  cool  periods.  The  extremes  were  92°  at  Pikeville  on  the 
3d,  and  24°  at  Clermont  and  Headquarters  on  the  13th. 


PRECIPITATION. 

The  average  precipitation  was  2.13  inches,  or  1.84  inches 
below  normal.  Rainfall  was  light  and  scattered,  monthly 
amounts  ranging  from  over  three  inches  to  less  than  one  inch. 
Extremes  for  the  State  were  3.79  inches  at  Benham  and  0.78 
inch  at  Valley  View.  The  greatest  24-hour  amount  was  1.94 
inches  at  Gest  on  the  28-29th. 


MISCELLANEOUS. 

Ohio  J?/ y^r.— -Except  for  a  few  short  intervals,  the  river  con- 
tinued to  fall.  Dams  were  raised  in  the  upper  districts  about 
the  8th,  and  in  the  lower  districts  about  the  17th. 

Wli\d  S(orins.-—A  severe  wind  storm  in  the  Corydon  area  of 
Henderson  County  on  April  8th  destroyed  one  business  build- 
ing, unroofed  a  number  of  barns  and  garages,  and  blew  down 
sections  of  overhead  wires.  Damage  was  estimated  at  more 
than  $100,000. 


1937 

1938 

1939 

1940 

1941 

1942 

1943 

1944 

1945 

1946 

Ppriodt. 


COMPARATIVE  DATA  FOR  APRIL. 


57.0 
57.0 
58.0 
56.0 
58.0 
56.0 
57.2 


55.5 
52.4 
57.2 
56.2 
50.9 
54.2 
55.4 
50.8 
56.7 
59-5 
48.2 
59-8 
56.1 
55. 4 
53.8 
58.4 
55.3 
5.5.7 
60.1 
54.0 
55.8 
53  9 
56.7 
50.8 
58.2 
59  5 
54.8 
57.4 
61.2 
51.6 
58.7 
52.9 
60.1 
58.9 
55.9 
56.4 
55.7 
56.9 
55.3 
53.1 
55  9 
59.3 
53.7 

54. 1 
60.0 
58.1 
54.1 
55.6 
58.6 
59.6 

56. 2 


1.61 
4.04 
2.52 
7.12 
6.99 
3.54 
3.18 
1.65 
6.03 
3.38 
3.16 
2.15 
4.01 
2.65 
4.43 


5.02 
4.07 
3.51 
6.16 
4.09 
4.25 
4.88 
3.41 
3.16 


3.88 
4.74 
2.16 
4.42 
4.79 


2.85 
6.07 
4.88 

3'.  01 
3.93 
4.73 


Number  of  days 


15 

g 

7 

1(1 

10 

10 

9 

1V> 

12 

10 

13 

8 

9 

13 

7 

10 

14 


CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION 


April,  1946 


CUmatoIogical  Data  for  April,  1946. 


Temperature,  in  degrees  Pahr. 


Precipitation  in  inches. 


Number  of  days 


Wentern  Division. 

Beaver  Dam 

Earlington 

Ford's  Ferrv,  Dam  50 

Gilbertsville 

Greenville 3  m  S. 

Hartford  (near) 7  m  N. 

Henderson  1  1-2  m  S. 

Hopkinsville 1-2  iii  E. 

Lovelaceville 

Mayfield 

Murray  

Owensboro    1-2  m  W . 

Owensboro,  Dam  46 

Paducah , 

Princeton 

Rumsey,  Lock  2i 

Russellville 

IJniontown,  Dam  49 


Ohio 

Hopkins... 

Crittenden 
Marshall  . . 
Muhlenberg 

Ohio 

Henderson 
Christian. . 
Ballard  ... 

Graves 

Calloway  . . 

Daviess 

Daviess  — 
MoCracken 
Caldwell  . . 
McLean  . . . 

Logan   

Union 


Centrtd  Division. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brent 

Brownsville,  Lock  6 1 

Burnside 

Campbellsville 

Carrollton.  Ixjck  1 

Clermont 

Danville 

Dix  Dam,  Burgin 

Eadsville 

Frankfort,  Lock  4 

Gest,  Lock  3 

Grant,  Dam  38 

Greensburg 

High  l!ri<lge,  Lock  7 

Irvington 

LaGrauge  .- 1  m  N\V 

Lancaster 

Leitchfleld 

Lexington 

Little  Hickman,  Lock  8.... 

Lockport,  Lock  2 

LrOnsVILLE  

Do    Bowman  Field,  5  m  E. 

Mammoth  Cave 

MonticC'Uo 

Munfordville 

St.  John 3  m  SW 

Salvisa,  Lock  6 

Science  Hill 

.Scottsville 

Shelbyville 2m  W. 

Tyrone,  Lock  5 

Williamstown   

Woodbury,  Lock  4J 


Breckinridge 

Jefferson  . 

Warren. .. 

Cainpbell . 

Edmonson 

Pulaski  . . 

Taylor.... 

Carroll  . . . 
I  Bullitt  ... 

Boyle-.... 

Mei'cer  . . . 

Wayne  . . . 

Franklin  . 

Henry  . . . 

Boone 

Green 

Jessamine 
Breckinridge 

Oldham  . . 

Garrard  . . 

Grayson  . 

Fayette.  . . 

Jessamine 

Henry  ... 

Jefferson  . 

Jefferson  . 

Edmonson 

Wavne  . . . 

Hart 

Hardin   .. 

Mercer  . . . 

Pulaski   .. 

Allen 

Shelby     .. 

Anderson. 

Grant 

Butler.... 


EMern  Divi.^ioii. 

Ashland   3  m  SE 

Benham  

Beroa 

College  Hill,  Lock  11... 

Corbin  

Cynthiana 

Falmouth 

Farmers  

Flemingsburg  

Ford,  Lock  10 

Gooserock  

Greenup,  Dam  30 

Hazard 

Heatlquarters 

Heidelberg,  Lock  14 

Jackson   

Jenkins 

Louisa 

Maysville,  Dam  33  ..4  ir 

Middles  boro 

Mount  Sterling 

Oneonta,  Dam  35  

Paintsville 

Pikeville 

I'ippapass 

Quicksand 

Ravenna,  Lock  12 

Valley  View,  Lock  9  ..: 

Vauceburg,  Dam  32 

Williamsburg 

Willow,  Lock  13 


State  averages  and  extremes 


Boyd 

Harlan 

Madi.son 

Madison 

Whitley  . . . . 
Harrison  . . . 
Pendleton  . 

Rov/an 

Fleming  . . . 

Clark   

Clay  

Greenup  ... 

Perry  

Nicholas  . . . 

Lee   

Breathitt . . . 

Letcher 

Lawrence  .. 

Mason 

Bell    

Montgomery 
Campbell  .. 
Johnson  . . . 

Pike  

Knott 

Breathitt   .. 

Estill    

Madison 

Lewis 

Whitley  . . . . 
Lee   


0.36 


-L35 

-2.5i)  0.56 

-2.32  0.55 

-1.54  0.90 

-1.49  0.94 

-1.97  0.64 

-1.97  oles 

-2.18  0.87 
0.72 


-2.13  0.81 
-0.73  138 
-2.35  056 
-0.92  0.90 
-2.95  0.54 
-2.03  0.40 
0  33 


-1.52 


-1.53 
-2,27 

-2.46]  0.42 

-2.111  0.60 

-1.59  1.94 

-2.02,  0  5() 

-2.08  0.55 

-2.59  0.46 

-1.65  0.73 

1.00 

-0.52  1.74 

-2.98  039 

-2.71  0.35 

-2.]0|  0.60 

-1.61|  1.08 
.02 


-1.49 


■1.07|  0  95 

■3.401  0.32 

-1.4C.  0  57 

-2.04|  0.80 


l.frl  -1.90   0.50 

3.76 1  1.18 

2.40-1.39!  0.72 
1.72-1.781  0.06 


2.33-1  38  0.86 
1.95-1,97    0  89 

o.m-'i.m'o.ko 

2.34J I  0.87 


2.14 


1.08; -3  03 
2.22;-l  57 
1.75-1.81 
3.32-0  25 
3.01-0  55 
3.04-1.06 
2.15-1.39 
0.78-2.54 
1.85]-2.01 
2.  581-1.52 
2.09—1.14 

2.13-1.84 


29 
24-25 
24-25 
24-25 


E.  G.  Young. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

VV.  R.  Carson,  Sr. 

Frank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers. 

Alton  M.  Harvill. 

Lockmaster. 

Dr.  Samuel  S.  McReynolds. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Alva  McKinley. 

Lockmaster. 

Bernheim  Foundation. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfleet. 

Lockmaster. 

Lockmaster. 

Lockmaster. 

Mrs.  Men  M.  Lingle. 

Lockmaster. 

Floyd  G.  Bobbins. 

Oldham  Penitentiary. 

Kentucky  Utilities  Co. 

George  D.  Litsey. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Fred  W.  Binnewies. 

E.  0.  Cooper. 

Robert  C.  Smith. 

Sisters  of  Loretto. 

Lockmaster. 

William  H.  Dobbs. 

Jacob  W.  Hood. 

Willa  S.  A.  Ratta. 

Lockmaster. 

Miss  Nettie  B.  Simpson. 

Lockmaster. 


Lockmaster. 

C.  C.  Whiteaker. 

D.  H.  Center. 
Lockmaster. 

U.  S.   Weather  Bureau. 

Marshall  Hill. 

Jessie  Oldham. 

Mrs.  Cora  C.  Stumper 

C.  A.  Glasscock. 

Lockmaster. 

Thomas  J.  Corum. 

Lockmaster. 

H.  A.  Bailey. 


L.  M.  Gaffin. 

Lockmaster. 

James  T.  Goff. 

Rebecca  Brown. 

Zeb  Heston. 

Lockmaster. 

Hugh  Allen. 

Fred  Cartmill. 

Lockmaster. 

E.  C.  Fraley. 

U.S.  Weather  Bureau. 

Caiiey  Run  Com.  Center. 

R.  W.  Jones. 

Lockmaster. 

Lockmaster. 

Lockmaster. 

Charles  B.  West. 

Lockmaster. 


All  temperature  data  are  taken  from  self-registering  thermometers. 

ine  departures  from  normal  temperatures  and  precipitation  are  computed  only  for  stations  that  have  ten  or  more  years  of  record,  but  all  complete  reports  are 
usefl  in  determining  section  or  division  means.  iRumsev,  Brownsville  and  Woodbury  are  Locks  on  the  Green  River;  other  Locks  are  on  the  Kentucky  River, 

Keierence  letters,  ■,    ,  •,  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days,  etc. 
TAlso  on  otrier  dates.        f  Received  too  late  to  he  included  in  means  and  summaries.         T.  Precipitation  is  less  than  0.01  inch  rain  or  mplte<l  snow. 
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Day  of  month 

i 

stations 

1       2       3       4       S       6       7 

8 

9     10 

11 

12 

18     14 

16 

16 

17 

18 

19 

20 

21 

22 

23 

24     25 

20 

27 

28 

2S 

so 

81 

IlVs/rni  Dirisiov. 

BonverDam «■ 

Earllngton* ^"■ 

JVrds  Kerry.  Unm  50" O- 

(lilhortsvUIoi i;- 

(invuvillo y, 

Hartford ,^'- 

Henderson <;■ 

Hopklnsvllle' ■^■ 

LovolaoevtUo M- 

Maylield M. 

Miirrav ^ 

Owi'iislioro" 0. 

(Hvensl)oro,  Dam  4f.« O. 

I'adneah*   »• 

Kmn^"u)ok  No.' '2^:: ::::::: :;::«. 

Russellville'    «■ 

Uniontown.  Dam  4y' U 

Cfiitrnl  Division. 

Addison.  Dam  45> 0 

Anchorage y^- 

Bowling  Green" t,. 

Bowling  Green.  No .  2« Ci. 

Brent.  Dam  Sli^  f 

Brownsville.  Look  6*  t.. 

Bvirnside" C' 

Campbellsville G 

Carrollton.  Look  1^ l-^- 

Clermont -^^ 

Dauvlile" j^- 

Dix  Dam.  Burgin* K 

Eadsville^ C- 

Frankfort.  Ix)ck  4* K. 

Gest,  Lock  3" K. 

GiT.nt.  Dam  38* O 

Greensliurg- G 

High  Bridge.  Look  7" Iv 

i'V 

.'ig 

't.' 

!6'J 

:3'2 

.17 
.(W 
.34 
.18 

•  Oi) 
.2li 
.43 

;33 

.05 
.04 
.32 
31 

0-! 
T. 

.12 

'l8 

.in 

'.21 
M 

't.' 

.08 
.11 
.19 

.■'7C 

■.'Sfi 

i'V 
tV 

!68 

.08 
.41 
.08 
.0(1 
T. 
.13 
.04 
.03 

!28 
.25 
.13 

.'20 

.87 

.2i 

.27 

.It; 

'.52 
.,5i'i 
.311 
.21 
.33 
.15 
.19 
.31 
.30 
.If. 
.03 
.1^ 
.05 
.35 
.41 

.li' 
.■lb 
.2( 
.0;, 

'.-.i 

T. 

.02 
.30 

".S\ 

'.'22 
34 

'.bb 

.10 
.06 
T. 

.03 

,'i8 
.'29 
T. 
,01 
.03 

't.' 

.05 
'.'08 

".b-i 

.Oi 
.08 
.06 
T. 

'.'oo 

.01 

't.' 

.05 

".m 
'!6J 

!6i 

.07 

.'i'i 

.17 
.19 
.19 

".oh 
".is 

'.'io 

.00 

't.' 

T. 

'!6'2 

'.m 

.07 
.04 
05 
.10 
.18 
T. 

T.' 

.'64 
,11 

■  .'63 

".ih 

.24 
T. 

','3'2 
".30 

'iii 

.45 
'.'34 

:33 
.22 

'.'2(' 

!63 
,'6i 

/22 

.■21 

'04 
.'20 
.OC. 

.'20 

't.' 

21 

'32 
.31 

':35 

".32 
.25 
.38 
.3(1 
,41 
.30 

■  .'36 

T,' 

.4(> 

1 

!37 
.12 
,08 
,05 
.04 
.02 
.42 
T, 

'.'6'2 
.01 

.r>7 

.'24 

".bi 
'.'39 

'^73 

^49 
,14 
,48 
,34 
.09 

;i8 

.21 

'.%h 

.90 
.00 
.41 
.63 
.■H 
.50 

.80 

'.'65 
.■22 
.61 
.12 
.34 
.13 
,53 

.'■25 
.35 
.60 
.41 
.56 
..30 
.'22 
.01 
1. 00 

'.'39 
.01 
.20 
.61 

".2b 

;6-i 
i'V 

T," 
T.' 

!6i 

.13 
.05 
.0'2 

.'26 
.32 
.45 
.06 
.73 
.50 
.65 
.05 
.02 
,12 

.02 

.18 
.46 
.03 
.38 
.01 
.06 
.31 
.45 
.41 
.01 

';^22 

.11 

.22 

.48 

i-'.' 

.42 
.10 

r. 

,.39 
,21 

.48 
,18 
,04 

■36 

;65 

.04 
.40 
,37 
,52 
.09 
.,30 
,50 
..51 

.33 

T.' 

.'29 
.05 
.54 
.33 
.16 
.02 

'.'£3 

^42 
,31 

.55 

T, 

'os 

,04 
,01 

,'6i 

T.' 
T.' 

't.' 

;6i 

T. 

,"08 
,04 
T. 

T,' 

;i2 

T. 

'.'64 
T. 

".'oil 

.17 
,20 
.01 
,06 

.;«) 

,19 
,'28 
,2'2 
.12 
.10 
.18 

.■6.5 

.30 
.26 

'■'m 

.■'22 
.03 

.05 
.07 
.26 
■/i 
.09 
,02 
.64 

:6i 

,15 
.05 

■.SO 

,20 
.3(1 

!07 
.21 
,90 
,10 

,44 

■;,36 

.94 

,■21 

.08 
T. 

As 

.25 
,12 
.30 
.10 
T. 
.03 
,31 
,'29 
.43 
T. 
.58 

'.12 

,16 
,29 

'.bi 

,09 

:67 

.17 
.51 
,15 
,19 
.05 
.13 

Lf/2 
l.l» 
1.97 
2.24 
2.01 
1.84 
•2.  81 

i.m 

8.73 
1.86 
2,09 
2,44 
2,27 
2.67 
3.40 
2,20 
2,18 
2.70 

1.89 

'!6'2 
't.' 

.06 
'.'O'? 

".\k 

T. 

3.14 
2.14 
1.88 
2.76 
1.56 
2.18 
I..53 
•2.01 
1,86 
2,41 
1.31 
1.95 
1.82 
2.41 
1.45 
1.20 

.01 

i;74 

't'.' 
't.' 

T. 

.02 

.0(1 
.95 

.37 
.75 
.32 

2  37 

LaGrfuge:::;:: o. 

'.'.'.'. 

'£.' 

-r'.' 

.6''. 

T, 

02 
.03 

".05 

tV 
"o: 

.18 
T. 
.35 

3.35 

.at 
.22 
.01 
.'25 

't.' 

'.'•25 
.'25 
.25 

'.'■25 

'.'26 

'.'is 

'.'55 

61 
T. 

3. 08 

Lancaster'' iv 

LeitchliekV'' •; 

Lexiugtonf 1^^ 

Little  Hickman.  Lock  8'i K 

Lockport,  Lock  2- K. 

Louisville,  't O 

.■25 
T. 
.25 
.21 

'.'63 

T, 
'.'62 

,01 

^20 
,02 

.04 
T, 

'I'.bh 
1.02 

.57 

.07 
.42 
.05 

.24 
,03 
.60 
.21 
.19 
.27 
.62 

1.39 

".b\ 

't.' 

',■42 

"■VI 

't.' 

T. 
T, 

.'24 

' '%) 
.18 
.19 
.07 

0,79 
1.48 
2.61 
2.51 
2.39 

Mammoth  Cave^ G. 

Montieello"   C. 

Munfordville'' G. 

St.  John' S. 

Salvisa.  Lock  6M  K. 

Science  Hill C. 

■  ■* 

2.36 
2  26 

.17 
.4C 
.40 
.■22 

'.'oi 

.04 

':-25 

.69 
.21 
.13 
..37 

.03 

.08 
.02 

.10 
.31 
.11 
.17 

1  65 

".31 

1.16 
2.00 

ShelbyviUe S 

Tyrone,  Lock  5M  K. 

Williamstown L 

Woodbury.  Lock  4'^ G. 

Eastern  Dirision. 
Ashland' 0 

.0: 

■.'6- 

.19 

.o^ 
.1. 

.45 

.04 
.5- 
.■2i 
.(f 
.4 
.1 
.0 

.01 

T. 

.5 

a 
a 

1 

.'6i 
't. 

.5h 
.3: 
.38 
.11 

.31 
.3-, 
.4C 
.31 

'>i' 

.4 
.4 

'.'6i 

'.'•k 

.9.5 
.21 
.(IC 
.21 

.OS 
.3; 
.21 
.Oi 
.1 
.* 
.5 
.2 

".b\ 

,6'i 

't.' 

.10 

';5'7 

.04 
.01 
,19 
.03 

.'03 
.34 

.02 

.36 
.■20 
.10 
.45 

,30 
1,18 
,53 
,66 
.36 
.27 
.08 
.88 

.01 

.01 

■  48 
T. 
,56 
.■2h 

.50 

.'20 
.05 
.06 

.16 
,5b 
,72 
.48 
.02 
.06 
.02 
.19 

2.89 

.■21 
,10 

2.39 
2.36 

3.76 

CollegeyHiii.'  Lock  1  r^' ".'.'.'.'.'.'.'.'.'.'.'.K 

.6. 

'.'6; 

T. 

.03 

'.'oi 

".'ok 

1,72 
1.84 

Cynthiaua'    L 

T, 
T, 

2.08 
2.33 

Farmers'' L 

Flemingsburg' L 

Ford.  Lock  10«' K 

1.95 

T. 

'.2 

.1 

.1 
.1 

3    .0 
B    .1 

d':2 

1... 
I    .0 
0    .1 

... 

2'.'.'. 

4 ... 

'.'3 

.3 
.3 
.3 
.3 
.0 
.3 

y.'.'. 

3... 

■;i 

,:! 
.3 
,2 

,3 

3    .1 
,0' 
.1 

.01 

.10 

'.%■ 
.2i 

T. 

.K 
.1-. 
.1. 

".'v. 

.■JS 

,1. 

.0; 
.If 
.1: 
.■2. 
.(ft 
.4( 
.4 

j... 

... 

... 

0.80 
2  34 

Greenup.  Dam  3U'' 0 

Hazard'   K 

Headquarters^ L 

Heidelberg,  Lock  14- K 

Jackson' K 

3... 

1.78 

5 

,0 

.2C 

.1 
1.2 
1.6 

,05 
■.■4 

2.12 

3... 
3.,, 

.0^ 

2.41 

.     .0 
.     .0 

.     .4 
.     .2 

.    .2 
.     .6 

.2 

.9 

".b 

.7 

>1.0 
5    .3 
}  ,,, 
1.2 
■1 
?    .2 

1.0 

1 

.2 

... 
I    .0 

ri'. 

i  ,0 

-  ,0- 

'\ 

5   T. 

... 

.4 

)!.'.. 
.6 

.'9 

.8 
•  4 

i'.'.: 

T. 

3    .1 

7    .4. 

1... 
.3 
.0 

5    .0 

... 
... 

2.22 

Muysville.  Dam  33' 0 

B... 

5  .., 

.O' 
.1 
.1 
.6 
T. 

'0 

■>'.'.'. 
't. 

3    T. 

■'2 

't. 

2.14 

Mount  Sterling L 

Oneonta  Dain  35' 0 

Paiutsville'  B 

Pikeville" B 

.     .0 

.  .1 

.    T 

.     .4 

i ... 
1 ... 

.0 
9  .. 
3    .1 

2    .1 
-   .0 
.   .c 
1 .. 

1-1   .: 

8  '.'. 
4  .. 
3  .. 

o'.'a 

.     .5 

'.  ".S 

.    .4 

4  ".C 

6  ... 

;  '6 

8   T 

.  ".4 

.     .3 
.     .2 

5  .. 

.     .3 

i"'. 
5... 

.  ,1 

^ '.'.'. 
I... 

i'.'.'. 
b... 
5.,, 

1.08 

,    .6 
.    ,2 
0    ,0 
.    .3 

.  .6 
.  .1 

.    .6 

1  ,.. 
0.,, 
g 

2.22 
1.75 
3.32 

2  ... 

1  ... 
.     .3 

1  ... 

h" 

3,01 

Quicksand'' IC 

Ravenna,  Lock  12"  K 

Valley  View.  Lock  9' K 

Vanceburg.  Dam  32' 0 

'.  '.A 

i  .. 
.   .f 
.   .c 
.   .1 

1    " 

5... 

't. 

5    .0 

3.04 
2.15 

9... 

.  ".3 
1  ... 

b".3 

'.1 

.      0.78 
,      1.85 

Willow.  Lock  13' K 

.    T. 

•1 

l:i 

3,.. 

.      2.09 

Except  as  otherwise  indicated  observations  are  gcnerallv  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  24  hours  ending  at  time  of 
observation.  'First-order  Weather  Bureau  station;  precipitation  is  for  the  ■24-hour  period,  midnight  to  midnight  unless  otherwise  indicate(i.  _    "Precipitation 

measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  ^Precipitation  measured  with  recording  gage.  'Included  m  the  next  fol- 

lowing measurement.  T.  Trace  of  precipitation,  less  than  0.01  inch.  tPost  office  address  as  follows:    Lock  5.  Lawrenceburg,  Ky.:  Lock  6.  Versailles,  Ky.: 

Lock  S.  Nicholusville.  Kv.:  Ix)ck  10,  Red  House,  Kv.;  Oneonta    California.  Kv.  River  drainage  area  In  -vvhich  station  is  located  is  indicated  as  follows:  (B) 

Big  Sandy;  (L)  Licking;  (K)  Kentucky:  (S)  Salt;  (G)  Green;  (C)  Cumberland;  (T)  Tennessee;  (0)  Ohio:  (M)  Mississippi, 

".\irport  Station.    Data  for  ^24  hoiirs  ending  at  12.3(1  a.  m.  9nth  meridian  time  adjusted  to  dav  they  occur. 


CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION. 


April.  194( 


Daily  Temperaturei  for  April,  1946. 


ll'<>(cni  Dirishit. 
leaver  Dan, ]  ^SZ; 

E"""^°" iMfnTmum.: 

FonVs  Ferry iMfnimun": 

Greeuville ijlfn^hiTuT" 

Henderson 1  Mf^iZm  ' 

HoP'^insviUe \^^^- 

Lovelaceville !^f,^ZT: 

Mayfield I  MfnIZm  ' 

Murray IJ^S^! 

o— ^o- ISlSiS^: 

p-^^-i^ss \]^^ZS:. 

P"-eton \^~Z: 

«--"-"eg§ l^^SSZ:. 


Central  Diviainn. 


Bowling  Green' 
Campbellsville  . 


Dix  Dam 


Greensburg... 
Irvington  — 


I  Maximum 
(  Minimum, 
j  Maximum  . 
'  Minimum.. 
(  Maximum  . 
!  Minimum., 
j  Maximum  . 
)  Minimum. . 
j  Maximum  . 
'  Minimum. . 
j  Maximum  . 
/  Minimum., 
j  Maximum  . 
I  Minimum. . 
j  Maximum  . 
I  Minimum. . 
J  Maximum  . 
I  Minimum.. 


Leitchfield I  ^^'fifimuVi' 


Do.  Bowman  Field' 
Mammoth  Cave 


I  Maximum  . 
'Minimum.. 
I  Maximum  . 

Minimum . . 

Maximum  . 

Minimum.. 

Maximum  . 

Minimum.. 

Maximum  . 

Minimum. . 


Williamstown   ... 

h'dstern 

Ashland   

BenhamS? 

Berea 

Corbin  ' 

Farmers   

Gooserock  i'i 

Headquarters  — 

Heidelberg  

Maysville 

Mlddlesboro 

Mount  Sterling... 

Fikevillc  • 

Pippapass 

Quicksand  

VVilliam.sburg  .... 


j  Maximum  . 
•"  )  Minimum.. 

j  Maximum  . 
■■  (  Minimum.. 

)  Maximum  . 

■  ■  '  Minimum. . 

j  Maximum  . 
■  I  Minimum. . 

(  Maximum  . 
■•  !  Minimum.. 

j  Maximum  . 
■•  »  Minimum.. 

i  Maximum  . 
••  i  Minimum.. 

\  Maximum  . 

■  ■  (  Minimum. . 

1  Maximum  . 
■■  '  Minimum.. 

S  Maximum  . 
••  iMininumi.. 

i  Maximum  . 
■■  (  Miniuuim.. 

j  Maximum  . 
■■  )  Minimum.. 

j  Maximum  . 
•■  (Minimum.. 

j  Maximum  . 

■■  I  Minimum.. 

Maximum  . 

■•  (  Minimum.. 


50  68 
81  80 
55     67 


9     10     11     12     13     14     15     16     17 


66  68      6'2 

38      59      ,55 

67  74 


46;     56      43     44 


70i     63      66 
50|     4ol 
67      6U 


79 

71 

,53 

4S1 

81 

6!' 

43 

,'i( 

76 

66 

,52 

45 

7,S 

71 

66 

48 

19      20     21      22 


34  35 

66  .„ 

30  34 

62  75 


24     25     26     27     26 


43!  56 
85|  85 
48     60 


49  47 
83  86 
52 


84  80 

,50  57  54 

87i  83  7: 

55j  63  55 


30     31   Mear 


54 
35 

58     a3 
37      44 


41      31      48 


S*l°•t''T'-*'^^^H•l■.^,J®ii^  '^.^^'^'"?^^         i^ie  maximum  temperature  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  always  occurs 
.    ,    ,  eK,.  indicate  respectively  1,  2,  3.  etc.,  days  missing  from  record,  'Midnio-ht  to  midnio-ht  tRinnpv„tnrPv 


respectively 
10  Loui.Mville.  5-2.5-46-925. 


Midnight  to  midnight  temperatures. 


Nice 
(Si' 


'?^ 
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E.  E.  UNGER. 

Louisville,  Ky.,  May,  1946 


No.  5 


Ill  l<>  full. 
ts  but  11  nil 


•r  riiKi-  irrcifiiliirly  until  I 


•Ijflit  to  tfMi  days,  when 
(ivi^r  the  upt>r'r  <llNtrictH. 


PRESSURE.  WIND.  HUMIDITY  AND  SUNSHINE. 


GENERAL  SUMMARY. 

VVoathor  conditions  during  the  mcnith  almost  duplicated 
tliosc  i>r  May,  15)4,").  Showery  and  unseasonably  cool  weather 
piH>doniinateii.  though  niininunn  teniperalures  never  fell  quite 
low  enough  to  cause  damaging  frosts.  On  the  whole  these  con- 
ditions were  not  very  favorable  for  crop  growth  and  farm  work, 
and  in  sections  in  which  too  much  rain  had  fallen  a  perceptible 
deterioration  of  all  crops  set  in  about  the  middle  of  the  month. 

\\'heat,  while  maintaining  generally  good  condition  showed 
till'  effects  of  too  much  moisture,  especially  in  the  south-central 
counties.  The  crop  had  iieaded  fairly  well  and  was  ripening 
toward  the  end  of  the  month.  Hessian  tiy  infestation  caused 
some  injury  in  the  western  counties.  Barley  and  rye  were 
ripening,  and  oats  varied  from  the  jointing  to  the  heading  stage. 

Tobacco  l)ed.s  remained  in  good  condition  in  most  sections, 
though  blue  mold  appeared  in  scattered  Iteds  early  in  the  month 
and  subsequently  spread  rather  widely.  Transplanting  con- 
tinued rapidly,  much  of  it  by  hand.  Plants  took  hold  well, 
but  fields  were  soon  in  need  of  cultivation. 

Corn  planting  made  good  progress,  and  n)uch  of  the  early 
planted  came  to  good  stands.  However  in  the  wetter  parts  of 
the  State,  muddy  soil  prevented  cultivation,  and  due  to  excess- 
ive weed  growth,  some  iields  had  to  be  abandoned.  Alfalfa 
was  generally  ready  for  cutting,  and  a  considerable  amount, 
togetiier  with  a  little  clover  was  cut.  Lespedeza  practically 
recovered  from  the  frost  damage  of  the  preceding  month.  Gar- 
dens and  potatoes  were  mostly  good,  l)ut  growth  was  slow. 
The  strawberry  crop  varied  from  poor  to  fair,  and  had  about 
been  harvested  when  the  month  ended. 

At  the  close  of  the  month,  a  period  of  seasonable,  sunny 
Aveather  was  needed  by  all  crops  to  check  further  and  more 
rapid  deterioration.  J.F..J. 

TEMPERATURE. 

The  average  temperature  was  63.6°,  or  1.8°  below  normal. 
Daily  mean  temperatures  were  near  or  below  the  daily  normals 
on  all  but  a  few  days.  The  highest  temperature  recorded  in 
the  State  was  87°  at  Lovelaceville  on  the  30th  and  at  Pikeville 
on  the  31st.  The  lowest  was  33°  at  Clermont  on  the  5th  and 
at  Headquarters  on  the  8th. 

PRECIPITATION. 

The  average  rainfall  was  5.50  inches,  or  1.53  inches  above 
normal.  Monthly  amounts  varied  from  over  six  inches  in  the 
extreme  western  and  portions  of  the  central  districts  to  less  than 
four  inches  in  Logan  and  some  of  the  extreme  northeastern  and 
southeastern  counties,  with  10.04  inches  at  Lovelaceville  and 
2.78  inches  at  Gooserock  as  extremes.  The  greatest  24-hour 
amount  was  4.04  inches  at  Lovelaceville  on  the  24-25th. 

MISCELLANEOUS. 

TonindoeJi.—k  tornodo  struck  Crittenden  County  in  the  after- 
noon of  the  17th  and  caused  a  property  loss  of  !?350,000  and 
the  injury  of  two  persons  near  Craine.  The  path  of  the  storm 
appeared  to  have  been  about  20  miles  long  and  from  60  to  100 
feet  wide,  and  lay  in  a  northeast-southwest  direction. 

//(kV.—Ou  the  same  date  hail  occurred  at  a  number  of  stations  as  far  to  the  east- 
ward of  the  tornado  path  as  Hardin  and  Taylor  counties.  No  damage  was  repored  ex- 
cept from  the  vicinty  of  Russellville  where  some  crops  were  considerably  injured. 


...111. 
.Ohio 
.Ind. 
..Ky. 


Atmosplierlc  pre.ss- 

ure  ( reduced  to 

sea-level.) 


30.19 
30.27 
30.22 
30.24 


Relative 
humidity 


COMPARATIVE  DATA  FOR  MAY. 


Temperature,  Precipitation         Number  of  days 


1934 

1935 

1936 

1937 

19:38 

19:39 

1940 

1941 

1942 

1943 

1944 

1945 

1946 

Periodt. 


63.9 
62.6 
64.6 
63.2 


61.4 
67.6 
68.8 
66.3 

70.0 


63.9 
64.2 
65.9 
67.9 

59^9 
61.2 


65.4 
67.3 
70.8 
61.6 
63.6 


4.03 

4.22 
1.78 


5.34 
3.27 
4.52 
4.79 
3.49 

3'.  55 
3.09 
3.05 
5.23 
2.54 
5.07 
4.34 
4.64 
4.81 
2.46 
4.53 
2.92 
2,16 
6.62 
4.02 
3.43 
4.29 
6.05 
4.08 
2.45 
3.87 
3.98 
5.04 
2.61 
2.36 
7.44 


6.43 
1.67 
7.40 
1.50 
4.01 
5.T3 

3!50 
1.20 
3.62 
5.43 
3.62 
4.69 
5.50 
3.97 


%?. 

■'0° 

■?- 

S 

£-y 
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i:3 
14 

10 

15 

1(1 

14 
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10 

15 

10 
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H 
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10 

14 

11 
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12 

12 
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13 
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13 

5 
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16 

g 

16 

5 

20 
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9 
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14 

10 

12 

8 

16 

14 

9 

8 

16 

10 

14 

13 

11 

14 

10 

8 

16 

7 

17 

16 

10 

9 

16 

14 

12 

9 

15 

11 

13 

6 

18 

15 

11 

5 

20 

14 

11 

5 

22 

10 

16 

14 

11 

7 

15 

11 

13 

5 

16 

11 

11 

13 

9 

9 

13 

11 

16 

9 

10 

14 

t58Year  average. 
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CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION 


May,  1946 


CUmatological  Data  for  Mar.  1946. 


]\'eflern  Divifion. 

Beaver  Dam 

Earliugton 

Fonls  Ferrv,  Dam  50 

Gilbensville 

(ireenville 3  m  S. 

Hartford  (near) 7  m  N. 

Heuderson   1  1-2  m  S. 

Hopkinsville 1-2  ni  E. 

Lovelaceville 

Mayfield 

Murray  

Oweasboro    1-2  m  W. 

Owensboro.  Dam  46 

Paducah  

Princeton 

Kumsey.  Lock  2t 

Kussellville 

Vniontown,  Dam  49 

Central  Dhi^km. 

Addison,  Dam  45 

Ancliorage 

Bowling  Green 

Brent 

Brownsville,  Lock  6 1 

Burnside 

Campbellsville 

Carrollton,  Lock  1 

Clermont 

Danville 

Dix  Dam,  Burgin 

Eadsville 

Frankfort,  Lock  4 

Gest,  Lock  3 

Grant,  Dam  38 

Greensburg 

High  Bridge,  Loik  7 

Irvington  • 

LaGrange 1  m 

Lancaster 

Leitchfield 

Lexington 

Little  Hickman,  Lock 

Lockport,  Lock  2 

Louisville  

Do    Bowman  Field,  5 

Mammoth  Cave 

Montioello 

Munfordville 

St.  John 3  m  SW 

Salvisa,  Lock  6 

Science  Hill 

Scottsville 

Shelby ville 2  m  W 

Tyrone.  Lock  5 

Williamstown   

Woodbury,  Lock  4i 


Ohio 

Hopkins... 
Crittenden 
Marshall  . . 
Muhlenberg 

Ohio 

Henderson  . 
Christian. . . 
Ballard  .... 

Graves 

Calloway  . . 

Daviess 

Daviess 

McCracken 
Calihvell  . . . 

McLean 

Logan   

Union 


NW 


Kdnteni  Division. 

Ashland   3  ir 

Benham   

Berea 

College  Hill,  Lock  U... 

Corbin 

Cynthiana 

Falmouth 

Fanners   

Flemingsburg  

Ford,  Lo<!k  10 

Gooserock   

Grayson   

Greenup,  Dam  30 

Hazard 

Hea<l(iuarters 

Heidelberg,  Lock   14 


Dam  33  ..4  m 


.Mcjiiiit  Stirling 

OiiiMiiita,  Dain  35   

I'aintsville 

Pikeville 

Pippupass   

Qul(-ksaiid 

Kuveiina,  Lock  12 

lUchmond 

Valley  View,  Lock  9  . 
\'aiiccburg.  Dam  32. . . 

Williamsburg 

Willow,  Lock  13 


State  averages  and  extremes 


Breckinridge 
Jefferson  . . . 

Warren 

Campbell . . . 
Edmonson  . 
Pulaski   .... 

Taylor 

Carroll 

Bullitt  

Boyle- 

Mercer 

Wavne 

Franklin  . 
Heury  . . . 
lioonc 

Jfssamiue 
Breckinridge 
Oldham  . . 
Garrard  . . 
Grayson  . 
Fayette.  . . 
Jessamine 
Heury  . . . 
JefTerson  . 
Jefferson  . 
Edmonson 
Wavne  . . . 

Hart 

Hardin  .. 
Mercer  . . . 
Pulaski   .. 

Allen 

Shelby  .. 
Anderson. 

Grant 

Butler  .... 


Bovd 

Harlan  . . . 
Madison. . 
Madison. . 
Whitley  . . 
Harrison  . 
Pendleton   . 

Rowan 

Fleming  . . . 

Clark  

Clay  

Carter 

Greenup  . . . 

Perry  

Nicholas  . . . 

Lee   

Breathitt . . . 
Lawrence  . . 

Mason  

Bell 

Montgomery 
Campbell  .. 
Johnson  . . . 

Pike  

Knott 

IJreathltt   .. 

Estill    

Madison 

Madison 

Lewis 

Whitley  .... 
Lee   


663 
776 
584 
524  I  50 


Temperature,  in  degrees  Fahr. 


64.2 
63.4 
03.6-  0. 


1.8 


;-«)t     33 


Precipitation  in  inches. 


-1-0.69 
+1.67 
+3.01 


.59 

+4'.ii 
-0.40 
+6.29 
+3.42 
+0.65 


5.75 

5.28   .  

8.2:ii+4.33l 
7.031  +  2.89 
5.30  +0.83; 
3.81 -O.Hi 
8.20+4.20 


+  1.43 

+  1.241  0.77 

+  2.60  2.02 

•-0.34  0.76 


+  1.87I  0.85 

+2.051  1.41 

+  1.171  0.94 

+  1.31,  0.97 


+  1.6H 


+  1.53 
+  0,54 

+2.u; 

+1.08 
+2.34 
+2.43! 
+2.291 


+3.09 

+  2.3fil 

3.19 


24-25 

25 

25 

10-11 

10  11 

24-25 

25 

24-25 

10-11 

10-11 


16 

15 

16-17 

15-16 


.631  +  1. 
.901-^1. 

.64   -0. 


+  1.52:  1.53 

+0.74  0.62 

-  0.741  0.70 

+3.49,  0.92 


Number  of  days 


15 

17  j  10 


E.  G.  Young. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson,  Sr. 

Prank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers. 

Alton  M.  Harvill. 

Lockmaster. 

Dr.  Samuel  S.  McReynolds. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Alva  McKinley. 

Lockmaster. 

Bernheim  Foundation. 

R.  P.  Coldivon. 

Kentucky  Utilities  Co. 

Joe  Norfleet. 

Lockmaster. 

Lockmaster. 

Lockmaster. 

Mrs.  Mell  M.  Lingle. 

Lockmaster. 

Floyd  G.  Bobbins. 

Oklham  Penitentiary. 

Kentucky  Utilities  Co. 

George  D.  Litsey. 

U.S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Fred  W.  Binnewies. 

E.  O.  Cooper. 

Robert  C.  Smith. 

Sisters  of  Loretto. 

Lockmaster. 

William  H.  Dobbs. 

Jacob  W.  Hood. 

Willa  S.  A.  Ratta. 

Lockmaster. 

Miss  Nettie  B.  Simpson. 

Lockmaster. 


Lockmaster. 

C.  C.  Whiteaker. 

D.  H.  Center. 
Lockmaster. 

U.  S.  Weather  Bureau. 

Marshall  Hill. 

Jessie  Oldham. 

Mrs.  Cora  C.  Stamper 

C.  A.  Glasscock. 

Lockmaster. 

Thomas  J.  Corum. 


Lockmaster. 

H.  A.  Bailev. 

L.  M.  Gaffin. 

Lockmaster. 

James  T.  Goff. 

Zeb  Heston. 

Lockmaster. 

Hugh  Allen. 

Fred  Cartmill. 

Lockmaster. 

E.  C.  Fraley. 

U.S.  Weather  Bureau. 

Caney  Run  Com.  Center. 

R.  W.  Jones. 

Lockmaster. 

Eastern  Teachers  College. 

Lockmaster. 

Lockma.ster. 

Charles  B.  West. 

Lockmaster. 


All  temperature  ilata  arc  taken  from  self-registering  thermometers 

The  departures  from  normal  temperatures  and  precipitation  are  computed 

used  in  dcteriniiilng  section  or  division  means.  ^Rumscy    Hrowu^villc  ant 

Rt-fereiice  haters.  •.  ''.  •,  appi^ariiig  in  the  table  indicate  iiunibcr  of  davs  ini 

t.Msc.  on  -.ti.er  riates.         f.  K,.,.,.iv..d  too  \nU-  t.,  1,,.  i„,-l,i,|,.'  ,,..,, J     ml    s 


only  for  stations  that  have  ten  or  more  years  of  record, 
I  Woodbury  are  Locks  on  the  Green  River;  other  Locks  a 
ssing;  for  example,  b  represents  two  days.  etc. 
iimiiuries.         T.  Precipitation  is  less  than  0.01  inch  rain  ( 


M\v.  h)H\ 


('I,IMAT()1A)(;K'A1>   data;    KI'N'I'l  ('K^■  SlX'lloN 


Daily  Prccipilition  ior  M>r.   1946. 


Weslrrn   Dili 

Boavcr  Pniu 

KurliiiKton" 

Kimls  KiTVV,  DiimW. 

Ulltxn'tsvUli'" 

Gr.>.-nvillo 

llHilfonl 

lliMntorson 

Hiipkinsvillc* 

lA)veliiceville 

Muyttelil 

Miirniy 

Owensboro' 

Owonsboro,  Dam  4G*.. 

PaiUicah"   

I'riucotou  

Riunsev,  Lock  No.  '2^. 

Russellville' 

I'uioiUowu,  0am  i\)*. . 


Ceiitrnl  ])iii.<iim . 

Adilisoii,  Dam  45' 

Aiu'horage 

Bowling  Green" 

Bowling  Green.  No   2' 

Brent.  Dam  3(1" 

Brownsville.  Lock  6* 

Burnside' 

CauipbelUville 

Carrollton,  Look  1* 

Clermont 

Danville' 

Dix  Dam,  Burgin* 

Kadsville' 

Frankfort,  Lock  4' 

Ge.st,  Lock  3« 

Grant,  Dam  38* 

Greensburg*   

High  Bridge,  Look  7' 

Irvington 

LaGrange 

Lauoa,«ter* 

Leitohtield* 

Lexiugtont" 

Little  Hiokmau,  Lock  8M. 
Lookport.  Look  'i' 

LOIIISVILLK.   't 

Do.   Bowiuiin  Field  't.... 

Maiiiiiioth    C:i\o'' 

Montioello"    .^ 

MunfordviUe- 

St.  John' 

Salvisa,  Lock  6M 

Science  Hill 

Scottsville 

Siielbvville  2 

Tyrone,  Lock  5»t  

Williamstown  - 

Woodbury ,  Look   4* 


Edxfern  Dlfixinn. 

Ashland* O 

Ben  ham  * C 

Berea   Iv 

College  Hill,  Lock  11'    K 

Corbin'* C 

Cynthiana'   L 

Falmouth^ L 

Farmers* L.     .8i| 

Flemingsburg" L 


4.80 
6.96 
6.40 
6.60 
6.43 
4.57 

8.(n: 

4.47 
10.04 
7.54 
4.81 
5.75 
5.28 
8.23 
7.0.1 

5.;io 

3.81 
8.20 


5.91 
4.67 
6.56 
4.63 
7.54 
4.25 
6.76 
5.35 
6.46 
5.59 
5.64 
4.57 
4.32 
7.03 
6.28 
4.68 
4,30 
6.a5 
6.19 
6.71 
5.48 
5.24 
4.26 
5.11 

4!37 
5.82 
6.52 
5.97 
4.67 


16    .43 

09  .33 

8.S  .05 

•Jl  .22 


_   jurg'  . 
Ford,  Lock  lO"' 

Gooserock  * 

Grayson*  

Greenup,  Dam  ; 


Ha 


ird* 


Headquarters* 

Heidelberg,  Look  14* 

Jackson* 

Louisa*    

Maysville.  Dam  33*  .. 

Middlesboro 

Mount  Sterling 

Oneonta  Dam  35*  . . . . 

Paintsville*  

Pikeville" 

Pippapass 

Quicksand* 

Ravenna.  Lock  12*  . . 

Richmond  

Valley  View,  Lock  9* 
Vanceburg,  Dam  32*. 

Williamsburg* 

Willow,  Lock  13*  .... 


.18 


.45 
.24 
.08    .61 


.43  .15 
.15  .10 
.421 


.16  .14 

.41  .53 

,17  .80 

.03  .40 
.55 

.191  .60 

.30  .11 

.05  .2' 

.08  .53 


.66    .31 


06    .34 


.401    .74 


.01 
.03  .06  . 
.20    .30 

.15 


.72. 


6.74 
5.47 
5.19 
6.20 
6.02 
7.30 


Except  as  otherwi.se  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  24  hours  ending  at  time  of 
observation.  'First-order  Weather  Bureau  station;  precipitation  is  for  the  24-hour  period,  midnight  to  midnight  unless  otherwise  indicated.  'Precipitation 

measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  ^Precipitation  measured  with  recording  gage.  •Included  in  the  next  fol- 

lowmg  measurement.  T.  Trace  of  precipitation,  less  than  0.01  inch.  tPost  office  address  as  follows:    Lock  5,  Lawrenoeburg,  Ky.;  Lock  6.  Versailles,  Ky.; 

Lock  ».  Nicholasville,  Ky.;  Lock  10,  Red  House,  Ky.;  Oneonta    California,  Ky.  River  drainage  area  in  which  station   is  located  is  indicated  as  follows:  (B) 

Big  Sandy:  (L)  Licking;  (K)  Kentucky;  (S)  Salt;  (G)  Green;  (C)  Cumberland;  (T)  Tennessee;  (O)  Ohio;  (M)  Mississippi. 

••Airpcj|t  Station.    Data  for  24  hours  ending  at  12.30  a.  m.  90th  meridian  time  adjusted  to  day  they  occur. 
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CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION. 


May,  1946 


Daily  Temperaturei  for  May,  1946. 


2       3       4       5       6       7       8       9     10     11     12     13  I  14     15 


17     18     19 


24     25     26     27     2o     29     30 


Tl'f.'rfp 
Dam  .. 


Beav 
Earlinerton  . . . 
Ford's  Ferry  . 
Greenville.... 
Henderson  . . . 
Hopkinsville 
Lovelace  ville. 

Mayfield 

Murray 

Owensboro  . . 
Paduoah  S§ . . . 

Princeton 

Russellville  j§ 


Divhion. 

\  Maximum  . 

—  (  Minimum.. 
j  Maximum  . 

)  Minimum.. 

j  Maximum  . 
(  Minimum. . 

j  Maximum  . 

—  I  Minimum. . 
j  Maximum  . 

)  Minimum. . 

j  Maximum  . 
I  Minimum. . 

)  >raximum  . 
••••  (Minimum.. 

j  Maximum  . 

I  Miuiuumi. . 

j  Maximum  . 

—  I  Minimum. . 
J  Maximum  . 

■•••1  Minimum.. 

j  Maximum  . 

(  Minimum. . 

j  Maximum  . 
(  Minimum. . 

J  Ma.ximum  . 
■••■  /Minimum.. 


Difis!. 


Anchorage 

Bowlinfr  Green'  — 

Campbellsville 

Clermont 

Danville 

Dix  Dam 

Frankfort 

Greensburg 

Irvington 

Leitehfield 

Lexington  

Louisville  ' 

Do.  Bowman  Field 

Mammoth  Cave 

St.  John 

Science  Hill 

Soottsvllle 

Shelbyville 

Williamstown   


I  Maximum  . 
>  Minimum.. 
I  Maximum  . 
1  Minimum. . 
j  Maximum  . 
'  Minimum. . 
j  Maximum  . 
'  Minimum.. 
i  Maximum  . 
(Minimum., 
j  Maximum  . 
)  Minimum. . 
j  Maximum  . 
)  Minimum. . 
J  Maximum  . 
(  Minimum., 
i  Maximum  . 
)  Minimum. . 
j  Maximum  . 
I  Minimum. . 
,  Maximum  . 
'  Miuinuun. . 
(  Maximum  . 
t  Minimum. . 
j  Maximum  . 
)  Minimum. . 
)  Maximum  . 
(Minimum., 
j  Maximum  . 
(  Minimum. . 
)  Maximum  . 
(  Minimum.. 
)  Maximum  . 
(Minimum.. 
\  Maximum  . 
(  Minimum. . 
)  Maximum  . 
(Minimum.. 


Dii 


Ashland   

Benhami;Si 

Berea 

Corbin'  

Fanners   

Gooserock§^    ... 
Headquarters  . . 

Heidelberg 

Maysvilk; 

Middlesboro  ... 
Mount  Sterling. 

Pikevillc' 

Pippapa.ss 

Quicksand 

Richmond 

Williarasburg  .. 


S  Maximum 

■  (  Minimum. 
(  Maximum 

■  '  Minimum, 
j  .Maximum 

■  (  Minimum. 
)  Maximum 

•  (Minimum. 
5  Maximum 

'  (  Miuinuun. 
)  Maximum 

■  I  Minimum. 
(  Maxiunim 

•  (Minimum, 
j  Maxinmni 

■  (  Minimum. 
)  Maximum 

■  (Minimum. 
)  -Maxinumi 

■  '  Minimum. 
)  Maximum 

'  (  Mminnim. 
j  .Maximum 

■  (Minimum. 
S  .Maximum 

■  (  Minimum. 
(  Maximum  , 

'  (  Minimum. 
J  Maximum  . 

■  '  Mininumi. 


721  70  70 


fiO 

6-; 

56 

tiS 

75 

72 

R1 

fiV 

5H 

7fl 

75 

fiH 

61 

63 

55 

75 

73 1     69 

t)V 

5S!    52 

77 

73 

68 

81   74;  71 


61 


50   59 

75 

43   48 

73   76 
49   61 


73 

61   50 


61  57 
70!  78 
59:  53 
731 

62  56 
76  70 
60  55 
72!  80 
64!  57 
70  76 
62  57 


53 

62 

7? 

8(1 

53 

63 

72 

78 

53 

61 

V4 

81 

52 

63 

Sf 

81 

52 

62 

72 

77 

53 

(H 

54.6 
74.5 
53.7 
71.5 
52.5 
72.5 
53.5 


55   51 

70   75 
56 


65J  57 


70 

;5 

79 1  69 

62i  52   57 


47 

45 

71 

76 

51 

45 

68 

73 

61 

61 

7o! 

73 

.50] 

43 

-2 

75 

5o! 

41 

70! 

75 

.521 

44 

53 

5'', 

6(i 

75 

,5( 

45 

7( 

75 

4<) 

41 

7( 

74 

48 

45 

6f 

76 

50 

45 

70 

73 

47  53 
68  71 
51   54 


70  66  74 

58  52  54 

65'  65  78 

53|  50  50 


641  57|  55  53 


56;  611  61 


■joi  uii  do'  42  48 
80l  74  66!  7P,j  82 
52   60   49   45   50 


74l  66| 

58i  49|  53 

731  66  67 

61 !  541  55 

68|  66l 

58!  55!  50 


70l 

61 

62 

54I 

4il 

54 

661 

66 

72 

m 

57 

56 

68! 

66 

72 

58! 

56 

55 

■7d 

61 

53!  53 
72! 
55!  54 
71!  69 
60|     50 


72  701  65 

63'  58!  51 

791  73  72 

63      611  61  55 


62'     55 

81 1     82|     74 

60      61 


lij     7hj 
0!     64 1 


60:     62 

8()|     74 
60|     64 


77!  78 

54 1  48 

75!  81 

52!  50 


83!     83 
52 


72.2 
52.0 
74.6 
52.0 


55.0 
72  9 
53.2 
73.7 
53.3 


55.9 
72.4 
53.6 
74.1 

51.5 
73.9 
52.2 

74.3 
52.7 


51  2 
74.9 
52.4 
74.9 
52.3 


52.2 
72.7 
49.3 
75.2 
52.4 
73.0 
51.4 
77.4 
52.8 


SSInstruments  are  read  in  the  morning:  the  maximum  temperatui 
*.  ",  ".  etc.  indicate  respectively  1.  2,  3.  etc..  days  massing  from  vim 
W  B  O  I>ouisville.  6-2.5-46-925. 
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GENERAL  SUMMARY. 

Tho  avtM-agp  ttMupornturo  and  piTcipitation  for  the  State  as  a 
wliolo  were  very  aoar  normal,  l>ut  moisture  conditions  varied 
widely  over  scattered  sections,  and  this  variation  was  reHeeted 
in  the  condition  and  progress  of  all  crops.  In  most  of  the 
central  districts,  in  which  there  was  neither  a  decided  excess  or 
deficiency  in  rainfall,  crops  made  excellent  progress  and  fully 
recovered  from  the  eifects  of  unfavorahle  weather  during  the 
preceding  month. 

Harvesting  of  winter  grains  hf^gan  aliout  the  middle  of  the 
month,  and  threshing  and  comhiuing  were  in  full  sway  during 
the  last  week.  Due  to  too  much  rainfall  and  insutlicient  sun- 
shine during  the  ripening  period,  lieads  were  not  as  hard  or  as 
well  tilled  as  had  been  expected 

Tobacco  was  virtually  all  set  out  during  the  month  and  most 
of  it  grew  rapidly.  In  some  advanced  liclds  in  the  southwest 
the  crop  was  near  the  blooming  stage  at  the  end  of  the  month. 
Corn  planting  also  w-as  about  completed.  Except  in  the  north- 
eastern counties,  fields  were  generally  well  cultivated  and  clean, 
and  in  the  southwestern  counties  most  early  corn  had  been  'laid 
by'.  Some  of  the  earliest  corn  was  beginning  to  tassel.  Gar- 
dens continued  in  fair  to  good  condition  and  potatoes  were 
mostly  very  good.  In  the  central  and  western  counties  the 
harvesting  and  marketing  of  a  fair  to  good  peach  crop  was 
under  way  during  the  last  week.  .J.F..J. 

TEMPERATURE. 

The  average  temperature  was  73.1°  or  0.^°  lielow  normal. 
The  opening  week  was  unseasonably  cool,  with  minimum  tem- 
peratures near  40°  in  most  sections  on  tlie  5th.  The  cool 
period  was  followed  by  about  two  weeks  of  moderately  warm 
weather  and  then  by  about  a  decade  of  comparatively  mild 
weather  to  the  end  of  thr  month.  Tlie  extremes  for  the  State 
were  98°  at  Paducah  on  the  Kitli  and  17th,  and  38°  at  Head- 
quarters on  the  oth. 


licavy  rains  over  the  Licking  waterslied.  In  the  latter  section 
dnryra^- t<V  w1lT*ntYfMf  tobacco  fields  from  Hooding  of  bott(jm 
lands  and  washing  rains  was  estimated  at  Sir)(),0()(). 

PRESSURE.  WIND,  HUMIDITY  AND  SUNSHINE. 


Atinov[)liiTii-  i>ri"-s- 
ur.-  1  IV, inc. -.1   t,, 

Wind. 

Relative 
humidity 

•s 

II 

Stations. 

1 

1 

1 

i 

'0P 

1 
S 

i 

S 

2 

H 
a 

s 

1 
I 
I 

Cairo Ill- 

Ciiuimmti Ohio 

Kvansville Ind. 

Louisville   Ky. 

30.31 
30.34 
30.31 
30.38 

5 
23 

29.76 
29.78 
29.73 
29.73 

1 

2 

8.3   34 
5.9    22 
8.1    24 

7.0    22 

sw. 
sw. 

30 
13 

7 
30 

81 
87 

80 

r« 

53 
57 

6.5 
57 
58 

78 
70 
79 
75 

5 
13 
•21 
16 

1889.. 
1890.. 
1891.. 
1S92.. 
1893.. 
1894. 
1895. 
1896. 
1897. 
1898. 
1899. 


PRECIPITATION. 

The  average  precipitation  was  4.10 


inches  or  exactly  normal. 
However,  amounts  varied  greatly  over  different  sections  and 
considerably  even  in  areas  in  close  proximity.  Amounts  ranged 
from  over  eight  inches  over  the  lower  readies  of  the  Licking, 
due  principally  to  excessively  heavy  rains  on  the  luth-16th,  to 
less  than  half  an  inch  in  the  counties  near  the  mouth  of  the 
Tennessee.  Rainfall  was  almost  entirely  the  result  of  thunder- 
storm conditions  and  occurred  mostly  in  three  periods,  1-2, 
11-21,  and  26-30,  except  in  some  of  the  western  sections  in 
which  little  rain  fell  after  the  1st.  The  extremes  for  the  State 
were  8.38  inches  at  Falmouth  and  0.25  inch  at  Paducah.  The 
greatest  amount  in  24  hours,  5.95  inches,  fell  at  Falmouth  on 
the  16- 17th. 


MISCELLANEOUS. 

Rivers.  The  Ohio  River  continued  to  rise  during  the  first 
week  and  then  fell  slowly  until  about  the  middle  of  the  month, 
when  another  sharp  but  short  rise  set  in  incident  to  runoff  from 


1938.... 
1939.... 
1940.... 
1941.... 
194-2.... 
1943.... 
1944.... 
1945.... 
1946,... 
Pprind+ 


COMPARATIVE  DATA  FOR  JUNE. 


Temperature, 


73.4 
68.6 
73.2 


73.4 
74.5 
70.0 
75.2 
70.2 


77.5 
77.6 
71.6 


5.27 
4.96 

4.48 


4.53 
4.91 
4.36 
5.03 
5.20 
4.06 
3.48 

2:30 
4.79 
4.94 


Number  of  days 


14 

10 

10 

I.") 

10 

17 

1(» 

13 

19 

2.80 

"     1 

4  88 

0 

1.57 

0 

4.58 

0 

7.50 

0 

0.81 

0 

4.52 

0 

3.93 

0 

6.01 

0 

0 

4.67 

0 

5.54 

0 

4.04 

0 

1.70 

0 

5.32 

0 

4.16 

u 

14 

10 

11 

10 

11 

12 

12 

10 

10 

14 

6 

16 

11 

II 

15 

t58-Year  average. 


mi 


^^ 
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CUmatoIosiol  Data  for  June,  1946. 


Temperature,  in  degrees  Pahr 


Heaver  Dam  Ohio 

Karlington ,  Hopkins... 

Ferrv,  Dam  50 i  Crittenden 


Gilbertsville. 

Greenville 

Hartford  (near).... 

Henderson  1  ] 

Hopkinsville 1 

Lovelaceville 

Maylield 

Murray  

Owen.'iboro    l 

Owensboro,  Dam  4i\ 


I  niontown,  Dam  49.. . 

Ceiitrtil  Diviniim. 

Addison.  Dam  45 

Anchorage 

Bowling  Green 

Breut 

Brownsville,  Lock  61.. 

Burnside 

Campbellsville 

CarroUtou.  Ixjok  1 

Clermont 

Danville 

Dix  Dam,  Burgiii. 

Kadsville 

Frankfort,  I>oek  i 

Gest,  Lock  3 

Grant,  Dam  'M 

Green.'.liurfr 

Higli  liri.lgf,  Lo<k  7  .  . 

Irvingtou 

LaGrange.- 1  m 

Lancaster 

Leitohfiold 

Le.^iugtuu 

Little  Hickman,  Lock   ,^ 

Lockport,  Lock  2 

Louisville  

Do   Bowman  Field,  5  i 

Mammoth  Cave 

Montici-llo  . 

Muiifordville... 

St.  John '..it'  ill' 


Marshall 
Muhlenberg 

Oliio 

Henderson  . 
Christian... 
Ballard  .... 

(■a'lllnvaV:.' 


.M.U-ai 
Logan 
Union  . 


Breckinridge 
Jefferson  . 
Warren... 
Campbell. 
Edmonson 
I'ulaski   .. 

Taylor 

Carroll  . . . 
Bullitt  ... 
Bovle,... 
Mi-'rcur  ... 


3-11 

64 

48 

3K4 

29 

590 

3K 

357 

1» 

352 

19 

7(K) 

48 

656 

64  1 
21 

Precipitation  in  inches. 


(37 


Jessauii 
Kn-ckini 
Oldliam 


Waviii 
Hart.. 
Hardi: 


0.2!     93     j 


-2.15 
-2.05 
-2.61 


.56 
-2  63 
3.18 
2.51 
-2  64 
1.18 
2.66 
3 


0.52 
1.47 
0.53 
0.40 
1.U8 
0.34 
4.00 
0.72 
1.11 
0.91 
0.61 
1.10 
0.90 
81  0.  15 
3,62  0.21 
2.91  0.77 
2  75  0.32 
2. Ill  1,16 


|g 


Number  of  days 


3.0.5-0.86  1.75 

4.781+0.94  1  61 

2.41i-1.43  2.07 

6.06|'  +  1,83  1.52 

2.101  -2.10  1.22 

6.68+2.48  2.60 

3.94 1  30 

4.39-1-0  46  1.03 


Salvisa,  Lock  6 

Science  Hill "  l'uU,s"ki 

Scottsville \n,, 

Shelbyville 2in\v'  Sl„-lliy 

Tynme,  Lock  5 .An.lir.si 

Willianistown   Grant. 

Woodbury.  Lock  4t I  Butler. 

Enxtern  Divhiim.  | 

A.shland   3  m  SKi  Boyd  . . 


Ben  ham 

Berea 

College  Hill,  Lock  11 

<,'orbin 

(-'ynthianu '..'.'. 

Falmouth 

Farmers  

Flemingsburg   .. 

Ford,  Lock  10 '.'.'.'.'.. 

Gooserock   

Grayson 

Greenup,  Dam  30 '.'..'. 

Hazard 

Headuuarters 

Heidelberg.  Lock   14 '.' 

Jack.son   

Lf)ui.sa .W 

May.sville.  Dam  3a..4"m"E.' 

-Miildlesboro 

Mount  .Sterling '.'.'.'.'." 

On,-(.nta.  Dam  35   

I'aintsville 

Bikeviiie .;.■;;; 

1'ippapa.ss   

Quicksand  \\' 

Ravenna.  Ix)ck  12.... 

Kichmond 

Valley  View,  Lock  '<)....'.'.'. 

Vanci-lnirg,  Dam  32 

Williuiiisburg 

Willow.  I/jck  13  ...'.v.'.'.'..'.' 


..     Ma.lisi.ii.... 

. .,  Harrison  . .. 
. .  I  Pendleton   . 

Kowan  

Fleming  ... 

Clark  

Clay  .... 

Carter . . . 

Greenup 

Perry  

Nicliolas  . 

Lee   

Breathitt . 

Lawrence 

Mason  . . . 

Bell    

Montgomery 
Campbell 
.Johnson  , 
Pike  .... 
Knott  ... 
Breathitt 
Estill  .... 
Madison., 
Madison . , 

I^ewis 

Whitley  . , 
Lee   


State  averages  and  extremes 


593 

32  1 

930 

589 

15 

640 

27 

86!) 

24 

663 

31 

776 

28 

584 

43 

.V24 

,50 

1128 

,55 

930 

57 

497 

25 

620 

14 

636 

4? 

1035 

15 

732 

21 

631 

30 

1000 

.59 

571 

34 

525 

33  . 

4  7U'+0.37l  l.;i 
3.62|-0.83|  0  84 
5,19  +1.14!  1.58 
5,y4,'+2.13!  2  61 
3.081-0  94'  0.68 
2.94i-0.68  1.42 
2.35(-2.12  1,10 
3.461—0.82    0.91 


3.731- 
3  30i, 
6.13h 
3,17|- 

5.95JH 
3..52|- 


...     1.'.50 
.491  1,44 


i  :;'i 

-  l.S'l 

A.;y 

-l.ou; 

1  5,88 

6,, 53 

+  2.'2,5 

5  ,5:1 

-M  23 

3.82 

-0,09 

1.7/ 

-2.39 

6, 75 

-f2.94 

1.72 

6.63 

-1-2,00 

6.04 

f  1.97 

All  temperature  data 

-         Ihe  jJeparturea  from 

used  in  determining  scctim 

R<sferenre  letters,  '.''.« 

tAlso  on  other  diite.<. 


l>,l'9,+2.49,  2,47  116-17 
4.»7;-f0.3.5]  l.:>,5  1--,; 
3.921-0.44    0  87  13 

2.58i-2.42   0.62  2 

4. 26] -1-0  08  1.78  !  1 
4,78;-f0..53|  1.18    16  17 


-0.98  1.05  !  14 
1.91  ;  16-17 
2.21  1 

2.06       1-2 


E.  G.  Young. 

Brick  South  worth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson.  Sr. 

Prank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Pavne. 

Ralph  B.  Wear. 

Virgil  p.  Clark. 

Lockmaster. 

U.  S.  Engineers. 

Alton  M.  Harvill. 

Lockmaster. 

Dr.  Samuel  S.  McRevnolds. 

Lockmaster. 


Lockmaster. 
C.  E.  Barret. 
U.S.  Weather  Bureau. 
Lockmaster. 
Lockmaster. 
Sarah  E.  Lewis. 
Alva  McKinley. 
Lockmaster. 
Beruheim  Foundation. 
R.  P.  Coldiron. 
Kentucky  Utilities  Co. 
Nortleet. 


Loeki; 

Lockmaster. 

Lockmaster. 

Mrs.  Mell  M.  Lingle. 

Lockmaster. 

Floyd  G.  Robbins. 

Oldham  Penitentiary. 

Kentucky  Utilities  Co. 

George  U.  Lit.>iey. 

U.  S,  Weather  Bureau. 


Lockmaster. 
William  H.  Dobbs 


Lockmaster. 
Miss  Nettie  J 
Lockmaster. 


Lockma.ster. 

C.  C.  Whiteaker. 

D.  H.  Center. 
IjOckmaster. 

U.  S.   Weather  Bureau. 

Marshall  Hill. 

Jessie  Oldham. 

Mrs.  Cora  C.  Stamper 

C.  A.  Glasscock. 

Lockmaster. 

Thomas  J.  Corum. 

Mrs.  Maye  E.  Swanagan. 

Lockmaster. 

H.  A.  Bailev. 

L.  M.  Gattlri. 

Lockmaster. 

James  T.  God'. 

Zub  He.ston. 

Lfickmaster. 

Hugh  Allen. 

Fred  Cartmill. 

Lockmaster. 

E.  C.  Fraley. 

U.  S.  Weatlier  Bureau. 

Caney  Run  Com.  Center. 

R.  W.  Jones. 

Lockmaster. 

Eastern  Teachers  College. 

Lockmaster. 

Lockmaster. 

Charles  B.  West. 

Lockmaster. 


etors.  

'nvn'svni'p"^^!!!  'wllil""  "^'^''^n?  th»t  have  ten  or  more  years  of  record,  hut  all  complete  reports  1 
.?  ,  f  ,  Mvs  n  i  ,  f  '■•^'  ■"■'■  ^"'■'"  ""  "!<'  <'i'e«"  River;  other  Lo('ks  are  on  the  Kentucky  Riv 
,  e'ois  ■'  I,  1  "'"'■'•""*^ •.'"■'  ''•'fiii'.'P''''  ''  i-cpresents  two  days.  etc. 

■     ,   .  ]i  1   sunn. laiii's,  j.  Piveipitatio)i  is  less  than  0.01  inch  rain  or  melted  snow. 


ji'NK.  u)4(; 
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^\'est<rn  DivU 

Bmivcr  Dam 

Kiirllngtou* 

Fords  Forry,  Dllm50^. 

GiU.ertsvilU." 

({reonvillo 

lliirtf.mi 

Heudorsuu O 

Hopkinsvillo' C 

Lovelivi'cvillo M 

MuylieUl M 

Murray T 

Owi'usboro-  0 

Oweusboro,  Dam  46- 0 

Pailui'rth*   O 

Hriiu-otou   G 

Rmiisoy,  Look  No.  2- G 

Kussi"llvUU'«    G 

ruiontowii,  Dam  4y- O 


Cnilral  Dirisiim. 

Addison,  Dam  45" 

Anchorage 

Bowling  Green"* 

Howling  Green,  No.  '2' 

Ureut,  Dam  36^  

UrowMsville,  Lock  6* 

liuruside' 

C'ainpbellsville 

CarroUton,  Lock  1^ 

Clermont 

Danville' 

Dix  Dam,  Burgin* 

Eadsville'  

Frankfort,  Lock  4- 

Gest,  Lock  3' 

Grant,  Dam  3S' 

Greensburg"   

High  Bridge,  Lock  T' 

Irvington 

LaGrauge 

Lancaster- 

Leitchtield- 

Lexiugtont" 

Little  Hickman,  Ux'k   8-1. 

Lockport,  Lock  J- 

LouisviLUK,  'i 

Do.  Bouiium  Field  't 

Mammoth  Cave- 

Monticello-    

Munfonlville-' 

St.  Jolin'' 

Salvisu,  Look  6- 1 

Science  Hill 

Scottsville 

Shelbyville^ 

Tyrone,  Lock  5- 1  

VVilliamstoun  - 

Woodbury,  Lock  4* 


Jimr.    VM6. 

Day  of  month 


.9-1 

K. 

.3( 

.8- 

(»■ 

K. 

MX 

K 

.41 

(; 

41: 

K 

:■(!■ 

K. 

;-!K 

(). 

li 

i;. 

7(i 

K. 

T>. 

ns 

(). 

.10 

1< 

1   4-1 

.:!0 

Ashland* 

Benham  ' 

Berea  

(^ollege  Hill,  Lock 

Corbin'^* 

Cvnthiana"    


Fair 


Lith-'' 


Farmers- 

Flemiugsburg'  . 
Ford,  Lock  lu"' 

Gooserock  - 

Grayson-  

Greenup 
Hazard* 

Headnuarters- 

Heidelberg,  Lock  14-  . 

Jackson* 

Louisa"    

Maysville,  Dam  ;«-  . . . 

Middlesboro 

Mount  Sterling 

Oneonta  Dam  35'- 

Paints ville'-  

Pikeville" 

Pippapass 

Quicksand" 

Ravenna.  Ix><-k  12"  . . . 

Eiohmond " 

Valley  View,  Look  i)-. 
Vanceburg,  Dam  32'-.. 

Williamsburg" 

Willow,  Lock  13" 


..561. 


26l 
Ool   .24 


L12 


Except  as  otherwise  indioaterl  observations 
obser\Lition.  'First-order  Wcatliev  Bure-.iu 

measured  in  the  morning:  amount  then  rec.u-d. 
knv-uiff  ineasun-nieut.  T.  Trace  of  pn-cipi 

Bi^'suu,h-'''rn'Li''l!ln?-'iWVl-^'^''  P"' ,"':";'';, '^j/.'/'P^''^^  C;""ifornia;  Ky.  Rner   unn.Kixc   un-u  ,n   wn.cn   stai 

^••ASorl'iuulon!"^i.Ua  ^rJ^'^lVV;;!;^,.:  '^:^!^  :J'^l^T''ll  (£1,!^^™M^'!;JT)_  Tennessee;  JO)  Ohio;  (M)  Mississippi 


generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  24  hours  ending  at  time  of 
tion:  precipitation  is  for  the  24diour  period,  midnight  to  midnight  unless  otherwise  indicated.  "Precipitation 

;  tor  the  preceding  24  hours.  iPrecipitation  ineusuie.l  with  recording  gage.  •Included  in  the  next  fol- 

on,  le.ss  than  O.Ol  inch.  tPost  oflice  ad.lre.^s  us  follows:     Lock  r,.  Lawrenceburg,  Kv.:   Lcxl;  f..  Ver-ailles,  Kv.: 

Ky.:  Oneonta    California.  Kv.  River   dr.iin.is/e   :ir,.M   in    whic),    station    is   locateil   is  'iudicateil   as   follows:  (B) 


it  hours  ending  at  12.:i0 


90th  meridian  time  adju.sted  to  dav  they  occur 
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Daily  Temperature!  for  June,  1946. 


5       6       7       8       9     10     11     12 


14     15     16     17 


20     21     22 


24     25     26     27 


Western  Division, 

Beaver  Dam ImSZ; 

Ear>*"""^" iMhfiraura.: 

^"■^''='^«">    iMiuiinum., 

Greenville  !  ^'aximum . 

viicBiM  1111. ,  Minimum. . 

Henderson 1  Mfnimum  ' 

Hopkinsvme  l^SZS}, 

LovelaceviUe \^^!^i^,; 

«->-'-i<i IJ[f;^=: 

^'--^ lM?id=: 

O-ensboro   \^{:~- 

p«'"-'^§§ \^^:z^.\ 

p-«-'- !Mh^=; 

«"-"""e^§ \^;^:::z:. 

Central  Dins'mi. 

Anchorage !  Mfu/mum  ' 

BowUn.  Green. jj^--; 

''«™P''«"^""« iMhMmm;": 

f^i™t ]^s:nZ.: 

Dan\ine J  "^{f,fj','',"'',"  ' 

^'^    I^"'" iMhn^nlZ; 

Frankfort ]  llf,^^^^^  ' 

«--^-- ^Mf=s:: 

^'•^■'"=^"" )MfninuZ.: 

^-'^•"«^"^ Imu^^nZ:. 

^-*"^to„ i^^~,: 

Lo'"-"e' !^{f,=r.; 

Do.  liovvman  Field' jj^Jj^^^;;;;™; 
Mammoth  Cave )  Mi'uh',u,""  ' 

St- -J"'- IJJfi^lZ": 

s<^'--H"' )Mr,=^ 

s-ttsviiie IJ{f,xr: 

Shelbyville \  111,"^^]'^^^  ' 

WiUiamstown   i^lSni:; 

P.nnleni  Diuinirtn . 

Ashland   j-NJaxiinum. 

'  Mmiimim. . 

Benham^ii I  MhfiVmm"  ' 

Berea i  .^Jf,^:".!!'.™  • 

Corbin'  

Farmers   

GooserockSi!   

Headquarters  . . . 

Heidelberg 

Maysville 

Middlesboro  .... 
Mount  Sterling.. 

Pikeville' 

Pippapass 

Quirk.saiid 

Richmond 

Williamsburg  . . . 


Ma.xiimiiii  . 

■  f  Minimum.. 
)  .Ma.ximuin  . 

■  (  Miiiiiiium. . 
)  Maxiimun  . 

'  '  Minimum. . 

)  Maxiniuiii  . 
•  I  Minimum.. 

)  Maximum  . 

■  (.Miiiiiiniiii.. 
i  Maximum  . 

■  (. Minimum.. 

Maximum  . 

■  'Mininjum.. 
(  -Maximum  . 

■  'Minimum., 
j  Maximum  . 
'  Minimum. . 
(  Maximum  . 
I  Minimum.. 


*  Maximui: 
'  Minimiui 
(  Maximui) 


64     55 
68 1     59 


70|     70 


80  86 
471  66 
81 1     86 


63j     64 


79  8.5;  89 
48|  641  68! 
81      S5l     88' 


81,     hi;      ts8      85 

52,     66      70; 

81|     87      89,     88 


61 1     5-1;     54 


1 ;? 

4^^ 

70!     78 

1    •*'' 

«) 

72 

75 

4> 

42 

7(: 

77 

4(: 

:« 

7(, 

76 

46 

41 

69 

75 

44 

48 

72 

77 

4(1 

46     51 

72 

76 

4ft 

44 

& 

76 

.5( 

42 

71 

75| 

47 

42' 

74  [ 

46 

46 

70 

75 

81,     86      87:     90 
471     61      061     62 


Jl'^Ji^L  581    .50     42l    4fil 


44 
80 

48 
84 

60 
88 

42 

6(' 

6-1 

81 

87 

88 

44 

M 

59 

80 

86 

87 

47 

55 

68 

80 

86 

9(1 

45 

54 

57 

85 

88 

88 

61 

64 

ti6 

84 

91 

91 

4.') 

,52 

.5f 

8:- 

85 

9( 

4.') 

55 

56 

K( 

86. 

8fi 

45 

.52 

57 

77 

88 

86 

ft.1 

6ft 

88 

87 

8t 

46 

66 

61 

52i     54 

89 


94|  95 
67  68 
95      95     94' 


71 

72 

74 

91 

9? 

91 

(■,1) 

7(J 

71 

96 

96     96 

67 

73 

91 

90 

93 

67 

69 

70 

94,    93 

71     6S 

71 

88|     9(, 

90 

70 
90 

67 
91 

72 
91 

84      89l     91      88, 


89:  85 

69]  65 

86  83 

70  62 


90l     90 
67|     67 


8'> 

81 

86 

61 

■ftSJ     67 

77 

841     84 

61 

56 

68 

81 

84 

86 

65 

,52 

67 

/« 

8ft 

86 

61 

64 

85 

85 

82 

62 

61 

62 

81 

85 

74 

64 

62 

65 

84 

87 

84 

61 

58 

66 

87 

78 

64 

65 

68 

82 

86 

88 

58 

57 

66 

84 

85 

79 

64 

62 

6f 

82 

86 

82 

65 

57 

68 

76 

86 

81 

64 

.58 

67 

85 

85 

86 

62 

66 

66 

82 

8^ 

85 

62 

6? 

62 

78 

8^1 

8ft 

62 1     64 

65 

83      85 

81 

63      61 

67 

84      84 

80 

64      63 

68 

82     85     75 

65'     60l     61 ' 

66  54i  54 
901  84j  86 
66      62      55 1     56 


56t     641     57 


89,  80      83 

69  58 

88  79i 

681  58; 


70 

69 

60 

92 

91 

9ft 

62 

62 

66 

88 

91 

90 

65 

67 

f;7 

83 

87 

91 

67 

67 

(i5 

88 

81 

84 

72 

72 

69 

91 

69 

88 
70 

92 

68 

66 

^3 

87 

82 

66 

60 

90 

79 

68 

58 

89 

81 

64 

8f 

67 

63 

85 
54 
84      85 
57      6(1      ,59 


92 
67, 
92l    95 
65 


S§Instruments  are  read  in  the  morning:  the  maximum  temperature  then  read  is  charged 
'.  ■>,  •,  etc.  indicate  re.^ppctively  1,  2.  3,  etc.,  days  missini?  from  n^cord, 


W  P,  O  Loui.sville.  7-25-  I6-!K25, 


the  preceding  day.  on  which  it  almost  always  occurs. 
'Midnight  to  midnight  temperatures. 
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GENERAL  SUMMARY. 


Tlu- 


niul  inoistviri"  coiulitions  (luni 
woro  oxceptioiially  coiuUicivo  to  rapid  ( 
tol)acco  and  other  (•roi)s.  As  tlicre  woro 
with  day  tomporaturos  much  al)ov(>  U(F, 
teniperaUuTS   much    below    55°,    growth 


g  tii(>  entire  niontli 
evelopnient  of  corn, 
lo  prolontit'd  periods 
or  cool  nights,  witli 
was    uninterrupted. 


except  in  a  few  local  areas  in  which  there  were  excessive  rains 
and  in  a  few  others  in  wliich  rainfall  was  deticient. 

Harvesting,  threshing,  and  combining  of  small  grains  con- 
tinued tln-oughout  tiie  month,  and  were  practically  finished  in 
all  sections  before  its  close.  Early  corn  began  tasseling  during 
tile  first  week,  and  at  the  end  of  tlie  month  had  developed 
to  the  milk  stage.  Planting  of  late  corn  was  completed  and 
nearly  all  of  it  came  up  to  good  stands.  Corn  fields  generally 
were  well  cultivated  and  clean. 

Tobacco  began  blooming  about  the  10th,  and  topping,  suck- 
ering,  and  priming  had  become  general  by  about  the  30th,  with 
moisture  sufiicient  to  cause  better  than  normal  spreading.  In 
Cumberland  County  and  a  few  other  sections  cutting  started 
during  the  last  week.  On  the  whole,  tlie  condition  of  tliis  crop 
continued  good,  though  plants  varied  considerably  in  size  from 
field  to  tield. 

Digging  of  early  potatoes  was  in  full  swing  and  some  late 
potatoes  were  planted.  Pastures,  alfalfa,  clover,  and  lespedeza 
remained  in  good  to  excellent  condition,  except  locally  in  some 
central  and  western  counties  where  insufficient  rainfall  caused 
some  deterioration.  Quite  a  large  amount  of  hay  of  good 
quality  was  made.  Gardens  made  fair  progress,  late  peaches 
were  in  fair  to  good  condition  and  early  apples  fair,  with  pick- 
ing in  progress.  A  little  damage  to  crops  was  caused  by  hail  in 
Cumberland  Count v  and  a  little  by  wind  in  Pulaski  County. 

.J.F..T. 


WB" 


MISCELLANEOUS.  ^^^^    ^   '^ 

RiviT!*.  The  Ohio  River  remained  at  pool  ntage  throughout 
the  month,  changes  in  gage  readings  depending  almost  entirely 
on  the  operation  of  the  dams.  ^ 

PRESSURE,  WIND.  HUMIDITY  AND  SUNSHINE.  


Kvimsville 


TEMPERATURE. 

The  mean  temperature  was  76.1°,  or  1.0°  below  normal. 
Thermal  conditions  throughout  the  month  were  unusually 
equitable,  as  daily  mean  temperature  departures  from  the  normal 
exceeded  5°  on  a  few  days  only.  The  first  and  last  weeks  were 
relatively  cool,  with  moderately  warm  weather  during  the  inter- 
vening period.  The  extremes  for  the  State  were  100°  at  Love- 
laceville  on  the  18th  and  45°  at  Benham  on  the  27th. 


PRECIPITATION. 

The  average  precipitation  was  4. '28  inches  or  0.09  inch  above 
normal.  Distribution  of  rain  was  very  irregular  and  was  most 
strikingly  apparent  in  the  Bkiegrass  region  in  which  monthly 
amounts  differed  by  nearly  eight  inches  over  local  areas  within 
a  few  miles  of  each  other.  For  the  State  as  a  whole  the  range 
was  from  over  seven  inches  in  Montgomery,  Henry,  and  Harden 
counties  to  less  than  two  inches  in  IMadison,  Wayne  and  Ballard 
Counties.  Most  of  the  rain  fell  during  the  first  and  last  decades 
in  light  to  moderate  showers  except  in  scattered  local  areas,  ii 
which  rainfall  was  excessive  on  the  6-7th,  and  on  the  18th-21st 
9.27  inches  at  ]\It.  Sterling  was  the  largest  monthly  amount 
recorded  in  the  State,  and  1. 34  inches  at  Burnside,  the  smallest. 
The  greatest  24-hour  amount  was  3.74  inches  at  Gest,  Henry 
County,  on  the  lSth-19th. 


Atnio.splierlc  press- 
ure ( rciluooj  to 
sea-levelj 


30.17  26 

80.18  24 

50. 19  2fi 
:J0.20|  25 


29.87 
29.86 
29.86 
29 


^.Ah 


COMPARATIVE  DATA  FOR  JULY. 


75.1 

1890 

1891 

73.0 
74  0 

76.5 

76  2 

75  2 

IgqV            

77  8 

77.8 

77.9 

81.7 

1903           

77.5 

75.2 

190()              

75.2 

78.1 

1409 

74  8 

76.2 

75.8 

1912 

76.8 
79.9 

78.8 

1415            

75  7 

75.3 

1918            

73.8 

79.5 

75.2 

]9'>1 

81.1 

76.4 

76.8 

19'4 

73.7 

1')''5 

76  7 

77.6 

1927 

1928 

75.7 
77,0 

1930   .       

80.5 

1931 

1932 

1933     

79  9 

78.5 
77.0 

1931 

1935 

1936 

1937 

81.2 
78.8 
81.4 
1  75.6 
77.2 

76.5 

1940             

75.5 

1941 

76.5 

78.1 

1943  . .        

77.8 

1944 

77.5 

75.2 

1940      

76.1 

Periodt 

77.1 

2.66 
4.08 
3.30 
3.  48 
2.03 
5.75 
7.44 
4.79 
4.71 


2.10 
3.83 
2.65 

4.77 


1.25 
3.85 
4.31 
6.05 
4.36 
5.16 
3.78 


2.68 
5.71 
4.71 
4.21 
1.93 

!  3.33 
4.23 

!     4.14 


Number  of  days 


tSSYear  average. 


2(3 


CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION 


July 


1946 


Climatological  Data  for  July,  1946. 


.3  m  I 


Weiitern  Division 

Beaver  Dam 

Karlington 

Ford's  Ferrv,  Dam  50 

Gilbertsville 

Greenville 

Hartford  (near) 

Heuderson  1  1-2  m  S. 

Hopkinsville 1-2  m  E. 

Lovelaceville 

Maylield 

Murray  

Owensboro    H2  m  W. 

Oweusboro,  Dam  46 

Paducah  

Princeton 

Runisey ,  Lock  2t 

Russellville 

Unioutown,  Dam  49 


Central  Division. 

Addison,  Dam  45 

Anchorage 

Howling  Green 

Brent 

Brownsville,  Lock  6i. 

Bumside 

Campbellsville 

Carrollton,  Lock  1 

Clermont 

Danville 

Dix  Dam,  Burgin 

Eadsville 

Frankfort,  Lock  4 

Gest,  Lock  3 

Grant,  Dam  38 

Greensburg 

High  Bridge,  Lock  7  . 

Irviugton  • 

LaGrange 1  n 

Lancaster 

Leitchfield 

Lexington 

Little  Hickman,  Lock 

Lockport,  L,ock  2 

Louisville  

Do    Bowman  Field,  5 

Mammoth  Cave 

Monticello 

Munfordville 

St.  John 3  n 

Salvisa,  Lock  6 

Science  Hill 

Scottsville 

Shelby  viUe 2ii 

Tyrone,  Lock  5 

Williaiiistown   

Woodbury,  Lock  4i 


Ohio 

Hopkins.. 
Crittenden 
Marshall  . 
Muhlenberg 

Ohio 

Henderson 
Christian.. 
Ballard  ... 
Graves  .... 
Calloway  . 


Daviess 

McCraeken 
Caldwell  . . , 

McLean 

Logan   

Union 


Breckinridge 
Jefferson  . 

Warren 

Campbell.. 
Edmonson 
Pulaski   ... 

Taylor 

Carroll  .... 

Bullitt  

Boyle 

Mercer  .... 

Wayne 

Franklin  . . 

Henry  

Boone 

Green 

Jessamine . 

Breckinridgi 

Oldham  . . . 
Garrard  . . . 

Grayson  . . 
Fayette.  . . . 

Jessamine  . 

Henry  

Jetferson  .. 

Jefferson  . . 

Edmonson 

Wayne 

Hart 

Hardin   . . . 

Mercer 

Pulaski   ... 

Allen 

Shelby    ... 

Anderson... 

Grant 

Butler 


Temperature,  in  degrees  Fahr. 


Precipitation  in  inches. 


Enxtern  Divigiov. 

Ashland   3  m  SE 

Benham  

Berea 

College  Hill,  Lock  11... 

Corbin  

Cynthiana 

Falmouth 

Farmers  

Flemingsburg   

Ford,  Lock  10 

Gooserock   


Greenup,  Dam  30 

Hazard 

Headquarters 

Heidelberg,  Lock   14 

Jackson   

Louisa 

Maysvllle,  Dam  33.. 4  m  E. 

Middlesboro 

Mount  Sterling 

Oneonta,  Dam  35   

Paintsville 

Pikeville 

Pippapass   

Quicksand  

Ravenna.  Lock  12 

Richmond 

Valley  V'iew,  Lock  9 

\'unceburg,  Dam  32 

Williamsburg 

Willow,  Lock  13 ; 

State  averages  and  extremes 


Boyd 

Harlan . . . 
Madison . . 
Madison. . 
Whitley  .. 
Harrison  . 
Pendleton 
Rowan  . . . 
Fleming  . 
Clark   .... 

Clay  

Carter 

Greenup  . 

Perry  

Nicholas  . 

Ijce   

Breathitt . 
Lawrence 
Mason  . . . 
Bell  ..... 
Montgomery 
Campbell  . . 
Johnson  . . . 

Pike  

Knott 

Breathitt  .. 

Estill   

Madison 

Madison 

Lewis 

Whitley  .... 
Lee  


77.2  -  1.4 

76 

75.2- 


AU  temperature  data 


II 


3.84 
2.99 
5.57 
5.25 

4.78 

3.87 

4.55 

2.21 

1.71 

4.57 

4.01 

4.52   .  _.__ 

5.06+2.21 

4.12+0 


+  2.02 
+  1:71 


-0.57 
+3.04 

+0.8: 

+0.17 


5  2fi 

3  9( 

y.27 

2.:ffl 

3  77 

5.  HI 

3.71) 

5  4y, 

3.t;4 

3.:W 

3  HI 

3  n-t 

(i.4l 

5.23 

4.23 

-0.52 

1-3.40 

+  2.19 

0.42 


-2.07 
+0.44 
-0.fJ3 
-0.07 


-0.70 
+0.(12 
-0.35 
-0.73 
-3.31 


•0.U3    l.()5 

0.97 

■0.22  2.51 
-0.13  1.92 
+0.46  1.54 
+  0.81  2.70 
-0.94  1,06 
+-4 

.95 
.2H 


lo|  1.65 
22 
-0.85]  1.63 


The  (leDarturPsfrom  .^^t^t^®."  ''^°"^  self-registering  thermometers. 


E.  G.  Young. 

Brick  Southworth. 

Lockmaster. 

Tennes.see  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson,  Sr. 

Frank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers. 

Alton  M.  Harvill. 

Lockmaster. 

Dr.  Samuel  S.  McRevnolds. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

U.  S.  Weather  Bureau- 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Alva  McKinley. 

Lockmaster. 

Bernheim  Foundation. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfleet. 

Lockmaster. 

Lockmaster. 

Lockmaster. 

Mrs.  Mell  M.  Lingle. 

Lockmaster. 

Floyd  G.  Bobbins. 

Oldham  Penitentiary. 

Kentucky  Utilities  Co. 

George  D.  Litsey. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Fred  W.  Binnewies. 

E.  O.  Cooper. 

Robert  C.  Smith. 

Sisters  of  Loretto. 

Lockmaster. 

William  H.  Dobbs. 

Wordley  White. 

Willa  S.  A.  Ratta. 

Lockmaster. 

Miss  Nettie  B.  Simpson. 

Lockmaster. 


Lockmaster. 

C.  C.  Whiteaker. 

D.  H.  Center. 
Lockma.ster. 

U.  S.   Weather  Bureau. 

Marshall  Hill. 

.Jessie  Oldham. 

Mrs.  Cora  C.  Stamper 

C.  A.  Glasscock. 

Lockmaster. 

Thomas  J.  Conmi. 

Mrs.  Maye  E.  Swanagan. 

Lockmaster. 

H.  A.  Bailey. 

L.  M.  GaHin. 

Lockmaster. 

James  T.  Goff. 

Zeb  Heston. 

Xjockmaster. 

Hugh  Allen. 

Fred  Cartmill. 

Ixx'kma.ster. 

E.  C.  Fraley. 

li.  S.  Weather  Bureau. 

Caney  Run  Com.  Center. 

R.  W.  Jones. 

Lockma.ster. 

Eastern  Teachers  College. 

Lockmaster. 

Lockmaster. 

Charies  B.  West. 

Lockmaster. 


used  in  dcte 

Reference  lettc 
tAl.so  on  other  dates 


«3S;t^^iSSS^S£^^Sss^ 


,  but  all  complete  reports  are 
are  on  the  Kentucky  River, 


inch  rain  or  melted  snow. 


JVLY,  1940 
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'27 


D.lly  Prr 

Ipil. 

.00  (0,  Jul,.   1946. 

I'ay  (i[  niiiiitli 

Sttttlous 

1 

i 

s 

* 

6 

6 

7 

8 

0 

10 

11 

12 

18 

14 

16 

16 

17 

IB 

19 

20 

21 

22 

28 

24 

26 

26 

27 

28 

29 

•0 

SI 

I 

ii-,«r,T.i  /),iiVi..». 

1)5 
.48 
.5J1 
.07 
T. 

.;to 

.13 
.4(5 

.60 
.65 

.'isi 

.35 
.05 

1.9S 
T. 
.30 
.12 

".W 

;6i 

.10 
T. 

:55 

... 

.02 
T. 
T. 
.02 
.37 
.65 
.10 

'.'ii 

.85 
.60 
.05 
.78 
.18 
1.05 

!o,i 

'.Q\ 

.04 

'.•i\ 

.'26 
T. 
1. 01 

.78 
.52 

.90 
.08 
.32 
.48 

T. 

.52 
2.73 
.,59 
.07 
.22 
.65 

'.n 

.95 
.67 
.97 
.91 
.98 
.14 
1.16 

.06 

.17 

.02 

.'io 

8.84 
2.99 
6.57 
5.26 

4.78 
a.  87 

4.65 
2  21 

Kr.nl"  Ferry,  biviu'so'' .' .' .' .' .' '.'.'.'. 

UilluTtsviUe* 

(imMivlUe 

Uiirtfortl 

G. 

0. 

T. 

G. 

U. 

0. 

C. 

T 

:::::8: 

o. 

G 

G. 

G. 

O. 

O. 

<). 

G. 

G. 

0. 

.15 
.27 
.18 

T. 

!i7 

.70 
T. 
.75 

'.m 

T.' 
.66 
.15 

.44 

.80 

.21 

T. 

.28 

!29 
T.' 

'.ii 

... 

lliipkinsvlUe'' 

lx>v.'l!ioeviUe 

MiivlU-ia 

Murray 

Ou.'iislioro'  

()« iiisboro,  Dam  46' 

I'li.Uinih"   

.40 
.'(34 

.'(■« 

.34 

.07 

.28 

.31 

.01 

.09 

.09 

.22 
.02 
.08 
.52 
.19 
.56 

.92 
.65 

.28 
.30 
.26 
.26 
.33 

';37 
.94 

.16 

.10 

.20 

i.m 

1.31 

.05 

1.62 

4  01 

.40 
.31 

.78 
.28 
1.97 
.76 

,o;3 

.85 
18 
.02 
.44 
.32 
.31 
32 

.52 
24 

4.52 
5.06 
4.12 
2  31 

.04 
.16 

.54 

■.'32 
.02 
.01 

'.it, 

35 

.M 

".mi 


.'in 

.10 
.02 

".ki 
'.'08 

.08 
'.<Jf> 

.42 

T. 

.58 

L99 
.74 

';65 

■.'73 
.53 
.50 

'.'64 
.60 
.16 
.26 

';45 
.01 

KiiiuM'V,  Look  No.  '2» 

KusMllville* 

Unioiitowa,  Dam  -ly* 

Ceiitml  Dii'if^imi. 

AcWison,  Dam  45' 

Aiu'horage 

howling  Green" 

bowliug  Green.  No.  "i* 

Breut .  Dam  36'  

.63 

.18 
.06 

.19 

L77 
.29 
.34 

.15 
.09 
.22 

.85 
T. 
.29 
.27 
.22 
.03 
.32 
.04 
.75 
.71 
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.40 
.43 
.08 
.28 
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.80 
.24 

.(fi 
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2  41 

;63i 

!i6 
'i'.' 

.95 

.'is 

.'98 

.95 
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1.19 
.57 
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T. 

.46 
.89 
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.19 
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!36 
2.02 
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.'oo 
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T. 
T. 

5  12 

.'•25 
.'02 

:63 

T. 
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".m 
':i6 
'.oi 
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■il 

T. 
.66 
T. 

.'62 
.03 

L47 

.05 

i.'ii 

.16 

6.08 
6.14 
3.20 
3.71 
3.47 
2.13 
1  34 

'.-si 

.07 
T. 

.23 

.'62 
T. 

.28 

c. 

Campbellsville 

u. 

2.  IS 

1 .  19 

1.30 
.75 
1.2U 
1.01 
■W 
.74 

.47 
.20 
.22 
.45 
2.24 

.15 
■.■44 

.12 
2.30 
.12 

:52 

.86 

';i5 

'.'is 
■.'69 

.07 
.36 
.08 
.12 

.18 

".{(, 
.65 

1.43 
.03 
T. 

.'48 
2.65 
.57 
.05 
.14 
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.17 
.90 

'.'27 

7  08 

.63 

.'ii 
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T. 
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.12 

.2i) 
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K. 
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K. 

K. 
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G. 

0. 
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T. 
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7  34 
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.60 
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T. 
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T. 
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K. 

G. 
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T. 
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.11 
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.10 
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T. 
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.75 
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•48 

1.26 
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.ei 
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Leitchrteld* 

.69 

';6,8 

.02 

't.' 

.12 
i;44 

7.12 
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K. 

K. 

0 

O. 
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Lockport.  Lock2» 

LOUISVILLK,   'i 

•:63 

.11 

.17 

'.'25 

':26 

.13 

.•25 

.01 
T. 

't'.' 
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3.11 
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....  (i. 

C. 

G. 
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1.03 
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4.78 
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.'67 
.2:3 

.06 
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.19 
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.61 
.20 

•P 
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5.57 
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.09 

1.11 
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G. 
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.05 
.10 

.24 
.51 
1.02 
.63 

T. 

.01 
.it 
.12 
.24 
.Ot 
2.85 
T. 

';i-- 
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.12 

31 
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T. 
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T. 
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.07 
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.03 
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T. 
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3.51 
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K 

K. 
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3.08 
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L 

K 

K 

B 
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.6 
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.8 
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.0 
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.3 
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.3L 
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T. 

iof 

.1 
.1 
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"."14 
1.7 
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.6 
.3 
.6 

".0 
.0 

2.U 

'iif 

2.51 
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.8 
.4 
.9 

'.2 
1.2. 
.0 
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.5 

i;5 

1.6 

1.5( 
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1.9 

■!4C 
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.11 

.02 

T. 
.60 
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.3- 
.4C 
2.7C 

2  [81 

.2.) 

.1- 

'.K 
1.55 
1.54 
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.25 

".k 

'.% 
.1 

.7 
1.2 
.2 
.1 
.0- 
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.78 

■;i7 

';4o 
';i4 

.03 

':42 

T. 
.■21 

"97 

.22 
.•2o 

".ii 

.Qf2 

.n 

i!-2f 

\'.v 
.It 

3.66 
5.25 

::: 

".1 

.0- 

".0 
.8 

Heidelberg,  Lock  14» 

't. 
't. 

T. 

".2. 
.01 

".id 
.2. 

.05 
.26 

't. 

4  75 

Louisa'    

Maysville.  Dam  33' 

Middlesboro 

... 

.04 

i.ot 

't. 
't. 

■]i5 

.0 
.4 
■0 
'.5 

4.38 
5.26 
3  90 

Mount  Sterling 

Oueouta  Dam  35' 

Paintsville'  

... 
... 
... 

7  ... 
".(Tx 

".k 

.5J 

1.4f 

't. 

".2( 

9. -27 
2.39 

3  77 

Pikeville" 

.0 
.5 

.6' 
.6 
.7( 

5.19 

Quicksand' 

.3- 

.3- 

5  42 

Ravenna,  Lock  12'  

.0< 
1.1 
.3 

.O 
.2 

1.6. 

>... 

't. 

T. 

T. 

.4i 

... 
.If 

... 

.0. 

ili 

".0 

".i 
.1 

.OJ 
.Of 

'!ic 

T. 

".k 

.24 
.54 

3.33 
3.81 
3.54 

Valley  View,  Lock  9' 

Vauceburg,  Dam  32' 

Williamsburg' 

.1 
.3 

... 

Willow,  Lock  13'  

.2 

.4C 

.1 

... 

1 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  24  hours  ending  at  time  of 
observation.  'First-order  Weather  Bureau  station;  precipitation  is  for  the  •24-hour  period,  midnight  to  midnight  unless  otherwise  indicated.  'Precipitation 

measured  in  the  morning:  amount  then  recorded  is  for  the  preceding  24  hours.  tPrecipitatiou  measured  with  recording  gage.  'Included  in  the  next  fol- 

lowing measurement.  T.  Trace  of  precipitation,  less  than  0.01  inch.  tPost  office  address  as  follows:    Lock  5,  Lawrenceburg,  Ky.;  Lock  6.  Versailles,  Kv.; 

Lock  8,  Nicholasville,  Ky.:  Lock  10,  Red  House,  Ky.;  Oueonta    California,  Ky.  River  drainage  area  in  which  station  is  located  is  indic-dted  as  follows:  (B) 

Big  Sandy;  (L)  Licking;  (K)  Kentucky;  (S)  Salt;  (G)  Green;  (C)  Cumberland:  (T)  Tennessee;  (O)  Ohio;  (M)  Mississippi. 

"Airport  Station.    Data  for  -24  hours  ending  at  12.30  a.  m.  90th  meridian  time  adhisted  to  day  thev  occur. 
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SSIttstrumenfi  are  read  in  the  morning:  the 
*.  ".  °.  etc.  indicate  respectively  1,  2.  3.  etc., 
W  I!  O  Louisville.  8-25-46-925. 


maxunum  temperature  then  road  is  charged  to  the  preceding  day,  on 
days  mi.-^siuf,'  fi-om  roconl,  'Mirlnight  to  midni. 
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GENERAL  SUMMARY. 

The  month  was  the  coolest  August  iu  over  hulf  a  tviitury, 
witli  record  breiiking  low  teuiperatures  over  most  of  the  section 
at  its  close.  While  the  ett'ect  of  unseasonably  cool  weather  was 
ri>Hecte(l  in  retarded  development  of  crops,  their  advanced 
stage,  together  with  ample  moisture,  prevented  what  might 
otherwise  have  been  serious  deterioration.  However,  some  very 
late  corn  and  tobacco  was  checked  enough  to  render  maturity 
unlikely  should  frost  occur  early  in  September.  The  weather 
was  generally  favorable  for  outdoor  work,  which  was  mostly 
with  tobacco.  Topping  and  priming  continued,  and  much  to- 
bacco was  cut  and  housed,  generally  in  good  condition,  though 
in  some  sections  scarcity  of  fuel  interfered  with  curing. 

The  early  corn  crop  had  practically  all  matured  before  the 
end  of  the  month,  and  in  .some  sections  quite  an  amount  was 
gathered  or  cut.  Late  corn,  which  was  tasseling  early  in  the 
month  had  about  reached  the  denting  stage  toward  its  close. 
In  the  more  advanced  fields  this  crop  was  nearing  maturity, 
while  on  backward  land  it  was  just  about  beginning  to  form 
ears. 

Pastures  maintained  good  condition,  on  the  whole,  but  were 
beginning  to  dry  in  some  northern  and  extreme  southern 
counties.  A  large  quantity  of  good  hay  of  all  kinds  was  made. 
The  early  potato  harvest  was  completed  and  some  late  potatoes 
were  planted.  Most  gardens  remained  in  fair  to  good  condition 
though  some  were  beginning  to  fail.  The  apple  crop  was  rather 
spotted  and  varied  in  quality  from  fair  to  good.  Fall  plowing 
was  begun  in  some  sections. 

At  the  close  of  the  month  a  period  of  warm  sunny  weather 
with  not  too  much  rain,  was  needed  to  make  certain  the  matur 
ing  of  late  crops  not  vet  out  of  danger  from  early  frosts.' 

•J.  F.  J. 


in  -Jl  hours,  4.Sl>  inciies,  fell  at  Kor<ls  Kerry  on  the  lOlh. 
MISCELLANEOUS. 

Rircrn.     Tlie  Ohio  Kivcr  remained  at  pool  stagi'  tiironghout 
the  month. 


PRESSURE.  WIND.  HUMIDITY  AND  SUNSHINE. 


Cairo 111. 

Cincinnati Ohio 

Evansville Ind. 

Louisville  Ky. 


30.21  23 

30.25  23 

30.23  23 

30.23  23 


65  58 
65  61 
64     63 


TEMPERATURE. 

The  average  temperature  was  70.7°,  or  5.1°  below  normal. 
This  was  less  than  one  tenth  of  a  degree  above  the  average  of 
1889,  the  coolest  August  of  record.  Daily  mean  temperatures 
were  below  normal  throughout  the  month  except  on  a  few  days 
when  they  were  slightly  above.  The  last  decade  was  the  coolest 
period,  during  which  minima  fell  below  40°  at  several  stations 
in  the  central  district*,  and  generally  below  all  previously 
recorded  minima  in  August  in  all  but  the  southeastern  counties. 
The  highest  temperature  was  96°  at  Beaver  Dam  on  the  5th  and 
at  Russellville  on  the  9th  and  17th.  The  lowest  temperature, 
36°  at  Clermont  on  the  81st,  is  as  far  as  known,  the  lowest 
temperature  ever  recorded  in  Kentucky  in  August. 

PRECIPITATION. 

The  average  precipitation  was  4.42  inches,  or  0.71  inch  above 
normal.  Rain  fell  at  some  point  or  other  in  the  State  on  every 
day  during  the  first  two  decades,  Init  thereafter  the  month  was 
practically  dry.  Heavy  to  excessive  rains  over  scattered  areas 
on  the  6th  and  16-1 7th  caused  a  very  uneven  distribution  of  rain- 
fall over  the  section.  Amounts  ranged  from  over  seven  inches 
over  the  upper  Kentucky  and  lower  Ohio  River  watersheds,  with 
a  maximum  of  10.48  inches  at  Fords  Ferry,  to  less  than  two 
inches  over  the  southern  border  and  northeastern  counties,  with 
a  minimum  of  1.42  inches  at  Grayson.     The  greatest  amount 


.    COMPARATIVE  DATA  FOR  AUGUST. 


1891 

1892 

1893 

1894 

1895 

1896 

1897 

1898 

1899 

1900 

1901 

1902 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

19-23 

1924 

1925 

1926 

1927 

1928 

192;» 

1930 

1931 

1932 

19^4'.'.'.'.'.'.'.'.'.'.'.'.'.'.'.'. .'.'.. 

1935 

1936 

1937 

1938 

1939 

1940 

1941 

1942 

1943 

1944 

1945 

1946 

Periodt 

toSYear  average 


72.9 
75.4 

74,8 


75.2 

100 

75.7 

99 

77.4 

99 

74.8 

99 

76.3 

104 

76.9 

104 

74.0 

100 

76.2 

106 

73.7 

78- 0 

108 

76.0 

100 

71  3 

100 

77.0 

101 

73.9 

100 

80.2 

111 

75.0 

104 

73  4 

98 

76.0 

101 

75.2 

101 

75.4 

99 

76.5 

103 

76.5 

106 

77.3 

101 

71  1 

97 

77.0 

101 

74.0 

100 

76.5 

113 

74.9 

102 

76.5 

103 

74.7 

99 

76.6 

104 

77  0 

105 

81.1 

108 

78.0 

100 

78.0 

101 

99 

76.0 

102 

76,9 

105 

74.9 

104 

78.1 

106 

76.3 

104 

75.5 

ms 

70.7 

96 

75  8 

113 

1.72 
3.02 
2.15 


2.33 
3.83 
3.09 
2.74 
5.12 


4.33 
2.06 
2.25 
5.36 
4.25 
3.26 
4.76 
4.22 
2.22 
3.63 
4.45 

3!57 
3.13 
6.56 


Number  of  days 


:i  .^ 


CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION 


August,  1946 


Climatological  Data  <or  August,  1S46. 


Temperature,  In  degrees  Fahr. 


Precipitation  in  inches. 


Number  of  days, 


11'estovi  Division. 

Beaver  Dam 

Earlington 

Ford's  Ferrv,  Dam  50 

Gilbertsville 

Greenville 3  m  S. 

Hartford  (near) 7  m  N. 

Henderson  1  1-2  m  S. 

Hopkinsville 1-2  m  E. 

Lovelaceville 

Maytield 

Murray  

Owensboro    1-2  m  W . 

Owensboro,  Dam  46 

Paducah  

Princeton 

Rumsev,  Lock  2t 

Russellville 

Uniontown.  Dam  49 


Central  Dirision. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brent 

Brownsville,  Lock  6 1. . 


Ohio 

Hopkins.. 
Crittenden 
Marshall  . 
Muhlenberg 

Ohio 

Henderson 
Christian.. 


Graves 

Calloway  .. 

Daviess 

Daviess 

McCracken 
Caldwell  . . . 

McLean 

Logan   

Union 


Campbellsville 

CarroUton,  Lock  1 

Clermont 

Danville 

Dix  Dam,  Burgin 

Ead.sville 

Frankfort,  Lock  4 

Gest,  Lock  3 

Grant,  Dam  38 

Greensburg 

High  Bridge,  Lock  7 

Irvington 

LaGrange-- Im  N\V 

Lancaster 

Leitchtield 

Lexington 

Little  Hickman,  Lock  8.... 

Lockport,  Lock  2 

Louisville  

Do    Bowman  Field,  5  m  E. 

Mammoth  Cave 

Monticello 

Munfordville 

St.  John 3  m  S\V 

Salvisa,  Lock  6 

Science  Hill 

Scottsville 

Shelbyville 2  m  W. 

Tyrone,  Lock  5 

Williamstown   

Woodbury,  lock  4t 


Breckinridge 
Jefferson  . . 

Warren 

Campbell. . 
Edmonson 
Pulaski  . . . 

Taylor 

Carroll 

Bullitt  

Boyle 

Mercer 

Wayne 

Franklin  . . 

Henry  

Boone 

Green 

Jessamine . 
Breckinridge 
Oldham  ... 
Garrard  . . . 
Grayson  . . 
Fayette.  . . . 
Jessamine  . 

Henry   

Jefferson  . . 
Jefferson  . . 


Wayne 

Hart 

Hardin   ... 

Mercer 

Pulaski   ... 

Allen 

Shelby    . . . 
Anderson. . 

Grant 

Butler 


Ensttrii  Divis-iov. 

Ashland    3  m  SI 

Benham   

Berea 

College  Hill,  Lock  11 

Corbin  

Cynthiana 

Falmouth 

Farmers   

Flemingsburg   

Ford,  Lock  10 

Gooserock   

Grayson  

Greenup,  Dam  30 

Hazard 

Headquarters 

Heidelberg,  Lock  14 

Jackson   

Louisa 

Maysville,  Dam  33.. 4  m  E 

Middlesboro 

Mount  Sterling 

Oneonta,  Dam  35  

Paintsville 

Pikeville 

Pippapass   

Quicksand 

Ravenna.  Lock  12 

Richmond 

Valley  View,  Lock  9 

Vanceburg,  Dam  32 

Williamsburg 

Willow,  L<jck  13 


Boyd 

Harlan 

Madison 

Madison 

Whitley  . . . . 
Harrison  . . . 
Pendleton   . 

Rowan  

Fleming  . .. 

Clark   

Clay  

Carter 

Greenup  . . . 

Perry  

Nicholas  . . . 

Lee    

Breathitt . . . 
Lawrence  . . 

Ma.son 

Bell    

Montgomery 
Campbell  . . 
Johnson  . . . 

Pike  

Knott 

Breathitt   .. 

Estill    

Madison 

Maflison 

Lewis 

Whitley  . . . . 
Leo   


State  averages  and  extremes 


+0.60 
■10.55 
f7.70 


+3.41 
+0.23 
+4.03 


02 
+  0.91 
+  1.15 

40.97 
+0.10 


f2.( 


f2.18 
+0.44 
+0.06 
01 
+0.59 
-0.65 


+  0.21 


0.13 
+  1.25 
-0.70 
+0 


0.02 

0.94 

+0.15 

+0.13 

0.86 

+1.29 


-0.32 
-1.2 
+0.69 


2.16 

+  O.Oii 
+3.42 


+4.20 
-t2.47 
-2.29 
+  2.81 
+2,50,  3.01 
-0.60|  1.19 

+o!o2l  0^97 

+0.45;  1.52 

+0.831  2.05 

--0.10  2.50 

+2.97  ~  " 
+  0.69 
+-1.45 


4.73+0.70 
5.50+0.78 
9.82+5 


4.42+0.71   4.82 


E.  G.  Young. 

Brick  Southworth. 

Lockraaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson,  Sr. 

Frank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers. 

Alton  M.  Harvill . 

Lockmaster. 

Dr.  Samuel  S.  McReynolds. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Alva  McKinley. 

Lockmaster. 

Bernheim  Foundation. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfleet. 

Lockmaster. 

Lockmaster. 

Lockmaster. 

Mrs.  Mell  M.  Lingle. 

Lockmaster. 

Floyd  G.  Robbins. 

Oldham  Penitentiary. 

Kentucky  Utilities  Co. 

George  D.  Litsey. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Fred  W.  Binnewies. 

E.  0.  Cooper. 

Robert.  C.  Smith. 

Sisters  of  Loretto. 

Lockmaster. 

William  H.  Dobbs. 

Wordlev  White. 

Willa  S".  A.  Ratta. 

Lockmaster. 

Miss  Nettie  B.  Simpson. 

Lockmaster. 


Lockmaster. 

C.  C.  Whiteaker. 

D.  H.  Center. 
Lockmaster. 

US.  Weather  Bureau. 
Marshall  Hill. 
Jessie  Oldham. 
Mrs.  Cora  C.  Stamper 
C.  A.  Glasscock. 
Lockmaster. 
homas  J.  Co  rum. 


fanagan. 


Mrs.  Maye  E. 

Lockmaster. 

H.  A.  Bailey. 

L.  M.  Gatliri. 

Lockmaster. 

James  T.  Goff. 

Zeb  Heston. 

Lockmaster. 

Hugh  Allen. 

Fred  Cartmill. 

Lockmaster. 

E.  C.  Fraley. 

U.  S.  Weather  Bureau. 

Caney  Run  Com.  Center. 

R.  W.  Jones. 

Lockma.'iter. 

Eastern  Teachers  College. 

Lockmaster. 

Lockmaster. 

Charles  B.  West. 

L<jckmaster. 


All  temperature  data  are  taken  from  self-registering  thermometers. 

The  departures  from  normal  temperatures  and  precipitation  are  computed  only  for  stations  that  have  ten  or  more  years  of  record,  but  all  complete  reports  are 
used  in  determining  section  or  division  means.  iRumsoy,  Brownsville  and  Woodbury  are  Locks  on  the  Green  River;  other  Locks  are  on  the  Kentucky  River, 

"■■'■— "  '■""         ■    ''    '.  appt;arlng  in  the  table  indicate  number  of  days  missing;  for  "example,  b  represents  two  days.  etc. 


on  other  dates 


included  in  means  and   sni: 


T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


Ai'tasT, 


1940 


{'UM.\'l"()l,0(;i('.\L    DAIW:    K  I'lNITCK  N'   SIvCI'loX 


D.ily  Precipilolion  for  Auiu.l.   1946 

liuy  (.(  montli 

Htatlous 

1       2       il 

4      6      6      7 

8        9      10 

11     12  1  18  j  U 

1" 

16 

17 

18 

l»     20 

21     22     28     24     25     2«     27     28     2»l80     81       g 

llirft-ni  /)i'ri'si"ii. 
Ilcavcr  Dan. G lu  . . 

K'C;;,b«m6o'::::::::::::::o:;:::'i^"4 
.i-;X'l.:::::: q :ti  •? 

Ucidci-son O 30   .1 

!l\^:'i:::^^r-v-.v.v.-.v.v.v.v.v.v.-.^:::::-:6i3i 
M.?w,;.ui  ,:;::::::: m t.  2.a 

,.!w','^h)to''.'.'.'.'.'.'.'.'.'.".''.'.'......"...o.  '■'.'.'.  '.'.'.'■  "i 

(lu.  uslH.ro.  Dam  46" 0 .1 

l.„i,uah«    0 T,     .2 

IMincoton  G 80   •» 

Kum..cy,  Lock  No.  2« G 1 

Uii^.,cUville'    G 3t 

I  niontown.  Dam  49« 0 02    .3 

Ci-iilml  Diiifiim. 

.-xaaison.  Dam  45' O.     .35..      18 

.Vnchorage G 19   1 

Bowling  Green" G 21    1 

Bowling  Green.  No.  2' G 0 

Brent.  Dam  36»  . . . .  .^ O-     -03 

Brownsville.  Look  6'  G.    .08 0 

Burnskle' C.    .12 0 

Campbellsville...., G 041.4 

CarrolUon.  Look  1" K ... 

Clermont -^    ••■•     H    •< 

Danville' K.    .1. 1 

Dix  Dam,  Burgiu' K     .23 2 

Eadsville'  C 

Frankfort,  Lock  4' K. 

Gest,  Lock  3» K.   T 

Grant,  Dam  38'  O 

Greeusburg' G.      90 3 

High  Bridge,  Look  7' K.     .2b 0 

Irviagton G 38.. 

LaGrange 9--    ■  \.\ 

1.56.... 

.18 58.... 

.36.... 1.47  .... 
.19    .26    .76.... 

«2    .95.... 

602.00.... 

02    .65.... 

.19 33.... 

92  ... . 

1.12.... 

129  .... 

i    .03....  1.40.... 

i 1.55.... 

1    .62   T.      .62    .24 

5 1.08.... 

5    .04....  1.02.... 

) 04    .55.... 

U    .29  ....     .55  .... 

n 8(1.... 

03     58.... 

.201.70    .04  .... 

) 70....  1.47 

08    .05  T. 

9 012.6:?.... 

8      58 

...    T.      .02 

...   T 

...     .04    .01 
...     .10    .70 

tW 

T.     T.      .02 

T 

...    .221.04 

:::.;^^':58 

14 

;;]  tV  '.'42 

'.'.'.'. '.'.'.'.  '.'57 
. . . .  21 ... . 

....  T.    .35 
'.'.'.'.  ".-ii '.'.'.'. 

10 

'.'.'.'.  '.'.'.'.   loe 

1  31 

08   T 

r.    .2 

03    .2 

12  .7 

18    .0 

T.      .0 

T.      .2 

07    .4 

31'.; 

21    .C 

20.. 

T 

'.'.'.'.'.'.'.'. 'm'U 

1.04    . 

02.. 

....    T.      .12.. 
02    .( 

'.'.'.'.'.'.'.'.  "tV  '.'. 

07   T 

03    . 

01    . 

T .      . 

.:!2 

4  .06 

0  .10-1 

5  T.' 

1  .62 
1    .96' 

5  .05 

)'.'.'.'. 

'  ".ib 

.     .09 

6  T. 

8    .20 

;.:"': 

4    .16 

.     .12 

.  2.07 

T. 

3    .01 
)2   T. 

.45 
.09 
.82 

'.:ih 

.40 
.50 

!68 
.64 

.20 

.04 
i.66 

.13 
.52 
T. 
.02 
.50 
.09 
.19 
.03 
.55 

'.62 
.40 

2;i:i 

.78 
.96 
.50 
1.01 
.18 

... 
.30 
.69 
,11 

T.' 

... 
... 

]68 
.16 
.52 

.'•25 
.46 
.38 

.17 
.19 
1.26 

';25 

.41 
.12 
.05 
.48 

".ib 
".b2 

T. 

".ib 

.12 
.63 
.41 
.(iil 

[55 
.82 
.01 
.'26 
.83 

.'62 
.74 
1.42 
.52 

.50 

i;47 

.55 
.50 
.05 
.97 
.80 

1.44 
.97 

1.43 

.05.. 

:;;;;;;;;  T.' !!!!  'tV  '..'.'.'. 

3.70 

3.78 

10.4H 

8.91 

3.14 

4.42 

fl.49 

;.;;;;;;;;;;;;;;;'.  7!ci 

4.86 

1.93 

4.34 

4.81 

4.61 

4.48 

8.81 

1.81 

6.89 

03   T 5.:J5 

4.08 

...  ....  ....  ....  ....     3!40 

.07.. 

61 

02  T 2.49 

4.8:1 

10 3.47 

7              04      40 

.Ol'l  07 

04.. 

.     .36 
31.05 
.2.13 

31  .06 
.      .28 

32  !22 
10    .62 
.      .23 

.    T. 

'.lise 
..1.10 

..    .23 

'.'.i'.'n 

..    T. 
lll.:?3 

..1.98 
..2.47 
02   T. 

03'.'.'.'. 

..     .24 
..     .40 

0-2  ■!26 

..     '67 

.     .26 90.... 

8 05    .26.... 

> 1.67  .... 

0    .16 :33.... 

'.  'tV  ;;];  ".w'm 

.    .21 15    .13 

80    .02 

21.30....    .27.... 

9   .2( :w   .14 

30     55 

58 

::;: ::::  ".oh 

35  . .     

,40 
1.08 
.50 

i.(;9 

.27 
.72 
.50 
.65 
1.28 

3.13 

T 5. 2:3 

2.78 

.'66 ![ 

■.;; '.'.'.'. '.'.'.'. .'.'.'. '.'.'.'.  "4.32 

2.28 

T. 

1.55 

.05 

04    .06 

02   T 

::::::::::::t 

01 .. 

'.'.'.'.  '.'.'.'.  tV  .'. 

T.    . . 

03    . 

.0^! 2.79 

".b'bV. 

5.34 

T 3.01 

06 4.21 

55 

!.;«.... 

2 91    .01 

03    .18.... 

38    .98 

.     .13 3'2    .07 

....1.95    .25.... 

0 95    .22.... 

8    .03  ....  1.76    .09 

.     .30 50.... 

5 1.16    .45 

5    .17 69    .02 

52 13    .03 

5....    T.      .36... 

ji:::; ::::  '[^'[ql 

39 03   T. 

:m  .OC 

15 07  2.67... 

4 

121.18    .5 

15 27    .56    .8 

26....     .7 

02    .25    .02    .14... 

511. 0( 

23    .0 

..     .03....    T.      .3 

14    .4 

..     .10 27    .1 

04    .25 49    .7 

;: ::;'.  ;■.:'.  t.  ['.i, 

03    .01 

12   T. 

.58 

tV  tV  '.'.'.'. 

T.     T 

02    .15 

....  1.12.... 

7b 

24... 

01 

8t 

.60  T. 
.40    .15 
.77  .... 

Lancaster' K.    .p 

Leitchtield' G     T C 

Lexinetont" I^ 

Little  Hickman.  Lt.ck   8'1 K T.    .. 

Loi'kport.  Lock  2'' K 

LorisviLLE,  't 0    18   T 

Do.  Bowman  Field 'i 0 08   . 

Mammoth  Cave' G.    .36 l 

Montioello'    C 

Munfordville' G.    .79 

St.  .lohn' S 

Salvisa,  Lock  6''1  K.    .03 

.89 

2. 65 

01 3.60 

.70 
.56 
.05 
.03 
.36 

';i9 

.67 
.48 
.05 

2 '26 
1.14 

1.45 

1.0. 
T. 

".6 
.2 
.9 

.7 

1/2 
1.1 
T 
J    .3 
.9 

:i.'6 

2    .3 

:95 

■.■36 

.'05 
.08 

let 

■.'69 

.05 
.02 
.04 

.3J 
1.2 
.3 
.4 
.6 
.0 

.6 

1  .3 
B    .3 

2  3 

8    T 

!50 

•:84 



T 4.31 

3.02 

■::::■  \£-y-:-:: 

4.71 

4.26 

3.79 

24    .14 

:::::::.:^::::::::  l.ll 

.54 

i;54 
.74 

i.'78 
1.24 
.21 
1.13 

.28 

1.11 

.6t 

2.« 

.IC 

.11 

.5.- 

3    .7. 

3    .7( 

21.7 

61.7 

5... 

Ol'.S 
5    .0 

••■■■• 

3.35 

.  .  .. 

3.28 

16    .33 4.66 

Scottsville G ' 

Shelbyville^ S    ....j 

Tyrone.  Lock  5't  K.    .lo| 

Williamstown  "- L       12 

Woodbury,  Lock  4' G 

Edstmi  Difi)!ion. 

Ashland' O.    .17 

Benham' C.   T.     .08.. 

Berea  K    03    . 

College  Hill,  Lock  11'    K.     .42 

Corbin" C.   T.     T.  1. 

Cvnthiana'   L 

■.'65 '. 

.19. 

;:  ;■.;■. ;;;;  '.by.'.'.'. '.'.'.'. '.'.'.'. 

:;;; .'..'. .'.'.'. .'.'.'. '..'.'.  "'i.a 

:3.51 

.0 

)|  .02.... 2. 4 

i 1.0 

J 1.1 

42    .0 

3 4 

....  ....  .... 

i  ■'■■■■■■■■■■■■ 

08    .06 
07  ... 

01  ... 

"  "3^ 

18    .02....      2.47 

4.5.5 

33    .48....      7.45 

4. 27 

6.08 

9 02. 

8 

..     .0' 

04  .0 

05  .0 
.06    .1 
.24... 
T.      .0 

'.'.'.  ".i 

.04... 

'.OS '.'.'. 
.0 

01    .15 3.11 

.16. 
.08. 

'¥: 

.03  . 

'.'. '.'.'.'. '.'.'.'.  ".'i'i '.'.'.'. '.'.'.'.  '.'.'.'■ 

T 3.33 

34 2.27 

Farmers' L.     .71 

Flemiugsburg' L.  2. 00 

Ford.  Lock  10' • K.    .53] 

Gooserock  '' K.     .34i   .06 

Grayson'- 0. 

Greenup,  Dam  3o' O.    .37 

Hazard'    K 

Headquarters' L.     .18 

Heidelberg    Look  14' K.  1  28     01 

i 1.9 

4 1 

1 4 

6 2.0 

2 

7 T. 

5 

05 

6  ■.'.;;  '.'.'.'.  '.'.'.'. 
7 

.8 

5.64 

4.71 

'.'.'. '.'.'.'. '.'.'.'.  ".25'.'.'.'. '.'.'.'. '.'.'.'. 

38 6.99 

; 1.42 

08....      3.44 

50    .80....      7.88 

^.:'.'.'. '.'.'.'.  .■191^:541:::: ::::r.fc 

01    .50 071.58! l2  S 

..    .23....  T  I2.22; 11. e 

.14. 
i    .01  . 

g 

3  35 

T 8.27 

Jackson' K.  1.00 

Louisa'    B. 

Mavsville,  Dam  33' 0.  1.21 

Middlesboro                                          C. 

8'.'.'.'.  '.'.'.'.  '.'.'.'. 
7 T. 

7 

'.ob '. '. '. 

.    .16  T 
.    .47    .1 
.     .47    .0 
.    .222.- 
5    .56    .C 
2    .48.. 
.     .60    .] 

1    .4 

4  3 
9    .7 

5  .4 
.    .5 
5    .9 

1.70 

32 02 

45 

7    .10 
3 

1.14 

24....      6. 82 

1.47 6.67 

Mount  Sterling L    

Oneonta  Dam  35' O     .03 

Paintsville'  B.    T 

Pikeville" B.  ....   T.    . 

Pippapass K. 

Quicksand' K 

Ravenna,  Lock  12'  K.    .69  ... . 

Richmond'  K.    .37   T. 

Valley  View,  Lock  9' K.     .32   .02 

Vanceburg,  Dam  32' O. 

Williamsburg' C   1.19  .... 

Willow,  Lock  13' K.     .40    .02 

42 12.. 

03   .( 

'.'.'. '.'.'.'.  ".bh  '.»Q.'. 

...     .12....  2. 65    . 
...     .17 '2. 

1.19.. 

2 T 

5 

82    . 

1;::; :::;.; 

02 

02 

}1 

26 T. 

12 

.1.30 

&2 '.'.'.'.  ....  .... 

Jo 

69 

20 

49 

...     .6 
.02    .0 

■.;■.  T 

T.    .. 

tV  ". 

T.      . 
T.     T 

5  .... 
0    .10 
7    T. 

;■.;  ■.;■.; ;'.'.'.  ".ki'.'.'.'. .'..'. .'.'. 

T 3. 46 

15   1.    ....      2.19 

n 4.28 

281.52 4.64 

.     .35 

.     .15    .12.. 
.  1.06    .22  2  1 
)9    .91    .15    .C 

5 

581.15 5.09 

18 4.42 

7.58 

...    .36  '.'.'..    U3I  .'98 '.'.!!'.'.'.  .1  . 

9.... 

05....      4.55 

5.47 

...|.25....|l.5:.,. 

^ '- 

72    . 

16  ; 

iO    ., 

94    . 
08  4. 

6    .02 
4.... 

XJ.... 

1.  87 

12....     4.73 

1.02....      5.50 

06 9.82 

Except  as  otherwise  indicated  ob.«ervations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  24  hours  ending  at  time  of 
observation.  'First-order  Weather  Bureau  station;  precipitation  is  for  the  24-hour  period,  midnight  to  midnight  unless  otherivise  indicated  Precipitation 

measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  '24  hours.  ^Precipitation  measured  with  recording  gage.  'Included  in  the  next  fol- 

lowing measurement.  T.  Trace  of  precipitation,  less  than  0.01  inch.  tPost  office  address  as  follows:    Lock  5,  Lawrenceburg,  Ky.;  Lock6,  \  ersaiUes,  Jvy.; 

Lock  8.  Nicholasville,  Ky.;  Lock  10,  Red  Hou.se,  Kv.;  Oneonta    California,  Ky.  River  drainage  area  in  which  station  is  located  is  indicated  as  follows:  (B) 

Big  Sandy;  (L)  Licking;  (K)  Kentucky;  (S)  Bait;  (G)  Green;  (C)  Cumberland;  (T)  Tennessee;  (O)  Ohio;  (M)  Mi.ssi.ssippi. 

••Airport  Station.    Data  for  24  hoiirs  ending  at  12.30  a.  ni.  90th  meridian  time  adjusted  to  day  they  occur. 
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CLIMATOLOGICAL  DATA:   KENTUCKY  Sf:ClTON. 


August.  1940 


Daily  Teiii|>erature>  for  Auguit,  1946. 


WESn-ERS   DIVISION. 

Beaver  Dam (j^SZ::: 

E""n^on iJ{?SZ;:: 

«--vme !J{f5=::: 

"-''-- l^^SZ.::: 

Hopkinsville  iMhUnTm  ■" 

Lovelaceville \^^-}}, 

■»r„„«„ij  (Maximum... 

M»y"eld j  Minimum.... 

Murniy i  Mfnimuu" '. ! ! 

0»eusboro   ]  Mfnimum . l  ] ! 

I'-'-'^ss l^SS^::: 

p"-eton ISIS^::: 

Hu-..vme^§ I^S=:;; 


CENTRAL   DI 

Anchorage 


Bowline  Green' 
Campbellsville  . 

Clermont 

Danville 

Dix  Dam 

Frankfort 

Greensburg 

Irvington 

LeitchfieW 

Lexington  

Louisville  ' 

Do.  Bowman  F 
Mammoth  Cave 

St.  John 

Science  Hill 

Scottsville 

Shelbyville 

VVilliamstown   . 


VISION. 

j  Maximum  . 
I  Minimum.. 
S  Maximum . 
(Minimum.. 
)  Maximum  . 
(  Minimum. . 
j  Maximum  . 
'  Minimum.. 
j  Maximum  . 

S  Maximum  . 
tMiniiMimi.. 
j  Maxinmm  . 
/  Minimum. . 
i  Maximum  . 
(  Minimum.. 
S  Maximum  . 
'  Minimum. . 
)  Maximum  . 
/  Miuiimiiii. . 
,  Maximum  . 
'  Miuimuni.. 
S  Maxiiinuii  . 


)  Maxiinuiii  . 
■/  MiniDUUii.. 
j  .Maximum  . 
I  Minimum. . 
j  Maximum  . 
(  Minimum . . 


Ashland 
Benham^ 

Berea 

Corbin'  . 


EASTEl'.N    DIVISION 

Maximum  . . 

Mininuim. . . 

Maximum  . . 

Minimum.. . 

Maximum  . . 

Minimum... 

Maximum  . . 

Minimum... 
Famiora  S  Maximum  . . 

*^''™"'  I  Minimum... 

«ooserock§^    lUt^Z^- 

"-''<'-«- I^f,?i=:: 

"^"i«'»'«^« iMfS^:: 

Mavsvillp  i.  Maximum  . . 

-'"^''^'"® 1  Minimum... 

Mifldlesboro  ]  ^f,fi™Z  "  • 

S  Maximum  . . 

'  .Minimum. . . 

(Maximum., 
imum. 
Plppapa,ss  , 


Mount  Sterling 
Pikeville' 


Quicksand. 


3  Maximum  . 
I  Minimum.. 
)  .Maximum  . 
(Minimum.. 


3       4       5      6 


5f>      62 
65 


81|  81 

571  .55 

77|  79|     ou 

56  54      60 


14     15     16     17     18     19 


711  71 

90 

66|  rai  70 

81  81|  91 

68t  7lt  70 

73!  791  84 

071  70l  671 

80|  81 j  89 


77:  81 

051  70 

78  81 
64 


87 


55j     58 


85  80 

54|  54 

82!  76 

681  55 


56     59 

82      82      76 

p.,      <!„     55 


72      81      77      81      8C 

58'     07      70      70'     60 

<:i|     88i     81 
54      04 


SSInstruments  are  read  in  the  morning:  the  maximum  temperature  then  re 
.    .  '.  ete.  indicate  respectivijly  1.  2.  :i.  etc.,  days  missing  from  record, 


70 
8S 

88 

67 

7( 

77 

80 

67 

67 

8^ 

86 

67 

64 

88 

85 

01 

06 

8S 

88 

OH 

67 

82 

80 

(58 

68 

SH 

86 

02 

o;t 

8.S 

84 

6H 

07 

82 

80 

67 

08 

Kfl 

84 

67 

65 

85 

82 

67 
8:^ 

60 

85 

7 

J 

561    501 

7" 

8C 

51 

,5f 

7; 

r 

6' 

61 

7: 

8( 

51 

,5. 

72 

75 

57 

52 

75 
58 

79 
55 

8- 

6: 

57 

76 

7t 

57 

5( 

7> 

8:- 

02 

6^ 

82 

85 

5> 

.5:- 

75 

82 

fr. 

51 

7( 

71 

51 

hh 

75 

58 

54 

76 

89 

hr 

.5( 

75 

81 

5f 

5-1 

75 

71 

5r 

51 

71 

75 

47 

62 

7:- 

71 

51 

.52 

70 

7h 

4^ 

47 

70 

77 

5;^ 

.5{ 

75 

7' 

56 

,54 

In 

77 

h4 

51 

8r 

55 

52 

74 

75 

.52 

76 

70 

n5 

58 

74 

78 

.56 

,5:i 

74 

78 

64 

52 

78 

50      51 
76     82 
51     55     56 


72 

79 

44 

40 

06 

72 

4! 

44 

72 

75 

42 

41) 

75 

7- 

4^ 

42 

6!, 

7( 

41 

41 

78 

71 

5-: 

47 

7-i 

7C 

4( 

40 

7( 

76 

48 

47 

75 

46 

4;- 

72 

75 

52 

46 

78 

7! 

44 

4i 

09 

77 

51 

51 

65 

7( 

,52 

48 

77 

47 

4t 

7( 

4(' 

4r 

0! 

71 

.5-1 

4fil 

8.3.5 
57.8 
84.1 


60.9 

87.5 
62.8 


64.5 
83,1 
61.3 
84. 4 


81.9 
58.0 
83.3 


58.1 
80.1 
58.4 
83.3 
56.5 


82.2 
58.5 
82.2 


81.7 
58.4 
81.5 


81.6 
58.0 
82.3 


83.0 
,58.8 
79.4 
5i.l 
81.9 
58.9 
82.1 
58.6 
81.0 
55.3 
81.8 
59.5 
81.6 
54.0 


82.1 
59.1 
82.0 

68.4 


79.7 

58.7 
81.0 
57.6 


et<!.  indicate  respecti 
B  f)  IxiuisvlUe.  9-»1.46.925 


rend  is  charged  to  the  preceding  day.  on  which  it  almost  alv 
'Midnight  to  "midiiigiit  temperatures. 


"in 
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KENTUCKY    SECTION 

E.  E.  UNGER. 


Vol.  3fLI         Louisville,  Ky.,  September,  1946  No.  9 


GENERAL  SUMMARY. 

TiMiipi'riituivs  (UuinK  tin-  t,'nator  piivt  of  tlio  month  worogcn- 
crnlly  favorablo  for  iiiatming  froi)s  and  t?easonul  farm  work. 
Low'teniporaturi's  during  the  first  week  cliecked  growth  to  a 
certain  extent,  Imt  a  period  of  comparatively  warm,  sunny 
weather  that  followed  enabled  crops  to  recover  fully  from  the 
ail  verse  effects  of  the  cold. 

Cutting  of  the  early  corn  crop  commenced  in  a  few  scattered 
sections  during  the  first  week  and  became  general  as  the  month 
advanced.  A  considerable  amount  was  cut  for  ensilage.  Late 
corn  about  reached  the  denting  stage  in  southern  and  western 
counties  and  in  a  few  scattered  sections  was  ripe  enough  for 
cutting  at  the  end  of  the  month,  but  in  the  northern  and  eastern 
mountain  counties  development  was  slower,  due  principally  to 
low  temperatures.  In  the  latter  sections  a  considerable  amount 
of  late  corn  was  still  in  danger  from  damage  by  frost. 

Cutting  and  housing  of  tobacco  proceeded  rapidly,  and  in 
most  sections  was  about  completed,  but  there  was  still  some 
suckering  and  priming  in  a  few  northern  localities.  Tobacco 
in  barns  cured  well,  and  in  some  southern  counties  stripping 
commenced.  The  final  condition  of  the  crop  ranged  from  good 
to  e.xcellent. 

Pastures  reflected  sectional  moisture  conditions,  but  on  the 
-whole  were  becoming  short  and  dry.     In  the  extreme   western 
\^^^ections  water  supplies  were  getting  low  and  hauling  was  neces- 
sary.    In  most  sections  the  soil  remained  too  hard  and  dry  for 
^.    plowing    and  seeding,   though  some  alfalfa,  clover,    rye,    and 
> '      barley  was  sown  in  scattered  counties.     An  unusual  amount  of 
clover,  soybean  and  grass  hay  was  made  during  the  month. 

.1.  F.  J. 


inches  of  pelletH  that  remained  unnWiked  tor'seVe'ral  hours. 

Rivm.     The  Ohio  Riv<  r  remained  at  pool  8tage  throughout 
the  month.  uNIVthSlTY  U^    ILLINOIS 


PRESSURE. 


HUMIDITY  AND  SUNSHINE. 


Cairo 

Cincinnati  . . 
Evansville  . . 
Louisville   .. 


....ni. 

...Ohio 
...Ind. 
....Ky. 


Atmospheric  press- 
ure ( reduced  to 
sea-level.) 


30.35 
30.29 
30.33 


Relative 
humidity 


TEMPERATURE. 

The  average  temperature  was  68.4°  or  2.0°  below  normal. 
There  were  short,  but  sharp  cold  periods  at  the  beginning  and 
at  the  close  of  the  month,  during  which  minimum  temperatures 
fell  to  near  or  somewliat  below  40°  over  most  of  the  central  and 
eastern  sections.  Relatively  warm  weather  prevailed  from  the 
6th  to  10th,  and  18th  to  22d.  The  extremes  for  the  State  were 
95°  at  Owensboro  on  the  8th,  and  36°  at  INIt.  Sterling  on  the  30th. 


PRECIPITATION. 

The  average  precipitation  was  2.52  inches,  or  0.38  inch  below 
normal.  Rainfall  was  irregularly  distributed,  and  most  of  it 
fell  on  the  9-lOth  and  22-23d.  Monthly  amounts  exceeded 
four  inches  in  some  of  the  northeastern,  southea.stern,  and 
middle  southern  border  counties,  and  decreased  progressively 
westward  to  less  than  one  inch  in  the  Purchase  counties.  The 
greatest  monthly  amount  was  4.48  inches  at  Woodbury  and  the 
least  0.80  inch  at  Lovelaceville.  The  greatest  24-hour  amount 
was  2.60  inches  at  Leitchfield  on  the  22-23d. 


1899.. 
1900.. 
1901.. 
1902.. 
1903.. 
1904.. 
1905. . 

woe.. 

1907.. 
1908.. 
1909.. 
1910.. 
1911.. 
1912. 
1913. 
1914. 
1915. 
1916. 
1917. 


MISCELLANEOUS. 

Hail.  Damage,  estimated  at  about  $200,000  was  caused  by 
a  hailstorm,  attended  by  high  winds,  that  crossed  Franklin, 
Owen,  and  Henry  counties  in  a  5-mile  path  on  September  13. 
In  scattered  areas  the  ground    was  covered  with  four  or  five 


1919 

1920 

1921 , 

1922 , 

1923 

1924 

1925 

1926 

1927 

1928 

1929 

1930 

1931 

1932 

1933 

1934 

1935 

1936 

1937 

1938 

1939 

1940 

1941 

1942 

1943 

1944 

1945 

1946 

Periodt. 


COMPARATIVE  DATA  FOR  SEPTEMBER. 


Temperature, 


72.1 
67.0 
69.5 


71.7 
73  4 

72!  8 
73,4 

74.6 


71.1 
70.2 
73.0 


77.2 
73.5 
72.2 
65.5 
69.5 
72.6 
75.1 


74.4 
67.8 


3.24 
2.71 
1  10 
3.77 
0.21 
4.36 
1.66 
2.25 
3.57 
4.01 
0.91 


3.32 
3.48 
2.56 


2.46 
2.74 
3.66 
5.03 
4.82 
2.75 
3.57 
1.84 
3.52 
1.26 
1.97 
1.16 
3.24 
2.58 


Number  of  days 


t58-Year  average. 


HiST, 
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September,  1946 


CUmatological  Data  ior  September,  1946. 


Temperature,  In  degrees  Fahr. 


2-3 


Precipitation  in  inclies.         Number  of  days. 


Western  Divifi"!!. 

Beaver  Dam 

Earlington 

Ford's  Ferrv,  Dam  50 

(iilbertsville 

(jreeuville 3  m  S. 

Hartford  (near) 7  m  N. 

Henderson  1  1-2  m  S. 

llopkinsville l-'2  )ft.E. 

Lovelaceville 

Mayfield 

Murray  

Oweuslwro    1-2  m  W. 

Owensboro,  Dam  46 

Paducah  

Princeton 

Runisev,  Lock  2t 

Russellville 

I'niontown,  Dam  49 


Central  Dirision. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brent 

Brownsville,  Lock  6t.. 

Burnside 

Campbellsville 

CarroUton.  Lock  1 

Clermont 

Danville 

Dix  Dam,  Burgin 

Eadsville 

Frankfort,  Lock  4 

Gest.  Lock  3 

Grant.  Dam  38 

r,rr'fni5burg 

Hif?h  Bridge.  Lock  7  .  . 


LaGraiigu 


Ohio 

Hopkins 

Crittenden  . 
Marshall  . . . 
MuhlenbergI 

Ohio 

Henderson 
Christian.. 
Ballard  ... 

Graves 

Calloway  . 
Daviess  — 
Daviess  — 
McCracken 
Caldwell  .. 
McLean  . . . 

Logan  

Union 


L.;itchtiel<i  

L,xingrtoii 

Little  Hickman,  Lock   S 

Uickport,  Lock  2 

L<^rlS\TLLE    

Do    Bowman  Field,  5m  E 
Mammoth  Cave 


E-IIO 


m  S\V 


Munfor.lville. 

St.  John 

Salvi.-u,  Lock  ti 

Science  Hill 

Scott^ville 

Shelby ville 2  m  W 

Tyrone.  Lock  5 

VVillianistown   

Woodbury,  Lock  4{ 


JCimlern  Divisiov. 

Ashland   3  m  8E 

Benham  

Berea 

CX)llege  Hill.  Lock  11 

Corbin 

Cvnthiana 

Falmouth 

Farmers    

Fleiiiin^sburg   

Ford,  L(jck  10 

Goo^-erock   

Grayson  

Greenup,  Dam  30 

Hazard 

Head<iuarters 

Heidelberg,  Lock   14 

Ja.k<ori    

L<>ui.^a 

MuVKville,  Dam  33  ..4  m  E. 

Mi.i.llesbcmj 

.Mount  Sterling 

Oneoiita.  Dam  35   


i'ikeville 

l'ippapas.s   

Quicksand 

liavenna.  Lock  12  . . 

Richmond 

Valley  View,  Lock  £ 
Vanceburg,  Dam  32. 

Williamsburg 

Willow.  Lock  13  .... 


State,  averages  and  extremes (J8 


Breckinridge 

Jefferson  . 

Warren . . . 

Campbell. 

Edmonson 

Pulaski   .. 

Taylor. . . . 

Carroll  . . . 

Bullitt  ... 

Boyle 

Mercer  . . . 

Wayne  . . . 

Franklin  • 

Henry  ... 

Boone 

Green 

Jessamine 
Breckinridge 

Oldham  ... 

(iarrard  . . . 

Grayson   . . 

Fayette.  . . . 

Jessamine  . 

Henry  

Jefferson  . . 

Jefferson  . . 

Edmonson 

W'ayne 

Hart 

Hardin   . . . 

Mercer 

Pulaski   ... 

Allen 

Shelby    . . . 

Anderson. . 

Grant 

Butler 


Harlan 

Madison . . . 
Madison. . . 
Whitley  ... 
Harrison . . 
Pendleton 

Rowan  

Fleming  .. 

Clark  

Clay  

Carter 

Greenup  . . 

I'erry  

Nicholas  . . 

Lee   

Breathitt . . 
Lawrence  . 
Mason  .... 


Montgomery 
Campbell  .. 
Johnson  . . . 

Pike  

Knott 

Breathitt   . . 

E.still    

Madison 

Madison 

Lewis 

Whitley  .... 
Lee   


1035  I  15 

732  j  21 

a31  1  30 

1000  59 

571  !  34 

525  I  33 

939  59 


69.0 
66.6-  3.7 
66.81—  3.3 


2.2 

67.2-  i:6 


2.0 


95 


2.951-0.03    1.30 


1.50i- 

1.16:-2 

1.35-1 

0.99! -2 

].02i-2 

1.851-1 

4.28+1 

1.45-2 


.88   0.89 

,02   0.83 

,84!  0.71 

,05|  0.30 

0.62 

0.84 

2.58 

0.47 


.16+0.' 
.Ol|+0. 


.04J  +  0!' 


!ii!+o]i 

.  251-0. ■ 


3.Mi+0.9(; 
3.01,  1-0. 06 
1.78-1.18 
4.48+1.47 


2.12-0. 
3.24  +  0. 


4.12+1 
1  97|-1 
1.251-1 


■-■1 

1.5(1 

1.88 

•AS 

0.80 

01 

1.85 

■M 

1.09 

1<1 

1.48 

51 

1.38 

05 

0.90 

71 

0.78 

oil 

1.27 

1.91,-1.59  0 

1.891—0.66  0 

3.36+0.32  0 

2.29-0.69  1 

2.52!-0.38  2.00   22-23 


E.  G.  Young. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson.  Sr. 

Frank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Pavne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers. 

Alton  M.  Harvill. 

Lockmaster. 

Dr.  Samuel  S.  McReynolds. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

US.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Alva  McKinley. 

Lockmaster. 

Bernheim  Foundation. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfleet. 

Lockmaster. 

Lockmaster. 

Lockmaster. 

Mrs.  Mell  M.  Lingle. 

Lockmaster. 

Floyd  G.  Robbins. 

Oldham  Penitentiary. 

Kentucky  Utilities  Co. 

George  D.  Litsey. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Fred  W.  Binuewies. 

E.  O.  Cooper. 

Robert  C.  Smith. 

Sisters  of  Loretto. 

Lockmaster. 

William  H.  Dobbs. 

Willard  Cockrill. 

Willa  S.  A.  Ratta. 

Lockmaster. 

Miss  Nettie  B.  Simpson. 

Lockmaster. 


Lockmaster. 

C.  C.  Whiteaker. 

D.  H.  Center. 
Lockmaster. 

U.  S.  Weather  Bureau. 

Marsliall  Hill. 

Jessie  Oldliam. 

Mrs.  Cora  C.  Stamper 

C.  A.  Glasscock. 

Lockmaster. 

Thomas  J.  Corum. 

Mrs.  Maye  E.  Su  anagan. 

Lockmaster. 

H.  A.  Bailey. 

L.  M.  Gattin. 

Lockmaster. 

JamCb  T.  Goff. 

Zeb  Heston. 

Lockmaster. 

Hugh  Allen. 

Fred  Cartmill. 

Lockma.ster. 

E.  C.  Fraley. 

U.  S.  Weatlier  Bureau. 

Canev  Run  Com.  Center. 

R.  W.  Jones. 

Lockmaster. 

Eastern  Teachers  College. 

Ixickinaster. 

Lockmaster. 

Ctuirles  B.  West. 

Lockmaster. 


All  temperature  data  are  taken  from  self-registering  thermometers. 

The  departures  fnim  normal  temperatures  and  precipitation  are  computed  only  for  stations  that  have  ten  or  more  years  of  record,  but  all  complete  reports  are 
used  in  determining  section  or  division  means.  iRumsey.  Brownsville  and  Woodbury  are  Locks  on  the  Green  River;  other  Locks  are  on  the  Kentucky  River. 

Reference  letters.  •,  '',  '.  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days,  etc. 
tAlso  on  other  dates.       tiReceived  too  late  to  be  included  in  meanR  and  summaries.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 
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Cl.IMA'roLOCU'Al.   DATA:    Ki;\H(  K^•   SiriKiN 


D«lr  Pr.cipi 

•lion 

for  Scple 

aib.r 

1946. 

Day  of  month 

stations 

1 

2 

s 

4 

6 

6 

7       8 

9 

10 

a 

12 

18 

14 

16 

16 

17 

18 

19 

20 

21 

22 

28 

24 

26 

20 

27 

28 

29 

so 

11 

1 

)r<,i/(TM  7)irisi.'ii. 

Honvor  Onm G. 

K-arllujrton' Q- 

For,is  Kerry.  Dam  60' 0. 

Hilbcrtsville' T. 

lireeuvllle G. 

T. 

TV 
.16 

.07 

I'.sb 

.18 

tV 

.37 

"M 

T." 
.03 

.23 

T. 

T." 
.01 

.61 
.03 
.06 
.20 
.68 
.37 
.23 
.77 
.08 

1.16 
.66 
.89 
.66 

1.00 
.70 
.76 

2.06 
.21 
.70 
.89 
.83 
.71 
.24 
.40 
.84 

2.38 
.40 

.60 
.51 

1.62 

1.61 
.03 

1.73 
.96 

1.41 
.68 

2.55 
.45 
.75 

1.24 
.46 
.20 
.31 

L54 
.77 

1.22 
.15 

2:^ 
1.05 
.50 
.58 
.56 
.55 
1.31 
.30 
1.80 
1.20 
.70 

2.07 

M 
.08 
T. 

■;« 

.02 

;;;; 

.ie 

"■J7 
.28 
.36 
.61 

:-26 

■.ii 

■'03 
.04 

:lg 

2.17 

::: 

:68 

.02 

.11 
T. 

T. 

1.26 
1.21 
2.96 

T. 
T. 

.03 

T. 
.05 

1.28 

Iloiulerson 0. 

HopklnsvlUe' C. 

Lovolaceville M. 

MaytieUl M 

Murray T- 

Ow  eusboro' 0. 

Oweusboro.  Dam  46' 0. 

Paducah'   0. 

Priui'etou  G . 

Kumsev.  Loek  No.  2» G. 

RusseUViUe'    G. 

luiontowu.  Dam  49' O. 

Centml  Dirifion. 

Addison.  Dam  45' O. 

Aiu'horage O. 

liowliug  Green" G. 

Bowliug  Greeu,  No   2« G. 

!69 

T.' 

tV 

T. 

.... 

1.21 

.39 

'.'.'. 

T. 

1.06 

".K 
.34 

.... 

.16 
.06 

tV 

T. 
T. 

1.50 
1.16 

T. 
T. 

T.' 
.06 

T. 

.09 
.03 
.03 

T. 
.29 
.62 
.20 
.50 
.04 

T. 

.85 
1.09 
.25 

.06 
.14 

1.35 

T. 

0.99 

".Si 
1.04 
.06 

"ji 

.21 

.58 
.01 

i:06 
.05 
1.57 
1.48 
.54 
.13 

'.'52 
■.■37 

.■36 

.10 
.20 
.44 

.23 
.05 
.05 
.74 
1.09 
.57 
.24 

185 

"tV 

.04 

T. 

.06 

.10 

"io 

4.30 

T. 

1.17 

Brownsville,  Lock  6*  G. 

Buruside' C. 

.82 
'!35 

.02 
.97 

.23 
■.'92 

.24 

3.69 

CarroUton,  Lock  1' K. 

Clermout S' 

.... 

.17 

■ 

.72 

.07 
.02 
.38 

.70 

3  67 

.60 
.91 

.02 

T. 

1.20 
.98 
.33 
1.69 
1.26 
.81 
.70 

2.29 

Dix  Dam,  Burgin' K. 

Eiulsville'  C. 

Fraukfort.  Loek  4« K. 

Gest,  Lock  3«... K. 

Grant,  Diun  38« 0- 

Greensburg-    G- 

High  Bridge,  Lock  7' K 

■■•• 
.... 

T." 

■;63 

"on 

4  04 

-ti   '^e 

3  16 

1.33 
T. 

-.17 

1.70 
T. 

";55 

2.71 

.02 

1.23 

.... 

T. 
T. 

.08 
.25 

.34 
.03 

".01 

■;25 

.85 

3  91 

3.49 

1.62 

1.25 

1.15 
.18 

1.20 
.80 
.48 
.01 
.02 
.79 
.95 
.65 
.50 

.05 

::::  ::.. 

.55 
.15 

2.35 

.07 
.61 

.01 
T. 

.21 

.16 
.28 

3.38 

Le.xiugtoni"* K. 

T. 

3.14 

.10 

.24 

■;i6 

.08 
.33 

.14 
.36 

.48 
1.87 
.01 
.03 

1 

:i 
1.01 

T. 
T. 
T. 

T.' 

tV 

.42 
.67 

.06 

3.59 

LotllSVlLLE,   'i O 

tV 

T." 

T. 
T. 

.45 
.26 

.05 
.06 

L55 
1.34 

3.04 

2.15 

3.11 

2.25 

Sah-isa,  Lock  6't K. 

T. 
1.50 

.22 

.36 

".si) 

T.' 

3.06 
3.33 

'^belbyville  -                                          S 

.30 
.46 
.16 
.22 

M 
1.3i 
■?' 

1.1« 
1.4 

.05 
.66 
.09 
.07 

.40 
.53 

.96 

.92 

13 

2.22 

.14 
.20 
.42 
.41 

1.32 
.17 
.13 
.48 
.09 
.24 
.46 
.35 
.3€ 
.3C 

1.8f 
.8C 
.68 
.If 
.Ij 

1.3J 
.7f 
.1 
.31 
.4 

2.33 

.92 
1.08 
.51 

.05 
.53 
.41 
.15 
.21 
1.64 
1.26 
.12 
1.40 
.51 
.S-2 

T. 

3.64 

Tyrone.  Lock  5^1 K. 

Williiira-^town  -                                       L 

T. 
.02 
.03 

.05 

3  01 

;:;. 

.30 

1.78 

.01 
.05 

1.10 

"62 

"65 

■;65 

.12 

.14 
T. 

.21 

'•is 

4.48 

E,vslfini  DiviMim. 

"63 

.02 

.40 

1.91 

Benham '                                             C 

2.55 

Berea  K 

College  Hill.  Lock  11«    K 

Corbin- C 

Cy nthiana'    L 

.81 
!7t 

l.W 
T. 

2.86 

.39 

1.2: 

.82 

.26 
T. 

2.53 

....... 

.3 

.:»• 

.40 

2.86 

3.67 
2.12 

.6-. 

.22 
.41 
.01 

- 

3.24 

Flemingsburg' L  i . . . 

1 

T. 

T. 

4  15 

.m 

1 

1  41 

G<raserock  = K 

... 

.02 

|... 

... 

.94    .35 
1.02    .33 
1..50    .7c 

1.85    .Ic 

.15 

1.79 

Greenup    Dam  30'                               O.! 

....1... 

.11 

.28 
l.OC 

".h 

.IC 

.or 

1.16 

.If 

.0- 

2.10 

Hazard'                                                 K  1 

.65 
.12 
.3S 
.2i 
.3i 

1 

4. -20 

....|... 

.1- 

... 

3. 66 

Heidelberg.  Lock  14= K 

1... 

....]... 

::: 

.0- 

1  82 

....1... 

T. 

■^- 

Louisa'    B 

Mavsville,  Dam  33- O 

.K 

::: 

... 

.4, 

2.78 

Middlesboro C 

Mount  Sterling L 

.21 
.91 
T. 

.4 

.2 

.l.Ot 

".0 

... 

.0 

1.97 

^•'n 

.7f 
.5f 

... 

c. 

.0. 

.1 
.2. 
.Of 

.Ot 
.4. 

... 

... 

1.25 

■:|:: 

.0< 

T. 

.2 

•2 

... 
.3 

T. 
.1 

.9 

2.64 

Pikeville"                                             B 

... 

1.80 

2.97 

Quicksand- K 

17 

, 

1 

1.1 

)  .1 
.1 

1    .6, 
5    .5( 

3.26 

,     , 

T. 

.1 
.0- 
.0< 
T. 

) 

1.1 
.3< 
.4 
.0 
9 
SI.. 

2.01 

Richmond  -                                           K 

T.    l.'.-i    ,1 

>i 

1.74 

Valley  View.  Lock  9' K 

1  ... 

... 

T. 

! 

....|... 

1?    1 

1 

T. 

..3< 

'.'.'. 

Williani-iburg'                                         C 

) 

.6, 

1 

i 

Willow    Loek  IS'                                 K 

i... 

.1 

i... 

.1 

2  -29 

........ 

■ 

■ 

1 



Except  as  othenvise  indicated  observatious  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  24  hours  ending  at  time  of 
observatiiiu.  'First-order  \Ve.ither  Bureau  station:  precipitation  is  for  the  24-hQur  period,  midnight  to  midnight  unless  otherwise  indicated.  'Precipitation 

measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  ^Precipitation  measured  with  recording  gage.  'Included  in  the  next  fol- 

lowing measurement.  T.  Truce  of  precipitation,  less  than  0.01  inch.  tPost  office  address  as  follows:    Lock  5,  Lawrenceburg,  Ky.:  Lock  6,  Versailles.  Ky.; 

Lock  S.  Nichulasville,  Ky.:  Lock  10,  Red  House.  Ky.:  Oneonta    California,  Ky.  Riyer  drainage  area  in  which  station  is  located  is  indicated  as  follows:  (B) 

Big  Sandy:  (L)  Licking:  (K)  Kentucky:  (S)  Salt;  {«)  Green;  (C)  Cumberland:  (T)  Tennessee:  (O)  Ohio;  (M)  Mississippi. 

•■Airport  Station.    Data  for  24  hours  ending  at  I2A1  a.  ra.  90th  meridian  time  adjusted  to  dav  they  occur. 
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CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION. 


September,  1946 


Daily  Temperaturu  for  September.  1946. 

Stations. 

_i 

2 

3 

4 

5 

e 

7 

8 

9 

10 

12 

13 

14 

15 

16 

17 

18 

19 

20 

JL 

22 

23 

24 

25 

26 

JL 

28 

29 

30 

31 

Mean 

WESTKRN 

DIVLSION. 

~ 

)  Maximum  . . . 

84 

83 

85 

94 

93 

93 

94 

83 

91 

84 

85 

84 

82 

85 

83 

80 

81 

89 

82 

85 

79 

76 

80 

87 

87 

74 

68 

84.0 

Beaver  Dam 

•••  (Minimum.... 

44 

60 

55 

45 

47 

68 

66 

54 

66 

61 

61 

45 

51 

50 

62 

54 

51 

55 

55 

50 

58 

62 

62 

46 

44 

46 

47 

57 

60 

39 

52.7 

Earlington 

j  Maximum  . . . 

-y 

84 

84 

85 

92 

92 

92 

94 

85 

90 

82 

82 

80 

85 

87 

82 

82 

82 

86 

78 

86 

81 

76 

80 

85 

86 

86 

87 

78 

62 

83.7 

•••  1  Minimum.... 

47 

84 

58 

48 

50 

61 

58 

67 

60 

50 

51 

52 

63 

56 

58 

63 

69 

58 

62 

65 

62 

46 

47 

49 

48 

58 

62 

41 

55.7 

Ford's  Ferry  .... 

(  Maximum  . . . 

74 

79 

79 

81 

88 

89 

90 

91 

85 

89 

81 

75 

75 

80 

84 

80 

80 

80 

82 

74 

84 

83 

77 

80 

82 

85 

88 

84 

74 

67 

81.3 

•■■  (Minimum..., 

54 

62 

58 

55 

56 

65 

65 

65 

68 

69 

57 

55 

53 

58 

65 

59 

59 

63 

61 

62 

63 

64 

61 

53 

53 

56 

56 

68 

46 

59.7 

Greenville 

j  Maximum  . .. 

8(1 

84 

84 

86 

90 

91 

91 

92 

86 

89 

88 

80 

80 

84 

87 

81 

82 

83 

85 

80 

85 

80 

76 

80 

85 

88 

87 

84 

67 

84.0 

■■■  1  Minimum.... 

47 

54 

57 

46 

49 

58 

60 

57 

64 

65 

53 

49 

50 

53 

62 

56 

55 

54 

61 

55 

60 

63 

62 

47 

47 

49 

49 

56 

61 

42 

54.7 

J  Maximum... 

r> 

75 

75 

79 

84 

90 

79 

83 

74 

76 

77 

80 

84 

82 

78 

79 

83 

71 

82 

72 

71 

70 

82 

87 

82 

74 

67 

78.9 

Henderson 

•■•  (Minimum.... 

50 

58 

51 

48 

56 

&i 

62 

60 

64 

65 

51 

52 

48 

51 

61 

55 

52 

56 

57 

52 

52 

62 

46 

51 

49 

50 

60 

59 

40 

54.7 

Hopkinsville  

5  Maximum  . . . 

80 

83 

81 

83 

88 

89 

88 

90 

83 

86 

78 

80 

78 

78 

83 

79 

80 

79 

84 

79 

84 

79 

73 

76 

83 

84 

86 

S3 

74 

65 

81.2 

•  ■■  (  .Minimum 

45 

56 

60 

53 

60 

60 

58 

65 

63 

54 

50 

•52 

54 

63 

57 

67 

60 

59 

56 

59 

61 

67 

49 

46 

51 

54 

58 

62 

43 

57.0 

Lovelaceville.... 

1  Maximum... 

88 

88 

88 

90 

91 

93 

93 

94 

90 

87 

83 

87 

91 

86 

83 

77 

85 

85 

75 

84 

87 

91 

92 

88 

77 

72 

86.5 

•■■  (  Minimum.... 

50 

58 

62 

53 

53 

62 

60 

61 

66 

50 

.50 

49 

60 

54 

56 

51 

67 

57 

60 

65 

60 

43 

45 

48 

61 

59 

60 

43 

55.4 

Mayfield 

S  Maximum... 

83 

83 

80 

83 

89 

90 

91 

92 

91 

84 

82 

79 

83 

85 

84 

80 

81 

83 

77 

87 

84 

84 

82 

87 

89 

88 

85 

78 

68 

84.0 

■•■  (Minimum.... 

51 

57 

60 

63 

54 

62 

60 

61 

66 

65 

62 

4a 

48 

49 

55 

55 

60 

67 

57 

55 

58 

45 

49 

50 

64 

59 

60 

40 

55.4 

Murray 

)  Maximum  . . . 

84 

86 

82 

86 

90 

90 

91 

93 

85 

92 

83 

83 

85 

85 

86 

85 

79 

80 

83 

78 

76 

77 

86 

82 

87 

88 

88 

86 

75 

68 

83.9 

•••  (Mininnmi.... 

51 

60 

63 

54 

55 

63 

62 

62 

69 

67 

55 

51 

53 

63 

64 

64 

57 

62 

59 

61 

m 

61 

60 

50 

48 

52 

54 

60 

58 

47 

68.2 

Owensboro  

jMa.ximum... 

73 

84 

84 

88 

92 

93 

93 

95 

80 

88 

82 

79 

83 

85 

89 

87 

84 

86 

90 

78 

85 

81 

75 

81 

85 

90 

90 

86 

74 

69 

84.3 

■••  1  Mininnmi.... 

47 

54 

51 

51 

49 

58 

59 

68 

62 

50 

49 

48 

51 

61 

56 

51 

53 

53 

53 

60 

62 

65 

42 

45 

46 

47 

57 

63 

39 

53.4 

PaduoahSS 

80 

86 

82 

m 

90 

90 

90 

94 

92 

90 

82 

80 

78 

83 

85 

82 

81 

82 

83 

74 

85 

84 

74 

82 

85 

86 

89 

85 

70 

70 

83.2 

•••  (  Minimum.!.. 

48 

58 

62 

58 

56 

63 

64 

65 

68 

68 

58 

53 

53 

54 

55 

58 

58 

62 

59 

60 

60 

62 

48 

47 

48 

52 

59 

66 

46 

67.8 

Princeton 

JMa.ximum... 

79 

83 

83 

85 

90 

90 

90 

92 

89 

91 

84 

80 

79 

85 

84 

82 

82 

81 

85 

77 

86 

85 

75 

80 

85 

85 

88 

86 

70 

67 

83.2 

•■•  (  .Minimum.... 

45 

54 

61 

49 

60 

48 

59 

59 

67 

65 

48 

48 

51 

53 

61 

65 

58 

62 

58 

65 

59 

62 

60 

45 

44 

49 

49 

57 

63 

44 

65.3 

Kussellvilleg§... 

(.Maximum... 
■••  (Minimum.... 

86 

86 

85 

88 

91 

92 

92 

90 

80 

89 

80 

84 

80 

85 

82 

80 

78 

SO 

86 

82 

84 

85 

79 

79 

85 

84 

85 

83 

78 

66 

83.5 

43 

56 

62 

54 

60 

62 

62 

66 

64 

66 

51 

53 

64 

63 

58 

58 

59 

62 

67 

67 

63 

63 

53 

48 

49 

51 

51 

59 

44 

56.2 

CENTRAL  DIVISION. 

Anchorage 

\  Maximum  . . . 

7'2 

78 

80 

83 

87 

90 

93 

92 

78 

82 

80 

78 

84 

82 

84 

85 

86 

86 

90 

84 

86 

72 

78 

77 

81 

87 

89 

84 

70 

66 

82.0 

•  •  •  (  Minimum .... 

48 

56 

54 

60 

49 

58 

69 

58 

68 

62 

51 

49 

52 

54 

55 

50 

50 

50 

49 

55 

62 

62 

62 

46 

46 

45 

49 

66 

66 

39 

53.3 

Bowling  Green'  . 

84 

86 

84 

85 

90 

92 

92 

90 

74 

87 

79 

83 

82 

83 

79 

78 

80 

85 

84 

84 

78 

79 

78 

85 

84 

87 

83 

79 

68 

8'2.8 

•■■  (  Minimum.... 

40 

56 

59 

53 

62 

59 

60 

56 

65 

63 

55 

50 

53 

56 

62 

58 

59 

60 

57 

54 

61 

&5 

63 

53 

48 

52 

,54 

58 

54 

46 

56.2 

Campbellsville  . . 

)  Maximum  . . . 

77 

81 

83 

85 

89 

90 

90 

89 

80 

84 

78 

84 

82 

81 

83 

84 

76 

82 

86 

83 

83 

74 

77 

79 

82 

84 

87 

83 

80 

69 

82.2 

••■  (Minimum.... 

4fi 

56 

55 

48 

54 

59 

57 

56 

67 

63 

56 

48 

52 

55 

52 

54 

56 

52 

55 

62 

63 

67 

64 

45 

47 

52 

57 

42 

56.0 

Clemiont 

\  Maximum  . . . 

7-2 

76 

78 

81 

86 

87 

88 

90 

74 

85 

77 
64 

81 
43 

81 

79 

80 

80 

80 

81 

85 

83 

83 

74 

74 

74 

8C 

86 

81 
56 

7S 

65 
40 

79.8 
57.5 

■•■  (  Minimum.... 

40 

62 

64 

65 

43 

65 

5'2 

66 

64 

63 

48 

47 

62 

62 

64 

65 

65 

46 

65 

66 

66 

47 

50 

57 

Danville 

77 

77 

77 

80 

87 

87 

58 

84 

85 

76 
67 

79 
49 

78 
53 

79 
52 

78 
55 

79 
50 

80 

82 

84 

84 

75 

78 

76 

80 

80 

86 
49 

84 
67 

80 

64 
41 

80.2 
54.6 

■■•  (  Mininnun.... 

51 

58 

55 

47 

51 

69 

58 

67 

63 

49 

55 

6( 

62 

67 

54 

47 

48 

Dix  Dam 

>  Maximum  . . . 

70 

78 

79 

82 

90 

90 

91 

88 

87 

80 

82 

80 

80 

81 

82 

80 

82 

84 

87 

85 

83 

84 

80 

82 

82 

87 

86 

83 

67 

82.9 

■■•  (Minimum.... 

43 

54 

53 

44 

a 

55 

55 

54 

65 

61 

5b 

46 

50 

52 

48 

44 

50 

47 

58 

60 

58 

52 

44 

45 

47 

64 

58 

40 

51.4 

Frankfort 

j  Maximum  ... 

74 

78 

77 

81 

87 

89 

83 

9'' 

83 

80 

80 

81 

79 

79 

8il 

80 

80 

82 

82 

85 

84 

7! 

78 

78 

81 

80 

8f 

82 

76 

6i 

80.8 

■•■  (  Minimum.... 

47 

63 

57 

46 

49 

58 

58 

57 

68 

60 

57 

50 

54 

54 

55 

49 

52 

50 

49 

54 

60 

61 

67 

53 

46 

49 

50 

5b 

61 

42 

54.4 

Greensburg 

j  Maximum... 

82 

81 

84 

90 

90 

<»0 

87 

85 

79 

83 

81 

81 

82 

78 

82 

8b 

84 

80 

73 

78 

84 

84 

89 

84 

80 

70 

82.7 

•••  (Minimum.... 

47 

58 

58 

48 

64 

59 

69 

57 

63 

58 

58 

52 

55 

62 

55 

57 

58 

55 

56 

6^ 

66 

68 

55 

45 

51 

52 

52 

63 

45 

56.6 

Irvlngton 

\  Maximum  . . . 

70 

81 

80 

81 

89 

90 

92 

91 

7£ 

85 

82 

86 

83 

82 

82 

83 

82 

82 

87 

82 

76 

77 

84 

85 

87 

84 

72 

69 

82.1 

•••(Minimum.... 

47 

5b 

53 

49 

49 

60 

58 

57 

69 

64 

50 

48 

50 

53 

61 

63 

51 

55 

54 

50 

60 

64 

63 

47 

47 

46 

49 

57 

60 

39 

54.0 

Leitchfield 

\  Maximum  . . . 

75 

83 

81 

84 

89 

90 

Si 

89 

80 

88 

80 

33 

81 

81 

82 

81 

77 

80 

8b 

81 

82 

76 

79 

78 

83 

83 

85 

82 

76 

67 

81.7 

•■•  (  Minimum.... 

45 

54 

55 

49 

53 

60 

59 

58 

67 

6;: 

54 

60 

62 

56 

62 

55 

56 

57 

54 

54 

59 

64 

63 

49 

48 

49 

.52 

58 

60 

41 

65.2 

Lexington  

i  Maximum... 

77 

74 

80 

87 

87 

90 

88 

81 

7b 

81 

76 

79 

77 

80 

82 

83 

85 

Si 

72 

73 

77 

81 

SO 

85 

82 

76 

79.8 

■••  (Minimum.... 

51 

60 

56 

52 

56 

64 

63 

03 

65 

6^ 

67 

66 

56 

57 

69 

52 

59 

64 

55 

58 

61 

66 

62 

54 

61 

51 

55 

62 

51 

42 

67.0 

Louisville  ' 

j  Maximum  . . . 

70 

74 

78 

81 

8b 

87 

91 

77 

85 

78 

78 

81 

81 

82 

83 

82 

8b 

80 

82 

74 

77 

76 

81 

84 

87 

84 

68 

63 

80.1 

•••  (  Minimum.... 

54 

61 

59 

54 

57 

64 

65 

64 

60 

60 

58 

56 

60 

65 

67 

60 

58 

57 

62 

66 

6b 

62 

54 

54 

54 

58 

64 

51 

45 

59.3 

nr,  BowmHti  Fip'-i'  (Maximum... 

72 

77 

81 

82 

88 

90 

92 

91 

7b 

85 

79 

82 

80 

82 

84 

83 

84 

84 

87 

84 

84 

74 

77 

77 

82 

84 

88 

84 

69 

66 

81.6 

Do.  Bowman  He'" 

'"  (Minimum.... 

.52 

62 

56 

62 

63 

62 

60 

67 

66 

57 

53 

55 

57 

62 

54 

56 

65 

53 

57 

63 

66 

62 

49 

50 

47 

53 

60 

49 

42 

56.4 

Mammoth  Cave  . 

1  Maximum... 

81 

81 

82 

84 

89 

90 

90 

89 

76 

85 

7i 

80 

82 

81 

81 

81 

74 

80 

84 

83 

83 

76 

7J 

79 

84 

82 

87 

82 

75 

67 

81.5 

•••  (  Mininnun.... 

44 

52 

56 

46 

60 

57 

65 

53 

67 

63 

54 

45 

50 

52 

61 

64 

£5 

54 

53 

51 

60 

62 

51 

43 

45 

50 

65 

58 

41 

,53.2 

St.  John 

i  Maximum  . . . 

75 

79 

80 

83 

89 

90 

91 

92 

86 

8b 

83 

82 

81 

80 

82 

82 

80 

82 

86 

84 

83 

80 

78 

78 

83 

83 

86 

83 

80 

68 

82.5 

■••  (Minimum.... 

43 

55 

53 

61 

48 

56 

56 

54 

6b 

61 

51 

47 

52 

53 

61 

49 

50 

65 

67 

57 

63 

66 

69 

54 

61 

52 

51 

67 

59 

43 

65.0 

Science  Hill 

)  Maximum  . . . 

77 

83 

80 

85 

87 

89 

91 

84 

83 

75 

81 

80 

81 

80 

83 

78 

82 

85 

84 

85 

75 

77 

78 

80 

84 

86 

84 

80 

80 

82.2 

■•■  '  Minimum.... 

43 

57 

57 

48 

64 

56 

54 

5b 

67 

63 

59 

58 

5-1 

52 

65 

51 

54 

66 

50 

55 

59 

61 

67 

57 

45 

47 

50 

57 

61 

45 

54.9 

Scottsville 

^Maximum... 

Shelby  ville 

•••  (  Minmumi.... 
(  Maximum  . . . 

72 

79 

80 

83 

88 

90 

gi 

93 

86 

84 

80 

as 

8'2 

83 

84 

8-3 

85 

8-3 

88 

8f 

8:3 

r. 

74 

78 

82 

84 

87 

8'2 

74 

6.5 

"8'2!3 

•■■  (Minimum.... 

47 

6( 

52 

47 

60 

60 

68 

67 

69 

Gi 

53 

49 

51 

53 

56 

48 

53 

49 

•50 

56 

62 

67 

48 

45 

46 

51 

57 

59 

41 

54.0 

Williumstown  .. 

(  Maximum  . . . 

75 

75 

76 

79 

89 

91 

92 

92 

Si 

77 

81 

77 

81 

83 

81 

83 

85 

85 

84 

i 

75 

75 

79 

80 

87 

85 

82 

63 

81.6 

■■•  (Minimum.... 

52 

60 

52 

49 

56 

62 

63 

62 

70 

64 

55 

54 

54 

55 

66 

54 

54 

54 

66 

58 

60 

65 

50 

52 

62 

56 

58 

68 

41 

56.4 

EASTEIl-V 

DIVISION 

Ashland  

(  Maximum  . . . 

79 

75 

77 

82 

87 

89 

91. 

90 

88 

87 

76 

80 

77 

78 

79 

82 

79 

82 

8( 

70 

79 

82 

78 

80 

83 

82 

88 

87 

81 

70 

81.2 

•■■  (Minimum.... 

48 

58 

63 

46 

50 

54 

46 

68 

62 

63 

61 

52 

56 

55 

64 

47 

53 

52 

52 

57 

60 

60 

68 

63 

49 
82 

61 

51 

52 

68 

47 

54.8 

Benham^§ 

(  Maximum  . . . 

76 

82 

78 

79 

84 

83 

86 

88 

87 

82 

71 

77 

74 

75 

79 

77 

71 

78 

76 

79 

77 

81 

77 

75 

81 

85 

83 

80 

60 

78.7 

■•■  (  Minimum.... 

45 

53 

57 

48 

47 

51 

51 

52 

62 

63 

63 

49 

52 

53 

63 

49 

48 

51 

47 

49 

65 

53 

5b 

62 

54 

48 

48 

,5C 

55 

48 

52.4 

Berea 

(  Maximum  . . . 

77 

79 

79 

82 

87 

8S 

88 

90 

86 

85 

77 

SO 

79 

80 

81 

81 

76 

82 

84 

85 

78 

76 

7b 

81 

81 

88 

83 

87 

72 

81.7 

■■■  (  Minimum.... 

5b 

61 

54 

47 

52 

61 

6-; 

61 

61 

47 

52 

49 

52 

56 

56 

46 

52 

54 

48 

71 

62 

66 

68 

5r 

51 

50 

53 

00 

62 

43 

55.7 

Corbin' 

j  Maximum  . . . 

80 

87 

82 

86 

84 

87 

89 

85 

85 

7< 

80 

77 

82 

79 

75 

80 

82 

87 

86 

73 

74 

78 

84 

87 

84 

82 

69 

81.7 

■■•  (Minimum.... 

45 

58 

56 

48 

55 

54 

52 

60 

65 

&i 

53 

49 

54 

53 

55 

52 

55 

56 

49 

55 

59 

62 

66 

55 

6f 

49 

51 

55 

65 

41 

54.3 

Farmers  

j  Maximum  ... 

77 

74 

7b 

8f 

84 

87 

83 

91 

84 

84 

75 

80 

75 

75 

78 

80 

78 

80 

81 

79 

78 

82 

77 

7t 

81 

80 

85 

81 

83 

67 

79.7 

••■  (  Minimum.... 

41 

57 

53 

42 

4( 

51 

51 

57 

61 

65 

58 

47 

55 

52 

51 

44 

49 

45 

42 

55 

57 

57 

6b 

57 

43 

45 

44 

50 

57 

39 

51.2 

Goo>eroek§J  .... 

(  Maximum  ... 

78 

85 

88 

89 

86 

85 

90 

89 

84 

78 

81 

78 

81 

83 

81 

80 

82 

84 

84 

8( 

7( 

77 

82 

82 

84 

88 

86 

84 

66 

82.8 

•••  (Minimum.... 

.58 

57 

68 

49 

49 

5b 

54 

6( 

64 

62 

64 

51 

52 

54 

55 

54 

53 

55 

51 

52 

60 

fll 

61 

54 

51 

53 

54 

66 

47 

65.5 

Headquarters  . . . 

J  Maximum... 

7l 

78 

77 

81 

90 

9( 

91 

92 

85 

85 

80 

75 

79 

81 

80 

81 

82 

83 

84 

78 

78 

81 

74 

81 

86 

85 

78 

67 

81.5 

•••  (Minimum.... 

41 

5b 

61 

43 

44 

52 

51 

53 

62 

61 

54 

4-1 

53 

53 

51 

42 

4f 

44 

44 

55 

53 

57 

52 

40 

64 

41 

44 

52 

55 

38 

49.9 

Heidelberg 

(Maximum... 

77 

79 

77 

80 

83 

85 

85 

87 

83 

76 

79 

73 

78 

80 

78 

75 

80 

81 

80 

81 

77 

76 

77 

81 

81 

85 

82 

80 

68 

79.6 

•••  (Minimum.... 

45 

59 

5b 

45 

51 

56 

55 

58 

(A 

62 

61 

48 

62 

52 

56 

48 

54 

55 

48 

51 

58 

61 

66 

62 

46 

47 

49 

52 

58 

4j 

54.1 

Maysville 

J  Maximum  ... 

75 

7( 

74 

78 

83 

88 

90 

80 

84 

76 

80 

7( 

78 

78 

78 

79 

82 

8f 

77 

83 

79 

76 

75 

80 

78 

87 

84 

75 

79.1 

••■  1  Minimum.... 

48 

58 

49 

48 

51 

57 

57 

58 

64 

62 

57 

50 

65 

54 

51 

.51 

53 

52 

51 

54 

.59 

.5! 

61 

56 

41 

48 

51 

54 

59 

44 

53.7 

Middlesboro  .... 

j  Ma.vimurii  . . . 

8( 

84 

79 

85 

85 

85 

83 

90 

89 

84 

78 

80 

77 

79 

7C 

82 

83 

83 

8b 

75 

75 

78 

82 

84 

86 

85 

80 

68 

81.3 

■•■  (Minimum.... 

48 

54 

58 

63 

62 

52 

55 

61 

63 

65 

62 

52 

53 

53 

5'. 

5^ 

53 

5.^ 

50 

5( 

57 

60 

67 

61 

56 

52 

54 

r,'\ 

59 

48 

55.9 

Mount  Sterling.. 

(Maximum... 

7( 

83 

87 

90 

92 

91 

85 

79 

83 

77 

81 

82 

83 

83 

83 

85 

85 

83 

81 

75 

77 

81 

82 

88 

84 

81 

66 

61 

81.9 

■••  '  Minimum.... 

61 

50 

52 

55 

69 

5! 

5<. 

& 

64 

58 

52 

58 

54 

5( 

48 

5( 

5( 

51 

62 

58 

62 

67 

65 

50 

48 

50 

57 

6( 

42 

36 

.55.2 

Plkevllle' 

(  Maximum  ... 

80 

82 

82 

87 

88 

88 

91 

93 

93 

87 

79 

83 

79 

54 

84 

83 

87 

85 

80 

87 

83 

78 

85 

87 

92 

89 

83 

64 

83.8 

•••  (Minimum.... 

51 

55 

62 

6( 

5: 

,53 

54 

62 

62 

62 

54 

52 

53 

52 

52 

52 

50 

62 

52 

58 

59 

59 

58 

52 

52 

.55 

52 

65 

43 

54.3 

PIppapass 

3  Maximum... 

7b 

80 

7t 

75 

82 

83 

82 

81 

88 

7j 

77 

75 

78 

77 

79 

70 

76 

81 

80 

79 

83 

7f 

73 

79 

79 

86 

82 

83 

85 

79.2 

•••  (  Minimum.... 

45 

55 

68 

51 

54 

54 

53 

52 

57 

57 

55 

55 

54 

54 

52 

5b 

48 

49 

50 

57 

58 

6( 

56 

58 

49 

50 

51 

50 

50 

53.9 

Quicksand 

(Maximum... 

78 

81 

79 

82 

87 

88 

90 

91 

88 

83 

77 

81 

79 

80 

81 

73 

85 

85 

83 

86 

7( 

67 

78 

81 

76 

88 

87 

84 

64 

81.1 

■••  (Minimum.... 

45 

58 

51 

44 

62 

64 

51 

58 

62 

60 

54 

5( 

51 

53 

52 

46 

,50 

52 

47 

57 

57 

5f 

61 

55 

53 

49 

49 

51 

57 

45 

52.5 

Richmond 

S  Maximum  . . . 

75 

77 

78 

82 

8t 

88 

88 

8! 

81 

84 

78 

80 

80 

77 

81 

81 

78 

82 

8: 

84 

84 

77 

78 

77 

80 

82 

85 

84 

SO 

65 

80.8 

■••  (Minimum.... 

51 

61 

6( 

62 

55 

61 

60 

62 

69 

64 

59 

6( 

56 

54 

57 

51 

5f 

56 

52 

58 

60 

66 

68 

51- 

50 

49 

53 

61 

62 

43 

56.9 

Williamsburg  . . . 

(Maximum... 

77 

82 

78 

81 

82 

84 

82 

87 

^^8 

83 

74 

77 

75 

75 

78 

77 

75 

77 

80 

80 

83 

78 

73 

74 

77 

79 

82 

81 

8f 

69 

78.9 

•••  (  Minimum.... 

48 

57 

68 

51 

55 

65 

65 

62 

65 

63 

53 

51 

53 

53 

57 

.54 

57 

65 

62 

56 

69 

51 

65 

54 

50 

63 

55 

69 

471  . 

55.4 

SSInstruments  are  read  In  the  morning:  the.  maximum  temperature  then  read  Is  charged 
',  '',  ",  etc.  indicate  respectively  1,  2.  3.  etc.,  days  missing  from  record, 
W  B  O  I,oulSvllle.  10-2.546 926. 


the  preceding  day,  on  which  it  almost  always  occurs. 
'Midnight  to  midnight  temperatures. 


5   /.Oii 


h^{  :v-<^ 


U.  3.  DEPARTMENT  OF  COMMMRCi;,  WKATllKR  BUREAU 

CLIMATOLOGICAL    DATA 


K  KNTU(M<  V    S  KCT  1  ON 

E.  E.  UNGER. 


Vol.  XLI 


LouisviLM,  Ky.,  October,  1946 


No.  U) 


GENERAL  SUMMARY. 

M-    till'    Sl;it(-   were  .u;'' 
("  pirripi' 


loniiul 
lornial 


liMiiixMaUuos 
iluriui:;  OcIhIkm'  while  proripitation  was  smncwiiat  l>cl 
in  all  but  a  few  eastern  counties.  Heavy  frosts  on  the  2d  and 
lotii  practically  put  an  end  to  growth  and  the  staple  crops,  and 
siuue  very  late  corn  was  killed  before  maturing.  However,  on 
account  of  the  exceptionally  favorable  weather  throushnut  th(> 
growing  season,  losses  were  insignificant  in  proportion  to  the 
amount  of  this  crop  safely  made.  Harvesting  of  the  early  corn 
crop  was  completed  early  in  the  montli  and  most  late  corn  was 
gatliered  before  its  close.  Cutting  of  tobacco  also  was  completed 
in  all  sections  and  curing  was  proceeding  satisfnetoiily.  In 
some  sections  the  leaf  was  lighter  than  expocto.l.  Stripping 
commenced  in  southern  and  central  districts,  but  liiis  work  was 
greatly  delayed  in  many  sectiinis  on  account  of  unt'avoralily  dry 
weather.  The  rains  on  the  ll-lijltli  and  ou  tbe  '24-'2r)th  im- 
proved soil  conditions  materially  and  enaMtd  fartocrs  to  com- 
plete the  seeding  of  winter  wheat  and  other  yiains.  However, 
germination  was  slow  and  stands  of  early  sown  grains  were 
irregular  due  to  the  rapid  evaporation  of  surface  moisture  under 
the  influence  of  high  teniperatui-es  and  sunsliine.  The  rains 
revived  pastures  to  a  cousideraMc  extent  in  central  aiul  eastern 
sections  but  in  Avestern  and  smuheiii  counties  they  i-<'ni;!ined 
short  and  dry.  Additional  quantities  of  gra-^s  and  clover  hay 
were  made  during  the  warm  dry  periods,  c.-pccially  at  the  close 
of  the  month.  The  last  of  tlie  apple  cro]i  v.a,^  gathered  with 
fair  to  good  results.  The  rains,  wliih'  beni^ticial,  were  not 
sufficient  to  replenish  water  supplies  in  the  south-central 
counties  and  hauling  for  stock  continued  to  lie  necessary. 

J.  F.  J. 
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PRESSURE.  WIND.  HUMIDITY  AND  SUNSHINE. 

Atiiiosplierlc  nress- 
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huinWity 

"S 

^ 

.Stations. 

1 

1 

3 

1 

ill 

1 

i5 

1 

i 
1 

1 

a 
1 

II 

i 

111. 

30.33 

1.0 

W  ,=^7 

17 

7. si  28 

s. 

24 

85 

49 

76 

m 

Ciir-ir 

.  Ohio 

30,42 

'BAy 

1» 

4. 7   24 

nw. 

FVMIS 

•ille  ..   .. 

.Ind. 

30.35 

In 

'XiMl 

18 

U.O   23 

s. 

IS 

Louisa 

ille   

..Ky. 

30.39 

'B.h'l 

18 

5.8   2G 

sw. 

COMPARATIVE  DATA  FOR  OCTOBER. 


Temperature, 


m 


I'.lilO 

iHin 


52.2 
55.8 
63.2 

64.5 


TEMPERATURE. 


The  average  temperature  for  the  month  was  69.0'^',  or  1.2° 
ahovc  normal.  There  was  a  sliort  but  sliarp  cold  period  from 
tlie  1st  to  3d  and  another  fro)n  the  12th  to  15th,  during  wdhch 
minimum  temperatures  fell  to  near  or  slightly  below  freezing 
generally,  with  the  first  killing  frosts  of  the  season  in  most 
sections.  During  the  remainder  of  tlie  month  temperatures 
were  relatively  high,  with  an  e.\eei)tionully  warm  period  from 
the  23(1  to  olst.  .luring  \\liich  daily  mean  temperatures  v^ere 
from  5°  to  18°  aliove  the  correspniiding  normals.  The  extremes 
for  the  section  were  92°  at  Pikeville  on  the  .5th,  and  27°  at 
Mammoth  Cave  on  the  18th  and  at  Headquarters  on  the  15th. 


PRECIPITATION. 


The  average  precipitation  was  2.38  inches,  or  0.2G  inch  liel 
normal.  Rainfall,  though  comparatively  hght,  was  fairly  v 
distributed  and  ranged  from  over  three  inches  in  the  extreme 
southeastern  and  southwestern  counties  to  less  than  two  inches 
over  a  broad  Ijelt  extending  from  the  extreme  northern  counties 
southwestward  to  tlie  southern  border.  Practically  all  of  the 
rain  fell  on  the  ll-12th,  17-lSth,  and  24-2oth.  The  extreme 
totals  for  the  State  were  4.74  inches  at  Middlesboro  and  0.75 
inch  at  Russellville.  The  greatest  24-hour  amount  was  2.50 
inches  at  Earlington  on  the  24-25th. 


2.94 
0.78 
0  51 


1.24 
171 
1.10 
4.19 
2.  42 
2.29 
1.57 
2.34 
2.22 
0.52 
4.95 
1.51 
2.97 


1.42 
3.55 
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0.27 
7.09 
5.96 
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CLIMATOLOGICAL  DATA :   KENTUCKY  SECTION 


October,  1946 


Climatological  Data  for  C 

ctober 

1946. 

Counties. 

1 
1 

"2 

3 

Temperature,  in  degrees  Fahr. 

Precipitation  in  inches. 

Number  of  days 

1 

k 
1- 

stations. 

i 

II 

1 

3 

1 

1 

s  . 

« 

q 

P 

g 

0 

il 

oa 

0 

f 

'11 
00 

5 

1 
I 

! 

Observers 

Western  Division. 

Ohio 

Hopkins.... 
Crittenden  . 
Marshall  . . . 
Muhlenberg 

Ohio 

Henderson  . 
Christian... 
Ballard  .... 

Graves 

Calloway  .. 
Daviess..... 

Daviess 

McCracken 
Caldwell  . . . 
McLean.... 

Logan  

Union 

Breckinridge 

Jefferson  . . . 

Warren 

Campbell... 

Edmonson  . 

Pulaski  .... 

Taylor 

Carroll 

Bullitt  

Boyle 

Mercer 

Wayne  

Franklin  . . . 

Henry  

Boone 

Green 

Jessamine  . . 
Breckinridge 

Oldham  .... 

Garrard  .... 

Grayson  ... 

Fayette 

Jessamine  . . 

Henry  

Jefierson  . . . 

JetYerson  . . . 

VVayue 

Hart 

Hardin   .... 

Mercer 

Pulaski   .... 

Allen 

Shelby    .... 
Anderson. .. 

441 

420 
356 
431 
519 
540 
382 
524 
479 
364 
412 
420 
404 
341 
529 
384 
590 
357 

380 
700 
536 

410 
705 
777 
480 
474 
955 
770 
622 
504 
490 
506 
581 
544 
646 
850 
1032 
635 
989 
560 
485 
459 
558 
800 
910 

39 
57 
18 
8 
30 

32 
50 
21 
34 
21 
50 
18 
64 
48 
29 
38 
18 

19 

48 
64 
21 
29 
61 

1 
42 
10 
37 
23 
10 
64 
37 
21 
59 
44 
49 

7 
21 
51 
67 
37 
37 
74 
13 
12 
10 

59.6 
60.8 

+  0.4 
+  1.1 

87 
85 

6t 
10 
5t 

30 
31 

2 
13 
13 

2.24 
2.58 
1.92 
2.74 
2.18 
2.90 
1.90 
2.07 
3.06 
3.17 
2.74 
2.31 
2.39 
2.80 
2.78 
2.97 
0.75 
1.62 

2.10 
2.03 
1.78 
1.96 

2.1'.. 
2.20 
2.46 

-0.52 
-0.22 
-0.62 

-\.\h 

-0.47 
-f-0.19 
-0.26 
-0.83 
-0.10 
-0.10 
-0.01 
+0.07 
-1.87 
-0.84 

-0.47 
-0.67 
-0.96 
-0.38 
-1.46 
+0.03 

-6!  08 

1.50 
2.50 
1.33 
1.97 
1.50 
1.99 
1.07 
1.64 
1.85 
1.93 
2.00 
1.43 
1.47 
1.96 
2.08 
2.03 
0.65 
1.2s 

1.16 
1.11 
1.41 
0.82 
1.49 
1.48 
1.02 
0.93 

25 

24-25 

24-25 

25 

25 

25 

24-25 

24-25 

25 

25 
24-25 
24-25 
24-25 

25 
24-25 

25 
24-25 

25 
25 
24-25 
17-18 
24-25 
11-12 
25 
17-18 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 

3 
3 
6 
5 
2 
5 
6 
4 
3 
4 

5 

5 
2 

4 

3 

6 
5 
3 

I 
5 
3 
5 

21 
21 

16 

7 
4 
8 

3 

7 

s. 
se. 
sw. 

E.  G.  Young. 

Brick  Southworth. 

Ford's  Ferrs'.  Dam  50 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson,  Sr. 

Frank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Greenville 3  m  S. 

Hartford  (near) 7  m  N. 

Henderson  1  1-2  m  S. 

Hopkinsville 1-2  m  E. 

60.4 

'm'.i 
59.5 

62.5 
61.0 
61.3 
59.8 

+  1.1 
-'O.G 

+  lis 

-  0.1 
+  0.8 
+  1.0 

88 
92 

2 

"io" 

6 
6t 
6 
6 
6 

30 

"33" 
32 
31 
33 
34 
30 

13 

"2i" 
16 
2t 

2 
21 

22 
24 
17 

20 
18 
17 
19 

7 

7 
10 

7 
10 

6 

3 

\ 
7 
0 
4 
3 

9 

s. 
s. 

s. 

sw. 

s. 

Mavfield          

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Oweusboro    1-2  m  W . 

Owensboro.  Dam  46 

Paducah 

Virgil  P.  Clark. 

59.9 
59.3 

-  1.0 

-  0.3 

90 
87 

7 
10 

31 

13 
It 

14 
21 

9 
4 

6 

s. 

U.  S.  Engineers. 

Alton  M.  Harvill. 

Russellville  .                   

69.4 

-r  0.3 

84 

5t 

34 

2t 

20 

5 

6 

n. 

Dr.  Samuel  S.  McReynolds. 

Uniontown,  Dam  49 

Central  Division. 

Anchorage 

Bowling  Green 

58.6 
59.8 

+  i.9 
-  0.5 

90 

87 

6 

7 

3i 

13 
13 1 

?5 

4 
11 

5 

se. 

s. 

C.  E.  Barret. 

U.  S.  Weather  Bureau. 

Brownsville,  Lock  6t 

■•26  ■ 

"7' 

■4' 

■s."" 

Lockmaster. 

Campbellsville 

59.6 

87 

6 

31 

13 

Alva  McKinley. 

... 

Bemheim  Foundation. 

Danville 

58.9 
59.6 

-f-  1.1 
-1-  0.2 

85 
85 

5t 

30 
30 

13 
13 

2.05 
2.40 
2.8S 
1.60 
1.58 
2.49 
1.70 
2.39 
2.40 
2.25 
2.64 

2.  on 

1.84 

-0..31 
-0.19 
+0.43 
-0.89 
-1.25 
+0.19 
-1.19 
-0.26 

-6:ii 

-1.1(1 
-0.75 
-0.34 
-1.17 
-0.64 
-0.49 
-1.26 
+0.90 
-1.15 

— o!35 

-6!76 
-0.95 
-1.52 
-1.23 

-0.19 

+6:38 
+0.07 

+6!  is 

-0.35 
-f)  42 

1.10 
1.44 

o!6S 
0.44 
0.85 
0.70 
1.35 
1.46 

1:23 
0.88 
0.64 
0.46 
1.06 
1.17 
1.32 
1.70 
1.52 
1.10 
0.71 

1^18 
1.18 
1.07 
0.62 
1.39 

1.12 
1.15 
2.15 
1.90 
0.97 
1.30 
0.81 
1  i-y 

10-11 
12 

11-12 
25 
11 
25 

11-12 

25 

25 

12 

24-25 

11-12 

26 

25 

24-25 

24-25 

24-25 

25 

25 

25 

11-12 

25 

25 

24-25 

24-25 

24-25 

11-12 

8-9 

11-12 

11-12 

11 
11-12 
24-25 
11-12 

11 
11-12 

11 
11-12 
11-12 
24-25 

12 
11-12 
11-12 

26 

11-12 

8 

11 
17-18 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 

0 
0 

0 
0 
0 

0 

5 
4 
7 
5 
4 
6 

6 
4 
4 
3 
5 
5 
5 
6 
5 
6 
3 
6 
3 
S 

\ 
3 
fi 
5 
6 
5 

7 
8 

7 

7 
7 
5 
5 
6 
3 
5 
3 
6 
5 
4 
5 

4 

6 

4 

5 
S 
6 
6 
5 

4 
4 

5 

20 
12 

4 
0 

7 
13 

sw. 

s. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Eadsville 

Joe  Norfleet. 

Frankfort    Lock  4 

59.2 

+  1.6 

84 

6t 

31 

13 

12 

12 

7 

w. 

Lockmaster, 

Lockmaster. 

60.3 

+  2.9 

84 

4t 

32 

13 

21 

6 

4 

Mrs.  Mell  M.  Liugle. 

High  Bridge,  Lock  7 

59.5 

+  0.7 

88 

6 

31 

13 

18 
15 

9 

4 
7 

w. 

LaGrange.  — 1  m  NW 

Lancaster 

Leitchfield 

Oldham  Penitentiary. 

59.6 
59.5 

+  1.0 
+  2.1 

85 

6 

34 
36 

13 
1«- 

11 
14 

11 

9 
9 

s. 

George  D.  Litsey. 
U.S.  Weather  Bureau. 

Little  Hickman,  Lock  8.... 

1  65 

Lockmaster. 

LOI'ISVILI.IC    

Do    Buuman  Field.  5  ni  E. 
Mammoth  Cave 

61.7 
60.1 
58.9 

+  2.4 
+  2.6 
+  1.7 

87 

6t 

27 

13 
13 
13 

2.01 
2.1b 
1.58 

U.  S.  Weather  Bureau. 

3 

20 
14 

1 
9 

10 
10 

L. 

U.  S.  Weather  Bureau. 
Fred  W.  Binnewies. 
E.  0.  Cooper. 

1.6B 
1.75 
2. 33 
3.29 
1.65 
1.96 
1  81 
1.25 
1.87 

2.29 
3.29 
3.34 
2.89 
3.41 
2.60 
2.01 
2.49 
2.01 
2.36 

3.i;o 

St    John                     -i  m  SW 

777  1  50 

.59.2 

+  1.4 

85 

6 

31 

13 

16 

4 

11 

n. 

Sisters  of  Loretto. 

Science  Hill 

1065 
750 
825 

943 
504 

534 

1580 

1070 
611 

1178 
684 
60O 
668 
870 
593 
930 
589 
540 
869 
800 
663 
776 
584 
524 

1128 
930 
497 

636 
1035 
732 
631 
1000 

3 

58.8 

86 
86 

5t 
6t 
5 

"36" 

13 

"is" 

13 
20 
15 

13 
6 

5 
14 

ne. 

William  H.  Dobbs. 

WillardCockrill. 

Shelbyville 2m  W. 

58 
29 
44 
50 

33 
1 
45 
37 
2 
29 
59 
41 
22 
32 

15 
27 
24 
1 
31 
28 
43 
50 
.55 
57 
25 
14 
42 
15 
21 
30 
59 

59.8 

+  2.4 

Willa  S.  A.  Ratta. 
Lockmaster. 

Williani.-town   

(irant 

Butler 

Boyd 

Harlan 

Madison.... 
Madison..., 

Pendleton    . 

Ho wan  

Fleming  ... 

Clurk   

<'lay  

Carter 

Perry  

Nicholas  . . . 

Lee   

Breathitt . . . 
Lawrence  . . 

Mason  

Bel!    

Montgomery- 
Campbell  .. 
Johnson  . . . 

Pike  

Knott  

Breathitt   .. 

Estill   

Madison.... 
Madison.... 

Lewis 

Whitley  .... 
Lee   

60.4 

+  2.4 

85 

5t 

33 

13 

20 

0 

11 

s. 

Miss  Nettie  B.  Simpson. 

F.HxtiTn  Division. 

Ashland   3  m  SE 

Benham 

60.2 
56.8 
60.8 

'sg^o 

f2.1 
^'■2.2 

86 
87 
85 

5 
5 
5 

"5  " 

34 

31 
33 

"31" 

2t 
13 
13 

"is" 

15 
17 
13 

6 

7 

4 
8 
11 

w. 

Lockmaster. 

C,  C.  Whiteaker. 

Berea 

College  Hill,  Lock  U 

Cynthiaiia 

D.  H.  Center. 
Lockmaster. 

15 

3 

13 

s. 

U.  S.  Weather  Bureau. 
Marshall  Hill. 

Jessie  Oldham. 

Farmers 

57.4 

+  0.8 

82 

4t 

29 

21 

11 

14 

6 

w. 

Mrs.  Cora  C.  Stamper 

-0.80    6.99 

+0  03'  1  '^"^ 

C.  A.  Glasscock. 

Ford    Lock  10 

'ssie 

"89' ■ 

"e" 

"32" 

"'2\ 

Lockmaster. 

-i!32 

+0:14 

-6!  37 

1.29 
0.40 
1.21 
1.50 
l.-M 
1.38 

Mrs.  Mave  E.  Swanagan. 

Hazard.! 

H.  A.  Bailey. 

57.4 
58.2 

'hk'.ii 

59.0 
60.4 

+'6;6 

+-'i;i 

+ 1.6 
+  3.9 

87 
84 

87 
86 

5 
5 

"■,5t' 
5 

4 

27 
31 

"si" 

30 
32 

15 
2t 

"is" 

30 
12 

2.79 
2.50 

2!7li 
4.74 
2.71 
2.15 
2.55 

19 
14 

1 
5 

11 

12 

sw. 

L.  M.  Gaffiu. 

Heidelberg,  Lock  14 

Lockmaster. 
James  T.  GolY. 

Loui«a 

-o'l9    6.81 
4-0. IS    1.25 
+2.25    2.08 
-0.07    1.76 
-0.03    0.98 

Zeb  Heston. 

Maysville,  Dam  33..4  m  E. 

13 
15 
20 

12 
8 

10 
4 

w. 

Lockmaster. 
Hugh  Allen. 

.Mount  Sterling 

Fred  Cartmill. 

Lockmaster. 

Paiutsville 

"60  .'2 
58^4 

+  '5]8 

+  0.3 
+  0.1 

■92" 
85 
89 

"m' 

...... 

5 
5 

"34" 
31 
30 

"34" 

"2" 

1 
13 

"is" 

E.  C.  Fralev. 

n'''-|    ll'il'u            •>!■ 

17 
25 

1 
2 

13 
4 

se. 

U.  S.  Weather  Bureau. 

""::■; ''^„}! 

Caney  Bun  Com.  Center. 

R.  W.  Jones. 

Richmond           .            

14 

11 

6 

s. 

Eastern  Teachers  College. 

2.41]-0.3« 

1.46 
1.00 
1..55 

2.50 

11 

11 

11-12 

11-12 

25 

Lockmaster. 

525     33 
939  1  59 
646     28 

'bs.e, 

-  6.7 

"89" 

"28" 

■33" 

"'2t' 

WilliatM-^burg       

s:48 

+  0.81 
+0.37 

-0.26 

19 

8 

4 

Charles  B.  West. 

State  averages  and  extremes 

59.6 

+  1.2 

92 

5 

27 

13t 

2.38 

17 

7 

7 

s. 

All  temperature  data  are  taken  from  self-registering  thermometers. 

Tlie  departures  from  normal  temperatures  and  precipitation  are  computed  only  for  stations  that  have  ten  or  more  years  of  record,  but  all  complete  reports  are 
used  in  detennining  section  or  division  means.  iRumsey,  Brownsville  and  Woodbury  are  I>ocks  on  the  Green  River;  other  Locks  are  on  the  Kentucky  River, 

Reference  letters.  ',  '',  •,  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  davs,etc. 
tAlso  on  other  dates.       tl Received  too  late  to  be  included  in  means  and  summaries.         'J'.  Precipitation  is  less  than  o.Ol  inch  rain  or  melted  snow. 
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Dillr  PreclpltttioB  for 

Oct 

.b*r. 

1946 

Day  of  month                                                                                                j 

stations 

1 

2 

8 

•hi 

6 

'1 

8 

9 

10     U 

12 

13      14 

16 

16     17 

18      19 

20 

21 

•a 

.| 

•i4 

26 

26 

27 

28 

29 

80 

81 

g 

WfMfrn  Dirifion. 

(;,■) 

.09 

.50 
.44 
.29 
.97 
.50 
.99 
.07 
.62 
85 

2.24 

.08 
.05 
.10 

.06 
.04 
.03 

2.5X 

Fords  Forrv.  Dura  50" 0. 

(iilhertsviUe* T. 

08 

.28 
.50 

.'24 
.08 

.02 

1.92 

2.74 

T. 
.02 
.06 

2.18 

T. 
T. 

.82 
.5fi 
88 

T. 
[65 

.01 
T. 

.06 
.06 

T. 
.02 

T. 

T. 
.13 

2.90 

Ihiutcrsou O. 

T. 

1.90 

.12 

T. 

2.(/7 

2H 

3.06 

Muviii'Ki M. 

Muimy T. 

.7(i 
.74 

T. 

.15 

T. 

.33 

.93 

J. 00 

!l2 
.96 
2.08 
.35 

8.17 

;66 

.35 

.27 
.30 
.02 

.04 
.02 
.05 

T. 
.10 
T. 

.'05 

tV 

2.31 

.72 
.70 
.58 

.i3 

.07 
.82 
.32 

't.' 
■^go 

.23 

2.80 

2.78 
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Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  24  hours  ending  at  time  of 
observation.  'First-order  Weather  Bureau  station;  precipitation  is  for  the  24-hour  period,  midnight  to  midnight  unless  otherwise  indicated.  'Precipitation 

measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  ^Precipitation  measured  with  recording  gage.  »Included  in  the  next  fol- 

lowing measurement.  T.  Trace  of  precipitation,  less  than  0.01  inch.  tPost  office  address  as  follows:    Lock  5.  Lawreuceburg,  Ky.:  Lock  6.  Ver.sailles,  Ky.; 

Lock  8,  Nicholasville   Kv.:  Lock  10,  Red  House,  Kv.:  Oneonta    California,  Kv.  River  drainage  area  in  which  station  is  located  is  indicated  as  follows:  (B) 

Big  Sandy;  (L)  Licking;  (K)  Kentucky:  (S)  Salt;  (G)  Green;  (C)  Cumberland;  (T)  Tennessee:  (O)  Ohio;  (M)  Mississippi, 

"Airport  Station.    Data  for  24  hours  ending  at  12.30  a.  m.  90th  meridian  time  adjusted  to  dav  they  occur. 
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CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION. 


0CT(^BER,  1946 


Daily  Temperatures   for  October,  1946. 
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§SInstrumont.s  are  read  in  the  morning:  the 
',  ". ',  etc.  indicate  re.speetively  1.  2.  3,  etc., 
W  BO  Louisville.  11-2.5-46925, 


is  charged  to  the  preceding  day,  on  wli: 
'Midnight  to  midniglu 


i^t  always  occurs. 
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U.  S.  DEPARTMENT  OF  COMMERCE.  WEATHER  BUREAU 

CLIMATOLOGICAL    DATA 


K  I^:  N  T  U  C  K  Y    S  ]']  C  T  1  O  N 

E.  E.  UNGER. 


Vol.  XLI  Louisville,  Ky.,  Novkmbeb,  1946 


No.  11 


GENERAL  SUMMARY. 

Tempcratun's  ran^i'd  wi'U  above  normal  and  tlie  few  cool 
periods  were  of  too  short  a  duration  to  seriourly  affect  germina- 
tion and  normal  growth  of  winter  grains.  Rainfall  was  hut 
sliglitly  above  normal  for  the  State  as  a  whole,  but  was  consid- 
erably above  the  average  in  the  southwestern  counties  and  belovv 
the  average  by  almost  the  same  amount  in  the  northeastern 
counties.  These  conditions  permitted  farm  operations  to  go  on 
without  interruption  in  most  sections.  Gathering,  husking, 
and  cribbing  of  corn  was  facilitated  by  the  mild  weather  and 
■sVjis  practically  completed  at  the  end  of  the  month.  After  the 
^rst  week  dampness  was  sufBcient  for  stripping  tobacco.  In  a 
few  sections  stripping  was  completed  and  some  burley  was 
moving  to  market  during  the  last  week.  Wheat,  rye  and 
barley  stands  improved  as  a  result  of  the  mild  weather  and 
ample  moisture,  and  plants  ranged  in  size  from  two  to  eight 
inches.  Clover  and  alfalfa  fields  were  mostly  in  fair  to  good 
condition.  Pastures,  though  short,  showed  considerable  im- 
provement, especially  rye  pastures.  Stock  fared  well  and  less 
feeding  than  usual  was  required.  Hog  butchering  was  begun 
in  a  few  sections,  but  the  weather  was  generally  too  warm  for 
this  activity.  Moderate  to  heavy  rains  in  the  western  counties 
effectively  relieved  the  acute  water  shortage  that  had  developed 
during  the  preceding  months.  .J.   P.   .J. 


TEMPERATURE. 


MISCELLANEOUS. 

Jiivers:  'I'iie  ( )hi()  Kivcr  rcmaiiifd  at  [jooI  stagi'  llirougliout 
the  montii  and  stages  depended  entirely  on  tlie  release!  of  water 
through  tiie  (iaius. 


PRESSURE.  WIND.  HUMIDITY  AND  SUNSHINE. 

wind. 


Cairo Ill- 
Cincinnati  Ohio 

Evansville Ind. 

Louisville  Ky. 


ff 


The  average  temperature  for  the  month  was  51.2°  or  4.7° 
above  normal.  Only  four  previous  Novembers  had  higher 
monthly  averages.  Daily  mean  temperatures  ranged  from  6° 
to  24°  al)ove  normal  on  all  but  a  few  days  and  were  never  more 
than  8°  below  normal.  Temperatures  fell  to  freezing  or  below 
generally  on  the  13th,  18th,  22d,  and  23d,  with  a  rather  hard 
freeze  on  the  last  date.  The  extremes  for  the  month  were  88° 
at  Lovelaceville  on  the  1st  and  15°  at  Headquarters  on  the  23d. 


PRECIPITATION. 

The  average  precipitation  was  3.45  inches  or  0.05  inch  above 
normal.  Rainfall  was  frequent  but  comparatively  light,  except 
in  the  western  and  some  central  district-?,  in  which  fairly  heavy 
and  in  some  localities  excessive  rains  fell  on  the  10-llth  and 
25-26th.  Monthly  amounts  ranged  from  over  eight  inches  in 
the  Purchase  to  less  than  two  inches  in  the  northeastern  sections. 
The  extremes  for  the  State  were  8.98  inches  at  Mayfield  and 
0.96  inch  at  Grayson.  The  greatest  24-hour  amount  reported 
was  3.68  inches  at  Mayfield  on  the  2d.  No  snow  fell  anywhere 
in  the  section  during  the  montli. 


1906.. 
1907.. 
1908.. 
1909.. 
1910.. 
1911.. 
1912.. 
1913.. 
1914.. 
1915.. 
1916.. 
1917.. 
1918.. 
1919.. 
1920.. 
1921., 
192'>., 
1923. 
1924. 
1925. 
1926. 
1927. 
1928. 
1929. 
1930. 
1931. 
1932. 
1933. 
1934. 
1935. 
1936. 
1937. 
1938. 
1939. 


30.61  17 

30.65  17 

30.61  17 
30.62 

Am 

COMPARATIVE  DATA  FOR  NOVEMBER. 


iK 


OE 


R  g^'B^- 


Year.Mjvji^^^l 


in 


Kj|-  iLi.iNOl!) 


1941) 

1941 

1942 

1943 

1944 

1915 

1946 

Periodt. 


44.3 
43.3 

45.8 


41.6 
45.2 
50.5 
46,9 
49.8 
47.8 
44.3 
46.1 


Precipitation 


Number  of  days 


6.04 
4.87 
6.04 
3.85 
3.12 


1.52 
4.42 
3.01 


2.61 
2.29 
2  04 
4.51 
1.22 


1.90 
7.31 
2.21 
7.96 


1.82 
5.13 
3.40 
5.01 
3.93 
4.03 
1.82 
3.52 
2.71 
1.54 
2.85 
3.80 
3.50 


2.45 
5.64 
3.45 
3.40 


t.53-Year  average. 


NAF. 


42 


CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION 


November.  1946 


Climatological  Data  for  November, 

1946. 

Counties. 

"2 

3 

Temperature,  in  degrees  Fahr. 

Precipitation  in  inches. 

Number  of  days 

11 

stations. 

1 

s 

3  0 
II 

1 

1 

1 

k 

3  2 
II 

a 

i 
0 

3 
1" 

1 

H 

0 

5 

Observers 

Western  Difishii. 

Ohio 

Hopkins.... 
Crittenden  . 
Marshall... 
Muhlenberg 

Ohio 

Henderson  . 
Christian... 
Ballard  .... 

Graves 

Calloway  .. 

Daviess 

Daviess 

MeCracken 
Caldwell  . . . 
McLean  .... 

unfon. '.!;;; 

Breckinridge 

Jefferson  . . . 

Warren 

Campbell... 

Edmonson  . 

Pulaski   .... 

Taylor 

Carn.ll 

Bullitt   

Boyle 

Mercer 

Waviie 

Franklin  . . . 

Henry  

Boone 

Green 

Jessamine  . . 
Breckinridge 

Oldham  .... 

Garrard  .... 

Grayson   ... 

Fayette.  .... 

Jessamine  . . 

Henry  

Jefferson  ... 

Jefferson  . . . 

Edmonson  . 

\\'ayne 

Hart 

Hardin    .... 

MiTcer 

Pulaski    .... 

Alien 

Sh.-lijv     .... 

.Uidcrson... 

Grant 

Butler 

Bovd 

Harlan 

MadLsou.... 
Madison.... 
Whitley  .... 
Harrison  . . . 
Pendleton   . 

Rowan  

Fleming  ... 

Clark   

Carter 

Greenup  ... 

Perry  

Nicholas  . . . 

I-.^e   

Breathitt . . . 
Lawrence  .. 

BeT". '.:::: 

Montgomery 
Campbell  . . 
Johnson  . . . 

Pike  

Knott 

Breathitt   .. 

Estill    

Madison.... 

Madi-soii  ■.■.■.■. 

Ltiwis 

Whitley  .... 
Lee   

441 
420 
356 
431 
519 
540 
3S2 
524 
479 
364 
412 
420 
404 
341 

384 
690 
357 

380 
700 
536 
489 
410 
705 

480 
474 
955 
770 
622 
504 
490 
500 
581 
544 
646 
850 
1032 
635 
989 
560 
485 
459 

800 
910 
600 
777 
520 
1065 
750 
825 
524 
943 
504 

534 
1580 
1070 
611 
1178 
684 
600 
668 
870 
593 
589 
540 
869 
800 
663 
776 
584 
524 
1128 
930 
497 
620 
700 
1035 
732 
631 
1000 
930 
571 
525 
939 
646 

39 

57 
18 

8 
30 

8 
32 
50 
21 
34 
21 
50 
18 
64 
48 
29 
38 
18 

19 
48 
64 
'21 
29 
61 
1 
42 
10 
37 
23 
10 
64 
37 

59 
44 
49 

21 
51 
67 
37 
87 
74 
13 
12 
10 
19 
50 
84 
3 

'58' 

44 
50 

33 

45 
37 

2 
29 
59 
41 
22 
32 
15 
27 
24 

1 
31 

43 

50 
55 
57 
25 
14 
42 

21 
30 
59 

34 
33 
59 
28 

50.7 
51.6 
52.8 

'bi'.i 

51.5 
52.8 
52.0 
52.8 
50.5 

+  3.2 

+  3.7 

+  '5;6 

+'i!8 
+  3.2 
+  5.0 
+  3.5 
+  5.1 
+  3.8 

84 
83 
79 

"so" 

82 
88 
78 
82 
84 

1 
1 

1 

"i  ' 
...... 

1 
1 
1 
2 

20 

29 

"22" 

"23" 
23 
24 
25 
27 
22 

23 
23 
23 

' '23' ■ 

■  'ij' ' 

23 
18 
23 
23 

4.00 
5.39 
4.59 
6.23 
4.35 
4.09 
4.66 
4.17 
7.24 
8.98 
4.63 
4.69 
4.35 
7.04 

+0.76 
+  1.61 
+  1.43 

+6>Ji 
+i;i9 

+0.30 
+3.74 
+5.25 
+1.32 
+1..42 
+  1.42 
1-3.20 

1.84 
2.82 
2.10 
2.68 
1.90 
1.13 
1.18 
1.46 

I'.n 

2.41 
2.14 
2.92 
2.60 
2.34 
0.83 
2.10 

l.,55 
2.65 
1.48 
1.33 
0.69 
1.82 
0.93 
1.98 

25-26 

25-26 

25-26 

26 

26 

26 

25-26 

26 

26 

2 

26 

25-20 

26 

25-26 

17 

25-26 

25-26 

25-26 

25-26 
25-26 
10-11 
26 
11 
10 
26 
26 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 

6 
9 

12 
9 
7 
8 

10 
6 
6 
8 

13 

10 
4 

10 
6 

12 

9 
9 

10 

7 
10 

18 
15 
10 

4 

9 
11 
11 

sw. 

E.  G.  Young. 

Earlington 

Ford's  Ferrv.  Dam  50 

Gilbertsville 

Brick  South  worth. 

Loekma.ster. 

Tennessee  Valley  Authority. 

C.  K.Lovell. 

W.  R.  Carson,  Sr. 

Prank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Greenville 3  m  S. 

Hartford  (near) 7  m  N. 

Henderson  1  1  '2  m  S. 

HopkinsviUe 1-2  m  E. 

19 
14 
14 
15 
14 
14 
10 
11 

'ie' 

18 

7 

15 
5 

10 
2 
9 

"2 
5 

10 
15 

0 
11 

6 
12 
10 

'i2' 

7 

s. 
se. 

s. 
n. 

Ralph  B.  Wear. 

Oweusboro    1 -2  ra  W . 

Virgil  P.  Clark. 
Lockmaster.    - 

Paducah           

52.8 
50.7 

+  4.3 

+  3.6 

86 
82 

I 

28 
23 

231 
23 

U.  S.  Engineers. 

6.35!  +  2.6S 

Alton  M.  Harvill. 

Russellv'ille 

Uuiontown,  Dam  49 

Central  Dirisioyi. 

50.5 

+  4.2 

82 

1 

25 

23t 

3.33 

3.91 

4^32 
2.24 
4.05 
2.90 
5.08 

+0.08 
+  1.59 

+0.88 
+1.31 
-0.15 
+  1.32 
-1.66 
+  0.62 

+2;i5 

12 

4 

14 

n. 

Dr.  Samuel  S.  McReynolds. 

48.0 
51.6 

-H  3.4 
+  3.4 

85 

3 
2 

20 
25 

23 

15 
6 

5 
10 

10 
14 

ne. 

s. 

C.  E.  Barret. 

Brownsville,  Lock  6i 

Sarah  E.  Lewis 

51.8 

81 

2- 

23 

23 

16 

6 

8 

s. 

50.4 
50.0 

+  4.8 
i-2.5 

81 
81 

It 

20 
20 

23 
23 

2.22 
1.73 
4.56 
3.60 
3.42 
4.35 
3.39 
1.80 
4.99 
7.30 
2.10 
4.42 
2.03 
1.91 
4.68 
4.41 
4.33 
3.30 
4.35 
3  35 

-1.10 
-1.33 
+0.96 
+0.46 
+0.27 
+1.62 
-0.18 
-1.27 
+1.86 

-i;48 
+0.63 
-1.31 
-1.27 
+1.81 
+  0.80 
+  0.72 
—0.43 
+0.53 
-0.03 
+0.49 
—0.47 

Vo^si 

-0.28 
+0.78 
+  0.39 

-1.79 

-i/28 
-1.51 

-6!i3 

-i;73 

— 1  m 

0.76 
0.60 
2.22 
1.97 
1.87 
1.86 
1.27 
0.49 
2.01 
3.00 
0.55 
1.69 
0.91 
0.65 
1.72 
2.67 
2.67 
0.88 
2.25 
1.02 
2.06 
0.54 
1.00 
1.68 
2.16 
0.58 
1.40 
1.20 

0.42 

0^68 
0..58 
0.96 
1.18 
1.28 
0.49 
0.80 
0.55 
0.35 
0..59 
0.60 

o:82 
(i..s:! 
0.70 
1.39 
1.02 
0.37 
1.10 
0.79 
0.56 

26-27 

27 

10-11 

25-26 

25-26 

25-26 

10 

17 

26 

10 

11 

25-26 

27 

26 

25-20 

25-26 

10-11 

11 

26 

26 

10 
25-26 

26 
24-25 

26 

18 
26 
27 
17 
27 
27 
6-27 
7-8 
27 
11 
7 

26 
6-17 
6-17 

26 
17 
20 
25 
0-17 
17 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

8 
4 
8 

9 
10 
6 

7 
6 
4 

11 
7 
5 

10 
6 

4 

10 
7 
7 

10 

9 
9 

6 
9 
5 
6 
9 
10 
11 
8 
7 
8 
4 
10 
6 
5 
8 
6 
6 
8 
5 
5 

8 

12 
10 

10 

10 

10 

sw. 
nw. 

Ivpiitucky  Utilitie'i  Co 

Eadsville 

Joe  Nortleet 

Frankfort.,  Lock  4 

51.0 

+  4.7 

82 

3 

22 

23 

12 

12 

6 

w. 

Lockmaster. 

51.9 

+  6.1 

82 

2t 

23 

23 

18 

8 

4 

Mrs.  Mell  M.  Lingle. 

High  Bridge,  Lock  7 

50.6 

+  4.0 

82 

1 

20 

23 

13 
12 

io' 

8 

10 

7 
11 

s. 
s. 

Flovd  G.  Bobbins 

LaGrange  __ 1  m  NW 

Oldham  Penitentiary. 

Leitchtield 

51.1 
49.8 

+  4.4 
+  5.0 

80 
79 

It 

24 
22 

23 
23 

io    10 

8  1  14 

George  D.  Litsey. 

U.  S.  Weather  Bureau. 

Lexington 

Lockport    Lock  2  . 

Lockmaster. 

51.3 
49.7 
49.6 

+  4.6 
+  4.7 
+  5.5 

82 
82 

3 

2t 

30 
25 
19 

18 
23 

U.  S.  Weather  Burepu 

Do    Bowman  Field.  5m  E. 
Mammoth  Cave 

8 
12 
15 

5 
10 

14 
13 
5 

ue. 

U.  S.  Weather  Bureau. 
Fred  W.  Binnewies. 
E.  0.  Cooper. 

Munfordvilln 

Robert  C    Smith 

St.  John :!  in  S\V 

50.8 

+  5.2 

81 

It 

22 

23 

3.88 
2.61 

lit 

4.17 
2.74 
3.64 
3.88 

1.20 
2.09 
1.93 
1.50 

3:02 
4.21 

9 

6 

15 

sw. 

Sisters  of  Loretto. 

Science  Hill 

Scottsville 

Shelby ville 2  m  W. 

51.4 
51.2 
50.3 

49.' 4 

'i'bA 
'+"i.2 

81 
81 

78 

2 
It 
2f 

"■2" 

22 
25 
20 

'22" 

23 
23 
23 

■22' ' 

16 
9 
11 

4 
11 

10 
10 
17 

s. 
n. 

William  H.  Dobbs. 
Willard  Cockrill. 
Willa  S.  A.  Ratta. 

Williamstown   

Woodbury    Lock  4i 

17 

0 

13 

w. 

Miss  Nettie  B.  Simp.son. 

Eastern  DUlmim. 
A.shland   3  m  SE 

52.1 
51.4 
52.2 

^-  5.3 

+"6;4 

84 

78 
80 

It 

21 
24 
24 

23 
23 
23 

13 

14 
11 

ii' 

8 
6 
9 

'3 

10 
10 

'ie' 

w. 

Lockmaster. 

D.  H.  Center.'   ' 

College  Hill,  I^.ck  U 

Loekrniister. 

52.2 

81 

2 

24 

23 

U.   H.    U'eather  Bureau. 

Falmouth  . 

Jessie  Oldham. 

49.4 

+  4.4 

82 

1 

17 

23 

11 

7 

12 

w. 

Flemingsburg   

C.  A.  Glasscock. 

1.48i-i.51 
0.961-1.67 
1.63-1. .35 
_1.98J-1.10 

Grayson  

is' 

13 

'6' 

4 

'ii' 

13 

iw." 

Mrs.MayeK.Swanagan. 

Hazard 

11.  A.  Hailev. 

4S.S 
,50.4 

'\-"i.'.) 

81 

It 
1 

15 
21 

23 

L.  M.  (Jaltin 

Heidelljerg,  Loci*  14 

Jackson 

2.29 

~\'-    \ 

Lockmaster. 
James  T    Goff 

■49:4 
,53.0 
50.4 

'52  [a 

+  4/2 

+  6.8 
+  6.0 

+  '5:7 

'si  " 

80 
83 

'wi'  ■ 

..... 

It 

1 

..... 

■A" 

25 
22 

■25"  ■ 

'23   " 
23 
22 

'33" 

T'ht 

V2 
17 
19 

ii' 

'5' 

8 
4 

'i' 

'is' 

5 

7 

"v 

'E 

Maysville,  Dam  33.. 4  m  E. 

Lockmaster. 

1.19 
3.91 
2.06 
1.95 

-2.23 
+0.99 
-0,68 

Onecmta,  Dam  35   

Paintsville 

Pikeville 

Lo<'kmaster. 
E.  C.  Pralev. 
U.  S.  AWatl'ier  P,ureau. 

51.2 

\5i;o 

52.6 
'b2A 

+  4.0 

+  '3' 8 

+-'5!5 

S3 

'79   " 

82 

■so" 

It 
..... 

2t 
"2" 

20 
21 
•22' ' 

23 
2:! 
'23' 

(Vur 

16 

27 

26 

6  17 

27 

8 

0-11 

6-17 

2 

0 
0 
0 
0 
0 
0 
0 
0 

0 

7 

7 
7 
5 

R.  W'.  J,,i,es. 

Ravenna.  Lock  12 

Richmond 

Slbert 

Valley  View,  Lock  9 

'    ''J   .                   'I's'J 

2.46-0.92    0.87 
3  45l-l-n  fit;!  <!  CK 

14 
14 

... 

7 

5 

"9 
11 

E 

Luckma>ter. 

Eastern  Teachers  College. 

Williamsburg 

17 

7 

6 

Charles  B    West 

Willow,  Lock  13 

Lockmaster. 

hi. 2 

+  4.7 

88 

1 

15 

23 

14 

6 

10 

s. 

1 

1 

All  temperature  data  are  taken  from  self- registering  thermometers. 

The  departures  from  nonnal  temperatures  and  precipitation  are  computed  only  for  .stations  that  have  ten  or  more  years  of  record,  but  all  complete  reports  are 
used  in  detennining  section  or  division  means.  iRumsey,  Brownsville  and  Woodbury  are  Locks  on  the  Green  River;  other  Locks  are  on  tlie  Kentucky  River, 

Reference  lettftrs.  ",  '',  •.  appearing  in  the  tal<li'  indicate  liiiiiilier  of  days  missing;  for  'example,  b  represents  two  days,  etc. 
tAlso  on  other  dates.        ti  Ii. ived  too  late  K,  l„.  iiielu'le,,  in  uieaiis  aiul   sumiieiries.  T.  precipitation  is  less  than  O.OI  inch  rain  or  melted  snow. 
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CllM  A10|,()(;i('.\L    DATA:    KIATICK^'   Si:(  "IK  )N 


Dill 

y  Pre 

cipita 

lion 

o(  N 

.vrnibcr. 

1946. 

Day  of  month 

stations 

. 

■i 

8 

4       6 

6      7 

8      9 

10 

11 

12 

18 

14 

16 

16 

17 

18 

19 

20 

21 

22 

28 

24 

26 

28 

27 

28 

29 

80 

81 

1 

HVrfmi  Oinfiim. 

Q. 

.48 
.44 
.33 
.85 
.83 
.35 
.81 
.51) 
.71 
.99 
1.21 
.51 
.-19 
.50 

'.ho 

.38 

.42 
.46 
.33 
.29 
.05 

!l2 
.31 
.34 

V62 
V66 

.03 

:i 

.22 
V6.5 

Voi 

'i'V 

.39 
.28 
.00 
.63 
.74 
.21 
.66 
.93 
1.14 

l!l6 
.45 
.36 

-.87 

.20 
.55 
.45 

.35 
.45 
1.41 
.52 
.02 
.37 

'.'60 
.28 

.36 
.70 
.25 
.44 
.80 
.38 
.27 
.38 
.09 
.26 
.37 
.34 
.23 
.23 

.'t'-.o 

'32 

.35 

L04 
.54 
.69 

1.82 
.45 

,31 

.68 

T. 
T. 
.04 

T. 

.84 
.82 
.10 
.08 
.90 
.13 
.18 
.46 
.68 
.47 
.23 
2.41 
2.14 
2.92 
1.96 
2.34 
.64 
2  10 

1,55 
1.81 
.97 
.20 
1.33 
.13 

'.'93 
1.98 

.'os 

.06 
.06 

4,00 

....G. 

....0. 

T 

.83 

■'i'V 

T. 

tV 

.17 
.01 

".iih 

.03 

i:6s 

.10 
.80 
.93 

;76 

IM 

■  16 

.o\) 
r. 

T. 
T. 

.OA 
.28 

tV 

.11 

.L'l 
T. 

!6i 
tV 

T.' 

Vo-i 

T. 

i'V 

T. 

tV 

T. 
T. 

tV 

'.05 

::: 

'i'V 

tV 

i'V 

V62 

.10 
.09 
.18 
.16 

.18 
.42 

'i 

Ki>i-.ls  Kerrv.  Dnm  60" 

.60 
.68 
.83 
.70 
.00 
.84 

T. 

... 
.10 
.04 
.08 

ios 

.68 
.08 

T.' 

!6i 

4.59 

0.2:5 

<iiv.'iivillo 

....G. 
....0. 

...M. 
T. 

Q 

4.85 

T. 

.04 
.02 

... 
... 
... 

T. 

4  09 

lK.|.Uinsvllle» 

Lov.huvvillo 

M.ivlk'Ui 

MuvvAy  ...    

ONVrn^lKW' 

Ou,nsl.oi-0.  Dam  46" 

4.17 
7.2-1 

..(0 
.40 
.46 
.50 
.50 
2.60 
.75 

'.W 

.73 
.40 
.11 
.74 
.47 
T. 
.97 
.54 
.42 

T. 

;i6 

.28 
.05 

■.}?2 

.40 

8.98 

:i 

.04 
.03 
T. 

.01 

T. 

4.03 

'!62 
.02 

.26 
.06 
.08 

Vio 

T. 

.15 

.05 
.32 
.59 
.02 

':63 
■;65 

.05 

4.69 
4.35 
7.04 
6.35 

V.  Lock  No.  'i" 

!62 

.04 

6.11 

I  uiuiiiouu,  Pam  i^t'' 

(V»/i-<((  Difigioii. 

4.58 
3.91 

o. 

G. 

G. 

O. 

G. 

C. 

G- 

.84 

4.36 

lii.wliuir  Green" 

iiowlinsr  Green.  No.  2" 

liront.  Hum  36"  

lirowusville.  Lock  6" 

linrnsi.l.' 

".62 
.11 

T. 

.06 

.'63 
.08 

!i6 

!85 
.73 

170 

3.68 
3.83 

4.32 
2.24 
4.05 
2.90 

rM''ollt..ii,  Look 'i'.' .'.■.'.'.■.' .'.'.' 

.03 

47 

5.08 

C. 

....K. 
G 

'o3 
.34 

.04 

.... 

T. 

i'V 

i'V 

.06 

Vis 
.12 
.44 

.IS 
.44 

.19 
.15 
.10 

/it 

.65 
.55 
2.22 
.35 
.47 
.48 
.62 
45 
.51 
T. 
.55 
.44 
.19 
.60 
.48 
.28 
.17 

r.2( 

1.02 

':53 

.85 
1.2u 

.07 

't.' 

.43 

.04 

.'is 

.06 

.02 

".bb 
.90 
1.30 
1.86 
1.05 
T. 
2.01 
T. 

T. 

1.72 
1.47 
1.44 
.56 
.75 
.05 
2.06 
.03 

2.15 
.58 
1.40 
1.20 

.76 

'.64 
1.07 
.57 
.52 

T. 

li;;;il,    liUlXiu'^ 

1.73 

.05 
.12 

1.20 
.59 
.46 
.36 
.61 
.49 
.50 

4.56 

FrauKl.u-f,   l.o.'k  4- 

(iL'St.   L(H-k  -X' 

^;l■;nlt,  Ham  :;^-  

't.' 

.03 
.03 
.30 
.65 

sioo 

'[38 
.17 

■'ii 

.52 
.43 
.60 

't.' 

Voe 

T. 

.02 

';35 

2.00 

'.'oe 

.34 

■!i2 

.65 

.57 

't'.' 

't.' 

3.42 
4.. 35 
3.39 

M  ;  :i    liridfire.  Lock  7- 

.03 

.41 

1  80 

T. 

.9(1 

4.99 

-""1 

::::± 

G. 

IC. 

....K. 

K. 

O 

".05 

"i'V 

T. 

.20 

tV 
tV 

T. 

2;25 

tV 

T. 

i'V 
tV 

.02 
T. 

tV 
'tV 

T. 

.20 

V54 
.91 
.21) 
.68 
.52 
.41 
.35 

V24 
.02 

.06 
.09 

V63 

't.' 

.20 

1.70 

7.30 

1   ,      !!-tT'r'^ '.','.'.'.'.'.'.'.'.'.'.'.".'.' .".'.'.' 

'.'62 

.54 
.69 
.04 
.40 
..58 

T. 

't.' 

.02 

■[is 

■;65 

".m 
't.' 

T. 
']63 

V62 
.02 
T. 

.77 
.51 

■;65 

2.10 
4.42 

'   '        , : , 

:v.:.... 

".06 

1  91 

'.,'1.^  L.n.  1.    .^   1  . . . 

4  68 

■  '   ' '    '   1  .'^  -  

Do.    I'.o'vuvn.  Kicl.l  'i 

ManaiKith  Cum'- 

MontkviU.-'    

MuiU-.-nlyiil,  ■-■ 

....... 

T. 

3.30 

4.35 

.18 
.60 
.27 
31 

.19 
V54 

.25 

.06 

';67 

T. 
.08 
.04 
T. 
T. 
.26 
.Of 

.78 
.70 
.53 
.83 
.73 
.53 
.47 
.43 
.61 

^60 

'iss 

".bti 

.05 

".be 
.02 

.04 
.10 

■;63 

.02 

.0-- 

.38 

;:;] 

".bi 
'!io 

.82 
.23 
.51 

".ib 

s. 

K. 

03 

3.88 
2.61 

■ '  ■    '  •  1 1  '^           

.65 
.42 
.17 
.14 
.10 
.62 

3.74 

G 

S 

K 

L 

'  .M 

T. 

T. 

Voi 

.20 
.4b 
.35 
.50 
.44 

.04 

3.44 

4.17 

Tvruno,  Lock  o-t 

Williimistown  - 

.3L 
V04 

T. 

.31 

.49 

2.74 

.48 

.0£ 
.3( 
.3- 
.3: 
.24 
.2: 
.31 
.0. 
.2( 
.3 

>) 
.6 
.2 
.6 
.7 

'.0 
.8 
.2 
.4 

'.i 

'.•i 
.4 
.8 
.5 
.0 
1.0 
.6 

.02 

.44 

E<if:tern  Dirmoii. 
Ashland-'^ 

0 

K 

C 

L 

L 

L 

I, 

T. 

.5 
.0 

1.20 

".0 

.O'. 

T. 

.OL 
.If 
.01 
.1" 
.01 
.1^ 
.0 
.0 
.0 
.3 
.0 

Vfi 

T. 

.1- 
".2 

.'4' 

.4 
.3 

V5 
.2 

... 
.0 
.1 
.2 

.6 
T. 

V2 

i\  .0 
J  .2 

6    .2 
.8 
.1 

3    .1 

... 
... 

'  ]22 

;o2 

.01 
.06 

".6: 

".i 

,K 

■^oe 

'.5s 

.51 
.4fc 
.2: 
.2t 
.2c 

".i 

.3 
.4 

'.S 
.6 
.3 
1.0 

".5 
.6 
.5 

".i 

.4 
.4 

'.4 
.1 

".Ti 
.21 
.82 
.04 

't. 

.IC 
.02 

.55 

T. 

.58 
.0-. 
1.1« 
1.2f 
.49 

'.5i 

2.09 
1  93 

.          •-;'■,  Hill.  Lock  11*    

3.10 
3  02 

I'aiiHMUth- 

1  27 

Fl'V'i'ii  V-l'i'irV-i 

.0., 

.0: 

".b 

'!21 

':6r 

.2t 

.0£ 
.04 

'lor 

".k 

1.74 

Fori!,  LiH-k  W* 

K 

0 

O 

K 

L 

K 

.0 

.6 

'.'.'. 

1... 

1.48 
0  96 

(In-riiup.Dum  3U= 

4. 

.6( 

1.98 

ir       i'"     -t    ■   ' 

.0 
.0 
.1 

".2 

".6 
.0 

3     T. 

■>    .0 
J    .1 

3  .0 
i    .1 

4  ... 
3   T. 

■;6. 

.ic 
.1 
.0^ 
.0 

'.'6 

!o 

".i 

V6 
.1 
.0 
.0 

".b 

.88 
.Ot 

".04 
T. 
■f 

l.V 
.0- 
.4 

".6 

j.O 

2.36 

llei.l.'llH'i-g,  Lock  14- 

.6 
T. 

".i 
'.0 
".b 

.8 
.3 

2.29 

-0'.'.'. 
J... 
i... 
3... 

".A 

Loui.sa-    

Mavsville.  Dam  Xi' 

Middlest.oro 

.Mount   Stirling 

OiiroutT   Li-im  35- 

B 

O 

C 

L 

0 

B 

B 

K 

K 

K 

K 

K 

K 

0 

C 

K 

.3 
".6 

T. 
2't. 

.0 

'.'.'. 

V6 

'.2 
.0 

T. 

.2 

Vi 

'.I 
.2 
.0 

T. 

V6 

... 
... 

i'.'.'. 

d  ... 

^'.'.'. 
0'.'.'. 

".k 

.V. 

.6c 
'r. 

1.85 

V;i 

-;  T. 

5... 
■1 ... 

3.03 
2.59 
1.19 
3.91 

I'aiutsyille-   

I'ippapass    

li;;^'^u;;a:'Lock-i.^-::::::::: 

Rirliii'onil-  

'.'.'. 

2  06 

... 

1.95 
'2' 42 

;!::; 

1.75 
1.98 

^,''"  '*  •. .■  •  ■■■■;■■ ',: •  •  .■. 

... 
5... 

i'.'.'. 

... 

T. 
T. 

'.H 

.7 

1 

2  03 

\\'iiki«     Lo''k  l:i- 

7 

7   T 

)!'■ 

1  76 

'I 

/....,... 

2.46 

1 

i 

1 

_L 

1_ 

observations  are  geuprally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  24  hovirs  ending  at  time  of 
iither  Bureau  station:  precipitation  is  for  the  24-hour  period,  midnight  to  midnight  unless  otherwise  indicated.  ■^Precipitation 

tlii.ii  rHrordi'f)  i<  for  the  preceding  24  hours.  ^Precipitation  measured  with  recording  gage.  'Included  in  the  next  fol- 

>.    ..;  I.'.  rr.it:i Mil,  Ics^  than  o.iil  inch.  tPost  office  address  as  follows:    Lock  5,  Lawrenceburg,  Ky.:  Lock  6,  Versailles,  Ky.; 

.       i!  :       :  niiroiifa    I'alifoiiiia,  Kv.  River  drainage  area  in  which  station  is  located  is  indicated  as   follows:  (B) 

-     i       I ;)  I  ;iii  II  :(<■)  I'uiiihciiand  :  (T)  Tennessee:  (O)  Ohio;  (M)  Mississippi. 
I'. ill-     11. Inc.'  .,t   i-'.:;ii  a.  m.  '.)iirli  nn'ridiap  time  ad.iust.ed  to  day  they  occur. 
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CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION. 


NOVEMBER,    1946 


tor   November,  1946. 


Stations. 

1 

\AA' 

5 

h 

7 

s 

9 

10 

11      12 

13 

14 

15     16 

17 

18 

l» 

20 

21 

22 

23 

24 

25      26 

h 

28     29 

30 

31 

Mean 

WE.'iTHRN 

DIVISION. 

1 

1 

r 

1 

1 

r^ 

Y~ 

1 

r~ 

r 

r 

r 

"P 

1 

r 

r 

Beaver  Dam  .... 

)  Maximum  . . . 

84 

81 

79 

6L 

66|    71 

7C 

63 

64 

66 

6 

50     55 

661    67|    57|    55|    56|     64 

6OI     62l    59|    55|    65l     64i    5 

58l    6 

67l     73 

64.2 

•■••  (  Minimum.... 

56j     61 

55 

5i 

4 

43 

52 

41 

3: 

52 

■a 

37      23 

25     2c 

46     32     2 

26     32      3 

26     20     37     53     3 

29     23     27      31 

37.2 

Earlington 

j  Maximum  . . . 

83      7- 

7t 

65 

64 

74 

69 

64 

6C 

6- 

66 

52|     56 

66|     69]     60]     55!     55|     6'. 

58 

62     58 

56!     661     6OI     49l     66l     6 

69      72 

63.7 

(  Minimum 

58     6i 

61 

bi 

42]     46 

55 

4; 

31 

56 

3f 

3' 

26 

28 

32     50     33     29     28 

34 

35!     3 

26 

44      49     40      281     25l     29I     33 

Ford's  Ferry  .... 

Maximum . . . 

79!     7( 

7L 

6< 

66 

72 

69 

6; 

66 

6' 

54 

56 

65      681     6 

60     55     5. 

58 

52l     59 

59 

65      62      62      5 

62     6. 

70 

03!  6 

■•■•  (Minimum.... 

581    ^'^ 
m    8C 

65 

5t 

A: 

56 

56 

45 

41 

52 

4:< 

31 

32 

36     38|    50i    32]    3 

34 

4: 

42I     34 

40      45      40      32!     32I     so!     36 

.41.9 

Greenville 

j  Maximum  . . . 

7fc 

71 

6. 

74 

IV 

6' 

6."^ 

76 

5£ 

51 

71 

72     7 

62      55      55      65 

58 

6 

66 

66 

65      65      58      5" 

7i 

70l     74 

66  3 

••■•  /Minimum.... 

58i     6S 

5- 

54 

41 

45 

54 

46 

35 

55 

3" 

35 

30 

35 

35     49     3 

26|     29 

33]     2- 

■2V 

4(       55     40     29 

25 

36 

33 

39^2 

Henderson 

j  Maximum  ... 

»0|     75 

6e 

56 

6- 

65 

58 

6- 

64 

5c 

5^ 

56 

54 

62     59 

54 

5 

5' 

55 

60i     5- 

55 

65      58 

4c 

5c 

6 

59 

70 

60.2 

•■■■  1  Minimum.... 

59|     51 

61 

5 

38|     43 

55 

42 

3.' 

53 

38 

3' 

34 

36     4" 

29 

26]     29 

35 

39 

28 

23 

40     41 

3' 

29 

2( 

36 

31 

38.4 

Hopkinsville  .  . . 

J  Maximum  . . . 

821     75 

78 

Ti 

1     61 

74 

66 

6" 

63 

56 

5f 

5- 

6. 

6- 

4- 

5- 

62 

61 

5 

56 

65 

68 

60I     49 

56 

6" 

08 

73 

■•••  (  Minimum.... 

56     61 

6C 

55 

4: 

4; 

5C 

41 

3- 

53 

46 

3'. 

26 

28 

3r 

44 

3: 

29 

34 

37 

30l     23 

40 

5( 

45 

41 

31 

-  29 

31 

35 

397 

Lovelaoeville.... 

j  Maximum  . . . 

^1  V 

84 

74 

65 

80 

70 

68 

6' 

70 

66 

6- 

60 

6- 

7. 

66 

5; 

5- 

60 

63 

61 

58 

61 

71 

66 

44 

58 

66 

7C 

73 

65!7 

•■■•  1  Minimum.... 

60     &1 

64 

53 

44 

50 

52 

46 

41 

56 

38 

36 

26 

28 

5( 

36 

29 

30 

40 

4: 

29 

24 

AV 

44 

39 

36 

■2' 

28 

33 

Mayfield 

(  Maximum  . . . 

78!     7t 

T 

7C 

631     75 

42!     48 

70 

66 

63 

68 

66 

53 

57 

6- 

69 

61 1     56!     56 

58 

58 

66 

68 

59 

68 

49 

5'' 

6" 

70 

74 

64!l 

••■  1  Minimum.... 

59i    59 

61 

5'^ 

49 

39 

38 

56 

36 

30 

28 

3; 

3- 

46      2s'     2r 

:!:!l     42 

41 

27 

27 

5'. 

44 

31 

31 

•27 

31 

89 

39.9 

Murray 

\  .Maximum  . . . 

81     8'.^ 

8C 

71 

6t 

T 

71 

67 

68 

69 

6C 

54 

52 

6" 

68 

69       55       5N 

5;'     5h 

61 

58 

56 

6- 

64 

67 

57 

70 

72 

'. 

65.2 

■■■■  1  .Minimum.... 

58l    6a 

fi3 

5C 

1     46 

•51 

a'- 

43 

44 

41 

40 

34 

29 

31 

iv 

:■„     .31 

46 

29 

44 

57 

4C 

32 

31 

36 

40.3 

Oweusboro   

!  Maximum... 

84      74 

74 

6,^^ 

!     6,= 

76 

69 

61 

64 

63 

60 

51 

55 

65 

69 

71'     58 

64 

58 

55 

66 

59 

5: 

56 

67 

72 

03.4 

••••  1  Minimum.... 

53      60 

57 

51 

1     39 

44 

53 

39 

34 

54 

38 

38 

25 

29 

38 

4.,      3U,      ■!. 

I     2,S|     30 

3; 

28 

22 

34 

50 

2; 

28 

33 

37.6 

Padurah§§ 

(Maximum... 

76      83 

86 

66 

65 

73 

70 

86 

84 

65 

62 

63 

63 

66 

70 

58 

56 

56 

54 

60 

54 

58l     68 

58 

5' 

62 

65 

70 

65.5 

••■■  iMinimum... 

60     m 

64 

56 

44 

46 

51 

44 

44 

4^ 

42 

35 

30 

32 

32 

34 

32 

32 

32 

32 

42 

34 

28 

28 

48 

41 

34 

34 

32 

32 

40.0 

PriiK^eton 

(.Maximum... 

8-2;     75 

76 

62 

65 

73 

71 

6' 

67 

55 

54 

56 

65 

68 

65 

5' 

59 

58 

62 

61 

67 

05 

62 

58 

55 

65 

68 

73 

04.0 

••••  /  MiniDunn.... 

56!     61 

60 

54 

43 

49 

36 

37 

3( 

40 

34 

26 

28 

32 

49 

32 

29 

29 

34 

35 

27 

23 

35 

41 

42 

28 

28 

28 

32 

37.4 

Ru.ssellville  g§... 

J  Maximum  ... 

82[     80 

80 

60 

65 

73 

67 

61 

67 

61 

50 

48 

63 

60 

63 

5- 

51 

55 

59 

69 

50 

53 

64 

70 

54 

5b 

64 

63 

02  1 

■■••  /Minimum.... 

62      63 

56 

5( 

47 

48 

44 

37 

47 

43 

34 

28 

29 

3( 

34 

3b 

29 

30 

31 

38 

31 

25 

25 

45 

47 

3b 

29 

32 

38,9 

CKNTRAI 

DIVISION. 

Anchorage 

....  !{;{f,f/3,;^--- 

81      72 

83 

64 

55 

65 

59 

51 

60 

61 

58 

42 

55 

57 

6" 

54 

54 

59 

6( 

63 

5h 

51 

62 

59 

54 

53 

61 

59 

66 

59,2 

.55'     61 

55 

53 

39 

49 

39 

32 

51 

41 

35 

25 

27 

36 

40 

32 

28 

26 

31 

33 

2( 

26 

33 

54 

41 

27 

23 

29 

30 

36.7 

Bowling  Green'  . 

S.Maxinunn'.':: 

,S2      8." 

?? 

63 

66 

72 

67 

6P 

68 

65 

68 

50 

56 

63 

65 

58 

50 

5b 

63 

60 

61 

50 

55 

04 

70 

64 

58 

6( 

70 

63.9 

/  -Miiiinium  .... 

{•,2      5.3 

gf 

51 

45 

44 

47 

42 

38 

55 

38 

31 

28 

29 

33 

47 

33 

30 

30 

34 

35 

31 

25 

39 

54 

42 

35 

30 

32 

32 

39.3 

Camphellsvilli.  .. 

)  Maximum... 

79,     81 

81 

74 

65 

70 

64 

61 

67 

64 

61 

45 

59 

60 

65 

60 

5b 

57 

63 

64 

63 

55 

52 

65 

69 

66 

57 

65 

68 

69 

64.1 

■■•  /Minimuu!.... 
)  Maximum  ... 

5> 

53 

55 

41 

40 

54 

42 

35 

42 

37 

26 

26 

31 

43 

38 

28 

42 

34 

35 

32 

23 

53 

45 

35 

27 

31 

33 

Danville 

••■  '  .Mininuim.... 
)  .Maximum  ... 

8i 

Bl 

79 

69 

t'li 

67 

6.5 

ei 

62 

63 

60 

46 

54 

59 

63 

.58 

58 

.5i 

60 

60 

65 

56 

50 

66 

11 

64 

55 

63 

64 

76 

62.7 

■■•  /  Minimum.... 

5" 

55 

52 

55 

3S 

37 

53 

45 

34 

44 

43 

37 

28 

27 

31 

4( 

40 

26 

29 

34 

31 

33 

20 

33 

50 

46 

34 

20 

33 

34 

38.2 

Dix    Dam 

)  Maximum  . . . 

8' 

81 

70 

61 

68 

67 

65 

63 

63 

62 

47 

54 

59 

60 

65 

58 

60 

62 

62 

67 

49 

66 

65 

55 

62 

62 

69 

64  1 

■••  /  Minimum.... 

51 

56 

48 

54 

38 

36 

52 

40 

33 

42 

42 

35 

27 

27 

28 

40 

37 

24 

80 

31 

21 

29 

20 

32 

48 

43 

32 

22 

27 

28 

35.9 

Frankfort 

\  Maxiuuim  . . . 

79 

81 

82 

76 

62 

65 

67 

63 

60 

65 

62 

49 

54 

66 

64 

60 

53 

50 

62 

60 

69 

62 

51 

68 

64 

02 

5b 

64 

60 

69 

63.3 

•••  /  Minimum.... 

57 

65 

4; 

57 

39 

37 

54 

45 

35 

50 

45 

4( 

30 

29 

31 

39 

40 

28 

27 

32 

32 

32 

22 

31 

65 

42 

33 

27 

29 

30 

Greeusburg 

j  JIaximum  . . . 

81 

82 

82 

79 

65 

69 

64 

62 

67 

65 

61 

46 

54 

60 

65 

5b 

58 

56 

64 

62 

64 

69 

53 

68 

72 

65 

56 

66 

06 

70 

64^6 

■••  /  Minimum.... 

5^ 

61 

52 

58 

43 

43 

57 

40 

36 

49 

45 

39 

27 

27 

30 

41 

40 

29 

29 

30 

33 

33 

23 

31 

54 

46 

35 

28 

30 

31 

39,2 

Irvington 

)  Maximum  . . . 

kl 

78 

81: 

66 

61 

66 

67 

58 

62 

65 

59 

49 

56 

65 

67 

5b 

54 

63 

64 

62 

6fa 

58 

53 

06 

57 

04 

62 

72 

62.9 

•••  /  Minimum.... 

r>- 

63 

5! 

53 

38 

43 

53 

42 

33 

53 

44 

26 

30 

46 

33 

27 

31 

33 

28 

20 

39 

54 

39 

30 

24 

30 

31 

Leitchtield 

)  Maximum  ... 

«; 

78 

SO 

7( 

62 

67 

66 

63 

62 

63 

59 

49 

51 

61 

63 

57 

55 

53 

01 

60 

64 

58 

51 

63 

65 

62 

55 

66 

66 

71 

62^6 

■••  /  Minimum.... 

5i 

621     55 

54 

41 

43 

53 

42 

36 

53 

42 

37 

28 

30 

34 

41 

37 

29 

30 

29 

24 

38 

53 

41 

32 

28 

32 

Lexington   

)  Maximum  .  .. 

7! 

79      7-sj     63 

5! 

65 

64 

53 

59 

60 

66 

45 

51 

57 

02 

56 

53 

49 

60 

66 

66 

60 

47 

61 

07 

62 

53 

61 

58 

66 

60:5 

•■•  '  Minimum..., 

.59 

60      5X      45 

38 

39 

50 

38 

35 

48 

38 

36 

30 

32 

37 

47 

31 

26 

34 

38 

46 

29 

22 

37 

5( 

41 

30 

28 

38 

Louisville  ' 

S  .Maximum  ... 

8'_ 

75      89|     64      61 

65 

68 

54 

57 

63 

59 

46 

53 

61 

64 

57 

47 

51 

61 

60 

66 

44 

53      67 

61 

47 

65 

02 

58 

68 

60.4 

•••  /  .Minimum.... 

59 

hi      t.o      47|     43 

45 

54 

47 

42 

53 

41 

37 

33 

37 

40 

47 

34 

30 

34 

41 

38 

34 

31 

44 

47 

41 

34 

32 

38 

38 

42.2 

Do.  Bowman  Fit 

ld>  l-^;a^.i"ii""--- 

81 

77      V.2\     m\     61 

65 

69 

54 

58 

63 

69 

46 

53 

61 

66 

55 

49 

61 

62 

60 

67 

40 

52 

66 

06 

50 

55 

62 

58 

69 

60.7 

"    /Minimum.... 

611     57i     471     38 

41 

52 

43 

36 

53 

39 

32 

28 

32 

34 

48 

31 

28 

29 

32 

34 

25 

37 

50 

41 

32 

28 

32 

31 

38.7 

Mammotn  Cave  . 

)  Maximum  ... 

^"      :-.j      -J      liii,     65 

69 

68 

62 

67 

61 

48 

48 

55 

62 

65 

58 

50 

55 

64 

61 

64 

47 

53 

66 

71 

57 

58 

67 

68 

71 

62.8 

■  •  ■  /  Jlinimum 

I--        '..       ..          .|!li      11 

43 

49 

41 

32 

42 

40 

35 

22 

26 

29 

35 

28 

28 

81 

32 

30 

19 

29 

40 

35 

32 

24 

28 

28 

36.3 

St.  John 

)  Maximum  . . , 

M      7.       -:      7;     62 

66 

67 

64 

63 

63 

60 

46 

55 

63 

65 

61 

65 

52 

63 

60 

63 

58 

51 

65 

65 

61 

57 

64 

65 

69 

63.1 

•■•  (  Minimum.... 

7,7'      Ci!      7J      5.1:     40 

43 

52 

43 

35 

52 

43 

38 

25 

27 

31 

43 

35 

28 

30 

32 

34 

29 

22 

34 

52 

43 

30 

28 

30 

32 

38.5 

Scii-nce  Hill 

)  Maximum  ... 

HI 

821     sn 

72 

64 

66 

71 

61 

68 

66 

60 

49 

54 

59 

66 

59 

57 

58 

02 

58 

54 

51 

64 

70 

62 

55 

62 

68 

63.6 

•••  '  Minimum.... 

58 

5( 

54 

56 

43 

44 

40 

46 

35 

46 

46 

37 

27 

26 

30 

40 

39 

30 

30 

30 

30 

22 

35 

51 

52 

38 

28 

31 

32 

39.2 

Seottsville 

.(  Maximum  ... 

81 

80 

81 

80 

62 

67 

69 

68 

63 

69 

61 

58 

50 

56 

58 

6fi 

59 

50 

58 

fi4 

52 

54 

58 

60 

65 

O.s 

59 

67 

71 

64.0 

■•■  1  Minimum.... 

46 

64 

59 

53 

46 

45 

.49 

43 

40 

48 

44 

34 

28 

20 

33 

37 

34 

28 

31 

32 

31 

30 

38 

48 

30 

33 

29 

30 

31 

38.3 

Shelby  ville 

\  Maximum  . . . 

79 

81 

81 

73 

62 

64 

65 

60 

67 

60 

60 

47 

55 

61 

66 

57 

52 

50 

02 

60 

67 

58 

48 

61 

02 

56, 

53 

62 

58 

69 

61.9 

•••  /  Minimum.... 

57 

65 

55 

54 

37 

36 

53 

42 

33 

52 

43 

37 

26 

28 

33 

43 

87 

26 

28 

34 

29 

29 

34 

51 

44 

30 

''6 

42 

W'illiamstown    .. 

j  Ma.ximum  . . . 

75 

78 

76 

76 

58 

63 

63 

63 

53 

61 

61 

45 

51 

57 

60 

60 

51 

47 

67 

67 

66 

40 

62 

63 

64 

55 

49 

55 

50 

64 

59.7 

■  ■  ■  /  Minimum 

55 

65 

55 

53 

36 

39 

53 

43 

40 

47 

43 

37 

31 

31 

35 

42 

35 

27 

31 

37 

30 

22 

31 

32 

42 

32 

27 

38 

36 

39.2 

KA.STKRN 

DIVISION 

Ashland   

)  Maximum  . . . 

84 

82 

81 

77 

63 

79 

64 

64 

58 

73 

73 

53 

54 

58 

61 

61 

60 

51 

03 

64 

67 

03 

47 

67 

75 

09 

60 

60 

58 

70 

65.3 

■■•  /  Minimum,... 

59 

51 

49 

57 

40 

32 

50 

51 

37 

42 

48 

41 

39 

30 

.32 

35 

40 

29 

27 

34 

34 

39 

21 

29 

42 

48 

40 

29 

30 

31 

38.9 

Uenham^S 

S  .Maximum  ... 

78 

75 

75 

70      (17 

72 

65 

65 

69 

69 

63 

50 

56 

66 

60 

54 

57 

53 

63 

64 

63 

52 

57 

63 

68 

58 

63 

68 

71 

64,2 

■  ■  ■  /  Minimum 

.50 

5(1     5i;    5:1     5(;     55 

34 

51 

34 

37 

45 

36 

32 

27 

29 

35 

47 

36 

28 

29 

30 

31 

24 

25 

55 

58     49 

27 

27 

31 

38,0 

Berea 

)  .Maximum  . . . 

«l        ST      7-,       7i,       c.)       7iil      tis 

63 

62 

67 

61 

47 

52 

55 

64 

63 

61 

52 

60 

00 

65 

56 

48 

64 

68 

67      57 

61 

63 

67 

■■  •  /  Minimum, , , , 

.59      6-:     59      57       r"      111     55 

47 

36 

47 

45 

38 

29 

31 

3(1 

44 

40 

27 

35 

37 

37 

35 

24 

36 

55 

52      38 

28 

38 

38 

39  .'3 

Corbiu'   

S  Maximum,,, 

81) 

81 

7i,      71,1     (-■     72 

65 

69 

70 

72 

62 

55 

56 

58 

66 

59 

53 

57 

64 

04 

62 

55 

53 

65 

69      55 

64 

70 

72      .. 

65.1 

■  ■■  /  .Minimum 

57 

47 

,59 

57 

46 

40 

55 

42 

37 

42 

42 

37 

31 

2i 

30 

42 

35 

34 

31 

33 

34 

30 

24 

32 

53 

49      32 

28 

38 

34      .. 

39.3 

Fanners    

j.Ma.Kimum... 

82 

81 

79 

74 

62 

72 

65 

65 

59 

70 

63 

48 

53 

56 

64 

60 

59 

52 

62 

04 

68 

60 

42 

67 

7-3 

661     55 

63 

63 

66      .. 

63.8 

■•■  (  .Minimum,,,, 

56 

47 

48 

34 

31 

30 

50 

47 

33 

42 

45 

23 

25 

30 

40 

21 

24 

46 

25 

35 

24 

54 

44  i     38 

24 

25 

27      .. 

35.0 

Hfadquarters 

)  Maximum  .,. 

80 

80 

79 

68 

60 

63 

63 

59 

62 

61 

47 

52 

59      64 

54 

55 

50 

63 

67 

59 

48 

59 

65 

03!     54 

60 

62 

67      .. 

61.8 

■•■  /  Minimum.... 

58 

62 

50 

55 

34 

38 

55 

44 

31 

48 

42 

38 

24 

241     28 

34 

.39 

22 

25 

27 

25 

30 

15 

20 

48 

43 

32] 

22 

26 

27      .. 

35.7 

Heidelberg 

JMa.ximum... 

81 

80 

78 

72 

63 

68 

67 

04 

04 

69 

60 

48 

53 

57      64 

61 

59 

53 

63 

07 

63 

49 

06 

72 

64 

50 

63 

64 

68      .. 

63.9 

■  ■■  /  Minimum 

53 

46 

49 

54 

44 

32 

51 

42 

34 

37 

48 

40 

30 

25 

29 

33 

44 

27 

31 

31 

41 

211     2,5| 

39 

44 

41 

29 

29 

29      .. 

Maysville 

S  Maximum  . . . 

81 

80 

81 

75 

59 

68 

64 

M 

65 

65 

63 

48 

53 

58 

61 

57 

55 

49 

63 

54 

09 

62 

48      07 

64 

62 

54 

00 

57 

67      .. 

62:4 

•■•  /  Minimum.... 

36 

56 

49 

,55 

33 

33 

54 

45 

37 

42 

45 

.39 

28 

36 

41 

23 

31 

32      34      21      28 

47 

44 

34I 

27 

30 

30      .. 

36.5 

Middlesboro  

J  Maximum... 

80 

80 

79 

72 

•71 

73 

63 

70 

71 

73 

66 

54 

57 

60 

67 

54 

54 

6fi 

67 

68 

56     53      62 

67 

71 

601 

00 

69 

70      .. 

■■•  I  .Minimum.... 

.50 

45 

56 

52 

47 

35 

50 

59 

36 

40 

51 

40 

29 

27 

29 

34 

45 

39 

32 

34 

33 

43      25!     28| 

46 

55 

46 

30 

30 

32      .. 

39.9 

Mount  Sterling. . . 

\  Maximum  . . . 

83 

77 

70 

63 

70 

65 

64 

61 

66 

62 

49 

53 

57 

65 

59 

60 

55 

64 

6"? 

60 

4K 

65i     70 

65 

50      621     63! 

68 

62I9 

■  ■  ■  '  Minimum 

56 

56 

55 

37 

40 

64 

45 

33 

45 

44 

37 

28 

31 

31 

40 

40 

26 

2'i 

32 

31 

33 

22 

.331     51 

47 

37 

27 

33 

33 

35      .'  .■ 

37.9 

Pikeville' 

)  Maximum... 

86 

81 

83 

73 

68 

75 

68 

69 

65 

83 

70 

48 

57 

60 

66 

61 

50 

50 

66 

67 

56 

52:     711 

75 

77 

55 

60 

67 

72      .. 

67.0 

•••  /  Minimum.... 

53 

50 

56 

55 

38 

33 

49 

41 

38 

as 

46 

41 

31 

30 

31 

35 

40 

33 

29 

34 

33 

29 

25 

27 

44 

36 

32 

31 

31      .. 

37.6 

I'ippupass 

)  Maximum... 

••  /  Minimum.... 

• 

Quicksand 

J  Maximum... 

83 

83 

80 

67 

76 

76 

68 

65 

76 

74 

04 

47 

55 

59 

68 

60 

oi 

55 

66 

67 

69 

64 

52 

70 

74 

69 

5.5 

6.5      72 

74      '.. 

'eeig 

••  1  Minimum,... 

52|     40]     481 

51 

42 

30 

48 

46 

33 

35 

44 

37 

,30 

26 

27 

31 

42 

30 

25 

31 1     28! 

38 

20 

23 

37 

41 

37 

2(;|     27 

32      .. 

35.4 

Richmond 

(Maximum... 

78}     79      77 
59      ,59      58 

77 

63 

671     641 

56 

60 

6.3 

59 

45 

56 

64 

60 

59 

51 

60 

61 1     6,5 

56 

49 

64 

(S 

55 

02!     62 

08      .. 

62.2 

••  /  .Minimum.... 

60 

38 

38!     55 

45 

34 

46 

47 

37 

28 

32 

40 

39 

27 

29 

35|     .33 

35 

23 

31 

53 

49 

37 

28  i     34 

34      .. 

39.9 

SibertSi! 

(Maximum... 

81      81      82 

82 

70 

611     73 

72 

71 

73 

74 

73 

51      35 

59 

31 

69 

70 

69 

691     70l 

69 

69 

70 

69 

72 

72     71 

71      .. 

68.5 

■■  /Minimum.... 

52     47      57 

55 

48 

34     35 

52 

37 

36 

40 

30     26 

25 

31 

41 

35 

21 

25 

25 

41 

43 

30     30 

29      .. 

36.6 

Williamsburg 

j  Maximum  ... 

79     80     77 

73 

67 

72|    68 

67 

67 

73 

62 

52 

53     56 

65 

61 

55 

50 

63      63      60 

57 

52 

63 

70 

02 

64      68 

70      .. 

64.9 

••  '  Minimum.... 

54!    50     55     451    521    421     54<    491 

_36l_ 

40 

43      371     281     271     271 

37     4ll     33I 

.30'     ,32'     3,51     4ll     22'     32l     40'     50'     4ll     29'     54'     31^     ..1     39.8 

SSIastruments  are  read  in  the  morning:  the  maximum  temperature  then  read 
*,  ",  ",  ete.  indicate  respectively  1.  2.  3,  etc.,  days  missing  frtmi  record. 
W  H  O  Louisville.  12-25.40-925. 


rthargeri  to  the  preceding  day,  on  which  it  al 
'Midnight  to  midnight  tcmpen 


most  always  occurs. 


ike: 


\'^ 


1^7  J  y^ 


U.  S.  DEPARTMENT  OF  (X)MMERCK.  WEATHER  BURtlAU 


CLIMATOLOGICAL    DATA 


r^ 


K  p:  n  t  u  c  k  y  s  e  c  t  i  o  n  . 

E.  E.  UNGER. 


Vol.  XLI  Louisville,  Ky.,  December,  1946 


No.  12 


)^ 


GENERAL  SUMMARY. 


The  month  was  warnier  and  somewhat  drier  than  the  average 
December.  There  were  only  a  few  days  on  which  temperatures 
fell  below  20°  and  the  liighest  temperature  reported  was  but  '2° 
billow  the  highest  on  record  for  December. 

Small  grains  made  good  growth  throughout  the  month,  and 
as  there  was  little  excess  moisture  in  the  soil,  there  was  little 
or  no  lifting  etioct  from  the  low  temperatures  during  the  few 
sluirt  cold  periods.  Pastures  were  rather  short  early  in  the 
month,  but  improved  slowly  under  favorable  weather  conditions 
and  furnished  adequate  grazing  in  most  sections.  The  ground 
was  too  wet  for  plowing  during  the  last  half  of  the  month  but 
progress  in  the  first  half  was  fairly  good,  especially  in  northern 
and  central  sections.  Gathering,  luisking,  and  cribbing  of  corn 
still  in  the  field  continued  and  was  completed  on  most  farms. 
For  about  a  week  in  the  middle  of  the  month,  humidity,  incident 
to  frequent  showers,  was  too  higli  for  proper  handling  of  tobacco, 
but  otherwise  weather  condiilous  favoriMl  stripping  and  market- 
ing. Hog  l)utchcring  was  i)uile  extensive,  especially  on  farms 
where  artificial  refrigeration  was  available. 

On  the  whole,  favorable  outdoor  weather  resulted  in  bringing 
up  to  date  all  farm  operations.  J.  F.  J. 


stage  with  ojx 
when  dams  wi 


The    Oh 


river  remained  at  a  comparatively  low 
oiiditionB  prevailing  until  the  last  week 
raised. 


PRESSURE.  WIND.  HUMIDITY  AND  SUNS 

HIN 

- 

.\Unn>rihcric  press- 

wind. 

Belatlve 
humidity 

station 

Sn 

d 

p 

a 

fi 

1 

1 

is 

3 

1 

51 

11 
1- 

5 

1 

03 

s 
s 

2 

1 

Cairo           

111. 

30.68 

■7. 

•29.43 

12 

10.0 

31 

sw. 

12 

79 

65 

46 

636 

...Ohio 

30.75 

'!. 

29. 3T 

12 

7.:i 

•23 

sw. 

IV 

64 

Evansville  . . . 

...Ind. 

30.74 

•I 

29. « 

12 

8.t 

29 

s. 

■27 

83 

48 

749 

Louisville  ... 

....Ky. 

30.74 

■I 

29.41 

n 

8.V 

2V 

sw. 

TEMPERATURE. 

The  average  temperature  was  42.3'^  or  4.6°  above  normal. 
Except  for  two  or  three  consecutive  days  at  the  beginning,  in 
the  middle,  and  at  the  end  of  the  month,  warm  weather  pre- 
vailed, with  daily  UH'an  tciii])i'r;'.lures  ranging  from  5°  to  22° 
al)Ove  normal.  The  hij^-hest  temperature  recorded  in  the  State 
was  77°  at  Greenville  on  the  27tli,  and  the  lowest  7°  at  Head- 
quarters on  the  2d. 


PRECIPITATION. 

The  average  precipitation  was  3.19  inches,  or  0.60  inch  below 
normal.  Distribution  of  rainfall  was  fairly  even,  amounts 
ranging  from  about  two  inches  in  northern  sections  to  about 
four  inches  in  the  soutbv,-(^-;tern  districts.  The  periods  or  rain- 
fall were  10-1 3tb,  17tb,  i^')th-22d,  and  28th-31st,  with  the 
heaviest  rainfall  generally  dating  the  last  period.  The  extremes 
for  the  State  were  4.52  inches  at  Mayfield  and  2.07  inches  at 
Scottsville.  The  greatest  24-hour  amount  was  1.98  inches  at 
Earlington  on  the  llth-12th.  Snowfall  averaged  one  inch  and 
fell  in  measurable  amounts  on  the  21st  ahd  31st.  In  the  ex- 
treme northern  and  western  counties  and  in  a  considerable 
area  in  the  south  central  section  monthly  amounts  exceeded 
two  inches. 


MISCELLANEOUS. 

A  small  tornado,  of  the  bounding  type  passed  ovei 


Tornado 
portions  of  Christian  and  Tmh 
persons    were    severely    and    ^ 
twenty  stock  and   tobacco    l>a 

greatest  damage  was  caused  at  Camp  Campbell  where  many 
structures  and  much  stored  military  equipment  was  destroyed. 
Total  damage  was  estimated  at  aliout  8300,000. 


Counties  on  the  29th.  Two 
■oral  slightly  injured.  About 
s   were    blown    down,   but    the 


1903.. 
1904.. 
1905.. 
1900.. 
1907., 
1908. 
1909 . 
1910. 
19U. 
1912. 
1913. 
1914. 
1915. 
1916. 
1917. 
1918. 
1919. 
19'20. 
1921 . 


1936 

1937 

1938 

1939 

1940 

1941 

1942 

1943 

1944 

1945 

1946 

Perioclt. 


COMPARATIVEIDATA  FOR  DECEMBER. 


42.4 
34.6 
39.0 


34.8 
38.6 
32.3 


36.7 

30.7 

36.4     1 

37.3     i 

39.0 

39-8 

•29.9 

31.1 

41.6 

37.2 

32.8 
37.0 
35.5 
•26.5 


37.4 
39.5 
39.0 


3.51 
4.10 
4.^22 


3.75 
2.74 
4. '26 

4.90 


5.64 
3.20 
2.42 
3.46 


2.01 
4.44 
4.93 


Number  of  days 


37.9 

—  8 

4.32 

44.2 

75 

-  5 

4.99 

37.0 

69 

5 

2.18 

30.0 

63 

-14 

40.5 

70 

10 

4-51 

35.5 

68 

0 

2.94 

37.9 

67 

3 

1  85 

72 

-  2 

2.32 

42  7 

75 

6 

3.16 

42.5 

72 

11 

2.80 

36.3 

76 

-  5 

5.:34 

35.2 

68 

—  1 

2.^24 

33.0 

63 

5 

3.62 

31.8 

65 

—  7 

2.50 

42.3 

77 

7 

3.19 

37.7 

79 

-22 

3.79 

12 

10 
12 

6 

7 

% 

10 

7 

12 

10 

6 

7 

12 

5 

9 

9 

6 

10 

6 

12 

10 

6 

14 

9 

5 

9 

13 

5 

!> 

13 

6 

10 

g 

5 

14 

4 

7 

17 

5 

11 

10 

5 

K 

10 

7 

13 

7 

5 

12 

10 

6 

10 

7 

9 

10 

6 

10 

13 

5 

1^^ 

fi 

13 

7     ! 

7 

13 

"     1 

11 

H 

7 

8 

8 

13 

5 

8 

11 

5 

11 

9 

4 

10 

13 

18 

7 

12 

5 

10 

10 

6 

NAT. 
HiST. 
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CLIMATOLOGICAL  DATA :   KENTUCKY  SECTION 


December.  1946 


Climatological  Data  for  December,  1946. 


Temperature,  in  degrees  Fahr. 


s-s 


Precipitation  in  inches. 


Number  of  days, 


II'es/CT-fi  Division. 

Beaver  Dara 

KarlingtoQ 

Ford's  Ferrv.  Dam  80 

Gilbertsville 

Greenville 3  m  S. 

Hartford  (near) 7  m  N. 

Henderson  1  1-2  m  S. 

Hopkinsville 1-2  in  E. 

Lovelaceville 

Mayfield 

Murray  

Owensboro    1-2  m  W . 

Owensboro,  Dam  46 

Paducah  

Princeton 

Rumsev,  Lock  2t 

Russellville 

Uniontown,  Dam  49 


Ohio 

Hopkins 

Crittenden  . 
Marshall  . . . 
Muhlenberg 

Ohio 

Henderson  . 
Christian.. . 
Ballard  .... 

Graves 

Calloway  . . 

Daviess 

Daviess 

McCracken 
Caldwell  . . . 

McLean 

Logan   

Union 


Central  Diiision. 

Addison,  Dam  45 

.-Anchorage 

Bowling  Green 

Brent 

Brownsville,  Lock  6:.. 

Burnside 

Campbellsville 

Carrollton,  Lock  1 

Clermont 

Danville 

Dix  Dam.  Burgin 

Eadsville 

Frankfort.  Lock  4 

Gest.  Lock  3 

Grant.  Dnm  38 

Greensburg 

High  Bridge,  Lock  7  .  . 

Irvington 

LaGrangc_._ 1  m  NW 

Lancaster 

Leitchfield 

Lexington 

Little  Hickman,  Lock  8 

Lockport,  Lock  2 

Louisville  

Do    Bowman  Field,  5  m  E 

Mammotli  Cave 

Monticello 

Munfordville 

St.  John 3  111  SW 

.Salvisa,  Ixjck  6 

Science  Hill 

Scottsville 

Shelby ville 2  m  \V. 

Tyrone,  Lock  5 

Williamstown   

Woodbury,  Lock  4t 


Enflerii  Dirifidii. 

Ashland   3  ; 

Benham   


College  Hill,  Lock  11 

Corbin  

Cynthiana 

Falmouth 

Farmers  

Flemingsburg  

Ford,  Lock  10 

Grayson  

Greenup,  Dam  30 

Hazard 

Headquarters 

Heidelberg,  Lock   14 

Jackson   

Louisa 

Maysville,  Dam  33  ..4  m  E. 

Middlesboro 

.Mount  Sterling 

Onconta,  Dam  35   

Paintsville 

Pikeville 

Pippapa-ss   

Quicksand  

Kavenna.  Lock  12 

Richmond 

Sibert 

Valley  View,  Lock  9 

Vanceburg,  Dam  .32 

WIlMamsburg 

Willow,  Lock  13 


Breckinridge 
Jefferson  . . . 

Warren 

Campbell. .. 
Edmonson  ■ 

Pulaski   

Taylor... 
Carroll  . , 
Bullitt  .. 
Boyle.... 
Mercer  . . 
Wayne  . . 
Franklin 
Henry  . . 
Boone  . . . 


Jessamii 
Breckinridge 
Oldham  . . . . 

Garrard 

Grayson   . . . 

Payette 

Jessamine  . . 

Henry  

Jeiferson  . . . 
Jefferson  . . . 
Edmonson  . 


Hart 

Hardin  . . 
Mercer  . . . 
Pulaski   .. 

Allen 

Shelby  . . 
Anderson. 

Grant 

Butler  .... 


Madisou. . 
Whitluy  . . 
Harrison  . , 
Pendleton 


Fleming  ... 

Clark   

Carter 

Greenup  . . . 

Perry  

Nicholas  . . . 

Lee   

Breathitt . . . 
Lawrence  . . 

Mason  . 

Bell    

Montgomery 
Campbell  . . 
Johnson  . . . 

Pike  

Knott 

Breathitt   .. 

Estill    

Madison 

Clay 


Lewis 

Whitley  , . 
Lee   


State  averages  and  extremes 42. sU-  4.6 


-I-  fi.O 
+  '5'9 


+    4.8 


-O.IU 
-0.20 
-0.04 
+0.08 
-1.06 


-0.25 


-0,52 
-1.12 
+0.49 
+0.04 


-0.05 


-1.18 
-0.84 
-0.46 
-0.67 
-0.94 
-0.56 
-0.82 
-0.12 
-1.18 
+0.  61 
0.46 
0.31 


0.58  0.73 

i  l.lil 

-0.85J  1.35 

-0.4J|  0.79 

0.96 

-0.'29  0  99 

■0.82  0.70 

-1.17  0.78 

-0.05  1.07 

■0.34  0.88 


3.83  +0. 


2.86-1.08  0.73 
3.37+0.041  0.92 
•i.'2H  -0.06]  0.91 

3.39 I  1.28 

2.881-0.901  0.70 
2.32  -0.9S1  0.69 
2.53-1  28  0.87 
2.76-1.05   0.96 


3.19-0 


11-12 
11-12 
10-11 

15 
28-29 

12 
29-30 
12-lH 


E.  G.  Young. 

Brick  South  worth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson,  Sr. 

Prank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers. 

Alton  M.  Harvill. 

Lockmaster. 

Dr.  Samuel  S.  McReynolds. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Alva  McKinley. 

Lockmaster. 

Bernheim  Foundation. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfleet. 

^Lockmaster. 

Lockmaster. 

Lockmaster. 

Mrs.  Mell  M.  Lingle. 

Lockmaster. 

Floyd  G.  Robbins. 

Oldham  Penitentiary. 

Kentucky  Utilities  Co. 

George  D.  Litsev. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Fred  W.  Binnewies. 

E.  O.  Cooper. 

Robert  C.  Smith. 

Sisters  of  Loretto. 

Lockmaster. 

William  H.  Dobbs. 

Willard  Cockrill. 

Will  a  S.  A.  Ratta. 

Ix)ckmaster. 

Miss  Nettie  B.  Simpsjon. 

Lockmaster. 


Lockmaster. 

C.  C.  Whiteaker. 

D.  H.  Center. 
Lockmaster. 

I^  S.  Weather  Bureau. 

Marshall  Hill. 

Jessie  Oldham. 

Mrs.  Cora  C.  Stamper 

C.  A.  Glasscock. 

Lockmaster. 

Mrs.  Ma  ye  E.  Swanagan. 

Lockmaster. 

H.  A.  Bailey. 

L.  M.  Gatlin. 

I>ockmaster. 

James  T.  Goff. 

Zeb  Heston. 

Lockma.ster. 

Hugh  Allen. 

Fred  Cartmill. 

Lockmaster. 

E.  C.  Fraley. 

U.  S.  Weather  Bureau. 

Caney  Run  Com.  Center. 

R.  W.  Jones. 

Lockmaster. 

Eastern  Teachers  College. 

Carl  G.  Young. 

Lockmaster. 

Lockmaster. 

Charles  B.  West. 

Lockmaster. 


used  in  determining  s 
Reference  letters. 
tAlso  on  ofhiT  liii 


temperatures  and  precipitation  are  computed  only  for  stations  that  have  ten  or  more  years  of  record, 
ictlon  or  division  means.  tRumsey,  Brownsville  and  Woodbury  are  Ixjcks  on  the  Green  River;  other  Locks  ; 

,  ".  ",  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days,  etc. 
es.        -ti  Heci'ivcd  too  lute  to  be  ini'lnded  in  means  and   siimmaries.  T,  Precipitation  is  less  than  0.01  inch  riiin 


but  all  complete  reports  are 
ire  on  the  Kentucky  River, 


DKrKMKKH,    U)4() 


CLlMATOlAHilC'Al.   DAI'A:    KKNTIK'KY  SECTION 


Pricipilalioa  ol  Deccnibrr.  1946. 

iJay  ol  nioutli 


W'eftrrn  Dirhion. 

Koiivor  Divm 

KiirlliiRton* 

Fonts  FiTrv.  Dura  60" 

t;iU..Ttsvlll««» 

(Ir.THvllle 

lliirtldi-d 

Hi'Uilorsou 

lUiiikinsvllle* 

UivoliioovlUe 

MuylieM 


I'riucvton  

Uimisov.  Look  No.  2»... 

Kussellville" 

Uuioutowu,  Dam  4<t'  — 


Central  Division . 

Ailiiisou.  Dam  45" 

Aui'lioragii 

Howlinjir  Green" 

Biiuling  Green.  No.  2* 

Brent,  Dam  36"  

Brownsville.  Lock  6" 

Bnrnside* 

Campbellsville 

CarroUtou,  Lock   1' 

Clermont 

Danville" 

Dix  Dam,  Burgin" 

Eadsville"  

Frankfort,  Lock  4' 

Gest,  Lock  3* 

Grant,  Darn^  38" 

Greensburg "   

High  Bridge,  Look  7" 

Irvlugton 

LaGrange 

Lancaster"  

Leitchfield" 

Lexingtouf 

Little  Hickman.  Lock  8'1 

Lookport,  Lock  2" 

LonisviLLE,  't 

Do.  Bowman  Field  'i... 

Mammoth  Cave" 

Monticello"    

Muufordville" 

St.  John" 

Salvisa,  Lock  6"t 

Science  Hill 

Scottsville 

Shelbvville  " 

Tyrone,  Lock  5"t 

Williamstown  '-' 

Woodbury,  Lock  4" 


Kantfn-n  Dirii^inn. 

Ashland" O. 

Benham  " C . 

Berea  K. 

College  Hill,  Lock  11"    K. 

Corbin** C. 

Cynthiana"    L. 

Falmouth" L. 

Farmers" L. 

Flemiugsburg"    L. 

Ford,  Lock  10" » K. 

Grayson- O. 

Greenup. Dam  30" O 

Hazard"    K. 

Headauarters" L. 

Heidelberg.  Look  14" K. 

Jackson" K. 

Louisa"    B  • 

Maysville,  Dam  33" O. 

Middlesboro C. 

Mount  Sterling L 

Oneonta  Dam  35" O 

Paintsville"  B. 

Pikeville" B 

Pippapass K 

Quicksand" K 

Ravenna,  Lock  12"  K 

Richmond  - K 

Sibert K 

Valley  View,  Lock  9" K. 

Vanceburg,  Dam  32" O 

Williamsburg" C 

Willow,  Lock  13" K 


31    .04 
1.98' 
i 


1.6fi 
.32  1.12 
.52 
.44    .85 


3.(W 
4.04 
a.  76 
y.3<l 
4.13 
4.1H 
8,85 


3.08 
2.82 
3.39 
4.04 
3.33 
4.15 


3.33 
3.53 
4.09 
4.17 
2.52 
4.24 


2.85 
2.36 
2.84 
4.11 
2.94 
3.62 
2.80 
2.28 
3.55 


2.92 
3. 07 


2.07 
3.42 
3.33 
2.36 


4.34 
3.01 
2.45 


4.27 
2.63 
2.64 
2.11 
3.83 


2.86 
3.37 
3.23 
3.39 


Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset  and  prec.mtationrecorded^^^^  ending  at  time  of 


Precipitation 


Hi.se    luuieiueu  ooservauoiis  are  geiierauy  raaae  lare  lu  rne  aiieiuouii,  ucai  ouuaci.    <.u^.  »^' .  ,  '.    r:     " ,   „,  „tv,„„.„v„  iT,,n,.QtQri 
observation.  'First-order  Weather  Bureau  station:  precipitation  is  for  the  24-hour  period,  midnight  to  midiiight  ™l^?^°*^srwise  inaitatea 

measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  iPrecipitation  measured  with  recording  gage  .  r'^'pt  fi   Vprsflil?ps  Vv  - 

lowing  measurement.  T.  Trace  of  precipitation,  less  than  O.Olinch.  IPost  office  address  as  follows:    Lock  5,  Lawrenceburg,  Ky  .  Ixick  6.  Versailles.  Ky. 

Look  8,  Nichnlasville   Kv.:  Lock  10.  Red  House.  Kv.:  Oneonta   California.  Kv.  River  drainage  area  in  which  station  is  located  is  indicated  as  follows.  (B) 

Big  Sandy;  (L)  Licking;  (K)  Kentucky:  (S)  Salt;  (G)  Green;  (C)  Cumberland:  (T)  Tennessee:  (O)  Ohio;  (M)  Mississippi. 
•'Airport  Station.    Data  for  24  hours  ending  at  12.30  a.  m.  90th  meridian  time  adjusted  to  dav  they  occur. 
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CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION, 


December,  194G 


Daily  Temperatures    for  December,  1946. 


WKSTERN 

Beaver  Dam 


Earlinffton 

Ford's  Ferry  . . . 

Greenville 

Henderson 

Ilopkiusville  .  . 
Lovelaceville... 

Mayfield 

Murray 

Owensboro   

Paducah  §§ 

Princeton 

Riissellvllle  S§.. 

CKNTRAl 

Anchorage 

Howling  Green' 
Campbelliiville  . , 

Clermont 

Danville 

Dix   Dam 

Frankfort 

Greensburg 

Irvington 

Leitohfield 

Lexington   

Louisville  ' 

Do.  Bowman  Fi 
Miimmotn  Cave  . 

St.  John 

Science  Hill 

Soottsville 

Shelhyville 

Williamstown    .. 


DIVISION. 

)  Maximum  . 
'  ■■  '  Minimum. . 

j  Maximum . 
■■  ■  (  Minimum.. 

)  Maximum  . 
■■■  I  Minimum.. 

j  Maximum  . 
'■•  '  Minimum.. 

S  Maximum  . 
•■  (Minimum.. 

S  Maximum  . 
•  •  I  Minimum. . 

j  Maximum  . 
■  ■  (  Minimum . . 

j  Maximum  . 
■■  I  Minimum.. 

J  Maximum  . 
••  (Mil 


I  Minimum.. 

i  Maximum  . 
•■••  (Minimum.. 

)  Maximum  . 
■•••  (Minimum.. 

1  .Maximum  . 

)  Minimum. . 

nivi.siON. 

)  Maximum  . 

(MaxiuuinV; 
■■■■  (  Miinimim.. 

)  -Maximum  . 

(  Minimum. . 

)  ilaxinium  . 
■•■  'Minimum.. 

(  Maximum  . 
■■■  (  .Minimum.. 


1  M 

\  .\I 

\  M, 

\iin 

(  M 

iiiiiii 

\  .Ml 

'  Ml 

Ashland   

Benham?*! 

Herca 

Cnrhin'   

Kanncr.^    

Ili'iuUiuarters  . . 

Heidelberg 

Maysville 

-Middlesboro  ... 
Mount  Sterling. 

l'ikeville> 

PIppapass 

Quicksand 

Richmond 

.SibertS^ 

Williamsburg  . . 


\  .Muxi 

■    'MiiLl 

(  .Maxi 


■  '  Miiiii 
J  -Maxi: 

■  'Minii. 

j  Maximum  ... 

■  (  Minimum 

J  Maximum  . .. 

■  I  Minimum.... 
t  .Maximum  . . . 

•  '  Miniminii.... 
t  Maximum... 

•  'Minimum.... 
S  .Maximum  . .. 

'  '  Minimum 

3  Maximum  ... 

■  /  Minimum 

i  Maximum  . .. 

■  (  Minimum 

S  Maximum  ... 

■  (  Minimum 

)  Maximum  . .. 

■  '  Minimum.... 


63 
.S5 

45 

'20 

«}) 

37 

■6H 

If 

65 

42 
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'» 

.% 

m 

;^o 

16 

46 

37 

:m 

■£^ 

ftK 

34 

32 

I'l 

46 

33 

39 

21 

59 

30 

3(: 

V? 

hh. 

84 

27 

21 

(U 

43 

34 

17 

56 

35 

35 

18 

f>(. 

35 

3-3 

15 

6(1 

35 

32 

10 

36 

M 

17 

66 

38 

36 

20 
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28 

15 

6-! 

35 

33 

18 

56 

28 

22 
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31 
21 

24 
42 
37 

17 
33 
17 
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3.1 

IS 
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2f 

3ll 

61 

Of 

2t 

£ 

36 

32 

Hi 

6:- 

62 

M 

■M 

•« 

■/t> 

65 

frj 

e,f> 

63 

3-1 

31 

41 

40 

6b 

6! 

67 

6fl 

27 

27 

'29 

30 

65 

m 

67 

■70 

2;i 

■14 

•24 

27 

6H 

65 

65 

42 

40 

40 

19 

25 

24 

25 

t^ 

H? 
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27 

tt 
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57 

41 

0. 

3il 

6' 

.5'! 

4r 

54 

34 

7f 

65 

62 

3t 

41 

65 

6r 

63 
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3S 

6V 

M 
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51 

54 

45 
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5!) 

31' 

45 

48 

6S 

65 

61 

31 

38 

43 

z 
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43 

56 
37 

■^l< 

65 

•61 

62!  69 
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58  64 

45  51 
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3S 

4t 

49 

28 

3- 
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3' 

51 
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21 
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21 

43 
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51 
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24 
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4( 
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35 

35 
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39 
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34 
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27 

39 

3i 

43 
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31 

26 

34 
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43 
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32 

32 

36 

38 

43 

3( 

32 

31 

37 

38 

42 

27 

28 
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35 

37 

41 
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32 

31 
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311 

44 

3.1 

3.! 

25 

34 

36 

43 

27 

21 

35 

3,S 

43 

'29 

:!5 

31 

:!4 

24 

59 

58 

47 

40 
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21 

17 

■21) 

58 

58 

38 

41 

47 

21 

32 

26 

14 

16 

W 

5! 

36 

36 

37 

33 

3.'- 

21 

IS 

31 

61 

5( 

41 

40 

41 

6( 

41 

20 
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33 

36 
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3t 

16 

12 

2S 

5,1 

34 

32 

34 

28 

31 

12 
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24 

61 
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38 
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33 
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39 
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25 
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35 

37 
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^^1 

16 

-" 
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SSInstruments  are  reaii  in  the 
",  '',  ",  etc.  indicate  rospectiviO; 
O  U)uisville.  1-2.5. 47925. 


■24  10  16  32  ■351 
52  38  41  43  43 
■221     Ini     33'     34I     28l 
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27 

59 
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41 
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41 

s 
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43 
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r 
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2,j     ;fs 
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5! 

61      65 
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34 

361     38 

55 

41 

51      65 
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3l!     35 

,-.,■1 

4S 

41 

63 

25 

20 

34 

37 

63 

5S 

55 

68 

•29 

% 

32 

57 

30 

(13 

4; 

36 

75 

34 

34 

(';8 

74 

32 

52 

65 

65 

40 

57 

32 

■12 

67 
50 

70 
58 

35 

22 

■M 

48 

36 

20 

22 

66 

45 

32 

411 

28 

25 

62 

42 

33 

55 

■2.8 

26 

63 

41 

•29 

39 

24 

25 

64 

•2H 

■29 

31 

26 

■24 

65 

41 

30 

■25 

51 

38 

2^ 

■26 

■2( 

•22 

65 

4:- 

3( 

43 

27 

•25 

IV 

4( 

.30 

311 

■2.> 

24 

64 

34 

411 

28 

2' 

41 

34 

35 

24 

■23 

•2r 

61 

311 

3: 

38 

30 

•25 

6'7 

45 

3'2 

42 

31 

•M 

fi:l 

38 

26 

50 

24 

24 

5.i 

27 

■27 

Oc!     46 

35 

43i     23I 

lorning:  the  maximum  temperature  then  read 
1.  2,  3.  etc.,  day-;  missing  from  record, 
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■ar  l!)l(;  was  the  wwA 
iperaturt's  during  tlic 
n'(^  normal  and  durint;' 
The  average  annual 
and  throughout  the 
both   as   to  area  and 


GENERAL  SUMMARY. 

The  weather  in  Kentucky  during  the  yi 
equitable  on  record.      Monthly  mean   ten 
seasonally  eokl  months  were  <U>oi(lediy  ah( 
the  seasonally  hot  months  well    below. 
precipitation  was  slightly  abov(>   normal, 
year  was  well  distiilmted,  on  the  whole, 

periods  of  occurrence.  As  a  result  of  these  exceptionally  favor- 
able weather  conditions,  farm  activities  commenced  two  or  three 
weeks  earlier  than  usual,  and  as  crop  growth  was  never  seriously 
cheeked  during  the  growing  season,  this  advantage  was  main- 
tained until  the  year's  end. 

Winter  grains  made  good  growth  from  the  beginning.  Rye 
began  to  liead  in  April  and  wheat  early  in  May.  Harvesting, 
threshing  and  combining  were  in  full  sway  throughout  June  and 
were  practically  finished  early  in  .Tuly. 

Preparation  of  toliticco  beds  l)egan  in  .January  and  continued 
until  March,  when  some  of  the  early  planted  beds  wei'e  up  to 
good  stands.  Transplanting  commenced  in  April  and  plants 
were  ready  for  topping  and  priming  in  .July.  By  the  middle  of 
August  much  fine  tobacco  had  l)een  cut  and  housed  and  practi- 
cally all  of  the  crop  was  in  barns  at  the  end  of  October,  the 
bulk  of  it  in  good  to  excellent  condition. 

Plowing  and  preparation  of  soil  for  corn  planting  began  on 
well  drained  uplands  in  February.  Most  of  the  early  crop  was 
planted  during  April  and  some  of  it  came  to  good  stands  early 
in  May.  By  the  end  of  June  i)ractically  all  corn  had  been 
planted,  and  in  advanced  fields  the  early  crop  was  tasseling. 
(lathering  of  the  early  crop  began  in  late  August  and  was  about 
Completed  early  in  October.  Harvest  of  the  late  crop  also  began 
in  October  and  continued  at  intervals  until  the  end  of  the  year. 

Peaclies  and  other  fi'uits  were  in  full  bloom  at  the  end  of 
^larch,  and  planting  of  gardens  and  early  potatoes  became  gen- 
eral. Pastures,  alfalfa,  and  clover  maintained  generally  good 
condition  throughout  the  spring  months  and  the  first  cuttings 
were  made  early  in  ^lay.  Strawberries,  which  had  been  dam- 
aged to  some  extent  by  frosts  in  April  were  rather  poor  at  time 
<if  harvest  in  IMay. 

Tiie  closing  weeks  of  the  year  found  practically  all  of  the 
staple  crops  of  the  Section  housed  or  disyiosed  of  on  market. 
\\'inter  grains  had  come  to  good  stands  and  had  made  better 
than  average  growth,  and  all  farm  activities  were  well  up  to  date 
at  the  end  of  the  year.  .J.   F.  J. 


Winter  grains  made 


The  Weather  By  Months. 
January. -MiM  weather  prevailed  with  frequent  light  rain; 
(Ml  growth.    X  few  tobaeeo  beds  were  planted. 

FnBuiTAKV.->[ild   weather  cniitiiuied.    \\ith    rainfall   above   normal.      Growth  of 
nter  grains  was  rather  slow  .lup  t  i  lack  ,.f  simshine.    Preparation  of  tobaceo  beds 
'd  \>y  wet  soil. 
irchcs  oil  re.-dvd.    liainfall  was  timely 


rather  slow  .li 
eeame  general,  but  spring  plow 
March. -This  was  one  of  th 


una  well  distributed.  Small  grains  gi 
potatoes  commenced.    Considerable  c.i 

AiMUl,. -Conditions  were  generally 
planting  became  general  and  in  some 
were  jointing.  The  last  killing  frosts 
sections  and  on  the  'iTth  in  the  wester 

May. -The  weather  was  generall.v 
effects  of  too  much  moisture,  and  blue 
corn  Came  un  tn  good  stands. 


ipidl.v.  I'lanting  of  gardens  and  early 
id  was  mw\,-  n.-ady  fur  planting. 
able  for  good  crop  growth.  Early  corn 
)ns  xvas  completed.  Wheat  and  barley 
;vd  on  the  r2th,  13th  and  14th  in  eastern 
I  portions  of  the  central  sections, 
cloudy,  and  wet.  Wheat  showed  the 
aijpcared  in  some  tobacco  beds.    Karlv 


JuNK.-Tliermal  and  molBture  conditions  were  about  normttl.  Tobw'co  trunii- 
plautinK  WHH  llnl.shwl  and  most  early  I'orn  wan  hild  by.  Karly  com  was  bejflnnlnir 
to  tussel  and  early  tobiicco  \va8  bloondng.  Wheat  harveHtlnK,  thrr>nhlnir  and  com- 
bining were  gonurul. 

July. -Weather  conditions  were  exceptionally  favoral>lc  for  crop  Rrowth.  firalii 
harvesting  was  completed  a.s  was  plantinsr  of  late,  corn.  Karly  corn  n^ached  the 
milk  stage.    Topping  and  priming  of  tobacco  was  general  and  cutting;  be«an. 

Ariiisr.  Tbis  \\as  ow-  of  the  I'oolcst  Au>,;iist>  of  r.cord.  Whili- crop  f:ro\vth  was 
checked  soiiMw  li.ii  lli.'  M(b;i,k  uhs  not  serious  'li,|p|.ing  and  prindng  of  toba<'CO 
cotuinucd  iiii.l  (iiiiin:,'  ;oid  liousini/  b.i'aiiir  ^:.  n.  r,i  I  l-.;irly  corn  practically  nnitured 
and   hUr  roiM    ,>-iirli.M   111-  .li-iiling  M:itr.-.     l''aU   i.lounu  b(!gan. 

Si  cii.iir.i  c,  Ml  >ioi,s  n,;.  I  iiir.i  iDi.i.-r  fasoralylc  ui^atlier  comlitions.  Tobacco 
cMttiii-  Mil-  iiioiii   iiMi  ih   I  ;i  1  I  ~' rihiiiiig  Started.    Corn  gathering  was   well   under 

'  111  lor.i  I-  I  1h  lir-t  lillmi:  lio^i,  occurred  in  western  and  most  central  distrlrts 
on  111,-  vi  ;iiid  11!  riisfin  districts  on  the  Kith.  Harvesting  of  early  com  was  com- 
pl.i.'.l  iind  most   hiti-  .ora  was  gath(^red  or  in  shock.    (;utting  of   toba<;co   was   pro- 

NoviMci  i;  lobiicco  Stripping  and  marketing  were  progressing  well.  Small 
grains  ci to  good  stands. 

Di-.CE.MiiHK.-The  mouth  was  warm  and  fairly  dry.  Farm  work  progressed  with- 
out interruption  and  stripping  and  marketing  of  tobacco  were  uearing  completion. 
A  small  tornado  caused  heavy  damage  in  portions  of  Todd  and  Christian  Counties. 


1903.... 
1904.... 
1905.... 
190G.... 
1907.... 
1908.... 
1909 . . . . 
1910.... 
1911.... 
Wl'i.... 
1913.... 
1914.... 
1915.... 
1910.... 
1917.... 
1918.... 
1919.... 
19a).... 
1921.... 


COMPARATIVE  ANNUAL  DATA  FOR  KENTUCKY. 


56.3 
55.3 
55.5 
57.1 
55.0 
57.6 
57.2 
57.2 
56.4 
57.7 
.55.3 


57.7 
56.6 
55.3 
58. 0 
54.6 
57.9 
66.3 
56.2 
56.2 

56".  5 


57.6 
59.0 

57.7 


.57.4 
56.3 
58.6 

54.' 8 
57.6 
.50.6 
56.6 
67.4 


Precipitation         Number  of  days 


46.72 
52.38 
46.38 
44.40 
35-65 
44-35 
41.16 
35-10 


12.5 
24.0 
12.9 
11.7 


41.94  :    9.5 

61.41  1  10.0 

50.67  I  30.6 
46.77  6-6 
47.93  I  27.0 
47.46  I  5.8 
41.80  I  22.7 
51.92  14.4 
45.49  23.9 
46-01  42.8 
40.64  I  24.9 
52.13  I  3.7 
46.90  I  10.1 

49.42  i  13.0 

44.43  I  30 
53-92  I     3.9 

42.68  I  6.3 
41-11  !  10.1 
49-95  I  13.1 

53.43  .  10-5 
45-61  i     6.2 

48.44  I  25-4 
27-86  1  9.1 
41.96  4.6 
49.15  !  4.0 
50.61  I  6.9 
37-14  1  11.8 
67.40  13.3 
37-94  20.4 
49-91  11.1 
46. 00  I  6. 1 
47.36  12.7 
.38.86  I  17-1 

33.45  3.4 
49.74  I  14.6 
37.73  I  12.6 


d   . 

5  o 

»^ 

u 

tt.'" 

W 

■i56 

94 

151 

ni 

168 

103 

1.53 

112 

157 

110 

163 

88 

167 

102 

162 

106 

170 

162 

88 

161 

78 

162 

78 

168 

82 

1-58 

82 

16H 

74 

1.55 

67 

165 

74 

77 

163 

80 

1.50 

93 

173 

87 

1,55 

91 

1,59 

87 

170 

81 

1,54 

81 

\m 

94 

170 

87 

161 

81 

169 

79 

168 

85 

149 

89 

1.57 

88 

166 

89 

1,55 

86 

175 

87 

16,1 

77 

173 

80 

1.54 

86 

171 

90 

151 

91 

170 

93 

1,51 

85 

161 

92 

165 

91 

148 

91 

151 

101 

1H3 

106 

1,58 

97 

146 

102 

14-,' 

86 

l,i<l 

86 

1611 

87 

t.58-Year  average. 
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Climatolosical    Data   for   the   Year    1946. 


■£ 

Temperature 

(degrees  fahrenheit.) 

Precipitat 

on,  (inches 

) 

Numbar  of  da 

vs. 

1  '■§ 

■s 

i 

>. 

>> 

s 

3. 

1 

Stations 

Counties 

s 

% 

e 

.s 

g 

Id 

1 

■= 

-0 

"5 

"o 

■^ 

0 

g 

S^  t^ 

° 

f! 

.2 

££ 

■^ 

^ 

■S,'& 

° 

g 

^ 

S 

^ 

'd'i 

11 

k. 

3 

1 

B 

3 

% 

n 
3 

1 

0 

J 

P 

1 

1 

Up 

Wejiterii  Vh-isioii. 

1 

1 

Ohio 

Hopkins.... 

441 

420 

40 
57 

58.2 
59.4 

98 
97 

July  24 
July  18 

0 
7 

Feb.  11 
Feb.  11 

40 

58 

42.87 
47.40 

7.54 
7.55 

Feb. 
Feb. 

1.63 

April 
April 

6.0 

7.8 

89 
107 

204 
1.S8 

56 
60 

105  1  S. 

Karlington 

117  1  sw. 

Crittenden  . 
Marshall  . . . 

Muhlenberg 

356 
431 

519 

96 

July  20 

19 
9 
31 

48.74 
45.97 
49.54 

10.48 
6.24 
7.23 

Aug. 
Feb. 
Feb. 

0.88 
0.94 
2.01 

June 
June 
April 

4.5 
■■5:7' 

115 

100 
105 

1..    . 

Greenville 2  m  S. 

31 

.59.5 

97 

July  18 

8 

Feb.  11 

212 

63 

80 

s. 

Ohio 

Henderson  . 

540 
382 

9 
33 

44.27 
51.26 

8,11 
8.06 

Feb. 
May 

1.04 
1.21 

June 
Sep. 

7.0 
6.0 

117 
113 

189 
166 

56 
94 

120 
105 

Henderson  4  m  S. 

25 

,57  3 

98 

July     8 

0 

Feb.  ii 

se. 

Hopkinsville 2  m  E. 

Christian... 

524 

51 

58.7 

95 

July   18 

8 

Feb.  11 

51 

46.91 

6.94 

Mch. 

April 

2.5 

92 

213 

125 

27 

Ballard  .... 

479 
354 

20 
34 

60.9 
59.2 

100 
97 

July  18 
July   18 

6 

Jan.  27 
Jan.  27 

22 
35 

49.79 
51.62 

10.04 
8.98 

May 
Nov. 

0.80 
1.06 

Sep. 
Sep. 

5.0 
3.0 

82 
95 

182 
181 

100 
119 

83 
65 

Murray  

Calloway  .. 

412 

22 

60.7 

96 

July   18 

9 

Jan.   27 

22 

6.20 

Feb. 

1.39 

June 

4.5 

80 

102 

51 

1.52 

Daviess 

420 

52 

99 

July   18 

5 

Feb.  11 

51 

43.91 

6.29 

Feb. 

1.16 

Sep. 

5.7 

103 

178 

68 

119 

Daviess 

McCracken 
Caldwell  ... 
McLean  .... 

^nfSS.::::: 

404 
341 
529 
384 
590 
357 

19 
65 
49 
30 
39 
19 

41.61 
47.23 
49.82 
44.96 
38.87 
44.01 

6.30 
8.23 
7.45 

Feb, 
May 
Feb 
Feb 

1.35 
0.28 
0.40 
0.96 
0.69 
1.45 

Sep. 
June 
June 
June 
June 
Sep. 

12.6 
4.5 
1.4 
8.0 
3.2 
2.4 

118 
111 

70 
105 

89 
118 

Paducah                               .   . 

i 

59.8 
58.8 

97 

June  io 
July     IT 

12 
5 

Jan.   27 
Feb.  11 

155 
219 

77 
49 

133 
97 

Kussellville  .                   

36 

59.1 

97 

July   17 

9 

Jan.   271 

0.19     Mch. 

176 

60 

129 

s      ' 

8.20 

May 

Central  Division. 

Breckinridge 
Jefferson  . . . 

Warren 

Campbell... 
Edrnouson  . 
Pulaski    .... 
Taylor 

352 
700 
656 

410 
705 
777 

20 
49 
65 
22 
30 
62 
2 

46,51 
48.23 
46,40 
39,13 
40.92 
51.35 
50.34 

6,91 
6,44 
5,78 
6,06 
6,56 
10.06 
7.54 

l<'eb, 
Feb. 
Feb. 
June 
May 
Jan. 
May 

1.43 

i;78 
1.17 
1.63 
1.34 
1.53 

Sep. 
Sep. 
Oct. 
Sep. 
Oct. 
July 
April 

3.6 
5.8 

2:3 

^;? 
6.9 

no 

106 
114 
130 
117 
113 
107 

48 
65 

56,5 
58.7 

94 
98 

July   18 t 
July   18 

1 
1 

Jan.   22 
Feb.  11 

202 
100 

62 
108 

lie 

157  i  s. 

. 

Brownsville,  Lock  6  : 

1            1 

2 

58.7 

95 

July   18 

5 

Jan.   27 

203 

101 

61 

CaiT./ll 

liullitt  

Boyle 

Meroer 

480 
474 
955 
770 

24 

45,21 

■■46:63' 
41,95 

6.85 

July 

1.08 
1.86 
2.05 
1.31 

Jan. 
April 
Oct. 
April 



98 

7 

14 
24 

"blA 
58.0 

95 

July   19 
July  19 
July  19 

3 

Jan.   22 
Jan.     2 
Feb.  15 

Danville 

6.16     July 
6.46  !    May 

5.8 
4.0 

112 
94 

111 

81 
141 

121 
113 

Dix  Dam.  iiiirgiu 

S. 

Wayne 

Franklin  . . . 

Henry  

Boone 

Green 

622 
504 
490 
50S 
581 

65 
60 

■■46:87' 
43,08 
36.84 
47.35 

9.30 
6.02 
7.34 
4.48 
6.23 

Jan. 
Mch. 
July 
Feb. 
Mch. 

1.60 
1.58 
1.23 

April 
Oct. 
Oft. 
Sep. 
April 

63 

58.0 

94 

July   19 

8 

Jan.     21 

4.0 

'3]2 
8.0 

112 
106 
107 

88 

118 

137 

no 

w 

Greensburg 

54 

59  2 

95 

July  181 

6 

Feb.  10 

208 

78 

79 

High  Bridge,  LocK  7 

Jessamine . . 
Hi-eckinridge 

544 
646 
850 
1032 

45 
50 
8 
22 

40.62 
47.41 

■'4.5;79' 

6.28 
6.83 
7.30 
6.35 

May 
Jul/ 
Nov. 
Mav 

1.18 
1.62 
1.25 
2.10 

April 
Sep. 
Sep. 
Nov. 

4.8 

lis 

108 
S6^ 

50 

57.9 

94 

June  18t 

0 

Feb.   11 

190 

91 

84 

w 

LaGrange- 2  m  N\V 

Leltchliftld 

liruvsou 

635 

52 

58.3 

93 

July   18* 

6 

Jan.   27 

52 

52.48 

7.54 

Feb. 

1.39 

Apnl 

4,6 

124 

92 

117 

1.56 

nw. 

Fayette 

989 

67 

56.7 

94 

July  19 

7 

Jan.   22t 

68 

44.16 

6.71 

Mav 

0.79 

April 

2.2 

106 

114 

93 

158 

s. 

Jessamine  . . 

560 

38 

42.43 

5.95 

June 

April 

,0,0 

90 

Lockpon,  Lock  2 

Henry  

Jefferson  ... 
Jellorsou  ... 

485 
459 
558 

74 
14 

'.58'8' 
57.7 

"94" 
96 

'July'i9' 
July   18 

■'"9" 

■i>b."i5' 

Jan.   22t 

14 

43.46 
42.04 
43.97 

6.05 
5.90 
6.17 

Mch. 
Feb. 
Feb. 

1.65 
1.55 
1.34 

Oct. 

Sep. 

S:;; 

1(18 
Kil 

nil 



! 

10,! 

104 

1,58 

Kdmonsou  . 

800 

13 

57.1 

94 

July  lot 

Feb.  11 

13 

48.47 

7.02 

Mch. 

1,58 

Oct. 

7,3 

128 

149 

81 

135 

SW. 

Monticello 

Wayne 

910 



11 

9.13 

Jan. 

July 

I       .    . 

Muufoniville 

Hart 

600 

20 

45.90 

6.30 

F'ftb 

Oct. 

;i .  5 

i(i9 





.     1 

St.   -lohn H   in  SW 

Hardin   .... 

777 

51 

57.5 

93 

July  18 

4 

Feb.  11 

51 

48,10 

7.51 

July 

1.6b 

April 

2,6 

106 

85 

135 

145  j  n. 

Sal  visa    Loclc  6 

Mercer 

Pulaski   .... 

520 
1065 

35 
4 

44,08 
48,82 

5.97 

May 
June 

2.00 

.\pril 
April 

'lo^s' 

119 
117 

■■l64^ 

'■ii9^ 

S.'ii-ure  Hill 

4 

58.1 

95 

July  18 

Jan.     2 

82      s. 

Allen 

Shelby    .... 

750 
825 

1 
57 

■57:1' 

■'96" 

julv'is* 

12 
5 

Feb.  Ill 
Jan.   27 

1 

1.65 
1.91 

Oct. 
Julv 

■■5:7' 

iii 

"\\?,' 

■■■43' 

Slielbvville 2.5m  W. 

5i,49 

7.36 

Mch. 

209  i  n. 

524 

30 

42.34 

5.53 

June 

3,7 

1(11 



Williamstown   

Grant 

943 

45 

57.3 

96 

Julv   19 

3 

Jan.  221 

45 

36,05 

5.14 

May 

1.2.0 

Oct. 

121 

134 

w 

Woodbury    Lock  4 J 

Butler 

504 

50 

49  00 

7.26 

Feb. 

112 

Eastern  Division. 
A.shland   2.5  m  SE 

Boyd 

534 

33 

.58.1 

94 

July   19 

,^ 

Jan.   27 

34 

36,09 

6.75 

June 

1.20 

Nov. 

6.5 

121 

119 

112 

134 

Benham  

Harlan 

1580 

2 

56.6 

93 

.luly   12 

9 

Jan.     21 

2 

51,34 

7.45 

Aug. 

.lime 

1(1,8 

112 

100 

lov 

1.53 

w. 

Berea 

Madison.... 

1070 

46 

58.6 

93 

Julv   18 

6 

Jan.   22 

46 

47,66 

6.74 

May 

s. 

College  Hill,  Lock  11 

Madison .... 

611 

42.28 

6  MS 

Aug. 

l.flU  1   .Nov. 

3 , 5 



Corbin 

Whitley  .... 

1440 

3 

58.4 

9G 

Julv    15 

10 

Jan.     2t 

3 

17.22 

5.96     Jan. 

128 

160 

se. 

Harrison . . . 
Pendleton   . 

684 
600 

60 

43.811 
45,78 

0.2(1  I   .May 
8.:'.s  1  June 

l'78 

2,3 

Falmouth 



1 

Farmers  

Rowan 

668 

41 

56.4 

94 

Julv   ir 

—    ;; 

Feb.   11 

42 

47 ,  68 

7.30  ,    MuN 

Nov. 

138 

ira  I  w. 

Fleming  ... 

870 

23 

7.18  1  June 

1 

Ford,  Lock  10 

Clark   

593 

33 

41,77 

8.01 

June 

......  

<iooserock 

(;lay 

Carter 

Greenup  ... 
Perry  

930 
589 
540 
869 

91 

July   19 

8 

Jan.   28 

2 
16 

28 

7.92 

Jan. 

0.96 
1.63 
1.98 

Nov. 
Nov. 
Nov. 

■■^■(■)^ 

:::::: 

"."'.'.\ 

"m.ih' 

7.99 

7.88 

June 
Aug. 

Hazard 

■> 

' 

Headquarters 

Nicholas  . . . 

800 

14 

55.5 

95 

July   19 

2 

48,04 

8.15 

June 

'    \v . 

Heidelberif,  Lock   14 

Lee   

663 

57.5 

94 

July   11 

Jan.   28 

32 

46,73 

8.27 

Aug. 

117 

49 

199  1  SW. 

Breathitt . . . 

776 

49,07 

6.59 

Aug. 

: 

Louisa 

I/awrence  .. 

684 

44 

5.63 

May 

Aug. 



1 

Maysville,  Dam  33  .  .3  m  E. 

Mason  . . . . . 

524 

52 

56.5 

95 

July    19 

6 

Jan.   22 

51 

48.81 

6 .  82 

Aug. 

1 ,2 

123 

122 

.Middlesboro 

Bell 

1128 

51 

Julie   111 

10 

Jan.   28 

56 

8.72 

■l.M 

3,  ( 





Mount  Sterling 

Montgomery 

930 

55 

.58.2 

94 

Jul\-      9t 

4 

Feb.    10 

58 

48,21 

9.27 

2.4 

105  1  w. 

OiiHonta,  Dam  35   

Campbell  .. 

497 

37.85 

Johnson  ... 

620 

15 

39.88 

5.111  1    -M:i.\' 

1.  ,,1    !  ,\r>nl 

,!,(! 





I'ikeville 

Pike  

700 

12 

95 

Julv    IS 

11 

l;in        ■'! 

43 

43.311 

4. ',18   1   ,I;ill. 

(1,(1 

27 

I'lppapass    

Knott 

1035 

14 

Julv    IS 

10 

Keh.   ■£: 

16 

■j.iS  '  .luiie 

2.6 

I 

(Quicksand  

Breathitt   .. 

732 

22 

94 

Julv    1!) 

4 

JUM.     2S 

22 

45.. 52 

2, 12  !   Nov, 

1 

Estill    

6.31 

41.38 

7.58  i  Aug. 

IfOO 

■  lulv    18 

1 

Vallev  View.  Lock  9 

Madison.... 

571 

35 

43.19 

5.. 55 

June 

0,V8 

April 

1? 



Lewis 

525 

51 

34 

41.72 

7.35 



Williamsburg 

Whitley  . . . . 

939 

58.9 

92 

June  20t 

10 

Jan.     2t 

60 

48.24 

7.31 

Jan. 

99 

74    

Willow.  I.X)ck  13 

State  averages  and  extremes 

Lee 

(M6 

28 


54.86 
45.70 

58.2 

100 

July    18 

-■^- 

Feb.    11 

10.48 

Aug. 

0,28 

June 

5,5 

101 

1,59 

86 

120     s. 

ing:  for  example,  b  represents  2  day? 


tAlso  on  other  dates. 


V. 


\ 

V..... 


C.  UK 


Annum-,  h)i(\ 


M  AI'ol.OCIc  Al,    |)\r\:    K  hiNIM '( 'K  N'   SIO'l'loN 


Monthly   and  Auuuiil    Preolpitatloii    for    the  Yoar   1040,   with    Departurea   from   the    Normal. 
April 


January      K.linm 


WKSTEIIN  DIVISION. 

Beaver  Dam  

Kailiiisioii   

Kord'd  Krrry.  Diim  60 
Oilbertsville  

Jlaittord    ■'. 

U.iutfisou 

Iliipkinsville 


illp. 


MavfioUi 

Murray    

Ovveiisboro 

Out'usboro,  Dam  46 

I'iuilU'.lh     

I'riiKM-U.u 

Uiiiuai'y.  Lock  No.  2  t.. 

Kussi'llville 

Uniontovvn.  Dam  49.   .. 

CBNTBAL  UIVLSION. 

Addison,  Dam  45 

.\ucliorai;u  

Bowliii^iUreou 

Bront .■••...., 

Browiisvillo.I-ook  No  Gt. 

Burnside 

Campbellsville   

C.inolUou,  Lock  No.  1.. 
Clermont 

Dlx  iJiun,  BnrgVii 

Kiidsville 

t'l-Miikfort,  Lock  4 

Oesi,  Lock  No.  3 

(4r:mt.  Diim  38 

(irc'iMisburg 

High  Hriflge.LockNo.  7. 

li-vnigtou 

LaGrivuge 

LaiiCMSier — 

Leirchnc'ld  

LMXiiistoii 

Littli!  Itlckmiin.  Lock  ^. 
Lockpovt,  Lock  Xo.  2. . 

Louisville 

Do     Bowman  Field  . 

Mimmotb  Ciive 

Monticello  ■   

-Muufordville 

St.Johu  

•^Mlvisa,  LM,-kNo.   6.... 

Science  Hill  

Scottsville  

ShclbyviUe 

Tvroiii'.  Lock  No.   5 

Williimstowii  

Woodbury,  Lock  No.4t. 

KASTEUN    DIVISION. 


College  Uill.  Lock  No,u. 

Oorbin 

Cyiitliimia 

Faliiioutb  

FlPminKshnru 

Ford,  Lock  No.  10  ■•  .... 

Gooserock 

Grayson 

(Trcennp.Dam  30 

Hazard  

Headquarters 

Heidelberg,  Lock  Fo.  14. 

.Im-.ksoii 

Louisa 

MaysvUle,  Dam  33 

Middleshoro    

Monnt  Sti'i-ling 

Oiieontii.D.im  No.  3.5.  ... 

Paintsville 

Pikeville 

Pipnapasa 

(Jiiicksaiid  

Kaveniia.  Lock  No.  12.... 

T?fchmond  

Vallev  View,  T-ock  No. 9. 
V.incc'bursr,  Dam  No.  82.. 

Willi:uiisbiirjir 

Willow,  Lock  No.  13...,. 


4  10-0.08  7.54+4.10  4.40 
.•20+0.44  7.5,5+3.89  4.34 
S.81-0.75'  7.07+3,9.51  2,04 
4,69' i  t;.'.'" 


+4.101  5.72 


-O.U 
-0.66 
-3 .27 


+0, 
+  1.C7 
+3.01 


8.84+0, 
2.99  -0, 

5, .57'  I  2, 


Vii«u.st      Sopteinbor    October     November  Docomber       Annual 


IS   3,70  +0.60 
71   3,  78!  H  0,55 

s,5'in,,is  j  7 


-0,70   2.24-0.52   4.00+0.70   3.60 
6.72I  2.58-0.22    5. .39 +1.61    4.04 

l,!)2'-0,(;2    4..59'+l,13!  2,70 


+3,991  3,55- 


-2,55 
+  0.76 
-1,57 
+  1,24 
-2.99 

2.67 
3.40 
2,20 
2.18 
2.70 

-1  7(; 

1  so 

.2UI+4.2U    1. 


-1.351 
-0.8«i 
+4.56! 
-1.1.5' 


3  US  -n.  3(i 
4.(m'-0  08 
3.4-;|-1..15 


0.30  +2  141  6,10 
0  9-II+3  301  4,24 


1.S91-1  99:  3.. 


2  64-0,66|  4. .50 

4,  60 

4,33  +1.081  3  05 
4,66+1,791  3.6 

4.88 i  4,43 

4.44+1  64i  4,65 
4.40  +1.35i  5.28 
4,  3-;!+l  24' 
3.  .5s  +0  49 


+0.16 
fO.9. 
+0  20 
-058 


1.54 

-1.S4 

4  57 

+  0.85 

4.9.XI  +  1  35 

6.85' +3.  :>H 

4  47l+n,04 

3,05 

-0.75 

3  10 

-1.45 

'>.  '?,n 

-1.05 

7,31 

+3.01 

3.68 

-0. 61 

+  1  241 


+104!  4.78 
+0.341  2  75 
+0.33j  3.50 
+0,101. 
+0.78J  3,77 
+0.66 

+  i',52i'5,in 
+  0  97j  5  20 
+0,73|  ~ 
+2.141 


+1,53 
+0,54 
K 

+2,16 
+1,08 
+2,34 
+2.43 
+2.29 


-2. Ill  5.121  +  1. 


-.10+1,75 
4,541  +  0.38 
2 

-0,73 
+  3,04 
+  0,82 


-2.01 

-1.88 

-2.02 

-1.84 

-2.05 

-2.04 

1.32 

4.'J«+1.21 

j+2.65    1.45-2.27 


+1.12 
-2.05 
+0.94 
4.01+0.66 


-2.12 
—0.82 
-0.361 

+  i!49 
-1,00 
+  1,28 
+1,38 
-1,02 
+0.  73 
+0.93 
-1.84 
5.18+0.80 
2, ,591-1. 93 
2  311-1,891 
3,54i-l,0O 
5.88' 

""  +2'251 


+  0, 


-0,.52 
+  3.40 
+  2,19 
-0.42 
—1.21 
-1.25 
-O..59 
+  0.47 
-2.07 
-0.49 
+  4,08 
+1,52 


3,47j-0,65 

4,  94 

72+0,21 


+0,80 
-1..53 
-0,13 

+ 
-0,70 


+  1,23 
-0,09 

4,58 
3,15 

3,51 

+2,64 

3,17 

6,92 

+2,0C 

,5,48 

+1,97 

1   56 

3,08 

+?.,26 

2,83 

+4  27 

4  .53 

+2,85 

4  3t 

+2,65 

3  .5;- 

+3.93 

1  7^ 

4,37 

-0,67 

+4.27 

3.66 

+0,87 

5  25 

3.25 

+0,77 

4  75 

+0.17 

4,W 

+0.16 

4,3f 

+2.6C 

5,26 

+0.77 

Sflf 

+1,8^ 

9,27 

-t-2,49 

2,39 

1,911-2,07 
0,44 
0,63 
0,07 


+0,' 

-6!02 

-0,94 

+0,15 

+0,13 

-0 

+1 

+0,84 

-0.65 

-1,08 

-0,05 

-0.33 

-0,57 


+3,96 
+2,47 
-2.29 
+2.81 
+2.50 


-  2  42 
+0.11 
+0.53 
+1.27 
+0.98 
-13.46 
-0.71 
+2. 36 


.38 

1+0.02 

,041+0.45 

,09  +0,83 

,42+0.18 

1+2.9 

i  +  0.69 

'+1.45 

;  +0.70 

)+0.78 


.55 


.82 


+5.. 


0.79 

0,10 

+0.90 


-0.02 

fo.isl 

+0,07 
1,13 


0,70 

+0,50 

0,73 

0,15 


-0,10 
-0.10 
-0.01 
+0.07 


-0.96 
-0.38 
-1.46 
+0.03 


7.24 

+  3,74 

1,03 
3,66 

n.m 

+5,25 

4  ,52 

4,63 

+1 ,32 

3  77 

4,6!1 

+1.42 
+  1,42 

3  Of 

4,35 

2,82 

7,04 

r3.2( 

3  3< 

6  35 

+2.6J 

4  0^ 

5,11 

+  1.67 

3,3f 

3,31) 

+0.0f 

4  15 

4,58 

+  1.59 

3.11 

3  91 

+0.88 

.3  33 

4.36 

+1.31 

8.. 53 

3,0^ 

-0,15 

4  OS 

4,32 

+  1,32 

2  .52 

2  'M 

-1.66 

4.24 

4  Mb 

+0.62 

3  2C 

2,91, 

2,68 

5.0* 

+2.15 

2,, 5! 

i  :i.59 

-   1 , 1' 

-.84 

+0, 40 

;+6;o4 
-0.33 

-0.06 
+0.53 
-0.02 
-0.82 
+0.10 
-0.20 
+0.20 


+0.12 
-0.10 
-0.20 
-0.04 
+0.08 


+0.44 
+1,14 
-l,79i 


2,40 
2,25 
2,64-0,11 
2.00-1,16 
1,84-0,75 
2,36-0,34 
1,17 
0,64 
0,49 
1,02 
,03  +0,90 
1.06-1,15 

.75 
2,33|— 0.35 

3.291 

l,6.5i 

1.96-0,76 
■0,95 
1.52 


2.29-0.19 

3.291 

3. 341+0. .58 

2.891+0.07 

3.411 

2.6OI+O.I8 
2, Oil  -  ~- 
2,49 

0,80 
+0,03 


2,79 


+0,14 


2.50  —0.37 
2.73 

,49 
+0.18 
+2.25 
-0.07 
-0.03 
+0.57 
-0.3: 
+0.90 


0.01 
2.981+0.28 
2.411-1 
1.95-0.69 


I      I 


7.301... 
2.IOI-I  1- 
4.42:  +  ii  '  . 
2.03i-l,.il 
1.91-1.27 
4.68+1.81 
4.41+0.80 
4.33+0.72 
3. .30 -0.11 
4.35+0.53 
3.35|-0.03 
+  0.49 
2.61 


47.40 
48.74 
45.97 
49.64 
44.27 
61.26 
46.91 


43.91 
41.61 
47.23 
49.82 
44.96 
88.87 
44.01 


46.. 51 
48.2;3 
46.40 
39.13 

46.92 
51.35 
50.34 
45.21 


36,84 
47,35 

40,62 
47,41 


-0.41 

-0.33 

1.85-1.03 

3.031—0.02 

2.59i-0.78 

1.191-2.23 

3.91+0.99 

2.061- 

1.951 

'2.'42l-0.85 
1.75- 


-1.10 
-1.40 
-1.53 


O.50I  42.04 

0.821  43.97 

-0,21    48,47 

18i 


+061 
-0,40 
-0.31 


-0.34 


45.90 
48.10 
44.08 


7.72 
0.04 
2.42 
5.33 
2.73 
0.60 
0.44 
1.66 
4.25 
0.36 
6.19 


+  5.87 

-  2.37 

-  0.53 

-  3.09 
+  1.86 


-  0.36 
+  0.77 

-  0.94 


-  1.34 
+  4.84 
+  0.81 

-  2.72 

-  0.78 

-  1.22 
+  0.71 

-  3.46 

+  '6'.  26 


+  6.32 

-  2.01 

-  6.12 

+  2.32 


36.09 
51.34 
47.66 
42.28 
47.22 

-0.29i  43.80 

-0.821  45.78 

-1,17    47 

-0,05l... 

-0.34J  41.77 


-1.16 
-0.94 
-1.10, 
-0.81 
-0.20  . 
-1. 
—0.451  37.1 
-0.92i  39.1 
+0.361  43.1 


2. .34 
.3.44 
0.35 


2.84 
2.18 
0.02 


from  normal  precipitation 


computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used 

■n  River;  other  Locks  are  on  the  Kentucky  River.  T.  Precipitation  is  less  than  .01 

iigree  with  those  published  during  the  year.    This  is  because  new  normals  were  establisheil. 


CLDIATOLOGICAL  DATA:   KENTUCKY  SECTION. 


Annual,  1946 


SConthly  and  Annual  Mean  Temperatures  for  the  Year  1946,  with  Departures  from  the  Normal. 


January   i  February  ;     March 


I     I     H 


WESTERN    DIVISION. 

l!H:iver  Dam 

Eailingtou   

Ford's  Kerry 

(ireenviUe    

HBiidersoii 

IIopkiuBvUle 

Lovelftceville   

Mayfield 

Murr.iy 

Owensboro 

Paducah  

Princoton 

KiissellviUe 


CENTRAL  DIVISION. 

Aiiclioriige , 

Bowling  Green   

Campbells ville  

l.!|crnioiiii  

Danville 

DixUaiu 

frail  kfort 

Greensburg 

Irvington 

Leitctifled 

liBxington 

Louisville 

Bowman  l-ield 

Mammoth  Cave 

St.  John 

Science  Hill 

Scottsville 

Siielbyville  

Willinmstown 

KA8TERN    DIVISION. 

Asbland 

Benhara       

Berea 

f'orbin 

Farmers   

Gooserock   

Headquarters 

Heiilelberg 

Miiysville 

Middlesboro  

.\It.  Sterling    

pikeville 

Plppiipass    

tiuicksaud 

Richmond 

Sibert  

WllliamsbnrK 


0..S 

41.1 

1.1 

42.1 

2.0 

I'li) 

l.H 

40.2 

0.7 

41.2 

l.t 

43.8 

O.ii 

41!.  2 

l.C 

44.8 

1.5 

42.0 

0.6 

42.2 

+  10. 5^ 

41+  8.9 
.7+  7.t> 
.4  +  <».4 


4-  o.6|  67.0 


.'0[  42.4'+  4!2J  57!2 


.8+  2.7|  4U..5,+-  S.H,  an.< 

.0  +  2.4I  41.2  +  4.1^  57. 

.0!+  0..0;  40. 4  +  :i.5|  06. 

.1),  40. S  +  4.01  5H. 

.3  37.5;+  2.1  54. 

.    _.6  40.1j+  2.9  57 

+   l.«l  38.71+  2.7i  50. 

0.9!  37.8!+  0.81  56. 

2.2i  39.ti'+  3.8i  55. 

....  41.4! 56. 

....  43.41 58. 


3.3j  62.1 


38. 


+  9-6 
+  10.9 
+11.81 
+11.9! 


+  89 
+  3.7 
+  3.4 
+  6.0 


39.81+   1.7    43.2  +   3.4 


+  4.01  63 

63.6 

+  3.6! 
!  64.2 


+   3.9    fi4.fi  — 


S.9\  73 
1.3   76 


+  0.2;  74.8 
77.9 
76.4 


-  7.4    67.2 


-  0.9    61.3 


3.2    42. 
51.6+  3.71  43. 


+  4.9 
+  3,8 
+  4.3 
+  3.6 


•50.4 
4-  0.2|  50.0 
+  1.61  51.0 
+  2.9    51.9 


51.1  +  4. 
■19.8+  5. 
51.3  +  4. 


+  4.4| 
+  5.51 
+  3.8 


+  2,8 
+  4..5I 
+  4.41 


—  0.7 

59.2 

+  1.4 

51..  S 

+ 

5.2 

41.8 

+  6.11  57.5 

+  1 

,";^ 

I  51.!].. 

'  51.2;.. 

■»■-'■« 1  ''^■'1 

45.31 ' 

-  1.4 

59.  s 

+  2.4    50.3 

+ 

5.4 

4(1  Si  +  5.3    57.1 

+  1 

-  0.5 

60.4 

+  2.4 

49.4 

+ 

4.2 

40.4 

+  5.5,  57.3 

+  2 

60.2 

56  8 

f  2.1 

52.1 
51.4 

+ 

6.3 

43.8 
40.6 

+  6.0'  58.1 
1  56.6 

+  ^ 

-  1.1 

-r  2.2 

+ 

6.4 

43.7 

+  5.9'  68.6 

+  2 

59.  C 

1  52.2 

43.2 

!  58.^ 

-  2.9 

57.41+  0.81  49.4 
58.6 

+ 

4.4 

41.0 

+  4.5:  56.4 

+   1 

57.4 '  4.VS'.. 

.HS    1; 

'  55.5 

—  2  ; 

58.21+  n.c,    -n    !    . 

1  '1 

!_'    J     .     .S,2     ,57.51+    1 

-  3.1 

58.6 

+   .,1 

1  ■.■ 

1-:    : 

^     -,  :l    56  .'■ 

+  1 

75.8 


.2  H7.2 


All  temperature  data  are  taken  from  pelf-r 
The  departures  from  normal  temperature  ; 
section  or  division  means. 

Reference  letters,  a,  b.  c,  appearing  in  the  table  indicate  number  of  days  missii 

KILLING  FROSTS,    194  6. 


WESTERN    DIVISION 

E«rliiigton  

Greenville    

Hopkinsville 

Lovelaceville   

Mayfield 

Owensboro 

Princeton 

RUM-ellville 


CENTRAI,    DIVISON 

.\ncboraj:e 

Bowling  Green 

Oampbellsville 

Danville   

Dix  Dam 

Frankfort 

GreenslMirg   

Irvington •• 


Last  in     First  in 
Sprini;.    I  Autumn.  I 


do  27 
do  27 
do   27 


April  27 
do  27 
do  27 
do  17 
do  27 


do  2 
do  2 
do  13 
do  18 
do  13 
do     2 


Leitchfield,... 
Lexiiijiton  .... 

Louisville  

Mammoth  Cav 

St.  John  

.Science  Hill.. 
Sbelbyville  ... 
Wllliamstown 


KA9TERN   DIVISO: 

Ashland — 

Berea 

Farmers    

Maysville  

Mount  Sterling  ... 

Pikeville 

Quicksand 

Williamsburg 


Last  in      First  in 
Spring.     Autumn 


April  27 
do  17 
do  13 
do  27 
do  27 
do  18 
do   27 


April  13 
do  13 
do  28 
do  28 
do  12 
do  13 
do  2.S 
do  28 


do  2 

do  13 

do  12 

do  2 

do  3 

do  2 


have  ten  or  more  years  of  record,  but  all  complete  repor 
»;  for  example,  b  represents  two  days,  etc. 

MONTHLY  STTMKrAKIES,    1946 


are  used  in  determining 


„■ 

remperature 

Precipitation. 

Aver 

ge  nun 

berof  days. 

Month. 

s> 

?. 

ti. 

a 

°d 

1 

2^ 

p 

i 

is 

Is 

1 

bS 

5 

5 

1 

January  

36.9 

+  1.2 

76 

-  1 

4.02 

11 

10 

5 

16 

1.7 

Kehruary    .... 

40.8 

+  3.6 

75 

-  3 

+  1.76 

11 

1.3 

4 

11 

2.6 

March    

.56.1 

+  9.5|     85 

16 

4.47 

-  0.30 

13 

12 

8 

]] 

0.2 

April 

,59.6 

+  3,4i     92 

24 

2.13 

-   1.S4 

s 

13 

8 

9 

T. 

May 

63.6 

-   1.8'     87 

33 

5.. 50 

+   1..53 

111 

9 

8 

14 

0.0 

June 

73.1 

4.16 

0  (1(1 

,s 

15 

9 

1; 

0.0 

Jnly   

76.1 

-   l.Oi   100 

45 

4.2^ 

+  0.(J9 

9 

14 

10 

■' 

0.0 

Aufc'ust   

70.7 

-  5.1      96 

36 

4.42 

+  0.71 

,s 

14 

8 

0.0 

September.... 

t;8.4 

-  2.0!     95 

36 

2.52 

-  0.3S 

16 

8 

U.O 

October 

,59.6 

+1.21     92 

27 

-   0.26 

5 

17 

7 

0.0 

,51.2 

+  4.7j     88 

3.45 

+  0.05 

8 

14 

(i 

10 

0.0 

Dec-ember  .... 

42.3 

+  4.61     77 

27 

3.19 

-  0,60 

' 

12 

5 

14 

1.0 

Annual  means 

and  extremes 

,58.2 

+  1.5    100 

-  3 

45.70 

+  0.45 

109 

159 

86 

120 

5.5 

'Compared  with  68  years  normal. 


NOTE— Tables  giving  climatic  data  for  Kentucky  in  detail  during  1943  have  been  published  for  each  month  at  the  Kentucky  section  center,   Weather  Bu 
Office,  Louisville,  K'y. ,  and  can  be  obtained  from  the  Official  in  Charge  at  th.it  office.  .,,-,, 

NOTICE:     In  some  instances  departures  linreon  do  not  agree  with  thoso  pnhllshnd  during  the  year.    This  js  because  new  nornuils  were  estaldi.shed. 
WHO  Louisville,  2-4-47-1O0O. 
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Vol.  XLII         Louisville,  Ky.,  January,  1947 


No.  I 


'I'ho  woath 
part  unusually 


GENERAL  SUMMARY. 

r  (luriny:  the  uiontii  was  wet,  and  for  tlio  ki"'"'*''!" 
warm.  These  conditions  were  favorable  for 
L^rowth  of  winter  grains.  Plants  attained  sufliicient  size  and 
established  strong  enougli  root  systems  to  escape  serious  damage 
during  the  two  si\ort  periods  of  hard  freezes.  Pastures  made 
some  growth  early  in  the  month  but  gradually  became  dormant, 
iieeessitating  an  increase  in  stock  feeding.  The  soil  was  gener- 
ally too  wet  for  outdoor  work  and  practically  no  plowing  could 
be  done  except  in  portions  of  the  central  and  Avestern  sections. 
Farm  work  was  confined  chiefly  to  tobacco  stripping  which 
progressed  slowly,  and  in  some  sections  was  finished  at  the  end 
of  the  month.  High  temperatures  and  ample  atmospheric 
moisture  were  especially  effective  in  softening  the  fibre  and  im- 
proving the  final  condition  of  the  crop  ready  for  market.  A 
glaze  storm  during  the  first  week  caused  some  damage  to  fruit 
trees,  and  winds  of  near  gale  force  near  the  end  of  the  month 
caused  considerable  damage  to  barns,  small  structures,  and 
timber. 

At  the  close  of  the  month,   a  period  of  comparatively  dry 
weather,  with  ample  sunshine,  was  needed  to  enable  farmers  to 
begin  early  plowing,   preparation  of  tobacco  beds 
seasonal  operations. 


and  other 
J.  F.  J 


Rivera:     The  Ohio  River  and  its  tributariPH  reacted  to  periods 

of  moderately  heavy  rains  witli  altcirnating  periods  of  slow  rises 
and  declines.      Open  river  conditions  prevailed  throughcmt  tlio 

nth. 

PRESSURE.  WIND.  HUMIDITY  AND  SUNSHINE^ 


..111. 
.Ohio 
.Ind. 
..Ky. 


30.64 
30.54 
30.  GS 
30.54 


Wind. 


Relative 
humidity 


TEMPERATURE. 

The  average  temperature  was  40.3°,  or  4.5°  above  normal. 
With  the  exception  of  two  cold  periods,  from  the  4th  to  6th 
and  from  the  21st  to  22d,  temperatures  for  the  month  were  well 
above  the  average  with  two  long  periods  of  unusually  warm 
weather,  from  the  11th  to  the  20th,  and  from  the  23d  to  the 
oOth,  during  which  daily  means  ranged  from  5°  to  26°  above 
the  daily  normals.  The  highest  temperature  recorded  in  the 
section  during  the  month  was  74°  at  Anchorage  and  Hopkins- 
ville  on  the  29th,  and  the  lowest,  3°  at  Williamstown  on  the 
22d.  

PRECIPITATION. 

The  average  precipitation  was  6.04  inches  or  1.68  inches 
above  normal.  IMonthly  amounts  ranged  from  about  nine  and 
a  half  inches  in  portions  of  the  southeastern  districts  to  less 
than  four  inches  in  the  extreme  western  counties.  However, 
with  the  exception  of  these  two  comparatively  small  areas, 
amounts  over  the  remainder  of  the  State  ranged  generally  be- 
tween live  and  six  inches.  Precipitation  was  frequent  and 
moderately  heavy  at  the  beginning,  near  the  middle,  and  at  the 
end  of  the  month.  Extremes  for  the  month  were  9.60  inches 
at  Sibert  and  3.72  inches  at  Lovelaceville.  The  greatest  24-hour 
amount  was  2.78  inches  at  Paducah  on  the  2d.  Snowfall_ aver- 
aged 2.2  inches  or  about  half  of  the  normal.  Monthly  amounts 
ranged  from  over  five  inches  in  portions  of  the  eastern  counties 
to  less  than  an  inch  along  the  south-central  border.  Practically 
all  of  the  snow  fell  on  the  1st  and  5th. 


MISCELLANEOUS. 

Wind  Storm><.  High  winds  on  the  29th  and  30th  caused  con- 
siderable damage  to  barns,  outhouses,  and  timber  in  some 
western  and  central  counties. 


192-2 

1923 

1924 

1925 

1925 

1927 

1928 

W29 

1930 

1931 

1932 

1933 

1934 

1935 

1936 

1937 

1938 

1939 

1940 

1941 

1942 

1943 

1944 

1945 

1946 

1947 

Periodt. 


COMPARATIVE  DATA  FOR  JANUARY. 


Temperature, 


'  Mr'A'. 


m> 


39.7 
25.9 
42.5 


41.0 
31.3 
35.8 
34.4 


35.9 
40.4 
21.1 
36.7 
32.7 
37.9 
37.7 


ft' 


5.40 
2.72 
2.08 
2  91 
5.71 
1.25 


—  1 

3 

—25 


4.41 
2. 88  I 
3.09  ! 
11.41  1 
2.31 
5.03 
7.  27 
6.38 
5.09 
3.62 
6.75 
3.06 
2.25 
6.11 
5.05 
2.60 
4.01 
6.33 
2.47 
4.54 
4.85 
1.23 
8. 13 


1.85 
5.28 
2  99 
15.77 
3.56 
5.56 
1.67 


4.  05 
4.02 
6.04 


Number  of  days 


0.2 

14 

0.1 

12 

0  2 

g 

3.4 

9 

6  i 

11 

2  0 

17 

1   « 

2.1 

11 

8  6 

10 

0.2 

9 

5 

n 

13 

14 

16 

10 

15 

15 

t59-Ye;ir  average. 


CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION 


January.   1947 


Climatological  Data  for  January,  1947. 


>      3 


Temperature,  in  degrees  Fahr. 


M'cflcrn  Difisiiin. 

Beaver  Dam 

Earlin^on 

Ford's  Ferrv,  Dam  50 

GilbertsvlUe 

Greenville 2 

Hartford  (near) 6 

Henderson  4 

Hopkinsville 2 

ix)velapeville 

Mavfield 

Murray  

Owensboro    1.5  i 

Owensboro.  Dam  46  . . 

Paducah  

Princeton 

Rumsey,  Tx)ck  2* 

Russellville 

Union  town,  Dam  49  . . . 


Central  DMsitm. 

Addisou,  Dam  45 

Anchorage 

Bowling  Green 

Brent 

Brownsville,  Lock  6 1 

Bumside 

Campbellsville 

Carrolltou ,  Txjck  1 

Clermont 

Danville 

Dix  Dam,  Burgin 

Frankfort.  Look  4  

Gest,  Lock  3 

Grant.  Dam  38 

Greensburg 

High  Bridge.  Lock  7 

Irvingtou 

Lancaster 

Leitchfleld 

Lexiag'on 

Little  Hickman,  Lock   8 

Lockport,  Lock  2 

LOCISVILI.E      

Do  Bowman  Fid,  6.5m  SE. 

Mammoth  Cave 

Monticello 

Munfordville 

St.  .lohn 3  m  SW 

Salvisa,  Lock  6 

.Science  Hill 

Scottsville 

Shelbwille 2.5m  W. 

Springfield   

Tompkinsville 

Tyrone,  Lock  5 

W'aynesburg , 

Williarastown   

Woodbury,  Lock  4J 


Ohio 

Hopkins... 
Crittenden 
Marshall  . . 
Muhlenberg 
Ohio.... 
Henderson  . 
Christian. 
Ballard  .. 
Graves  . . . 
Calloway 
Daviess. .. 


McCracken 
Caldwell  . . 
McLean  . . . 

Logan   

Union 


Breckinridge 

.Jefferson  . . . 

Warren 

Campbell... 

Edmonson  . 

Pulaski  .... 

Taylor 

Carroll 

Bullitt 

Boyle 

Mercer 

Franklin  . . . 

Henry  

Boone 

Green 

Jessamine . . 
Breckinridge 

Garrard 

Grayson  . . . 

Fayette 

Jessamine  . . 

Henry 


Enptern  DirisUni . 

Ashland   2.5  m 

Benham 


College  inU.  Lock  11.... 

Corbin  

Cynthiana 

Falmouth 

Farmers   

Flemingsburg   

Ford,  Lock  10 

Greenup,  Dam  30 

Hazard 

Headquarters 

Heidelberg,  Lock  14 

Jackson   

Louisa 

Maysville.  Dam  33  ..3  m 

Middlesboro 

Mount  Sterling 

Oneonta,  Dam  35   

Paintsville 

Pikeville 

Pippapass   

Quicksand  

Ravenna.  Lock  12 

Richmond 

Sibert 

Vallev  View.  Jxick  9 

Vanceburg,  Dam  32 

Williamsburg 

Willow.  Lock  13 


State  averages  and  extremes 40 


Jefferson  . . , 
Edmonson  . 

Wayne 

Hart 

Hardin   

Mercer 

Pulaski   

Allen 

Shelby  .... 
Washington 
Monroe. . 
Anderson 
Lincoln  . 
Grant.... 
Butler  . . . 


Bovd  ... 
Hurliui . 
Miulison, 
Madison, 
Whitley  , 
Harrison 
Pendleton  . 
Rowan  . 
Pleming 
Clark  .. 
Greenup 


:;rry 


Nicholas  . 

Lee   

Breathitt . 
Lawrence 
Mason  .  . . 

Bell    

Montgomery 
Campbell  . 
Johnson  . . 

Pike  

Knott 

Breathitt   . 

Estill    

Madison. . . 
Madison... 

Clay  

Lewis 

Whitley  . . . 
Lee  


39.4:+  3. 
40.11+  3. 
40. 0 


40.3I+  4.2 

38:o!+ 

41.01+  3.5 
40.8  + 

39.6+  2.9 

41.8+  4.0 

37.8+  2 


2.3 


+  5.4 
+  5.6 
+  5.1 


Precipitation  in  inches. 


+0.9U 

+6!4i 

+  1.13 

-0.96 

-0.57 

+0 

+1.50 

+  1. 

+0.55 

+1.03 

+  0.91 

-0.09 

+0.13 


+0.63 

+2;i2 

O.OI 

+1.97 

+  2.76 

1.13 

1.19 

+  1.43 

+0.87 

+1.'7' 


2.24 
+0.54 
+2.09 


+  2.20 
+  3.04 
+0. 94 
+3.26 


+2.78 
+4.70 
+  1.29 


+  1.971  0.99 


Number  of  days- 


65 
+1.91 


1  40 

2 

l.W, 

30 

l.lh 

14-15 

1.78 

1 

1.89 

1-2 

1.23 

30-31 

1.37 

1 

1.24 

13-14 

2.78 

2 

E.  G.  Young. 

Brick  South  worth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson,  Sr. 

Frank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers. 

Alton  M.  Harvill. 

Lockmaster. 

Dr.  Samuel  S.  McReynolds. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Alva  McKinley. 

Lockmaster. 

Bernheim  Foundation. 

R.  P.  Coldiron. 


Lockmaster. 

Lockmaster. 

Mrs.  Mell  M.  Lingle. 

Lockmaster. 

Floyd  G.  Robbins. 

Kentucky  Utilities  Co. 

George  D.  Litsey. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.  S.  Weather  Bureau. 

Vi.  S.  Weather  Bureau. 

Fred  W.  Binnewies. 

E.  O.  Cooper. 

Robert  C.  Smith. 

Sisters  of  Loretto. 

Lockmaster. 

William  H.  Dobbs. 

WillardCockrill. 

Willa  S.  A.  Ratta. 

.lohn  P.  Elder. 

Alice  H.Hale. 

Lockmaster. 

Frank  Hoek. 

Miss  Nettie  B.  Simpson. 

Lockmaster. 


Lockmaster. 

C.  C.  Whiteaker. 

D.  H.  Center. 
Lockmaster. 

U.  S.  Weather  Bureau. 

Marshall  Hill. 

Jessie  Oldham. 

Mrs.  Cora  C.  Stamper 

C.  A.  Glasscock. 

Lockmaster. 

Lockmaster. 

H.  A.  Bailey. 

L.  M.  Gaffin. 

Lockmaster. 

James  T.  Goff. 

Zeb  Heston. 

Lockmaster. 

Hugh  Allen. 

Fred  Cartiiiill. 

Lockmaster. 

E.  C.  Praley. 

U.  S.  Weather  Bureau. 

Caney  Run  Com.  Center. 

R.  W.  Jones. 

Lockmaster. 

Eastern  Teachers  College. 

Carl  G.  Young. 

Lockmaster. 

Lockmaster. 

Charles  B.  West. 

Ijockmaster. 


All  temperature  data  are  taken  from  self-registering 

The  departures  from  normal  temperatures  and  precii 

used  In  determining  section  or  division  means.  iRu 

Reference  letters.  •,  ',  «,  appearing  in  the  table  indicii 

tAlso  on  other  dates.       t+Received  too  late  to  be  incli 


iM|)uted  only  for  stations  that  have  ten  or  more  years  of  record,  but  all  complete  reports  are 
ille  and  Woodbury  are  Locks  on  the  Green  River;  other  Locks  are  on  the  Kentucky  River. 
lays  missing;  for  example,  b  represents  two  days,  etc. 
and  sumnmries.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


Janiiahy,  1947 


ri.lM  ATOLOCICAl-   DAI'A:    Kl;N'l'^('K^'   SI-CTK  )\ 


Daily  Procipilulion  of  JuDiiary,   1947. 

Day  o(  iiiDiitli 


llVrifni  Divieion. 

Uoavor  Divin 

Kiirlinpum* 

Konis  Forrv.  Diun  50" 

iillhortsvUlo^ 

iiroi'iivillo 

lliinfoiHl 

lUndorson 

Ui.i.kiiisvlllo" 

l.Dvi'liioeville 

Miiyliold 

Murray 

(hvcusboro*  

( )\vousboro,  Dam  46" 

Vailucah*    

J'riiK'Oton 

Kumscv.  Look  No-  2" 

Kii>senvine'' 

Inioutowu.  Dam  49" 


Cnitriil  lyiriahn. 

AcKlison.  Dam  45' 

AiU'horuge 

Hinvlinir  Greeu" 

liowliug  Greeu.  No.  2" 

Hrout,  Dam  3&^  

Brownsville.  Lock  6"  

Buruslde* 

Campbellsville 

Carrollton.  Lock  1" 

Clermont 

Danville" 

Dix  Dam.  Burtrin'^ 

Frankfort.  Lock  4* 

Gest,  Lock  3' 

Grant,  Dam  'iS'' 

Gre^usburg'''    

High  Bridire.  Lock  7« 

Irvington 

Lancaster* 

Leitchfield^ 

Lexingtout** •  ■ 

Little  Hickman.  Lock  8'm, 

Lockport,  Lock  2^ 

Louisville,  't 

Do.  Bowman  Field  't... 

Mammoth  Cave' 

Monticello"   

Munfordville' 

St.  John" 

Salvisa.  Lock  B't 

Science  Hill 

Scottsvillo 

Shelbvvilie  - 

SprinETlu'lfl 

Tompkiusville.. 

Tyrone,  Lock  5-  i  

Waynesburg  

Wiliiamstown  - 

Woodbury,  Lock  4"- 


.74 
.«)   T. 


EttKtprn  Division. 

Ashland  ^ 0 . 

Benham  " C. 

Berea  K. 

College  Hill.  Lock  11'    K. 

Corbin'* C. 

Cyuthiana'    L. 

Falmouth'^ L. 

Farmers- L. 

Flemingsburg^    L. 

Ford.  Look  10' ' K- 

Greenup, Dam  30' O. 

Hazard'^    K. 

Heada  uurters- L. 

Heidelberg.  Lock  14' K. 

Jackson' K. 

Louisa'    B . 

Mavsville,  Dam  33' O. 

Middlesboro C . 

Mount  Sterling.  .^ L 

Oneonta  Dam  35' O 

Paintsville''  B. 

Pikeville" B 


•a 

"I     g 


.87  .04 
.401.05 
.98... 


5.80 
0.81 
4.71 
8.8(1 
5.50 
5.18 
4.85 
5.3:{ 
8.72 
4.14 
6.11 
5.83 
5.50 
4.92 
5.5fi 


5.75 
5.68 
6.27 
6.64 
5.00 
6.17 
9.. 52 
4.67 
4,25 
6.01 


6.09 
6.90 
4.27 
6.12 
5.91 
5.09 
6.25 
6.66 
6.62 
6.29 
6.40 
4.97 
5.31 
6.78 
8.14 
6.52 

7.' 00 
8.05 

7 '.29 
5.90 
7.31 


7.61 
6.66 
4.84 


5.23 
8.18 
6.13 
6.86 
5.25 

5!02 


Pippapass 

Quicksand' 

Ravenna.  Lock  12'  ... 

Richmond  ' 

Sibert 

Valley  View,  Lock  9'. 
Vanceburg,  Dam  32'.. 

Williamsburg' 

Willow,  Lock  13' 


T. 
.10... 
12   T. 


6.64 
9.13 
5.71 




Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  24  hours  ending  at  time  of 
observation.  ^First-order  Weather  Bureau  station;  precipitation  is  for  the  24-hour  period,  midnight  to  midnight  unless  otherwise  indicated.  rrecipiiation 

measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  tPrecipitation  measured  with  recording  gage.  Included  m  the  next  lol- 

lowing  measurement.  T.  Trace  of  precipitation,  less  than  0.01  inch.  tPost  office  address  as  follows:    Lock  5,  Lawrenceburg,  Ky.:  Lock  b,  Versailles,  Jiy.: 

Lock  «,  Nicholasville   Ky.:  Lock  10,  Red  House,  Kv.:  Oneonta    California,  Kv.  River  drainage  area  in  which  station  is  located  is  indicated  as   follows:  (B) 

Big  Sandy;  (L»  Licking;  (K)  Kentucky:  (S)  Salt;  (G)  Green;  (C)  Cumberland;  (T)  Tennessee:  (O)  Ohio;  (M)  Mississippi. 

"Airport  Station.    Data  for  24  hours  ending  at  12.:^0  a.  m.  90th  meridian  time  adjusted  to  dav  they  occur. 


CLDIATOLOGICAL  DATA:   KENTUCKY  SECTION. 


January,   194' 


Daily  Temperatures   for  January,  1947. 


WESTERN   DIVIS 

Beaver  Dam !  , 


Earlin^ton 

Ford's  Ferry 

Greenville 


Hopkii 


\  Maxinmm  . . 
)  Minimum. .. 
j  Maximum . . 
(  Miuimum... 
)  Maximum  . . 
nslinimum... 
(  Maximum  .. 
(  Minimum. .. 
S  Maximum  . . 
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'Midnight  to  midniglit  temperatures. 
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MISCELLANEOUS. 

/fjio'd. -Open  rlvor  oomlltions  Drtivullecl  la  tlin  Ohio  KIvit  durlnit  tlie  fore  part 
of  Kobniary,  IjuI  l>y  ttio  niiildlo  of  the  month,  pool  Htiiges  prevull<!(l  fmwTaWy . 
Conaideral)lc!  lloatliiK  Ico  In  tho  Ohio  was  reported  In  tho  (;in<;lnnatl  River  DiKtrlct 
and  above,  hut  vitv  little  lie  oci'urn^d  in  the  Louisville  Dlstrlet  or  below. 


GENERAL  SUMMARY. 

Frliruai-y,  l^'IT,  was  cnio  of  thiM'tiliU'st  nu^nlhsdl'  its  luinicon 
roc'onl,  ami  absoluU'ly  the  driest.  While  no  exlreiiiely  low 
temperatures  were  reported,  the  cold  periods  were  protracted 
and  were  relieved  by  only  a  brief  period  of  comparatively  mild 
weather  about  the  middle  of  the  month.  Weather  conditions 
were  exceptional  also,  in  that  nearly  all  of  the  precipitation 
was  in  the  form  of  snow  which  fell  in  frequent  flurries.  Because 
of  tiie  low  temperatures,  the  snow  was  light  and  dry,  and 
yielded  a  relatively  small  water  equivalent  when  melted.  Under 
these  conditions  all  winter  crops  remained  dormant.  Wheat 
and  other  small  grains  were  benefited  by  a  protective  snow 
cover  in  most  eastern  and  central  sections  during  the  coldest 
weather,  and  damage  from  freezing  and  heaving  of  soil  was 
small.  The  condition  of  these  crops  was  about  normal  for  the 
season. 

During  most  of  the  month  weather  and  soil  conditions  were 
unfavorable  for  any  outdoor  work.  Only  a  little  plowing  was 
done  during  the  short  warm  period,  but  on  account  of  thorough 
freezing  and  absence  of  heavj'  rainfall,  ground  broken  was  in 
excellent  condition  for  further  preparation.  Burning  of  tobacco 
beds  commenced  in  scattered  sections  early  in  the  month,  and 
a  few  beds  were  sown  in  some  of  the  western  counties.  Strip- 
ping and  marketing  of  what  remained  of  the  tobacco  crop  were 
practically  finished.  Grass  pastures  were  dormant  and  stock 
feeding  was  heavy  throughout  the  month.  -T.  F.  J. 

TEMPERATURE. 

The  mean  temperature  for  the  month  was  28.9°,  or  8.2°  be- 
low normal.  This  was  one  of  the  lowest  monthly  means  re- 
corded for  February  since  the  beginning  of  record  and  the  lowest 
since  1905.  There  was  but  one  short  period  of  comparatively 
warm  weather,  13th-17th,  during  which  daily  mean  tempera- 
tures were  from  5°  to  10°  above  the  daily  normals.  From  the 
7th  to  10th,  and  23d  to  27th,  daily  mean  temperatures  were 
from  10°  to  25°  below  normal.  The  highest  temperatures 
occurred  generally  on  the  14th,  and  the  lowest,  with  a  few 
exceptions,  on  the  8th,  with  minima  below  5°  generally  over 
the  State,  and  below  zero  at  a  number  of  scattered  places,  mostly 
in  the  eastern  and  central  portions.  The  extremes  for  the 
Section  were  66°  at  Pikeville  on  the  14th,  and  —3°  at  Hop- 
kinsville  on  the  8th.         

PRECIPITATION. 

The  average  precipitation  was  U. 54  inch,  or  2.88  inches  below 
normal,  and  the  lowest  ever  recorded  in  Kentucky  for  February. 
Practically  all  of  the  precipitation  fell  as  snow.  Accumulated 
monthly  snow  depths  ranged  from  over  ten  inches  in  the  south- 
eastern mountain  districts  to  less  than  one-half  inch  in  the 
extreme  western  counties.  Precipitation  amounts,  including 
water  equivalents  of  melted  snow,  ranged  from  over  one  and  a 
half  inches  in  the  southeastern  counties  to  less  than  one  tenth 
of  an  inch  in  the  west-central  districts.  Though  precipitation 
was  light,  snow  flurries  occurred  almost  daily,  except  during 
about  a  week  in  the  middle  of  the  month.  Precipitation  ex- 
tremes were  2.17  inches  at  Benham  and  0.05  inch  at  Beaver 
Dam,  with  the  greatest  24-hour  amount,  1.00  inch,  at  Quick- 
sand on  the  20th.  Snowfall  extremes  were  17.8  inches  at 
Benham  and  a  trace  at  Gilbertsville. 


PRESSURE.  WIND.  HUMIDITY  AND  SUNSHINE. 
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COMPARATIVE  DATA  FOR  FEBRUARY. 
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,       1   ^  ,:,;'.,':"'^  **■::: 

-2.69I  0.08 

-'.\']:'  '1  11 

L., I. -■.;!, i 

Dl>  li..-.u,iaii  Fl.l,5.5,.i.SE. 
Mammoth  C;iv: 

■5' 
9 
3 

"7' 
4 
14 

15 

..   ... 

U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Fred  W.  Binnewies. 

MuufordiilU'            

(1  -7       ■;  -1    II  n.| 

Robert  C.  Smith. 

29.4 

■28:o 

-  6.4 

-  8^6 

60 

••6i- 
58 
60 

14 

\i 
14 
14 

4 

...... 

8 
"2!" 

8 

0.12 
0.35 
0.89 
0.47 
0.45 
0.11 

.>    ,  .:    ,1    |,c 

9 

■9' 
8 
10 

111    1    Sll' 

S:ilvi-a.    I.Mrk  t; 

Sn.-n..-   Hill 

-2.87 
-3!i7 

0.15 
0.53 
0.19 
0.15 
0.05 

i^  i'^'-' 

Lockmaster. 
William  H.  Dobbs. 
WillardClockrill. 

Sh.^lhvvill,. 2.5m  W. 

^■'. 

-  7.2 

2 

16  j  w. 

Willa  S.  A.  Ratta. 
John  P.  Elder. 

■iNiwii-.  L.i.-k  0 

Uuyii«.sbu.g 

Williaiustown 



'-k'.-i 

"h" 

^.... 

"5t' 

'6!47 
0.85 
0.64 
0.13 

0.63 
2.17 
0.76 
0.22 
1.74 
0.57 
0.30 
0.70 
0.82 
0.80 

1.08 
0.96 

-2:72 

-2;26 

-2.67 

-'1A\\ 
-2.65 

-2:23 
-2.75 
-2.39 
-2.27 
-2.22 
-2.35 
-1.87 

-2  [72 

0.20 
0.14 
0.07 

0.27 
0.58 
0.42 
0.10 
0.68 
0.21 
0.14 
0.33 
0.32 
0.16 
0.20 
0.75 
0.60 
0.62 

"'ii' 

19-20 

3-4 

18 

20 

19-20 

19-20 

6 

20 

3-4 

6 

4 

6 

20 

20 

20  21 

19 

20 

5.5 
8.9 
6.4 
3.0 

6.0 

17.8 
8  8 

8.3 
5.3 

7^3 

11 

7 
9 
3 

8 

12 

4 
4 
11 
6 

8 
8 
9 
9 

5 
8 

io' 

::.: 

:$- 

Frank  Iloek. 

Miss  Nettie  B    Simpson. 

A-liland    IJ,  m  SK 

l;-:iiiun    

28.5 

'•'ii'.f, 

-  9!'2 

61 
61 
61 

"64  " 

"ei" 

14 
16 

"14" 

"w" 

2 

-  1 
"'6" 

"2" 

8 
8 

"   8" 

5 

7 

6 
5 
10 

17  1  w. 
11  1  w. 

Lockmaster. 

C.  C.  Whiteaker. 

D.  H.  Center. 

I  A  lUhialla 

2     21  1  w. 

U.   S.   Weather  Hureau. 
Marshall   Hill 

'7 

, 

Jes-^i.'  uldhan 

I'l^lll^^^^- 

13       8 

1 

";_ 

Mrs.  Ciini  C.  Stamper 
C.  A.  Ciiasscock. 

Ha/ard             .':::::; 

28.8 

-  8.9 

"57" 

64 

"i4t' 

14 

...... 

-  1 

5t 

21 

'ii' 

5 

"6" 
4 

'n' 

19 

H.  A.  Bailey. 
L.  M.  Gartin. 
Lockmaster. 
James  T.  Goff. 

lleadduarters 

Heidelberg,  Lock   14 

Mavsville.  Dam  33.. 3  m  E. 

Micidlcsboro 

Mount  Stirling 

Oii.'oiita,  Dam  :<5   

26.6 
32.0 
27.3 

'solo 

-  8.0 

-  7.8 

-io:i 

60 
63 
59 

"66" 

14 
14 
13 

"h" 

i 
4 

-  1 

"e" 

9 

8*- 

0.61 

0.47 
0  27 

-2.57 
-3.47 

0.19 
0.60 
0,211 

7 
20 

20  21' 
20 

8!  5 
8.3 
4.0 
8.1 

9 
3 
4 

9 

8 

6 
10 
11 

9 

7 

13 
11 
9 

w. 

Lockmaster. 
Hugh  Allen. 
Fred  Cartinill. 
Lockmaster. 

1   .10'      1    K'l    (1  -111 

E.  C.  Fraley. 

I'ikeville 

1.4.i 

—1.96    0.71 

6 

0 

22 

sw. 

U.  S.  Weather  Bureau. 

(iuicksand  

Ravenna    Lock  12    

28  0 

63 

14 

1 

8 

1.70 
0.57 

-1.72!  i.66 
-2. .51    0.21 

20 

19  20 
20 

7 
21 

20  21 
20 
20 

20 

17.0 
5.4 
8.5 

8.0  ' 
6.0 
10.3 
3.5 

5.0 

2 

8 
12 
6 

7 

5 

B.  W.  Jones. 

--■• 

60 
60 

14 

16 

0 
3 

..".. 

8 

12 

8 
13 

w. 

27.9 


1.55|....^.:0.3K 

30.6 

-  8.7 

65 

14 

2 

8t 

1.72 
0.74 

0.54 

-2.16j  0.72 
-2.53    0.26 

10 

9 

9 

Willow    Lock  13 

Lockmaster. 

State  averages  and  extremes 

28.9 

-8.2 

66 

14 

-■^ 

10 

7 

11 

w. 

■ 

■ 

' 

re  takim  from  self-regiso 
oniiiil  temperatures  and 
or  division  means, 
appearing  in  the  tsvble  i 
+1  Received  too  late  to  b, 


ire  (iomputed  only  for  stations  that  have  ten  or  more  years  of  record,  but  all  complete  reports  are 
i.wnsville  and  Woodbury  are  Locks  on  the  Green  RiA-er;  other  Locks  are  on  the  Kentucky  River, 
;'r  of  days  missing;  for  example,  b  represents  two  days.  etc. 
iieans  and   sumniMries.  T.  Precipitation  is  l(!ss  than  o.Ol  inch  rain  or  melteil  snow. 


Cl.lMArol.OCll'AL  OATA:    KKNTirKV  SKCTIoN 


lloiivcr  l>iini 

i:;irliiiKHm»..^........ 

I'.Mils  KoiTV.  Dam  60^. 

(lillurisvillo" 

lUv.Mivillo 

lliirllorii 

Ileiulorsou 

Hopkiiisvillo' 

Lovtlnoovillo 


>lii 


(m.iixboro- 

m\.  nsi.oi-o,  Dam  46». 

ra.lu>';>h»    

rrinci-ton   ; 

KuiuK'V.  Lock  No.  2» 

UiissfllviUe*   ■• 

riiiuntown,  Dam  49". 


No'/'i'". 


Anr 


llro\viisvX,'lx3ck"6-^' 

lUiruside" 

<-aiiipl>ellsvine  •■•■■■• 

CarroUtou,  Lock   1^. 

C'loniiout 

Danville'^ •■•■ 

Dix  Dam.  V>ars'in-. . . 

Kraukfort,  UK'k  4-.  . . 

Cest.  X'Oi'k  o'. 

Uraut.  Dam  US- 

Grt't-nsbursf-    •  ■;.■ 

lUgh  Briiisre.  Lock  ,- 

Irviugtcm.^ 

Laiu-astei- 

Leitohfield- 

LexiDgtouf- ••■■••  ■• 
Little  Hickman.  LocV 
Lockport.  Lock  2-  — 
Lonisvii.i.K.  ':..... 

Do.    l;.nv,ir.ui   Kl.'l.l 
Mam  I 


Daily    FrrcipiUlion  ol  Ftbruiry,  1947 


Mouti' 


Scu-u.'e  Hill 

S.'ottsville 

Shelbyville  '^ 

Springfield 

Tompkinsville 

Tyroue,  Lock  5'^t  .. 

Wavnesburg  

Wiliiamstown  ...... 

VVoodburv,  Lock  4' 


Eastern  Dii'ix!' 


Corbiu-*.., 

Falmouth-' 

Farmers'-' 

Flemingsbiirg*    

Ford.  Lock  10*'.    ... 
Greenup, Dam  30'  ... 

Hazard-    ^ 

Headuuarters- 

Heidelberg,  Lock  14- 

Jackson- 

Louisa'    ■■ 

Mavsville,  Dam  33- 

Middlesboro 

Mount  .Sterling 

Oneonta  Dam  35"  . . 

Paintsville"  

Pikeville** 

Pippapass 

Quicksand'-' 

Ravenna,  Lock  I'i-" 

E,ichn->ond  ^ 

Sibert •  • 

Vallev  View,  Lock  '. 
Vanceburg.  Dam  32 

Williamsburg'' 

Willow,  Lock  13'''  .. 


Except   as   othevu-isi.   i 
observation.  Fn'^t- 

me.isured  in  the  morning: 


nd  precipitation  recorded 


;^:::nstg^^^i^^^g  ^Sr^ii^^s^^s^  =^^f  SIS 


for  the  preceding  24  hours 
T   Trace  of  precipitation,  less  than  0.01  inch. 
:  Lock  10,  Red  House,  Ky.:  Oneonta    California.  Ky.  River  (ifamageaaca.  ...... :-.^;-_^ 

K)  Kentucky:  (Si  Salt;  (G)  Green;  (C)  Cumberland;  (T)  Tennessee:  (O)  Ohio;  (M)  Missis.sipp. 
a  for  -24  hours  ending  at  12.30  a.  m.  90th  meridian    '  -----^  —     --  *  «"  ^^...i,- 


which  station  is 


ated  is  indicat 


ling  at  time  of 
^Precipitation 
in  the  next  fol- 
Versailles,  Ky.: 
as   follows:  (B) 


idjusted  to  day  they  occur. 


CLBIATOLOGICAL  DATA:   KENTUCKY  SECTION. 


February,   1917 


DaUy  Temperaturu   for  Febroary,  1947. 


3       4       5       6       7 


11      12     13     14     15     16     17 


19      20     21      22      23      24      25 


27      28      29      30 


rtXSTF.UN   DIVISION. 


Beaver  Dam 

Earlington 

Ford'.s  Ferry 

Greenville 

Henderson 

Hopkinsville  .  . . . 

Lovelaceville 

Mayfield 

Murray 

Owensboro   

Padueah  §§ 

Prineeton 

Riissollville  gl... 

CEXTR.M. 

Anchorage 

Bowling  Green'  . . 
Campbellsville  ... 

Clermont 

Danville 

Dix   Dam 

Frankfort 

Greensburg 

Irvinjrton 

Leitclifiel.l 

Le.xing'ton   

LouLsville  ' 

Do.  Bowman  Fie 
Mammotn  Cave  . . 

St.  John 

Science  Hill 

Scottsville 

Shelby  ville 

Williamstown    ... 


A.shland   . . 
llpuhamiiS. 

Heroa 

Corbin'  ... 


Headciuarters  . . . 

Heidelberg 

Maysville 

Middlesboro  

Mount  Sterling.. 

Plkeville' 

Pippapa-ss 

Quicksand 

Richmond 

SibertS? 

Williamsburg  ... 


■••I  Minimum.. 

j  Maximum . 
•••  I  Minimum.. 

)  Maximum . 
'  ■■  /  Minimum.. 

i  Maximum  . 
■ '  ■  (  Minimum.. 

i  Maximum  . 
""■  (  .Minimum.. 

S  Maximum  . 
•■•  (Minimum.. 

)  Maximum  . 

■  ■  ■  (  Minimum. . 
j  Maximum  . 

■  "  I  Minimum. . 
)  Maximum  . 

•■•  (Minimum.. 

i  Maximum  . 
•  ■  ■  I  Miuinuim. . 

\  Maximum  . 
•••  !  Minimum.. 

\  Maximum  . 
'  ■ '  /  Miuimum. . 

j  ilaximum  . 

■  "  I  Minimum. . 

DIVI.'ilON. 

j  Maximum  . 
'  Minimum.. 

(  Maximum  . 

(  .Minimum. . 

j  Maximum  . 
'  Minimum. . 

j  Maximum  . 

S  Maximum  . 
'  .Minimum. . 
\  Maximum  . 
■■••  '  Minimum.. 
*  Maximum  . 

j  Maximum  . 

/  Minimum. . 

S  Maximum  . 
/  Minimum. . 

\  -Maximum  . 

/  Mininmm. . 

)  Maximum  . 

'  Mininmm. . 

S  Maximum  . 

)  Minimum. . 
,1  ,1  )  Maximum  . 
'''    (Minimum.. 

)  xMaximum  . 

(  Minimum. . 

)  Maximum  . 

(  Minimum.. 

)  Maximum  . 

'  Minimum. . 

)  Maximum  . 
I  Minimum. . 

j  Maximum  . 

/  Minimum. . 

j  Maximum  . 

(  Minimum. . 

DIVISION 

(  Maximum  . 
■••  (.Minimum.. 

(  Maximum  . 
•  ■  ■  (  Minimum. . 

)  Maximum  . 

'  Minimum. . 

i  .Maximum  . 
••■  (Minimum.. 

j  Ma.ximum  . 

■  "  (  Minimum. . 

)  Maximum  . , 

■  ■ '  (  Minimum. . 

J  Maximum  . . 

•••I  Minimum... 

i  .Maximum  . , 

im. . , 


Mi 


j  Maximum  , 

•  ■  I  Mininuim. 

\  Maximum  . 

■  ■  (  Minimum. 

)  Maximum  . 
•■  '  Minimum., 

(  JIaximum  , 
•■  (Minimum. 

J  Maximum  . 
'  ■  I  .Minimum. 

)  Maximum  . 
■■  '  .Minimum. 

)  Maximum  . 

■  ■  '  Minimum. 

j  Maximum  , 
"  '  Minimum.. 


11 

17 

35 

34 

21 

35 

3.*i 

15 

SSInstruments  are  read  in  the  morning:  the  max 
*.  '",  °,  etc.  indicate  respectively  1.  2,  3.  etc.,  dav: 
W  P.  O  I.(misvillP.  3-25-47.925, 


imiim  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost 
nii.ssing  from  n'cord,  'Midnight  to  midnight  temperatures 


.0:5 

3 


^ 


i  >' 
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No.  3 


(laniUKo  111  tlii^  iiKKfitut 
Rbn*.    Til.'  Ohio  li 
flcclinod  slowly  until  n 
iippi'iiniiico. 


MISCELLANEOUS. 

i-r  llic   luitiro  Htuto  on   thn   2Uh   (lid   contililorulilo 
•viiiilows,  ImrnB,  wirii  «yHti;nis.  und  truBB. 
•cl  11  rl.slntf  toiiileiuty  until  about  tho  'iOth,  and  thou 
.1  of  till!  mouth  wli'^ii  uiiotlK-r  slow   rise   inude   ItH 


GENERAL  SUMMARY. 

In  innrkiHl  contrast  with  tho  unusually  warm  wcatlu'r  nl'  Marrli 
19-15  and  li)-U>,  tlu'  month  was,  with  ono  exct'ption,  tho  coldest 
iNhirch  on  rro(u-d.  Mininuim  tcmiK-ratures  on  the  28th  fell  to 
near  or  slightly  below  zero  in  many  sections,  and  generally 
i'stahlished  new  low  temperature  records  forso  late  in  the  season. 

I'reeipitation  averaged  about  one-half  of  normal,  and  about 
one-third  of  it  was  snow.  The  snow  that  fell  on  the  26th  and 
27th  was  the  heaviest  24-liour  fall  on  record  for  March  and  re- 
.sulted  in  a  monthly  snowfall  average  substantially  above  any 
before  recorded  for  that  month. 

On  account  of  the  cold  weather,  winter  wheat  and  other 
grains  remained  dormant.  However,  as  there  was  an  ample 
protective  snow  cover  during  the  period  of  lowest  temperatures, 
damage  from  freezing  was  slight.  The  soil  was  generally  either 
frozen  or  too  wet  for  plowing  in  the  eastern  and  northern 
sections,  but  in  the  western  and  southern  sections  more  favora- 
ble weather  and  soil  conditions  permitted  a  considerable  amount 
of  this  work  to  be  done,  and  some  clover,  lespedeza,  and  other 
grasses  were  sown.  Preparation  and  seeding  of  tobacco_  beds 
became  more  general  and  in  a  few  scattered  localities  seeding  of 
beds  was  completed.  Pastures  furnished  little  or  no  forage, 
and  stock  feeding  continued  heavy  throughout  the  month. 
Some  tree  buds  were  beginning  to  swell  at  the  end  of  the  riionth, 
but  no  trees  were  in  leaf  or  bloom.  J.  F.  J. 

TEMPERATURE. 

The  average  temperature  was  38.6°,  or  7.9°  below  normal. 
This  was  17.5°  below  the  average  for  March,  1946,  and  only 
0.8°  above  the  average  for  the  record  cold  March  of  1915. 
Daily  mean  temperatures  were  five  or  more  degrees  above  nor- 
mal on  the  12-13th  and  23d-24th  only.  During  the  remainder 
of  the  month  they  ranged  from  5°  to  25°  below  normal.  Daily 
minima  were  below  freezing  on  all  but  a  few  days  and  on  the 
28th  estabUshed  new  low  temperature  records  for  so  late  in  the 
season  generally,  and  at  some  places  for  the  entire  month  of 
March.  The  extremes  for  the  State  were  77°  at  Pikeville  on 
the  24th  and  —1°  at  Beaver  Dam,  Clermont,  Farmers  and 
Headquarters  on  the  2Sth. 

PRECIPITATION. 

The  average  precipitation  was  2.36  inches,  or  2.37  inches 
below  normal.  Precipitation  occurred  frequently,  often  in  the 
form  of  snow,  and  was  quite  evenly  distributed  over  the  section. 
INIonthly  amounts  ranged  from  somewhat  more  than  three 
inches  in  some  of  the  southeastern,  central  and  northwestern 
counties  to  a  little  less  than  two  inches  in  the  extreme  northern 
and  extreme  southern  sections.  The  greatest  monthly  amount 
was  4.80  inches  at  Mammoth  Cave  and  the  least  was  0.93  inch 
at  Oneonta.  The  greatest  24-hour  amount  was  2.21  inches  at 
Earlington  on  the  26-27th. 

The  average  snowfall  was  10.8  inches,  or  9.0  inches  above  the 
normal,  and  2.7  inches  more  than  the  8.1  inches  that  fell  in 
March  1917,  the  previous  record.  Accumulated  monthly  depths 
ranged  from    over    16    inches    in    the    southeastern    mountain 

districts  witli  a  maximum  of  21,8  at  Benham,  to  less  than  four  inclies  in  the  extreme 
northern  and  extreme  southwestern  counties,  with  a  minimum  of  three  inches  at  May- 
field.    Most  of  the  snow  fell  on  the  26-27th 
reported  2-l.hour  falLs  of  one  foot  or  more 
records. 


PRESSURE.  WIND.  HUMIDITY  AND  SUNS 

HINE 

Atmospheric  press- 
ure ( reduced  to 
sea-level.) 

Wind. 

Relative 
humidity 

•o 

1" 

Stations. 

i 
% 

1 

i 

3 

1 

"5  s^ 
%% 

1 

1 

5 

1 

to 

a 

a 
2 

I 
I 

30.40 
30.41 
30.43 
30.42 

10 
10 
10 
10 

28.95 
29.05 
29.14 
29.09 

24 
24 
24 
24 

10.7 
fi.3 

10.7 
9.8 

'a 

43 
38 

nw. 
w. 
w. 
nw. 

24 
3 
24 

2a 

77 
83 
82 
78 

59 
60 
58 
57 

64 
63 
59 

58 
47 
62 
51 

m 

809 
817 

Cincinnati Ohio 

Evansvillo Ind. 

Louisville  Ky. 

COMPARATIVE  DATA  FOR  MARCH. 


1892., 
1893. 
1894. 
1895. 
1896. 
1897. 


Temperature, 


1900.... 
1901.,.. 
1902,... 
1903.... 
1904.... 


1906.. 
1907.. 
1908,, 
1909.. 
1910.. 
1911.. 
1912. . 
1913.. 
1914 . . 
1910.. 
1916. . 
1917.. 
1918.. 
1919.. 
1920.. 
I'.Vil . . 
1922., 
1923. 
1924. 
1925, 
1926. 
1927. 
1928. 
1929. 
1930. 
1931. 
1932. 
1933 . 
1934. 
1935. 
1936. 
19.37. 


1939 

1940 

1941 

1942 

1943 

1944 

1945 

1946 

1947 

Period+. 


40.5 
41.2 
41.8 
40.6 
45.  0 
50.8 
45,0 
41,1 
49  6 
50.7 
43,9 
42.8 
46,4 
47.2 
52.5 
47.7 

39'.  2 
54.9 
51.8 
44.8 
55.0 
46.0 
41.3 
46.5 
41.8 
37.8 
43.5 
45.9 
51.6 
47.6 
46.3 
56.7 
49.4 


40.2 
48,4 
45,6 
52.0 
44.5 
41.4 
41.2 
46.0 
43.6 
54,6 
50.7 
42.2 
53.7 
49,4 
43.9 
40,5 
48.4 
43.0 
45.2 
56.5 
56.1 


1.52 
8.34 
8,08 
4.08 
2.76 
2.72 
3.17 
6.16 
7.94 
7.59 
8,10 
2.58 
3.50 
4,44 
4,43 


Number  of  days 


5.65 

T. 

4.85 

0.6 

5.7.') 

T 

8.11 

0.5 

5.27 

T. 

3.59 
2.80 
6.04 
2,64 
4.17 
2.17 
3.66 
4.95 
5.52 


6 

10 

5 

20 

6 

12 

7 

14 

7 

13 

7 

6 

ft 

12 

3 

19 

7 

12 

15 

t59-Year  average. 
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Climatological  Data  (or  March,  1947. 


Counties. 

.j 

i 

3 

Temperature,  in  degrees  Fahr. 

Precipitation  in  inches. 

Number  of  days 

ll 

1% 

Stations. 

i 

P 

1 

I 

2 

^ 

. 

1 

r 
0 

0 

P 

0  oJ 

0,0 

ll 
00 

6 

si 

1 

Observers 

nv.</(T/i  Dicision. 

Beaver  Dam 

Karlington 

Ford's  Ferrv,  Dam  60 

Hopkins:::: 

Crittenden  . 
Marshall  . . . 
Muhlenberg 

Ohio 

Henderson  . 
Christian... 
Ballard   .... 

Graves 

Calloway  .. 

Daviess 

liavioss 

Mccracken 
Caliiwfll  ... 
McLi-au  .... 

Logan    

Union 

Breckinridge 

Jefferson  . . . 

Warren 

Campbell... 
Edmonson  . 
Pulaski   .... 

Taylor 

Carroll 

Bullitt  

Bovle. 

Mercer 

Franklin  . . . 

Henry  

Boone 

^;^';:::^,i;>e:: 

Breckinridge 
Garrard  . . . . 
Grayson  ... 

Fayette 

Jessamine.. 

Henry  

Jefferson  . . . 
Jefferson  . . . 
Edmonson  . 

Wayne 

Hart 

Hardin   .... 

Mercer 

Puhiski   .... 

Allen 

Shelby    .... 
Washington 

Monroe 

Anderson 

441 
420 
356 
431 
519 
540 
382 
524 
479 
SW 
412 
420 
4U4 
.■i41 
5'29 
384 
5'JO 
357 

380 
7U0 
5« 
489 
410 
705 
777 
480 
474 
955 
770 
504 
490 
506 
581 
544 
6-16 

1032 
635 
989 
560 
485 
459 
558 
800 
910 
60(1 
777 
.520 

1065 
750 
825 
738 
899 
524 

1215 
943 
504 

534 
1580 
1070 
Oil 
1178 
684 
600 
668 
870 
593 
540 
869 
800 

684 
524 

1128 
930 
497 
620 
700 

1035 
732 
631 

1000 
9.W 
571 
626 
939 
M6 

40 
58 
19 

31 
9 
33 
51 

36 
22 
51 
19 
fi5 
49 
30 
39 
19 

20 

49 
U5 

38.0 

4o:o 

-  9.4 

-  8.5 

71 

72 
72 

24 
31 
31 

-  1 

14 

28 
3 

2.15 
3.09 
3.48 
2.42 
2.51 
2.26 
3.53 
1.87 
2.67 
2.26 
2.59 
2.35 
2.42 
2.74 
2.86 

2:23 
2.59 

2.32 
1.96 
2.38 
1.25 

-2.36 
-1.91 
-1.49 

0,85 
2.21 
0.72 
0  55 

27 

26-27 

23-24 

24 

27 

27 

27 

27 

27 

24 

5 

27-28 

27 

23-24 

27 

27-28 

27 

26-27 

27 
24 
27 
24-25 
26-27 
27 

24 

27 

27-28 

27 

27 

23-24 

24-25 

27 

27 

27 

14 

27 

24 

27-28 

24-26 

23-24 

23-24 

26-27 

27 

26-27 

27 

27 

27 

27 

27 

1.3-14 

13 

27 
23 

27 

13-14 

27  28 

13 

27 

23-24 

23-24 

13-14 

13-14 

13-14 

13-14 

27 

14 

27 

2-3 

10.2 
12,5 

16,0 

■■i4:6^ 

14.0 
13.5 
6.0 
5.7 
3.0 

"i6:5^ 

11.8 
4.0 
8-0 

12,0 
9.5 

10.0 

9.0 
8.5 
9-4 
3.5 
10.8 
13.5 
12.5 

■■16:6" 
12.5 
14.0 
8.4 
6.5 

"\i.b 
13.1 
9.3 

■■ii:2^ 

12.1 
14.0 

8.7 
10.0 
10.8 
13.8 
17.0 

9.4 
12.5 
11.0 
14.7 

9.5 
10.7 
14.0 

■■i.5:6' 

15.6 
7.6 
12,1 

5.0 
21.8 
16.0 
10.5 
13.8 

7.2 

3.9 
10.0 

5.0 
15.2 

3.5 
15.5 

■■i6:6^ 

11.5 

9 
10 
11 
10 
10 
10 

7 
10 
10 

7 
10 
12 
10 

7 
12 

9 
11 

9 
10 
11 

9 
12 
14 
10 

6 

12 
9 
8 
10 
8 
8 
14 
10 
8 
11 
10 
11 
15 
10 
11 
12 
8 
12 
10 
11 
11 
13 
13 
9 
3 
11 
15 
13 
12 

13 
16 
11 
13 
15 
10 
12 
12 
11 

8 
10 

9 

5 
11 

7 

12 

15 
6 

4 

8 

15 
13 
17 

SW. 

ne. 

E.  G.  Young. 
Brick  Southworth. 
Lockmaster. 

Greenville 2  m  S. 

Hartford  (near) G  m  N. 

Henderson  4  m  S. 

Hopkinsville 2  m  E. 

ijovelaceville 

Mavtield 

Murray  

Owensboro    1.5  m  W. 

Owensboro.  Dam  46 

Paducah  

Princeton 

Rumsey.  Txjck  2t 

Russellville 

38.8 

-  8.9 

73 

24 

9 

28 

-2.62'  0.90 
1  0.87 

17 
16 
13 
12 
19 
16 
13 
12 

2 
2 
8 
11 
2 
6 

4 

12 
13 
10 

10 
9 
16 
15 

n. 

ne. 

s. 

n. 
n. 

C.  R.  Lovell. 

W.  R.  Carson,  Sr. 

40.  C 
39.8 
41.0 
37.6 

■39:2 
39.6 

'38:2 

-  9.9 

-  9.9 

-  8.4 

-  8.9 

-  7.7 

-  9,3 

-'9:8 

-  8.4 

-■9:1 

69 
70 
72 
71 
73 
69 

"es" 
73 

"74" 

31 
24 
31 
31 
31 
24t 

"\2\' 
31 

■'24" 

11 

7 
10 
12 
17 

0 

"ie" 
2 

28 

3 
3 

28 

'"■aV 

28 
■ '28' ■ 

-1.98 
-3.13 
-2.65 
-2.58 
-2.96 
-  2.47 
-2.29 
-2.19 
-2.10 
-2.27 
-2.72 
-1.98 

-2.65 
-2.47 
-2.84 
-2.94 
-3.15 
-2.22 

-2:45 

-2:68 
-1.65 
-2.80 
-3.40 

-2:46 
-2,05 
-2.77 
-2.95 
-2.67 
-2.50 
-2.25 
-2.  32 
-2.04 
-1.15 
-1  17 
-2,61 
-1.83 
-2.90 
-1.7( 
-1.31 



-2.26 

:"^ 

-2  95 

0.99 
0.75 
0.58 
0.53 
1,00 
0.70 
0.77 
0.65 
0.60 
0.77 
0.60 
0.82 

0.65 
0.62 
0.59 
0.40 
0.98 
0.72 
1.02 
0.43 

I  08 
0.96 
1.06 
0.36 
0.41 
0.65 
1.10 
0.78 
0.65 
0.47 
0.52 
0.69 
0.60 
0.60 
0.81 
0.78 
1.02 
0.70 
0,79 
0.45 
0.86 
1.27 
0.62 
0.40 
0.43 
0.70 
0.42 
1,20 

II  44 

Frank  Street. 
W.  K.  Morris. 
Blaine  Malone. 
Mrs.  Joe  Payne. 
Ralph  B.  Wear. 
Virgil  P.  Clark. 

10 
17 

2 

20 
12 

■n.-- 

U.  S.  Engineers. 
Alton  M.  Harvill. 

11 

0 

20 

n. 

Dr.  Samuel  S.  McReynolds. 
Lockmaster. 

Central  Division. 

P:^!=i?;S 

69 

74 

23 

24 

0 
4 

28 
28 

16 
6 

13 

12 

w: 

C.  E.  Barret. 

Bowling  Green 

U.  S.  Weather  Bureau. 

Brownsville,  Lock  al 

Burnside 

Campbellsville 

Carrollton    Lock  1 

30 
62 
2 
43 
U 
38 
24 
65 

22 
60 
45 
50 
22 
52 
68 
38 
38 
75 
14 
13 
11 
20 
51 

•37:8j:::::: 

74' 

■24" 

...^.. 

"28"' 

3.06 
3.43 
1.44 
2.26 

2".  82 

1  62 
1.14 
1.63 
2.86 

1:99 
2.37 
2.15 
1.82 
2.12 

2  21 
2.35 
2.20 
4.80 
1,83 
3.27 
1.99 
2.52 
3.45 
2.19 
267 
1.  96 
1.21 
2.01 
3.35 
1.51 
2.16 

1..50 
3.37 
2.811 
1.74 
3.17 
1.84 
1.60 
2.00 
2.71 
1.83 

2:78 
1  78 
2.98 
3.73 

16 

5 

10 

w. 

Alva  McKinley. 
Lockmaster. 

Clermont.! 

Danville 

Dix  Dam,  Burgiu 

Frankfort.  Lock  4 

37.  G 
37.4 
38.4 
37.8 



=  8:7 
-  8.1 

68 
70 
70 

24t 
24 
24 
24 

-  1 

12 

13 
9 

28 
28 
28 
28 

15 
8 

4 

0 
7 
9 
11 

16 
16 
13 
16 

w. 

Bernheim  Foundation. 
R.  P.  Coldiron. 
Kentucky  Utilities  Co. 
Lockmaster. 

Lockmaster. 

(ireensburg 

High  Bridge.  Lock  7 

39.0 

-  7.6 

76 

24 

4 

28 

16 

2 

14 

Mrs.  Mell  M.  Lingle. 

37  0 

67 

24 

11 

28 

16 

5 

10 

e. 

Floyd  G.  Robbing. 
Kentucky  Utilities  Co. 
George  D.  Litsey. 
U.  S.  Weather  Bureau. 
Lockmaster. 

l.cit<-hli.-ld  

L,-xin;,"<.ii 

37.8 
34.7 

-  8.8 

71 

68 

24 
24 

8 

1 

28 

9 
4 

9 

10 

13 

17 

n. 

SW. 

Lui-i.svu.i.r;     

Do  Bowman  Fid,  .5.5m  SE. 

Mammoth  Cave 

Monticel'o 

38.6 
37.1 
37.2 

-  6  8 

-  7.0 

-  9.9 

70 
74 

31 
23 
24 

18 
8 
13 

28 

28 

7 
7 

■■9' 
7 
14 

■i6' 

17 
10 

n. 

SW. 

U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Fred  W.  Binnewies. 
E.  0.  Cooper. 

Robert  C.  Smith. 

St.  .lohn  :<  m  SW 

38.2 

-  7.3 

69 

24 

2 

28 

6 

15 

10 

w. 

Sisters  of  Loretto. 
Lockmaster. 
William  H.  Dobbs. 
Willard  Cockrill. 
Willa  S.  A.  Ratta. 
John  P.  Elder. 

Science' Hill....::;:::::::::: 

Scottsville 

Shelbvville 2.om  W. 

4 
1 

59 
6 
1 

30 
6 

45 

61 

34 
2 
46 
38 
3 
30 
60 
42 
23 
33 
28 
25 
2 
32 
29 
44 
51 

68 
2f> 
15 
43 
16 
22 
31 
60 
1 
.35 
34 
60 
29 

■37:4 
38.4 
37.3 

-'8:8 

-7.5 

"72" 
75 
70 

"24" 
24 
23 

""2" 
0 

■■•28" 
28 
28 

8 
10 

10 
11 
3 

13 
U 

18 

;^: 

Tompkinsville 



Alice  H.  Hale. 

Lockmaster. 

Lincoln  .... 

Grant 

Butler 

Bovd 

Harian 

Madison.... 
Madison.... 
Whitley  . . . . 
Harrison  . . . 
Pendleton   . 

Rowan  

Fleming  ... 

Clark   

Grei'Uup   . . . 

Perry    

Nicholas  . . . 

Breathitt::: 
Lawrence  .. 
Ma,sou  .  . . . . 

Bell    

Montgomery 
Campbell  .. 
.Tohnsou  .  . . 

Pike   

Knott  

Brcatliilt    .. 

K.still    

Madison.... 
Madison.... 

Clay  

Lewis 

Whitley  . . . 
Lee   

Frank  Hoek. 

Williamstown 

36.6 

-7.8 

70 

23 

14 

28 

16 

1 

14 

w. 

Miss  Nettie  B.  Simpson. 

Woodbury    Lock  4* 

-2.9li  0.89 
-2.82    0.,58 

Lockmaster. 

Eastern  Dirisitm. 
Ashland   2.5  m  SE 

38.4 
35.6 
38.5 

'37:6 

-  8.6 
-'8:0 

73 

73 

"74" 

20 
24 
24 

'■2i" 

13 
15 
16 

"is" 

28 
4t 
28 

"■z%" 

7 
10 

7 
3 
5 

20 
16 

w: 

Lockmaster. 

C.  C.  Whiteaker. 

-2.14 
-•1.  60 

-2:06 
-2.  73 
-2,57 
-2.11 
-2,33 
-2.69 
-1.73 

-i:94 

-1.29 

0.88 
0.41 
0.96 
0.43 
0,50 
0.54 
0.56 
0-67 
0.43 

0:75 
0.74 
0.98 

D.  H.  Center. 

College  Hill.  Lock  U 

Corbin             

'' 

2 

22 

w. 

U.  S.  Weather  Bureau. 

Marshall  Hill. 

Jessie  Oldham. 

Farmers   

Fleiningsburg   

36.3-  9.i 

74 

24 

^k 

k 

6 

11 

14 

w. 

Mrs.  Cora  C.  Stamper 
C.  A.  Glasscock. 

Greenup,  Dam  30 

H.  A.  Bailey. 

Headquarters 

Heidelberg,  Lock    11 

34:3^.:::: 
38.0J-  7.8 

71 
74 

24 

24 

-  i 
5 

28 
28 

10 
5 

0 

7 

21 
19 

e. 

L.  M.  Gaffin. 
Lockmaster. 

Louisa 

Mavsville,  Dam  li:j..a  m  E. 
Mi(ldlc«bor()       

1 

Zeb  Heston. 

36.41-  8.4 
40.0!-  8.4 
38.81—  5.8 

•38;2!^i6;6 

:::::!:::::: 

'37:2:-'8'8 

72 
76 

72 

"77  " 
...... 

24 
24 
24 

"•i-i" 

9 

16 
S 

"is" 

28 
4 
28 

■'28^^ 
■1 

1.80 
2.36 
2.  23 
0.93 
1.96 
2.85 

-2,68 
—2.94 

0,65 
n.w) 

23-24 
27 
27 

23-24 

27 

""n 

27 
14 

13-14 

26-27 

13 

26-27 

6.0 
9.0 
13.1 
4.2 
9.7 

..";°. 

"li.-i 
5.7 

14.0 
15.5 

10.8 

14 

7 
14 
10 
12 
16 

"n 

13 
14 
10 
11 
11 
9 

10 

7 
13 

17 
9 

1 

7 
14 
17 

:-'::: 

Lockmaster. 
Hugh  Allen. 

M.nnit  Sterling 

-2. Oil  0.73 
-3.24'  0,25 
-3.01]  0,54 
-l,47l  0.79 

— 2::!2  '6:.^8^ 

Fred  Cartmill. 

E.  C.  Fraley. 

Pikeville 

6 

:::: 

■ii' 

2 

8 
5 

23 

:::: 
■12' 

15 

e. 

U.  S.  Weather  Bureau. 
Cauey  Run  Com.  Center. 

Quicksand  

Itavenna.  Lock  12 

R.  W.  Jones. 
Lockmaster. 
Eastern  Teachers  College. 

■j.ir.:      ■_•  CI    II,  (,i) 
2.  ■l'.l,-2.34    0.74 
2.791-2.00,  0.84 

Cart  G.Young. 

Lockmaster. 

Vanccburg,  Dam  32 

!'';" 

-i6:7 

"75" 

77 

' '24' ' 
24 

'i4 

9t 
28 

8 

14 

9  

Charles  B.  West. 

Willow    Lock  13 

Lockmaster. 

State  averages  and  extremes 

11 

6 

•    ' 

*■ 

All  temperature  data  are  taken  from  self-registering  thermometers.  ^  .,        „ 

The  departures  from  normal  temperatures  and  precipitation  are  computed  only  for  stations  that  have  ten  or  more  years  of  record,  but  all  complete  reports  are 
used  in  detennining  section  or  divi.sion  means.  iRumsey.  Brownsville  and  Woodbury  are  Locks  on  the  Green  River;  other  Locks  are  on  the  Kentucky  River. 

Reference  letters.  ',  ',  ",  appearing  in  the  table  indicate  number  of  days  missing;  for  exainple,  b  represents  two  days,  etc. 
tAISO  on  other  dates.       tt Received  too  late  to  be  ini-ludiMl  in  means  and  sunnnaries.         T,  Precipitation  is  less  than  0,01  inch  ram  or  melted  snow. 


Maiuu,   194^ 


rl,IM,\l'(U,()(;i('Al.   DATA:    K  I'lNTICK  N'   Sl';(  "I'li  »\' 


Daily  Precipilution  of  March.    1947. 


Wrvtfrn  Piv 

Hoiivor  I>iim 

KiirllnKtou* 

Kor.ts  Korrv.  Duin  60* 

(iiUuTtsviUe" 

(iro.iivllle 

llnitford.- 

lll'lullTSOll 

llopkinsvlllo" 

lAivoUu'Oville 

Muviioia 


Kuiiisov.  Lock  No.  2-... 

i:iis<i'lhille« 

I'uioutowu,  Dam  49'^ 

Critral  Dirifii. 

Ai\<lison.  Dam  45' 

Aiu'liorufco 


mi.  No.  2» 


Iknvliu- 

Brent.  Viuu  Mi' 

lirowusville.  Look  6^ 

lUmiside' 

CampbellsviUe  — 

CarroUtou,  Lock  1" 

Clermont 

Danville' 

Dix  Dam,  Burgin" 

Frankfort,  Lock  4* 

Gest,  Lock  3»... 

Grant,  Dam  38'''  

Greensburg''' 

High  Bridge,  Lock  7' 

Irvington. 

Lancaster-  

Leitchtield- 

LexiuKtuut" 

Little  Hickiiuiu.  Lock   8'M . 

Lockporl ,  Ixjck  ■!- 

LKJI'I.SVII-I.K,  't ■ 

Do.   IJowmun  Field 'i... 

Mammoth   C'uve- 

Mouticello-    

Munfordville* 

St.  John^ 

Salvisa.  Lock  en 

Science  Hill 

Scottsville 

Shelbyville- 

Springrtield 

Tompkinsville 

Tyrone,  Luck  S'  t 

Waynesburg  

Williamstown  - 

Woodbury,  Lock  4^" 


Eiistera  Dlfhioii. 

Ashland* 

Benham  '■' 

Berea  

CoUese  Hill.  Lock  11-    .... 

Corbiu  *• 

Cyuthiana''    

Falmouth- 

Farmers^ 

Flemingsburg-    

Ford.  Lock  10'  • 

Greenup, Dam  30- 

Hazard'^    

Headauarters''' 

Heidelberg.  Lock  iP 

Jackson' 

Louisa'''    

Maysville.  Dam  33^ 

Middlesboro 

Mount  Sterling 

Oneonta  Dam  35'' 

Paintsville^  

Pikeville" 

Pippapass 

Quicksand'' 

Ravenna,  Jx)ck  12- 

Richmond  - 

Sibert  

Valley  View,  Lock  9-.   ... 

Vancebvirg,  Dam  32'' 

Williamsburg- 

Willow,  Lock  13'' 


.10  .04 

.30  .09 

.15  .04 

.20  .01 


.771   .031  T, 
.21 

.33]  .111   .02 
.09    'I 


17 

18 

r. 
r. 

T 

tV 

.1-; 

.02 

T 

T. 

.06 

■r. 

'1'. 

01 

tV 

.10 

03 

T. 

T. 

T. 

T. 

T. 

'04 

.OS 

.05 

T. 

"ni 

.27 

r. 

.,5(1 

.01 

,2(: 

.(M 

.•i\ 

T. 

.«, 

.0! 

,,Si; 

'1', 

..35 

T, 

.20 

■:^ 

47 

1.U2 

.81 

'rl 

•■791 

n 

,45l 

,()!■ 

.fifi 

1   27 

42 

2( 

■'( 

41 

,1 

:^. 

.15    .001    .03 

.•JO  .23' 


.22!  T. 

.471... 


2.15 
».0!l 
».4H 
2,42 
2.61 
2.2(1 

8.6:j 

1.87 
2.67 
2.26 
2.69 
2.35 
2.42 
2.74 
2.80 
2.85 
2.23 


2.32 
1.96 
2.38 
2.43 
1.25 
2.. 38 
3.06 
3.43 
1.44 
2.2G 
2.69 
2.82 
1.62 
1.14 
1.63 
2.86 
2.32 
1.99 
2.37 
2.15 
1.82 
2.12 
2.21 


3.27 
1.99 
2.62 
3.45 
2.19 


1.21 
2.01 
3.35 
1.51 


2.36 
2.23 
0.93 


2.02 
2.51 
3.27 
1.73 
2.02 
2.49 
2.79 


Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  PJ^eciPitaUon  recorded  is  f^^^^^  ^"'^'"Irlcip  ulion 

observation.  'First-order  Weather  Bureau  station;  precipitation  is  for  the  24-hour  penpd,  midnight  to  midnight  unless  othei wise  maicatea  the  next  fol- 

measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  iPreoipitation  mef"/ed  with  recording  gage  ^^^^l,  Versailles,  Kv 

lowing  measurement.  T.  Trace  of  precipitation,  less  than  0.01  inch.  tPost  oflfice  address  as  follows:    I^^k  5,  LawrenceOurg   Ky._.  xxjck  o.  yerja  ,  ra,  jv.y^ 

Lock  8,  Nicholasville   Kv.:  Lock  10,  Red  House,  Ky.:  Oneonta   California,  Ky.  River  drainage  area  m  which  station  is  located 

Big  Sandv;  (L)  Licking;  (K)  Kentucky:  (S)  Salt;  (G)  Green;  (C)  Cumberland;  (T)  Tennessee:  (0)  Ohio;  (M)  Mississippi 

♦•Airport  Station.    Data  for  24  hours  ending  at  12. :r 


indicated  as  follows:  (B) 


m.  90th  meridian  time  adjusted  to  day  they  occur. 


CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION. 


March,   1947 


Daily  Temperatares   (or  March, 

1947 

stations.                             1 

^ 

» 

4 

_! 

6 

7 

8 

9 

10 

11 

12 

13 

14 

16 

16 

17 

18 

^ 

- 

21 

- 

23 

24 

25 

26 

27 

28 

29 

30 

31   Mean 

WE^TF.RN 

DIVISION.                        1 

Beaver  Dam  .... 

1  Maximum  . 

38 

30 

33 

54 

46 

44 

43 

46 

45 

46 

66 

67 

61 

49 

43 

41 

43 

61 

68 

62 

51 

61 

65 

71 

44 

41 

36 

47 

61 

53 

69 

49  8 

•••  i  Minimum.. 

•27 

17 

14 

17 

27 

31 

26 

19 

23 

20 

26 

42 

35 

•28 

23 

27 

15 

32 

31 

'23 

50 

3b 

30 

19 

27 

-  1 

36 

25 

28 

•26.3 

Earlinsrton 

j  Ma.ximum  . 

38 

30 

34;     65 

49 

43 

42 

4; 

46 

47 

64 

6b 

60 

51 

43 

42 

42 

51 

67 

51 

60 

60 

64 

71 

67 

45 

37 

50 

63 

54 

72 

50.8 

•■•  1  Minimum.. 

•29 

19 

14 

21 

29 

33 

28 

27 

18 

'24 

20 

25 

43 

36 

27 

24 

30 

17 

35 

30 

37 

•22 

4£ 

37 

■22 

30 

6 

40 

28 

28 

•28.0 

Ford's  Ferry  .... 

\  Maximum  . 

■^^i 

3{ 

34 

55 

50 

42 

40 

42 

42 

42 

53 

6b 

59 

52 

47 

44 

50 

57 

62 

48 

59 

67 

46 

41 

49 

61 

53 

72 

49.5 

•••  /Minimum.. 

'29 

18 

14 

28 

34 

33 

29 

•28 

'24 

27 

27 

33 

44 

3b 

27 

27 

31 

23 

36 

37 

33 

•28 

48 

39 

38 

24 

31 

15 

30 

33 

30.4 

Greenville 

I  Maximum  . 

36 
28 

28 
17 

33 
1? 

54 
21 

49 
32 

,   43 

43 
27 

43 

43 

46 

62 

65 

58 

52 

46 

40 

42 

49 

56 

55 

51 

64 

73 

46 

45 

39 

48 

K 

62 

70 

50.0 

■  •  ■  '  Minimum. . 

3:: 

2b 

23 

26 

22 

26 

41 

35 

25 

22 

30 

17 

33 

33 

3C 

25 

46 

40 

35 

21 

28 

9 

26 

27. G 

Henderson 

i  Maximum  . 

37 

34 

33 

49 

43 

44 

39 

38 

40 

46 

50 

63 

66 

49 

42 

43 

44 

48 

5b 

44 

49 

50 

66 

66 

39 

39 

37 

43 

60 

50 

69 

47.5 

•■•  /  Minimum.. 

27 

18 

12 

21 

31 

31 

26 

25 

20 

23 

■24 

30 

42 

34 

■24 

25 

29 

21 

33 

3f 

31 

'25 

42 

37 

31 

29 

11 

38 

26 

34 

27.6 

Hopkinsville  .  . . 

j  Maximum  . 

32 

29 

38 

55 

44 

45 

42 

44 

44 

48 

5h 

65 

66 

55 

49 

40 

55 

50 

47 

56 

5C 

51 

64 

70 

65 

58 

60 

-14 

68 

64 

51.0 

•••  (Minimum.. 

2.5 

17 

1'.- 

24 

30 

34 

27 

28 

21 

27 

25 

34 

35 

28 

26 

21 

29 

17 

33 

32 

27 

■23 

42 

4? 

34 

21 

29 

7 

32 

28 

31 

27.3 

Lovelaoeville.... 

)  Maximum  . 

35 

85 

37 

57 

51 

44 

41 

45 

47 

50 

57 

67 

62 

51 

48 

45 

41 

52 

61 

54 

57 

63 

64 

67 

52 

50 

40 

53 

68 

58 

52.4 

■  ■  •  '  Minimum . . 

30 

18 

10 

2; 

31 

33 

30 

29 

21 

26 

24 

32 

44 

86 

27 

21 

32 

17 

32 

34 

27 

22 

47 

40 

35 

23!     30 

16 

36 

30 

32 

28.8 

Mayfield 

S  Maximum  . 

35 

31 

37 

50 

55 

44 

42 

4b 

45 

49 

56 

66 

61 

61 

49 

43 

41 

61 

58 

56 

5b 

61 

60 

69 

51 

47 

41 

52 

65 

63 

71 

51.8 

••■  (Minimum.. 

26 

15 

12 

24 

32 

3( 

26 

26 

'20 

26 

23 

31 

41 

34 

24 

21 

29 

IS 

33 

34 

27 

24 

47 

32 

28 

20 

36 

28 

27.7 

Murray 

\  Maximum  . 

3C 

32 

38 

58 

45 

4b 

43 

44 

45 

49 

57 

65 

52 

45 

41 

42 

60 

69 

43 

56 

60 

63 

71 

51 

46 

40 

64 

65 

52 

73 

60.9 

•■•  (Minimum.. 

30 

19 

17 

29 

32 

35 

31 

30 

24 

30 

24 

30 

45 

38 

28 

26 

32 

21 

34 

3( 

25 

38 

40 

36 

25 

32 

25 

40 

38 

44 

31.2 

Owen.sboro   

}  Miiximum  . 

37 

28 

31 

51 

4b 

47 

43 

45 

46 

51 

56 

67 

57 

60 

45 

42 

43 

60 

6C 

53 

47 

59 

66 

69 

40 

41 

37 

41 

59 

57 

61 

49.5 

•••  /.Mininnim.. 

27 

17 

9 

16 

28 

30 

25 

24 

20 

22 

23 

27 

40 

34 

25 

23 

25 

18 

32 

28 

23 

40 

42 

33 

201     28 

0 

33 

24 

3C 

25.8 

Paduoah  §§ 

S  Maximum  . 

34 

32 

3b 

57 

40 

44 

40 

45 

46 

50 

55 

68 

52 

50 

45 

44 

40 

6t 

60 

42 

54 

62 

62 

68 

52 

42|     40 

54 

66 

65 

50.4 

•••  (Minimum.. 

27 

U 

16 

16 

32 

34 

30 

3C 

26 

28 

28 

30 

30 

37 

29 

29 

30 

20 

21 

34 

26 

52 

38 

"25 

25 

20 

20 

20 

28.0 

Princeton 

)  Maximum  . 

36 

31 

56 

51 

45 

42 

40 

45 

49 

56 

68 

58 

62 

45 

43 

52 

52 

59 

43 

54 

60 

62 

-) 

49 

44 

40 

63 

6E 

52 

73 

51.0 

■  •  ■  (  Minimum. . 

31 

19 

8 

22 

29 

34 

30 

30 

23 

•24 

22 

23 

44 

37 

31 

22 

3S 

17 

32 

29 

26 

32 

5-1 

42 

38 

23 

31 

27 

26 

28.1 

Russellville  <:.§... 

j  Maximum  . 

311 

30 

35 

52 

48 

46 

43 

44 

45 

47 

63 

63 

59 

52 

44 

50 

68 

45 

55 

59 

63 

74 

50 

45 

32 

53 

66 

56 

70 

50.0 

■••  1  Minimum.. 

26 

2f 

17 

18 

3C 

35 

28 

27 

23 

25 

25 

27 

29 

37 

28 

23 

26 

19 

20 

33 

31 

27 

28 

49 

34 

23 

12 

14 

30 

33 

•26.4 

CR.VTR.\I. 

DIVI.SION. 

Anotiorage 

)  -Maximum  . 

35 

f 

21 

46 

3) 

i'l 

4.- 

4( 

4C 

47 

53 

60 

55 

52 

33 

38 

46 

52 

66 

34 

39 

57 

69 

59 

39 

32 

0., 

44 

46 

62 

45.7 

■■•  (  Minimum.. 

28 

18 

13 

:-'.i 

-■ 

15 

21 

38 

33 

2( 

26 

23 

lb 

32 

31 

33 

23 

0 

31 

19 

26 

25.0 

Bowling  Green'  . 

)  Maximum 

34 

28 

34 

51 

1 

4:! 

47 

53 

64 

58 

5t 

44 

36 

39 

48 

67 

42 

53 

57 

61 

7  1 

."j; 

43 

62 

53 

70 

48.5 

■•■  (Minimum.. 

•25 

2( 

18 

2: 

- 

25 

24 

42 

34 

21' 

23 

24 

2(_ 

31 

31 

26. 

43 

:;7 

-M       1." 

4 

33 

•29 

29 

27.2 

Campbellsville  . . 

*  Maximum  . 

35 

32 

3L 

4.^ 

4: 

r 

4' 

-11 

42 

4-1 

55 

63 

61 

55 

45 

■28 

37 

48 

57 

41 

48 

56 

63 

74 

:;n     :-;4 

41 

60 

52 

70 

48.2 

•  ■"  (  .Miniiiuim. . 

21 

21 

1( 

11 

28 

3:- 

26 

27 

2f 

19 

19 

32 

41 

36 

28 

26 

19 

34 

27 

34 

43 

49 

31 

2( 

28 

4 

25 

29 

27.4 

Clennoiit  ........ 

(  Maximum  . 

37 

32 

35 

45 

41 

42 

42 

4'. 

41 

44 

51 

6:' 

60 

56 

45 

37 

i4 

47 

53 

50 

46 

.54 

60 

68 

68 

37 

35 

44 

59 

67 

68 

•••  '  Minimum.. 

13 

12 

21 

32 

2'i 

27 

15 

34 

16 

25 

36 

37 

28 

26 

25 

14 

32 

24 

34 

1 

36 

40 

21 

27 

—  1 

34 

34 

2b'.7 

Danville 

S  .Maximum  . 

a( 

■i-/ 

3'2 

42 

41 

41 

43 

4( 

43 

47 

54 

64 

58 

45 

41 

35 

40 

49 

56 

45 

48 

66 

70 

48 

38 

32 

41 

69 

63 

69 

47.4 

•••  (  Mininunn.. 

22 

•2( 

15 

19 

28 

31 

25 

2( 

'2( 

•22 

28 

4f 

35 

27 

25 

27 

25 

32 

'29 

43 

47 

30 

20 

28 

12 

35 

25 

28 

27.5 

Dix   Dam 

\  Maximum  . 

38 

34 

31 

42 

4:- 

4-.' 

44 

44 

44 

43 

5-2 

65 

62 

58 

43 

3b 

43 

48 

54 

5; 

47 

55 

67 

70 

65 

38 

37 

43 

69 

68 

49.3 

•  ■  •  (  Mininunn. . 

33 

24 

18 

18 

26 

3^i 

28 

2( 

19 

28 

35 

38 

28 

26 

27 

22 

3C 

28 

33 

28 

42 

40 

29 

20 

28 

13 

36 

25 

30 

27.6 

Fraukfi.rt 

)  Maxinunn  . 

38 

3( 

3? 

43 

4: 

4J 

44 

43 

44 

44 

49 

65 

59 

56 

4-1 

40 

45 

50 

56 

.53 

51 

55 

66 

69 

61 

38 

36 

42 

41 

59 

54 

48.4 

••■  (Minimum.. 

27 

•2'- 

19 

If 

3( 

3:^ 

•25 

27 

19 

18 

■_>( 

■.'" 

41 

28 

•29 

26 

19 

33 

25 

35 

29 

42 

49 

32 

22 

27 

9 

31 

31 

23 

27.3 

Greenslnug 

1  Maximum  . 

.59 

3." 

34 

49 

4( 

4'- 

45 

45 

44 

4f 

44 

42 

39 

60 

58 

52 

5f 

58 

64 

76 

58 

40 

40 

44 

60 

57 

72 

50.5 

■  •  ■  1  Mininunn. . 

:ii 

21 

1! 

11 

2( 

3-1 

2>< 

21 

23 

:;.^ 

25 

18 

32 

26 

32 

28 

38 

49 

30 

4 

30 

26 

27.5 

Trvinerton 

)  Maxinunn  . 

37 

31 

32 

4? 

41 

44 

42 

47 

46 

47 

51 

4( 

40 

45 

5f 

55 

46 

47 

57 

65 

67 

41 

39 

33 

42 

52 

68 

48.0 

••■  (Mininunn,. 

28 

18 

1: 

18 

21 

3( 

'24 

•2-! 

18 

21 

".'j      !1 

31 

24 

24 

25 

16 

32 

32 

'24 

43 

38 

34 

19 

27 

11 

S4 

23 

26 

26.0 

Leiti'li  field 

)  JNiaximum  . 

37 

31 

32 

51 

4t 

4'. 

4:- 

45 

43 

45 

5'j 

6:- 

58 

51 

45 

38 

41 

49 

6t 

50 

49 

54 

69 

71 

43 

38 

36 

44 

60 

54 

69 

48.2 

■••  /  Minimum.. 

■2H 

IH 

14 

2f 

21 

31 

26 

25 

'2C 

23 

23 

28 

41 

35 

'25 

25 

26 

36 

34 

32 

25 

44 

41 

35 

20 

28 

8 

25 

31 

27.4 

Lexington   

;  Maximum  . 

34 

21 

21 

3; 

38 

41 

40 

41 

40 

42 

48 

61 

5b 

5< 

3; 

32 

41 

46 

62 

39 

42 

53 

66 

08 

36 

35 

29 

37 

57 

48 

66 

44.1 

••■  'Minimum.. 

2( 

21 

K 

15 

21 

28 

24 

2.) 

20 

20 

21 

31 

40 

35 

2( 

•25 

23 

18 

32 

31 

33 

27 

42 

34 

24 

20 

10 

1 

32 

25 

31 

25.3 

Louisville  ' 

)Ma.ximum. 

33 

31 

32 

4f 

4( 

44 

4? 

41 

42 

45 

52 

65 

5( 

6( 

39 

39 

43 

48 

54 

42 

44 

56 

68 

66 

38 

38 

35 

44 

53 

68 

46.9 

•■■  1  Mininunn.. 

■28 

2: 

19 

25 

32 

31 

27 

27 

26 

27 

'29 

3C 

43 

3( 

27 

28 

29 

27 

37 

35 

35 

32 

49 

35 

27 

22 

25 

13 

37 

31 

3f 

80.4 

Do.  Bowman  Fiei."  ^  ^^^^"mm  . 

:i'.- 

31 

X-. 

4f 

4( 

4-1 

42 

4] 

42 

44 

51 

64 

65 

50 

39 

39 

43 

48 

54 

41 

46 

67 

70 

67 

38 

38 

32 

44 

60 

62 

6! 

46.8 

'Minnnnm.. 

2i' 

22 

17 

21 

3( 

25 

25 

22 

24 

31 

43 

36 

28 

2b 

22 

34 

33 

35 

31 

46 

35 

22 

14 

8 

34 

27 

30 

27.4 

Manimotn  Cave  . 

)  Maximum  . 

34 

2t 

51 

51 

47 

4-1 

43 

4." 

43 

45 

65 

60 

49 

42 

3- 

39 

40 

57 

41 

50 

58 

63 

74 

56 

49 

31 

45 

70 

49.5 

•••  (Minimum.. 

2(' 

17 

15 

18 

22 

31 

•25 

2f 

20 

18 

2i 

38 

35 

2f 

■21 

27 

13 

27 

28 

30 

24 

38 

48 

34 

'20 

00 

13 

21 

■24 

2f 

26.0 

St.  John 

\  Maximum  . 

37 

32 

32 

49 

48 

4.-1 

43 

43 

42 

45 

41 

65 

62 

57 

51 

48 

42 

49 

54 

53 

49 

56 

63 

69 

56 

39 

37 

41 

51 

57 

67 

49.2 

■•■  (  Minimum.. 

28 

20 

13 

13 

31 

3-? 

26 

21 

20 

25 

20 

•20 

41 

36 

32 

•2r 

2C 

17 

34 

28 

33 

23 

41 

49 

3-1 

21 

29 

2 

39 

26 

29 

27.1 

Scienee  Hill 

\  Maxiuiuiu  . 

36 

33 

3f 

42 

45 

42 

43 

45 

42 

44 

54 

6:; 

59 

65 

41 

36 

36 

47 

55 

60 

48 

55 

66 

72 

51) 

36 

34 

41 

60 

54 

71 

48.2 

•■•  '  Minimum.. 

29 

2r 

18 

16 

26 

33 

26 

29 

23 

31 

39 

37 

29 

24 

19 

■29 

25 

31 

30 

37 

48 

20 

28 

2 

31 

28 

29 

26.7 

Soottsville 

\  Maxinnim  . 

48 

3( 

3( 

48 

47 

46 

49 

45 

44 

42 

55 

64 

48 

46 

40 

43 

37 

49 

58 

i' 

52 

58 

62 

75 

50 

42 

35 

49 

56 

66 

71 

49.4 

■■■  1  Minimum.. 

29 

23 

2f 

18 

27 

3£ 

30 

•29 

25 

29 

32 

32 

32 

30 

24 

29 

27 

31 

26 

35 

40 

30 

24 

25 

g 

2S 

31 

31 

27.5 

Shelby  ville 

5  Ma.ximum  . 

37 

31 

31 

43 

42 

44 

42 

42 

44 

i' 

50 

58 

56 

42 

37 

45 

48 

55 

48 

46 

56 

70 

68 

64 

38 

36 

39 

60 

55 

69 

48.5 

•■■  1  -Minimum.. 

28 

2( 

12 

15 

3(1 

31 

24 

25 

'20 

19 

20 

•29 

40 

36 

26 

27 

24 

18 

34 

27 

3.1 

25 

70 

48 

30 

20 

26 

0 

32 

22 

28 

26.1 

William.'itown    .. 

\  Maximum  . 

38 

32 

30 

37 

37 

41 

42 

39 

41' 

47 

60 

60 

51 

41 

39 

42 

46 

51 

51 

40 

53 

70 

69 

68 

35 

33 

42 

57 

68 

65 

46.8 

■■■  (  Minimum.. 

25 

21. 

17 

16 

21 

30 

24 

23 

20 

21 

30 

38 

36 

23 

25 

24 

20 

34 

30 

33 

27 

41 

47 

30 

19 

•25 

14 

31 

24 

30 

26.5 

EA.STKR.N 

DIVISION 

Ashland  

)  Maximum  . . . 

39 

40 

3( 

33 

42 

44 

45 

45 

4(1 

39 

50 

62 

54 

66 

43 

37 

42 

48 

53 

49 

43 

54 

73 

71 

70 

49 

43 

51 

66 

64 

62 

49.6 

■  •  ■  '  .Minimum 

26 

26 

23 

21 

27 

31 

21 

311 

•21 

19 

18 

24 

30 

41 

30 

28 

•25 

20 

28 

■24 

36 

32 

34 

49 

30 

23 

27 

13 

34 

'27 

24 

27.2 

Benham2§ 

j  Maximum  ... 

42 

26 

29 

37 

48 

42 

46 

4-) 

53 

62 

58 

47 

44 

35 

37 

40 

52 

41 

48 

62 

70 

71 

35 

32 

33 

56 

38 

69 

46.2 

•••  (  Minimum.... 

16 

23 

19 

15 

19 

28 

27 

28 

15 

18 

•2(! 

21 

25 

45 

26 

22 

22 

18 

23 

'24 

25 

33 

33 

49 

32 

18 

21 

22 

36 

23 

28 

24.8 

Berea 

j  Maximum... 

37 

37 

30 

40 

44 

4:! 

45 

47 

51 

61 

60 

41 

42 

40 

27 

54 

52 

46 

55 

67 

73 

71 

36 

42 

57 

69 

49.2 

■••  'Minimum.... 

28 

21 

19 

21 

29 

32 

2A 

■27 

•J] 

21 

25 

29 

40 

36 

23 

30 

29 

33 

30 

43 

49 

29 

21 

28 

16 

33 

29 

27.8 

Corbin'  

j  -Maximum  . . . 

40 

29 

33 

42 

47 

43 

47 

43 

41 

44 

6:', 

58 

53 

40 

3.5 

38 

48 

56 

42 

50 

55 

71 

74 

43 

38 

32 

44 

63 

66 

70 

48.1 

•••  (Minimum.... 

29 

21 

20 

23 

30 

32 

28 

25 

32 

25 

21 

27 

20 

28 

28 

32 

SO 

38 

37 

■28 

20 

25 

15 

36 

27 

26 

27.2 

Farmers  

S  Maximum  . . . 

37 

38 

30 

36 

38 

41 

43 

43 

44 

45 

50 

03 

61 

58 

41 

39 

42 

47 

54 

53 

45 

48 

69 

74 

35 

35 

42 

55 

57 

48.6 

■■■  (Minimum.... 

26 

22 

19 

16 

29 

36 

29 

16 

16 

17 

23 

27 

23 

26 

17 

24 

22 

34 

24 

29 

47 

'29 

19 

25 

-   1 

32 

21 

23 

'24.1 

Headquarters  .... 

;  Maximum... 

36 

33 

29 

36 

39 

42 

43 

44 

43 

50 

63 

58 

56 

41 

37 

44 

47 

54 

52 

42 

52 

68 

71 

61 

36 

34 

39 

58 

54 

68 

47.5 

■■•  (  Minimum.... 

24 

17 

13 

8 

25 

X) 

18 

'24 

14 

11 

14 

23 

33 

35 

26 

21 

24 

11 

25 

19 

30 

22 

36 

46 

e 

17 

21 

-    1 

28 

11 

25 

21.1 

Heidelberg 

)  Maximum  . . . 

36 

36 

bO 

40 

42 

41 

43 

44 

42 

44 

62 

62 

60 

60 

46 

40 

50 

52 

50 

44 

67 

70 

74 

72 

36 

36 

44 

60 

69 

69 

49.3 

■••  1  Minimum.... 

29 

26 

22 

14 

29 

35 

30 

19 

18 

20 

22 

29 

45 

29 

22 

25 

19 

26 

22 

35 

35 

32 

48 

31 

24 

28 

5 

31 

27 

23 

26.6 

Maysville 

i  Maximum... 

36 

34 

30 

35 

42 

42 

45 

40 

41 

40 

50 

61 

68 

53 

42 

38 

43 

48 

55 

47 

42 

53 

70 

72 

67 

35 

35 

43 

60 

66 

67 

47.7 

••■  (Minimum.... 

16 

23 

21 

17 

17 

30 

19 

•20 

16 

16 

24 

31 

39 

26 

26 

19 

30 

'24 

35 

31 

33 

48 

33 

22 

26 

9 

33 

22 

24 

25.1 

Middlesboro  .... 

i  Maximum  . . . 

58 

39 

35 

43 

63 

50 

50 

47 

44 

50 

56 

64 

69 

64 

46 

43 

39 

61 

54 

49 

53 

.59 

64 

75 

74 

40 

36 

46 

66 

59 

72 

52.5 

•  ■  ■  (  Minimum 

30 

23 

21 

16 

25 

38 

28 

31 

19 

21 

20 

24 

37 

42 

26 

20 

24 

20 

27 

23 

31 

30 

40 

48 

84 

'22 

27 

19 

29 

32 

24 

27.5 

Mount  Sterling... 

1  Maximum... 

38 

37 

40 

43 

45 

46 

43 

46 

52 

64 

61 

69 

57 

40 

44 

48 

55 

55 

53 

45 

59 

67 

72 

70 

38 

42 

41 

59 

57 

70 

51.0 

•••  '  Minimum.... 

27 

18 

16 

29 

32 

23 

27 

20 

19 

24 

31 

30 

27 

36 

26 

21 

'28 

22 

33 

28 

.38 

48 

31 

19 

26 

8 

34 

24 

30 

26.5 

Pikeville' 

1  Maxiraiun... 

39 

36 

38 

46 

43 

45 

43 

43 

65 

67 

69 

51 

42 

40 

51 

55 

46 

51 

57 

75 

77 

43 

35 

32 

45 

65 

53 

73 

49.2 

•■•  '  Minimum.... 

29 

20 

33 

29 

26 

26 

20 

20 

22 

25 

38 

32 

27 

25 

26 

22 

27 

24 

37 

32 

■^1 

41 

26 

23 

27 

18 

32 

■29 

26 

27.1 

Pippiipiiss 

S  Maximum  ... 

Quicksand 

j  Maximum' .'.'.■ 
•••  /  Minimum.... 

Pvichmond 

S  Maximum  . .. 

37 

3'2 

.30 

42 

40 

42 

41 

40 

42 

50 

63 

60 

43 

40 

36 

40 

47 

52 

49 

46 

56 

67 

71 

.55 

35 

33 

43 

58 

53 

68 

"ieis 

■••  (Minimum.... 

)  Maximum  ... 

••■  '  Minimum.... 

27 

22 

18 

18 

29 

32 

24 

'27 

21 

20 

23 

31 

89 

41 

28 

23 

24 

21 

29 

29 

33 

30 

42 

49 

33 

20 

28 

9 

34 

26 

27 

•27.6 

3lbertS^ 

28 

23 

2i 

ii 

2i 

26 

25 

36 

18 

io 

22 

22 

25 

24 

25 

2'2 

24 

'25 

29 

23 

27 

3i 

30 

3^2 

'is 

21 

23 

23 

23 

32 

■■•24'.6 

Williamsburg 

\  Maximum  ... 

40 

40 

33 

44 

62 

47 

48 

46 

40 

44 

53 

63 

56 

68 

42 

40 

37 

47 

55 

45 

52 

57 

691 

75 

68 

39 

36 

46 

68 

68 

69 

60.9 

■••  (Minimum... 

. 

27 

21 

20 

16 

24 

34 

26 

28 

14 

19 

21 

23 

32 

40 

26 

19 

25 

18 

26 

24 

30 

29 

'29 1 

45 

32 

15 

27 

14 

■27i 

26 

26 

25.2 

S§In.struments  are  read  in  the  morning:  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
',  '',  ".  etc.  indicate  respectively  1.  2.  3,  etc.,  days  mi.ssing  from  record,  'Midnight  to  midnight  temperatures. 

\V  Ii  O  Umlsvllle.  4.2S.47-925. 
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KENTUCKY    SECTION 

E.  E.  UNGER. 


Vol.  XLII 


Louisville,  Ky.,  April,  1947 


No. 


GENERAL  SUMMARY. 

Although  tcMuporatuiTS  and  precipitation  lor  tlu"  niontji  avcr- 
asoil  above  normal,  duo  to  lack  of  sunshine  and  the  eiTects  of 
the  prok)nsod  cold  weather  of  prt>vious  months,  vegetation  was 
ratiior  slow  in  begiiuiing  to  show  signs  of  revived  growth. 
Also  in  nearly  all  counties  field  work  was  seriously  delayed  by 
wet  soil,  and'remained,  on  the  whole,  from  two  to  three  weeks 
behind  the  seasonal  average.  Because  of  the  backward  state  of 
vegetation,  damage  from  the  low  temperatures  about  the  middle 
of  the  month  was  not  serious. 

Wheat  and  other  small  grains  made  fairly  good  growth. 
Wheat  was  jointing  in  the  southern  and  central  counties  at  the 
end  of  the  month,  with  plants  ranging  in  size  from  ten  to  twenty 
inches.  Seeding  of  tobacco  lieds  was  about  completed  by  the 
middle  of  the  month,  except  in  a  few  scattered  areas.  Plants 
were  rather  slow  in  coming  up,  and  in  most  sections  at  the  end 
of  the  month  were  not  nnicli  larger  than  a  quarter.  Very  little 
tobacco  land  was  prepai-cd  for  transplanting.  Postures,  both 
grass  and  rye  improved  steadily,  and  at  the  end  of  the  month 
were  in  excellent  condition.  Some  allalla,  Ic-pcdeza,  clover 
and  grasses  were  sown  during  the  last  week,  and  in  a  few  scat- 
tered counties  this  work  was  completed.  Planting  of  gardens 
and  early  potatoes  was  delayed  by  wet  soil.  Potatoes  came  to 
fairly  good  stands  in  the  central  and  southern  sections,  liut  in 
northern  sections  wereslow  in  germinating.  Plowing  [iroKrcssed 
on  well  drained  land,  but  rather  slowly.  Corn  planting  was 
just  starting  in  a  fev,^  scattered  fields  in  the  southwestern 
counties  toward  the  end  of  the  month.  Fruit  trees  began 
blooming  about  the  second  week,  and  at  the  close  of  the  n)onth 
peaches  and  pears  were  in  unusually  heavy  bloom.         J.  B\  J. 


MiSCELUNEpUJ.  4*^    §,.     '   " 

Rivm\—1\\G  Ohio   Rivci*  "rose" and    fell  slowly   in    irregular 
alternating    periods,  with    open  ,  riy^r^.  poiiditions    prevailing 

tln'ougiiout  the  month.  .,.,        ■■>    -  '"  ' 


PRESSURE.  WIND.  HUMIDITY  AND  SU{ISIV|<^.. 

Atmospheriu  i«»W-': 

urc  ( reduciul*  to  ■ 

sea-level.) 

^^^^VU'  '^ 

Relative 
humidity 

"S 

p 

stations. 

1 

i 

1 

1 

1 

ft' 

p 

5 

1 

a 

s 
2 

"3 

...111. 

30.13 
30.43 
30.41 
30.40 

26 
13 

7 
7 

■29.44 
29.54 
29.43 
29.49 

5 
5 

.■i 
5 

11.2 
5.2 
10.7 
10.0 

40 
17 
43 
38 

SW. 

se. 

s. 
s. 

5 
5 
5 
5 

82 
81 
83 
78 

65 
61 
63 
60 

71 
65 

54 

54 
56 
54 

186 

CHncinnati 

EvansviUe 

Louisville  

.Ohio 

..ina. 

..Ky. 

285 
242 

COMPARATIVE  DATA  FOR  APRIL. 


TEMPERATURE. 

The  average  temperature  was  58.0°,  or  1.7°  above  normal. 
During  the  first  half  of  the  month  daily  mean  temperatures 
were  generally  near  or  slightly  above  the  daily  normals,  with 
the  warmest  weather  on  the  5th  and  Gth,  vvhen  daily  means 
were  from  8°  to  22°  al)Ove  the  averages.  Alternate  short  periods 
of  moderately  cool  and  moderately  warm  weather  about  offset 
each  other  during  the  latter  lialf.  The  lowest  temperatures, 
near  or  slightly  below  freezing  occurred  mostly  on  the  17th  in 
the  western  and  central  counties  and  on  the  18th  in  the  eastern 
sections.  The  highest  temperature  recorded  was  90°  at  Pikeviile 
on  the  5th  and  at  Earlington  on  the  23d,  and  the  lowest,  28° 
at  Quicksand  on  the  18th. 


PRECIPITATION. 

The  average  was  4.84  inches,  or  0.86  inch  alcove  normal. 
Rainfall  occurred  in  some  pari  of  the  State  on  all  but  two  or  three 
days.  Daily  amounts  were  generally  light,  except  in  heavy  to 
excessive  local  showers  over  most  of  the  western  and  central 
sections  on  the  11th  and  on  the  15-lGth.  iSionthly  amounts 
ranged  from  over  eight  inches  in  portions  of  Hardin  and  Boone 
Counties  to  less  than  one  and  a  half  inches  in  Pike  and  Knott 
Counties.  The  extremes  for  the  State  were  8.76  inches  at  St. 
John  and  1.39  inches  at  Pippapass.  The  greatest  24-hour 
amount  was  3.05  inches  at  St.  .Tohn  on  the  15-16th. 


159- Year  average 
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April,  1947 


Climatological  Data  for  April,  1947. 

Counties. 

1 

.2 

1 

3 

Temperature,  in  degrees  Fahr. 

Precipitation 

n  inches. 

Number  of  days. 

Stations. 

i 

P 

5 

i 

1 

1 

. 

is 

1- 

f 
0 

0 

h 

¥ 

P.  0 

St. 
ft  0 

i 

•a 
1 

! 
0 

ll 

Observers 

Westerii  Division. 

Ohio 

Hopkins.... 
Crittenden  . 
Marshall  . . . 
Muhlenberg 

Ohio 

Henderson  . 
Christian... 
Ballard  .... 

Graves 

Calloway  .. 

Daviess 

Daviess 

McCracken 
Caldwell  . . . 
McLean  .... 

Logan   

Union 

Breckinridge 

Jefferson  . . . 

Warren 

Campbell... 

Edmonson  . 

Pulaski  .... 

Taylor 

Carroll 

Bullitt  

Boyle. 

Mercer 

Boone 

Franklin  . . . 

Henry  

Boone 

Green 

Jessamine.. 
Breckinridge 

Garrard  .... 

Grayson   ... 

Fayette 

Jessamine  .. 

Henry  

Jefferson  . . . 

Jefferson  . . . 

Edmonson  . 

Wayne 

Hart 

Hardin   .... 

Mercer 

Pulaski   .... 

Allen 

Shelby    .... 

Washington 

Monroe 

Anderson... 

Lincoln  .... 

lirant 

Butler 

Bovd 

Harlan 

Madison .... 

Whitiey  ! ! ! ! 
Harrison  . . . 
Pendleton   . 

Rowan  

Fleming  ... 

Clark   

Greenup  ... 

Perry  

Nicholas  ... 

Lee   

Breathitt . . . 
Lawrence  .. 

Mason 

Bell    

Montgomery 
Campbell  .. 
Johnson  . . . 

Pike  

Knott 

Breathitt   .. 

Estill    

Madison.... 
Madi.son.... 

a;!!!!!! 

Whitley  .... 
Lee   

441 

420 
356 
431 
619 
540 
382 
524 
479 
3G4 
412 
420 
404 
341 
529 
384 
590 
357 

380 
700 
536 
489 
410 
705 
777 
480 
474 
955 
770 

504 
490 
506 
581 
544 
646 

1032 
635 
989 
560 
485 
459 
558 
800 
910 
600 
777 
520 

1065 
750 
825 
738 
899 
524 

1215 
943 
504 

534 
1580 
1070 
611 
1178 
684 
600 
068 
870 
593 
540 

800 
663 
776 
584 
524 

1128 
930 
497 
620 
700 

1035 
732 
631 

1000 
930 
571 
525 
939 
646 

40 

58 
19 

31 

9 
33 
51 
22 
35 
22 
51 
19 
65 
49 
80 
39 
19 

20 
49 
65 
22 
30 

2 
43 
11 
38 
24 

'65' 
38 
22 
60 
45 
50 
22 
52 

38 
38 
75 
14 
13 
11 
20 
51 
35 
4 
1 
59 

1 
30 

6 
45 
51 

34 
2 

46 

38 
3 

30 

(;o 

42 
23 
33 

25 
2 
32 
29 
44 
51 
56 
58 
26 
15 
43 

22 
31 
60 
1 
35 
34 
GO 
29 

57.9 
59.4 
60.4 

+  0.9 
+  1,5 

84 
90 
85 

10 

23 
10 

31 

30 
34 

17 
17 
17 

6,87 

+2,73 

1.98 
2,27 

l!51 
2,20 
2,66 
2.00 
1.58 
1,50 
1,92 

16 
15-16 
10-11 

16 
16 
10-11 
16 
11 

0 
0 
0 
0 

0 
0 
0 
0 
0 

13 
12 
14 
14 
11 
13 
15 
U 
12 
12 

13 

8 

3 
U 

14 
13 
11 

sw. 

E.  G.  Young. 

6.45+2,05 

Ford's  Ferrv.  Dam  50 

6,24 
5,75 
6,39 
6.40 
6.21 
6.07 
7.01 
6.21 

H  2,02 

+  i!64 

+  2!i5 
+1,63 
+2,23 
+1,80 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson,  Sr. 

Frank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Pa.yne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Greenville 2  m  S. 

Hartford  (near) G  m  N. 

Henderson   4  m  S. 

Hopkins  ville 2  m  E. 

59,2 

'56!4 
57.9 

57!8 

+  2,2 

-'i!i 

+  0.6 
+  1.4 
-0.5 

84 

■■79"' 
82 
85 
82 

10 

"'5t' 
10 
10 
10 

30 

"32" 
31 

29 
29 

17 

"is" 

17 
17 
17 

14 
14 
10 
12 
14 
12 

16 
5 
9 

8 

12 
2 

11 
9 

s. 
s. 
s. 

Aiavfield                            

Owensboro    1.5  m  W. 

57.4 

+  1.5 

83 

15 

30 

17 

7.43 
7.40 
7.23 
7.46 
7.50 
6,81 
5.50 

5.71 
6.77 
6.37 
7.28 
6.48 
1.65 
3.58 
7.53 

2!  99 
3.42 
8.36 

5  16 

+3,45 
+3,64 
+2,69 
i  3.2:3 
+3.33 
+2.45 
+0.86 

+2'90 
+1.88 
+3.60 
+1.97 
-2. 56 

+4!  66 

-i!65 

-0.16 

+2!i6 

1,35 
1,41 

l!96 

2!  61 
1.90 

2.m 

■2.41 
1.37 

o!58 
1.07 
1,63 
2,32 
1.05 
1,35 
1,61 
2.65 

l!73 

o!s3 

1.60 

2!  85 
0,74 
1,06 
2,00 
1,51 
I..55 
2,49 
0,5n 

3!  05 

u!73 
1.19 
1,93 
2.37 
0.56 
2,. 45 
0.99 
1,.58 
2.04 

0,65 
0,64 
0.89 
1.10 
0,62 
1,70 

o!90 
0,98 
0,91 
0,63 
0,50 
1,17 
0,73 
0,50 

10-11 
10-11 
10-11 
8 
15-16 
15 
10-11 

1.V16 
15-16 

16 
15-16 

15 
5 

15 
20-21 

\l 

13-16 

11 

15 

15-16 

11 

1.5-16 

15 

16 

16 

15 

15-16 

16 

15-16 

15-16 

15-16 

5 

15-16 

15-16 

l.'-j-lO 

10 

15 

15-16 

1516 

5 

15 

15 

15  16 

15 

5  6 

5 

15-16 

15 

15-16 

15-16 

15-16 

15-16 

15 

19-20 

10 

30 

20-21 

5-6 

0 
0 

T. 

0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

13 
15 
13 
U 
14 
10 
15 

12 
11 
14 
12 

9 
10 
11 
10 
10 

8 
15 
11 
12 
12 

9 
13 
13 

13 
14 
10 
12 
12 
15 
12 

11 
14 
11 
12 

13 
13 
6 
10 

13 
12 

12 
15 
14 

17 
11 
12 
12 
ID 
11 
13 
10 
15 
11 
5 

11 

4 

15 

s. 

57.6 
58.4 

-  1.1 

■1-  0.6 

84 
84 

10 
10 

35 
30 

17 
17 

13 
14 

3 

7 

14 
9 

s." 

U.  S.  Engineers. 
Alton  M    Harvill 

Princeton 

Russellville  . 

58.7 

+  i,8 

83 

28 

32 

17 

11 

6 

13 

s. 

Dr.  Samuel  S.  McReynolds. 

Central  Division. 

55.0 
58.8 

+  0,9 
+  0.6 

78 
82 

23 
10 

29 
33 

ii 

17 

12 
5 

8 

10 
22 

se. 
s. 

C   E    Barret 

U.  S.  Weather  Bureau. 

Brownsville,  Lock  6 1 



Sarah  E    Lewis 

59.0 

81 

5 

36 

26 

16 

7 

7 

sw. 

Alva  McKinley. 

56.4 
58.1 
58.2 
53.0 
57.0 

+'3!2 
+  1.4 

+  'i!4 

82 
80 
82 
80 
81 

I 
5 
5 
5 

30 

36 
30 
33 

17 
17 
121 
17 
17 

14 
10 
5 

5 

0 
6 
9 
15 
8 

16 
14 
16 
12 
17 

sw. 
sw. 
sw. 

Bernheim  Foundation. 

R.  P.  Coldiron.    ' 

Kentucky  Utilities  Co. 

Lockmaster. 

U.  S.  Weather  Bureau. 

Danville 

Dix  Dam.  Burgiu 

Erlanger  (Llrt.  (.'in.  Airport) 

Frankfort.  Lock  4 

Gest    L<jck  3         

7.95|+4,48 
3,421-0,46 
3,52,-0.25 
5.661  +  1. 64 
4.21+0.61 
7.81+3.44 
4.83+1  33 
3.19-0.39 
5.40+1,18 
5.881  +  2,00 
6.26+2.38 
5.81+1.04 
2.03:  +  l  66 
3.85-0.21 
8.76+4.54 
4.61  +0.69 
3.37-0.49 

4.22 

5.85:  +  1.89 

5  35^ 

2,20 

5,57+1,31 

3.78 

5,07+1,22 
5,74  +  1,31 

2.641-0.95 

2,94 

4.56+0.77 
3, 6.5! +0,14 

4!58  +6!62 
5  37+1,66 
3,53-0,39 
3  96—0  -M) 

60.3 

+  4.9 

85 

5 

37 

181 

IG 

3 

11 

Mrs.  Mel!  M.  Lingle. 

High  Bridge.  Lock  7 

57.0 

+  6.9 

82 

10 

29 

17 

' 

7 

11 

s. 

Floyd  G.  Bobbins. 
Kentucky  Utilities  Co. 
George  D.  Litsey. 

Leitchfield         

58  0 

+  9   1 

82 

78 

10 
5t 

31 
34 

17 
26 

? 

6 
6 

17 
17 

n. 

sw. 

55.2+  0.9 

Little  Hickman,  Lock  8 

Lockmaster. 

Lockport,  Lock  2 

57  k  +  (i  Q 

8'4 

■•si-- 

5 
5 
10 

""bV 

37 
34 
32 

"si" 

i? 

17 
17t 

Do  Bowman  Fid,  5.5  m  SE. 

57.0 
58.2 

"bk'j 

-r  2.2 
+  2.6 

+  '3!8 

6 
11 

6 

4 

18 
18 

sw. 
sw. 

U.  S.  Weather  Bureau. 

MonticePo 

E    0    (hooper 

Munfordville 

Robert  C.  Smith. 

St.  -John 3  m  SW 

5 

12 

13 

Sisters  of  Loretto 

58.6 
59,6 
56,4 

+  3.6 
+  '2!6 

80 
82 
83 

ist 

5t 
5 

35 
29 

18 
17 
17 

12 
10 

7 

10 
6 

5 

14 

18 

s. 
s. 

s. 

Shelbvville 2.5m  W. 

Springfield   

Willa  8.  A.  Ratta. 
.lohn  P.  Elder. 

Tompkinsville    

Alice  H.  Hale. 

Tyrou'-    Lock  5 

'66!5 

+  '2!5 

"83" 

"5" 

"36" 

"i?" 

15 

2 

13 

w. 

Miss  Nettie  B.  Simpson. 

Kadera  Division. 
Ashland   2.5  ra  SE 

.59.9 
59.0 
60.0 

■59!.5 

+  4.5 
+  '4!6 

88 
82 
82 

"82" 

5 

b* 
29 

"Vd" 

33 

"sg" 

17 

7 
8 
15 

12 
G 
4 

11 
16 
U 

sw. 
w. 
s. 

Lockmaster. 

College  Hill,  Lock  11 

..'. 

..'. 

21 

s. 

U.  S.  Weather  Bureau. 

Cynthiana 

Marshall  Hill. 

■57!4 

+  '3!6 

"sg" 

""b" 

"hi" 

"'»" 

8 

13 

9 

w. 

Mrs    Cora  C   Stamper 

Fleraingsburg   

C.  A.  Glasscock. 

Ford,  Lock  10 

4.14 
3.28 
1.65 
4,92 
2.48 
1.74 

+0.42 
-0.38 
-2.13 

-i!33 

-1.84 

Lockmaster. 

H.  A.  Bailoy. 

51.5 

58.4 

+  '3!i 

83 
85 

5 
5 

29 
32 

26 
18 

13 
5 

3 
5 

20 

s. 

Heidelberg,  Lock  14 

Lockmaster. 
James  T.  Goff. 

L(juisa 

Zeb  Hestou. 

May.sville,  Dam  33.. 3  m  E. 

56,8 
61,0 
58.2 

+  2.7 
+  4.1 
+  3.9 

87 
83 
85 

5 
13 

4 

.32 
29 
32 

18 

1 

4.29+6.62 
2.90-1,48 
4.131+0.01 
G.05+2.2fi 
1.59-2,00 
1,63-1,87 
1.39.-2.17 

6,93 
0,71 
1,15 
1,26 
0,32 
0,27 
0,60 
1,40 
0,68 

l.'J!l 

0,44 
0.93 

3.05 

15-16 
6 
16 

15-16 
8 
6t 
5 
5 
8 
15 

15 

].■.  16 

15-16 
15-16 

6 

0 
0 

i 

0 
0 
0 
0 
0 
0 
0 
0 
0 

T. 

12 
9 
12 
13 
10 

n 

i 

13 
14 
11 
13 
9 
10 

12 

11 
15 

12 

15 
0 

12 

4 
15 

sw. 

Lockmaster. 

60,5 
58,2 

+  2.5 
+  2.0 
+  1.7 

90 
87 
86 

5 
5 

5 

32 
38 
28 

18 
16t 
18 

9 
23 

] 

20 
0 

w. 

R,  W'.  Jones. 

Ravenna.  Lock  12 

3  6' 

-O.OC 

Lockmaster. 

Richmond 

Sibert                   .     ... 

58.2 
58.6 

'59!2 

58.0 

+  2.1 

+  '2!5 
+  1.7 

82 
83 

"kh" 

90 

5 
19t 

"■5" 

51 

37 
35 

"32" 

28 

St 
7t 

...... 

18 

11 

12 

9 

7 

10 
11 

.'!... 

Eastern  Teachers  College, 
(^arl  G.  Young. 

:i,7:i   1  II. .(1 

.I.IIIIT  ll.lt 

3!71  +o!49 
4  841-l.n  .«(• 

Vaiiceburg,  Dam  32 

Lockmaster. 

Williamsburg        

12 

13 

5 

Charles  B.  West. 

11 

7 

K 

s. 



All  temperature  data  arc  taken  from  self-registering  thermometers. 

The  departui'es  from  normal  temperatures  and  precipitation  are  computed  only  for  stations  that  have  ten  or  more  years  of  record,  but  all  complete  reports  are 
used  In  determining  section  or  division  means.  iRumsey,  Brownsville  and  Woodljury  are  Locks  on  the  Green  River;  other  Locks  are  on  the  Kentucky  River. 

Rt'ference  letters.  •,  ••,  •,  appearing  In  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days.  etc. 
tAlso  on  other  dates.       ti  Received  too  late  to  be  included  in  means  and  sunuparies.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


UM!U,,   15)4' 


Cl.lMATOI.OClCAl.   l>\'r.\:    KKNTUCKV  SKC'I'loN 


Juins.'v.  Lock  No.  2"-. 

<uss,-irville» 

uiiiiuowu,  Dam  40'.. 


.       Cfiitrol  Dirifi 

AiUlisoii.  Dam  45* 

Aui'horago 

BowlhiK  Greeu"....... 

Howliue  Green.  No .  2* . 
Brent.  Dam  36^  .•■■•■•• 
Hn.wnsville,  Look  6*  .. 

BumsUte*.... 

(■iinirln-llsvine 

(.■iinullton,  Lock  1- 

Clermont 

Danville^ ; 

Dix  Dam,  Burerin- 

Erlanger 

Frankfort.  Lock  4' 

"    :     'nam  38-".'.'.'.... 
i-i.urg 


ige.  Lock 


].  itriui.-ia- 

LexinstoLif*.... 
Little  lliekmaii, 
Loekport,  Lork  '. 
LouisviLLi'.,  ':.. 
Do-  Bowmau 
Mammtitli   Case 


Berea   

i'dlege  Hill.  Lock  11» 

Corljiu  '* 

<'yiithiana'    

Falmouth'^ 

Farmers'' 

Flemingsburg^    

Ford.  Lock  lO^" 

Greenup, Dam  30' 

Hazard'^    

Headuuarters'^ 

Heidelberg,  Lock  14-''  , 

Jackson^ 

Louisa'    

Maysville,  Dam  33'^  . . 

Middlesboro 

Mount   Sterling 

Oneoiita  Dam  35'''  .... 


Paints 


Pikeville" 

I'ippapas.s 

Quicksand- 

Ka^  enua,  I^ek  Ti'-' 
Kicbmond"^ 


Lock  13- 


D.ily  Pr.cipil.lion  oi  April.   1947. 


.11 

.09 

■]i9 

.02 

.17 

".hk 

,0- 

.10 

.15 
.37 

;i6 

.10 

'lit! 
.54 

".bi 

T, 

T. 

.11 

;■■'- 

.51 


2.27.. 
.73  ,. 
.57  .. 


'.::.:1 


17 

,301   .08 
43 
48    .03 


.20    .02 
.09  ... 
T 
.19 


.16    .19. 


6.87 
6.45 
6.24 
6.76 


6.21 
6.07 
7,01 
6.21 


7.46 
7.60 
6.81 


7.53 
6.88 
2.99 


6.03 
5.16 
7.95 
3.42 
3.52 
5.66 
4.21 
7.81 


5.81 
2.03 
3.85 
8.76 
4.61 
3.37 
4.22 
5.85 
5.35 
2.20 
5.57 
3.78 
5.07 


2.C4 
2.94 
4.56 
3.65 
2.85 
4,58 
5.37 
3.53 
3.96 
4.14 
3.28 


4.29 
2.90 
4.13 


2.74 
3.60 
2.91 
4.00 
3.73 
4.0O 
1.78 
3.71 


Except   .IS  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset   and  Pre^P.^tat'on  recorded  is  for  M  ''°'^'"|recipi"ation 

observation.  'First-order  Weather  Bureau  station ;  precipitation  is  for  the  24-hour  period,  midnight  to  midnight  unless  othervvise  indicated  Precipitation 

measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  JPrecipitation  measured  with  jecf^i"^  g?;?^-  ^  'I^'"')^''^  VersliBes   Kv  ' 

low  ng  measurement.  T.  Trace  of  precipitation,  less  than  0.01  inch,  tPost  office  address  as  follows:    Lock  5,  Lawrenceburg   Ky  .  I^ek  6.  Yf'^^ailles    Ky.. 

Ck  s    Ni  hoUuviile    ICv.:  Lock  10,  Red  House,  Ky.:  Oneonta    California.  Ky,  River  drainage  area  m  which  station  is  located  is  indicated  as   follows.  (B) 

Licking;  (K)  Kentucky:  (S)  Salt;  (G)  Green;  (C)  Cumberland:  (T)  Tennessee:  ^(0)  Ohio;  (M)  Mississippi. 


Big 


'Airport  ,Sta 


Data  for  24  hours  ending  at  Vl.W 


90th  meridian  time  adjusted  to  day  they  occur. 


CLIMATOLOGICAL  DATA:   KENTUCKY  SP:CT10N. 


April,   1941 


Daily  Temperaturci  for  April,  1947. 


3       4       5       6       7 


WESTERS   DIVISION. 

j  Maximum  . . 
(  Minimum... 
j  Maximum  . . 
)  Minimum... 
)  Maximum  . . 
(  Minimum... 
)  Maximum  . . 
(  >rinimum.. . 
(  Maxiimiin  . . 
I  Miiiiiiium... 


Beaver  Dam 

Karlington 

Ford's  Ferry  , 

Greenville 

Henderson 

Hopkinsville  

Lovelaceville 

Mayfield 

Murray 

Oweusboro   

Paducah  §§ 

Princeton 

Rus-sellville  S§ 

CKNTKAL  DI 

Anehorase 

Bowling  Green' 

Campbellsville 

Clermont 

Danville 

Dix   Dniii 

Erlangerll 

Frankfort 

Greensburg 

Irvintrton 

Leitohfield 

Lexingtonll   

Louisville  ' 

Do.  Bowman  Field' 

Mammoth  Cave 

St.  John 

Seienee  Hill 

Scottsville 

Shelbyville 

Williamstown   j 

F..\STKKN    111  VI 

Ashland   1 


Mi 


inuii! 


mum , . 
J  Maximum  . 
*  Minimum.. 
J  Maximum  . 
/  Minimum. . 


imniii. 


.Maximum  . 
M;iximuiii  . 


Maxiinuin  . 
Miuiimun. . 
Maximum  . 


)  Maxii 
iMiuii, 
\  Maxii 


JMiiiiiiium. . 
Maximum  . 
Minimum. . 
Maximum  . 


I  Minimum.. 
!  Maximum  . 
'  Mininumi. . 
S  Maximum  . 
'  Minimum.. 
j  Maximum  . 
I  Minimum.. 
)  -Maxinuim  . 
I  Miuitnum.. 


)  .Nhi 


BenhamJs 

Borea 

Corbin'  

Farmers   

Headquarters  . 

Heidelberg 

Maysville 

Middle.sboro  .. 
Mount  i3terling 

Plkeville" 

Pippapass 

Qui<!ksand 

PJchmond 

.Sibertg? 

Williamsburg \^\ 


{  .\hi 


j  Maximum  . . 
I  Minimum. .. 
(  Maximum  . . 
'  Minimum. .. 
J  Maximum  . . 
I  Minimum... 
)  Maximum  . . 
'Minimum... 
*  Maximum  . . 
'Minimum... 
(Maximum.. 
'  Minimum.. . 
J  Maximum  . . 
'  Minimum... 
( .Maximum  . . 
(  Minimum... 
)  -Maximum  . . 

Minimum. .. 

Maximum., 
nimum. .. 


65 

49     42 

63 

51 

59     61 

491 


62 


9     10     11      12     13     14     15     16     17     18     19 


21      22     23     24      25      26  I  27      28 


70 

79 

46i     53 

71 

9( 

4!- 

5; 

82 

82 

41, 

58 

7( 

80 

4V 

59 

6^ 

79 

4b 

55 

69i     80 

4C 

49 

84 

48 

60 

38     441    43 


j;, 

01 

37 

70 

54 

66 

5^ 

'15 

32 

76 

71 

72 

6(1 

58 

39 

7-1 

T?. 

65 

51 

47 

36 

72 

63 

65 

hir, 

46 

31 

Tl 

71 

63 

61 

45 

37 

811 

6(1 

65 

64 

5(: 

37 

67 

51 

62 

4U 

38 

34 

74 

64 

73 

46 

5( 

35 

74 

65 

6-.^ 

55 

37 

71 

63 

67 

51 

46 

32 

71 

(iSj     67 

5il 

461     34 

64 

64      62 

.54 

41      ;-i4 

:';-; 

U     66 

t!s 

.54  i     65 

52 

40 

3.. 

6( 

I 

75 

t 

41 

5i 

,','i      ,'': 

74 

7: 

44 

4V 

r.:ii     fill 

66 

77 

73|     60 

45 

,5( 

55 

45 

61 

77 

7> 

55 

43 

53 

62 

45 

69 

8.' 

m 

66 

4!l 

52 

hi 

49 

7'l 

8" 

78 

77 

49 

51 

54 

56 

71 

8( 

S, 

77 

46 

55 

5S 

78 

81 

79 

47 

5i- 

45 

73 

84 

82 

66 

45 

46 

6( 

48 

78 

75 

58 

44 

4H 

5- 

43 

74 

7.3 

81 

80 

4il|     48 

55 

58 

68      8( 

7> 

58 

47 

47 

56 

45 

7( 

8( 

5( 

52 

60 

56 

81 

76 

[W. 

65 

51 

61 

45 

8( 

87 

78 

8'.' 

511 

51 

5:! 

46 

6! 

75 

(is 

64 

5( 

52 

5r 

55 

(i8 

84 

7-J 

81 

47 

46 

5;- 

48 

71 

711 

77 

73 

45 

53 

61 

55 

73 

82 

71 

83 

46 

44 

&* 

49 

76 

«n 

7E      811 

43 

47 

52l     551 

49      5'; 

•7Q        -< 


1     701 

4- 

-tl 

4.^ 

7- 

i 

I 

7- 

6^ 

41. 

3! 

65 

45 

37 

74 

67 

47 

35 

34 

74 

48 

74 

71 

4( 

45 

75 

78 

73 
3( 

6' 

VI 
.33 

6-8 

7-1 

72 

35 

4-1 

V 

66 

46 

30 

78 

33 
(■,9 

I 

37 

a 

65 

62 

57 

55 

33 

42 

71 

65 

41 

41 

81 

74 

43 

44 

I 

I 

Vi 

70 

40 

58 

8f 

75 

48 

63 

77 

50 

59 

78 

76 

52 

59 

-is 

1^ 

5'! 

74 
61 

SSIn-Struments  are  read  in  the  morning:  the  maximum  temperature  then 
'.  ", ',  etc.  indicate  respectively  1,  2.  3.  etc.,  days  missing  from  record, 
WHO  Louisville.  5-25.47.925. 
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E.  E.  UNGER. 


Louisville.  Ky.,  May,  1947 


No.  r, 


hour  oiuisod 
villi- hotwf.> 
sulViTi'd  mil 


:^fZ''ZTl^Tf:^TTiX'^n^^^^^ 


RlviT  towiinl  tho  cIoHf!  of  th<! 
Kllnwl  until  about  tli(!  17tli  wli<-n 
when  the   river  bcvau  to  full. 


lose 
Some  damage 


GENERAL  SUMMARY. 

Kmiuent  vains,  lack  of  sunshine,  and  prolonged  periods  of 
unseasonably  eold  weallier,  with  te.nperatures  near  or  below 
frecv.ing  on  several  days,  were  decidedly  unfavorable  for  croj) 
growth  and  all  farm  work.  Minimum  temperatures  fell  to  new 
record  lows  at  manv  places  on  the  8th,  9th  and  10th,  resulting 
in  considerable  damage  to  fruit,  gardens,  potatoes,  and  tobacco 
plants  in  the  eastern  sections  and  to  strawberries,  which  were 
in  full  bloom  in  other  sections. 

Small  grains  withstood  the  cool  weather  fairly  well  and  mam- 
tain  generally  good  condition.     Wheat  was  heading  at  th 
of  the  month  and  rye  and  barley  were  ripening, 
from  rust  and  lodging  was  reported. 

Corn  planting  began  during  the  lirst  week,  but  was  frequently 
interrupted  by  wet  weather,  so  that  at  the  close  of  the  month 
only  about  50  percent  had  been  planted  in  tlie  south,  and  probably 
•20  percent  in  northern  sections.  Some  was  up  to  good  stands, 
but  most  tields  were  weedy  and  badly  in  need  of  cultivation. 

Tobacco  plants  in  beds  remained  small  and  only  a  compara- 
tively few  were    large   enough    for  transplanting    in 
localities  in  the  western  counties.     Considerable  blue  mold  and 
some  wildfire  was  beginning  to  appear  in  l)eds. 

Pastures,  alfalfa,  lespedeza,  and  clover  were  generally  m  good 
condition .  Alfalfa  was  ready  for  first  cutting  as  soon  as  weather 
favorable  for  curing  set  in.  Strawberry  picking  became  general, 
but  much  of  the  fruit  was  rotting  in  the  field.  Gardens  were 
very  late  in  all  sections  and  ranged  from  fair  to  poor.  Potatoes 
were  mostly  ffiir  except  in  the  extreme  northern  counties. 

As  the  month  closed  the  stage  of  development  of  the  various 
crops  was  about  three  weeks  behind  the  seasonal  average,  with 
the  delay  in  corn  planting  especially  serioi 


PRESSURE.  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo 

Cincinnati 
Evansville 
Louisville 


..III. 
.Ohio 
.Ind. 
..Ky. 


Atnio.spherie  press- 
ure (redueed  to 
sea-level.) 


30.39 
30.45 
30.43 
30.44 


COMPARATIVE  DATA  FOR  MAY. 


Temperature. 


J.  F.  J. 


TEMPERATURE. 

The  average  temperature  was  62.3°,  or  3.0°  below  normal. 
Daily  mean  temperatures  ranged  from  5°  to  18°  below  normal 
from  the  2d  to  10th.  During  this  period  low  temperature 
records  for  May  were  broken  at  a  number  of  places,  and  the  23 
recorded  at  Headquarters  on  the  10th  established  a  new  ^Nlay 
low  temperature  record  for  the  entire  State.  From  the  12th  to 
20th  dailv  means  were  from  5°  to  11°  above  the  normals,  and 
from  the'21st  to  31st,  from  5°  to  15°  below.  The  highest  tem- 
perature recorded  during  the  month  was  92°  at  Pikeville  on 
the  23d.  

PRECIPITATION. 

The  average  was  5.G6  inches,  or  1.67  inches  above  normal. 
;Monthly  amounts  ranged  from  over  eight  inches  in  portions  of 
the  central  districts  to  less  than  four  inches  in  the  extreme 
northwestern  counties,  and  to  less  than  tiiree  inches  in  the  ex- 
treme eastern  counties.  There  was  1  nit  one  relatively  dry  period 
during  tho  montli,  from  the  5th  to  the  12th.  A  snow_  flurry 
occurred  in  the  extreme  northern  counties  during  the    night  of 

the  8th.    Precipitation  extremes  for  the  State  were  9.54  inches  at  Leitchtiel.l  and  2.o2 
inches  at  I'ikeville.    The  greatest  24-hour  amount  was  3.1U  inches  at  Scottsx  ille  on  the 


13-19th. 


MISCELLANEOUS. 

Ifi'il-  V  hailstorm  passed  through  portions  of  Oldham  and  Jefferson  Counties  dur- 
ing tlie  early  afternoon  of  Mav  ICth.  Hailstones  were  about  the  size  of  hens'  eggs  and 
remained  on  the  ground  for  several  hours.  Some  damage  was  done  to  windows, 
greenhouses,  trees,  and  automobile  tops.  .  ,      .^        r  c       -i 

iVimlslorm:    A  win<l  and  rain  storm  attaining  a  maxnuum  velocity  of  58  miles  per 


1940 

1941 

1942 

1943 

1944 

1945 

1946 

1947 

Periodt.. 


63.6 
63.9 
62.6 
64.6 
63.2 
64.5 
63.9 
72.2 


70.0 
68.0 
65.0 
68.0 
69.5 


67.9 
63.9 
59.9 
61.2 


65.2 
65.7 
66.3 
61.8 
67.7 
65.4 
67.3 
70.8 
61.6 


4.22 
1.78 
5.49 
5.59 
3.54 
3.16 
5.:34 
3.27 
4.. 52 
4.79 
3.49 
2.C5 
3.55 


2.54 
5.07 
4.34 
4.64 
4.81 
2.46 
4.53 
2.92 
2.16 
6.62 
4.02 
3.43 


Number  of  days 


6.05 
4.08 
2.45  I 
3.87  I 
3.98 
5.04 
2.61    I 

7 '.44     1 
3.55 
7.35 
2,96 


7.40 
1.50 
4.01 
5.73 
1.37 
3.50 
1.20 
3.62 
5.43 
3.62 

5'.50 
5.66 
3.99 


t59-Year  average. 


""V*-vy( 
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CLIMATOLOGICAL  DATA:   KENTUCKY  SPXTION 
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CLIMATOLOGICAL  DATA  FOR  MAY,  1947. 


Counties. 

1 

•s 
3 

3 

Temperature. 

in  degrees  Fahr. 

Precipitation  in  inches.         Number  of  days 

■|.l 
ll 

Observers 

"" 

Stations. 

i 

ii 

11 

t 
1 

a 

1 

1 
3 

i 

1 

E  . 

3  2 
11 

3 

11 

e 
0 

f2 

1 

i! 

ac 

5 

1 

1 

Western  Dirisinn. 

Ohio 

Hopkins... 
Crittenden 
Marshall  . . 
Muhlenberg 

Ohio 

Henderson 
Christian.. 
Ballard  ... 
Gra\'es  .... 
Calloway  . 
Daviess.... 
Daviess.... 
McCracken 
Caldwell  . . 
McLean  . . . 

Logan   

Union 

Breckinridge 
Jefferson  . . 
Warren.... 
Campbell.. 
Edmonson 
Pulaski   ... 

Taylor 

Carroll  .... 

Bullitt  

Boyle. 

Mercer 

Boone 

Franklin  . . . 

Henry   

Boone 

Green 

Jessamine  . . 
Breckinridge 
Garrard  .... 
Grayson   . . . 

Fayette 

Jessamine  . . 

Henry   

Jefferson  . . . 
Jellerson  . . . 
Edmonson  . 

Wayne 

Hart 

Hardin   .... 

Mercer 

Pulaski   .... 

Allen 

Shelby    .... 
Washington 

Monroe 

Anderson... 
Lincoln  .... 

Grant 

Russell 

Butler 

Boyd 

Harlan 

Madison.... 
Madison.... 
Whitley  .... 

Pendleton ' '. 

Rowan  

Fleming  . . . 

Clark   

Greenup  ... 

Perrv  

Nicholas  . . . 

Lee   

Breathitt . . . 
Lawrence  . . 

Mason  

Bell 

Montgomery 
Campbell  .. 
Johnson  . . . 

Pike  

Knott 

Breathitt   .. 

Estill    

Madison.... 

Clay  

Lewis 

Whitley.... 
Lee   

441 

420 
356 
431 
519 
540 
382 
524 
479 
304 
412 
420 
404 
341 
6'29 
384 
590 
357 

380 
700 
536 

410 
705 
777 
480 
474 
955 
770 
888 
504 
490 
506 
581 
544 
646 
1032 
635 
989 
560 
485 
459 
558 
800 
910 
600 
777 

1065 
750 

738 
899 
524 
1215 
943 
610 
504 

534 
1580 
1070 
611 
1178 
684 
600 
668 
870 

540 
869 
800 
663 
776 
584 
524 
1128 
930 
497 

700 
1035 
732 

an 

1000 
571 
525 
939 
046 

40 
58 
19 

9 
31 

9 
33 
51 
22 
35 
22 
51 
19 
65 
49 
30 
39 
19 

20 
49 
65 
22 
30 
62 

43 
11 
38 
24 

'65' 

38 
22 
60 
45 
50 
22 
52 
68 
38 
38 
75 
14 
13 
11 
20 
51 
35 

4 

1 
59 

6 

1 
30 

6 
45 

0 
51 

34 

2 
46 
38 

3 
30 
60 
42 
23 
33 
28 
25 

2 
32 

44 
51 
56 
58 
26 
15 
43 
16 
22 
31 
60 
35 
34 
60 
29 

61.8-  4. 
63.6-  3. 

H 

88 
90 
89 

lot 
15 
15 

32 
32 
39 

9 
9 

9t 

5.9i. 
5.31 

3.6'i 
5.7£ 
6.7C 
6.4S 
4.5C 
7.81 
5.4-. 
5.34 
5.93 
6.0' 

6;2- 

4.15 
5.39 
4.48 
3.60 

5.71 

6;50 
5.70 
4.68 
4.71 
9.32 
6.08 

5  94 
6.4b 
4  90 
4  99 
6.23 
6.38 
5.81 
8.43 
5,64 

6'.  63 
9.54 
4.75 
5.46 
7  37 
5.31 
6.04 

6  23 
5,02 
6  36 
8.36 
5.08 
6.44 
8.33 
6  60 
9.20 
7,60 

5.97 
6.30 
6.02 
5.52 

3.63 
4  44 
4  65 
4.  78 
6.51 
6.77 
6,04 
4.66 
5.66 
4.78 
4.69 

1 

il03 

25 
20-21 
1 
19 
21 
29 
20-21 
25 
29 
19 

15 
15-16 

19 

19 
20  21 
20-21 

29 

13 

24-25 

21 

24-25 

20-21 

19 

16 

24 

25 

20-21 

21 

25 

21 

24-25 

24-25 

16 

20-21 

21 

20 

24-'25 

21 

22 

25 

24-25 

24-25 

21 

10 

19 

25 

22 

14 

18-19 

24-25 

20-21 

16 

21 

16 

1 

2(» 

24-25 

24-25 

21-22 

20-21 

21 

19 

16 

20-21 

20-21 

20-21 

21 

20-21 

22 

21 

9-20 

1 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
T. 
0 
0 
0 
0 
0 
0 

'0 
'0 

0 
0 

I 

0 
0 
0 
0 
0 
0 

0 
0 

0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

12 

11 

12 
12 
12 
12 
12 
13 

9 
11 

7 
12 
17 
10 

9 
15 
10 
11 

14 
13 
12 
16 
15 
11 
12 
15 
13 
13 
10 
16 
13 
14 
14 
12 
13 
12 
11 
14 
12 
11 
15 
10 
13 
14 
8 
13 
16 
13 
13 
14 
15 
13 
11 
13 
12 
14 
13 
13 

14 
12 
11 
9 
14 
14 
15 
13 
13 
14 
15 
11 
10 
13 

19 
16 

3 

8 
13 

I 
9 
7 
7 

sw. 
sw. 

sw. 

E.  G.  Young. 

Brick  South  worth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson,  Sr. 

Frank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers. 

Alton  M.  Harvill. 

Lockmaster. 

Dr.  Samuel  S.  McReynolds. 

Lockmaster. 

Lockmaster. 

C.  E.  Barret. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Alva  McKiuley. 

Lockmaster. 

Bernheim  Foundation. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Lockmaster. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Mrs.  Mell  M.  Lingle. 

Lockmaster. 

Floyd  G.  Robbins. 

Kentucky  Utilities  Co. 

George  D.  Litsey. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Fred  W.  Binnewies. 

E.  0.  Cooper. 

Robert  C.  Smith. 

Sisters  of  Loretto. 

Lockmaster. 

William  H.  Dobbs. 

WillardCockrill. 

Willa  S.  A.  Ratta. 

John  P.  Elder. 

Alice  H.  Hale. 

Lockmaster. 

Frank  Hoek. 

Miss  Nettie  B.  Simpson. 

Frank  S.  Blood  worth. 

Lockmaster. 

Lockmaster. 

C.  C.  Whiteaker. 

D.  H.  Center. 
IjOckmaster. 

U.  S.  Weather  Bureau. 

Marshall  Hill. 

Jessie  Oldham. 

Mrs.  Cora  C.  Stamper 

C.  A.  Glasscock. 

Lockmaster. 

Lockmaster. 

H.  A.  Bailey. 

L.  M.  Gaffin. 

Lockmaster. 

James  T.  Goff. 

Zeb  Heston. 

Lockmaster. 

Hugh  Allen. 

Fred  Cartmill. 

Lockmaster. 

E.  C.  Fraley. 

U.  S.  Weather  Bureau. 

Caney  Run  Com.  Center. 

R.  W.  Jones. 

Lockmaster. 

Eastern  Teachers  College. 

Lockmaster. 

Lockmaster. 

Charles  B.  West. 

Lockmaster. 

+  1.03'  1.21 

Ford's  Ferrv,  Dam  50 

+O.25I  0.80 

1.46 

-2.86    1.10 

1.47 

+0.55    1.01 
+3.74    1.92 

+  1.22   0.98 
+  1.77    1.75 
+  2.19    1.13 

Greenville                     2  m  S. 

62.5  -  2. 

'tiiA'-'h'. 

62. 3i-  4. 
66. 0|-   1/ 
63.4  -  3. 
64.5-  2, 
62.8-   2. 

"8.5' 
87 
90 
87 
91 
87 

15 

"ie" 

15 
151 
15 
17 
15 

34 

"83" 
33 
34 
34 
36 
33 

9t 

"91 
9 
9 
10 
6 
9 

19 
20 
15 
19 
15 
17 
13 
18 

9 

9 
12 
14 
13 
10 

3 

10 

0 
2 
1 

10 

s. 
s. 
s. 

s. 
s. 

s. 

Hartford  (near) 6  m  N. 

Henderson   4  m  S. 

Hopkinsville 2  m  E. 

LKjvelaceville 

Murray  

Oweusboro    1.5  m  W. 

Paducah     

65.6-  2., 

90 
89 

15'- 
17t 

42 
35 

8 

+2.37!  1.98 
+  0.0]l  1 .04 

18 

6 

7 

s. 

+0.9-. 
+0.5: 
-0.4C 

+  1.69 
+  1.59 
+  1.34 
f2.27 
+0.72 
+0.4'- 

+2  "26 

+2;  29 
+1.16 

+2^48 
+  2.98 
+2.80 
+4.20 
+  1.99 
+3.54 
+  2.29 
+  5,47 
+  0.94 
+  1.64 
4-3.  66 
+  1.59 
+2.  3-z 
+  2.70 
+1.73 
+  2.88 
H.27 
+  1.40 
+2.24 

+2!6i 

+2:27 
+2;58 

-0.37 

+  6.(56 
+  1.07 

+3 '66 
+2  3S 
rO.55 
+  1.50 
+  1.25 
+  1.12 

-':.':' 

+  0  89 

0.92 
1.39 
0.81 

1.30 
1.40 
1.39 

l'.22 
0.97 
3.06 
1.40 
1.34 
1.35 
1.47 
1.15 
1.24 
1.08 

ill 
1.58 
1.91 
1  45 
2.  65 
1  49 
1.70 
l.'2:j 
1.85 
1.57 
1.54 
1.15 
1.30 
2.15 
1.57 
1.44 
3.16 
1.67 

2^18 
1.40 
1.46 
1.00 
1.06 
1.37 

0.90 
l.,39 

1.95 
1.70 
1.36 
1.35 
1.13 

1.06 
0.65 
1. 10 
I..39 

63.8  -  2.C 

90 

15 

33 

9 

14 

4 

13 

s. 

Central  Division. 
Addison,  Dam  45  . 

60.5 
61.' 

-   6'. 

87 

15 
15 1 

29 
35 

9 
9t 

17 
9 

3 

8 

14 

sw. 

Breut 

Campbellsville            .   .. 

61.' 

86 

15 

31 

9t 

19 

'« 

6 

s. 

60.8 
62.  ■- 
63.8 
59.8 
61.8 

-'2.-2 
-  1.9 

-■3:3 

87 
86 
87 
84 

87 

16 
15 
15 
15 
15 

28 
32 
31 
30 
30 

11 
9t 
9t 
8t 

10 

'19  T'n' 

12 
13 

5 

sw. 

s. 

5. 

w. 

Danville                       . .     . 

16 

8 

6 

1^ 
13 

Erlanger  (Grt.  Cin.  Airport) 
Frankfort,  Lock  4 

Grant,  Dam  38 

Greensburg         ... 

63.4 

-  l.b 

89 

15 

32 

10 

19 

2 

10 

61.4 

-  4.4 

86 

15 

32 

9 

18 

6 

7 

w. 

Lancaster 

Leitchfield 

62.2 
60.3 

-  4^0 

87 
83 

15 
15t 

34 
32 

9t 

13 
10 

5 

8 

13 
13 

"7." 

Little  Hickman,  Lock   8.... 

Louisville     

62 '4 
61.8 

-  3.4 

-  2.7 
-28 

87 
87 

15 
15 
14 

36 
33 
29 

9 
9 

Do  Bowman  Fld,5.5mSE. 
Mammoth  Cave 

10 
14 
12 

6 

15 
10 

s. 

Munfordville 

St.  .lohu  3  m  SW 

Salvisa,  Ujck  6 

62.8 

-  1.6 

86 

is 

33 

8 

6 

18 

7 

s. 

Science  Hill. 

61.6 
62.8 
60.9 

-  2.4 

-'sis 

85 
85 

15 
15t 
15 

31 
35 

9 
9* 
10 

16 
6 
11 

8 
16 
0 

7 
9 
14 

s. 
sw. 

Scottsville 

Shelbvville 2.5m  W. 

Tompkinsville  

Tyrone,  Lock  5 

Waynesburg 

62.2 

-  2.1 

86 

15 

30 

9 

19 

0 

11 

w. 

Wolf  Creek  Dam 

Woodbury,  Lock  4: 

KnxteniDifi»i(„i. 

Ashland   2.5  ra  SE 

Benham     . 

62.8 
61.8 
&1.0 

-  2.2 

88 
87 

28 
12t 
15 

29 
32 

16 
9 
9 

12 
12 
17 

I 

11 
14 
10 

s\v. 

College  Hill,  Lock  11 

Corbin 

62.0 

85 

15* 

31 

9 

13 

2 

16 

s. 

Falmouth 

Farmers     . 

61.8 

-  1.9 

88 

16 1 

26 

9 

13 

10 

8 

w. 

Fleraingsburg   

Ford,  Lock  10 

Greenup,  Dam  30 

59:2 
62.2 

^•2:3 

"si" 

'ist' 

15 

'23" 
30 

'io" 
lot 

5.42 
4.95 

12 

"3 

4 

15 

s. 
sw. 

Heidelberg,  Lock   14 

Jackson    .   

Louisa 





Maysville,  Dam  33.. 3  m  E. 
Middlesboro 

62.0 
63.6 
63.2 

-  2.4 

-  0.7 

-  1.1 

88 
89 

15 
15 
27 

28 
28 
31 

10 
9 
8 

5.63 
4.02 
5.51 
5.83 
4.07 
2.  .52 
2.59 
4., 55 

+  1.85 
-0.0:1 
+  1.38 
■f2.46 

+  0^331 
-0.07, 
+  1.62| 
+  1.12 
+  2.93I 
-0.16 
+  1.47 

+1.67 

1.60 
1.3(1 
1  .50 
1.16 
1.00 
0.52 

0  75 

1  70 
0  86 
1.28 
1.69 
1.23 

l'.84 

3.16 

13 
20-21 
18 
21  i 

1 
19 
23 

21 

22 

3-14 

8-19 

0 

0. 
0 
0 
0 
0 

0 
0 

0 
T. 

15 

18 

14 
0 

6 

sw. 

IH 

Paintsville 

12 
12 

9 
12 
13 
13 
15 
11 
10 

12 

Pikeville 

63.9 
57.1 
61.4 

-  3.2 

-  8.? 

-  3.7 

92 
83 
86 

2;) 
29 
15t 

31 
31 

28 

lof 

4 
10 

13 

1 

17 

se. 

Pippapass   

Quicksand  

Richmond 

Vallev  View,  Lock  9 

62.4 

-3.3 

85 

15 1 

30 

» 

5.31 

17 

7 

7 

sw. 

Vanceburg,  Dam  32 

6.60 
4.07 
5.08 

5.60 

61.6 

-  4.3 

87 

28 

26 

9t 

13 

13 

5 

Willow,  Lock  13 

State  averages  and  extremes 

..,| 

-  3.0 

92 

■a 

23 

10 

» 

« 

9 

s. 

All  temperature  data  are  taken  from  self-registering  thermometers. 

The  departures  from  normal  temperatures  and  precipitation  are  computed  only  for  stations  that  have  ten  or  more  years  of  record,  but  all  complete  reports  are 
used  in  determining  section  or  division  means.  iRumsey,  Brownsville  and  Woodbury  are  Locks  on  the  Green  River;  other  Locks  are  on  the  Kentucky  River, 

Reference  letters.  •,  ^,  ',  appearing  in  the  table  indicate  number  of  davs  missing;  for  e.xample,  b  represents  two  davs,  etc. 
tAlso  on  other  dates.        tt Received  too  late  to  be  included  in  means  and  sumnnarics.         T.  Precipitation  is  less  than  0.01  inch  rain  or  molted  snow. 


lAY,  1947 


('i,iM.\r()i,()(;ir.\L  data:  Ki'iN'rrcKV  si-icnoN 


l!i 


HVs<<t;i  Dirhion. 

Hoavwr  Dnaii 

KivrlluBtou' • 

Km-ils  Forrv.  Dam  60'' 

LillbortsvlUe* 

Greouvlllo 

Hartfonl 

Hi-mliTson 

lUipUinsvillo' 

lA-vcl;u'.'vme 


Kuinvv.  Lock  No.   2". 

KussoU'ville*    ..■ 

I'uiuutown,  Dam  49'.. 


Cenlrnl  Vivinioii. 

AcWison.  Dam  45* 

Anohorago 

HowlinK  Green** -  — 

Bowline  Green.  No.  2».... 

Hreut.  Dam  36» 

Brownsville,  Lock  6" 

Burusiiie' 

Ciinipbellsville 

CanoUton,  Lock  1* 

C'ltTlUOUt 

Diiuville' 

Dix  Diim.  Burein* 

KrUiuger 

Frankfort.  Lock  4' 

Gest,  Lock  3"... 

Grant,  Dam  38' 

Greensburg*   

High  Bridge.  Look  T'  .... 

Irvington 

Lancaster'^ 

Leitchtiolil" 

Lcxiugtduf  ....••••■■■■■• 

Little  Hickman.  Lock    S't 

Lockport,  Xx)ck  'S' 

Louisville,  't 

Do.  Bowman  Field  't.. 

Mammoth  Cave' 

Monticello'   

Munfordville' 

.St-  John- 

Salvisa,  Ix)ck  6't 

Science  Hill 

Scottsville 


Williamstown  -.. 
Wolf  Creek  Dam . 
Woodbury,  Lock 


Enslern  Dirhion. 

Ashland' 

Benham  ' 

Berea  

College  Hill,  Lock  11'    ... 

Corbin"* 

Cynthiana,'    

Falmouth'- 

Farmers' 

Flemingsburg'    

Ford,  Lock  10" 

Greenup, Dam  30' 

Hazard'    

Headauarters'- 

Heidelberg,  Lock  14' 

Jackson' 

Louisa'    

Maysville,  Dam  33' 

Middlesboro 

Mount  Sterling 

Oueonta  Dam  35' 

Paintsville'  

Pikeville" 

Pippapass 

Quicksand' 

Ravenna,  Lock  12' 

Richmond '  

Valley  View,  Lock  9'.   ... 

Vanceburg.  Dam  32' 

Williamsburg' 

Willow.  Lock  13' 


3ther\> 


DAILY  PRECIPITATION  OF  MAY.  1947^ 

Day  of  month 


.50 
.48 

:::: 

■;( 

.... 

.n 

.4/ 

.07 

r,- 

W. 

m 

e,8 

.03 

T. 

.37 

.2f 

.191   .09 

5.31 
4.96 
6.60 


ated  observations  are  generally  made  late    n  the  afternoon,  near  sunset   and  Precipita  ion  recorded  ^  for  24^^^^^^      """^'"^recipifation 

rder  Weather  Bureau  station;  precipitation  is  for  the  24-hour  period,  midnight  to  midnight  unless  otherwise  inaitau  a.  ^ 

imount  then  recorded  is  for  the  preceding  24  hours.  tPrecipitation  measured  ^^■V^jec"'^'^"|-|^||burg   Kv     Lock  6,  Versailles,  Ky.; 

r.  Trace  of  precipitation.Jess  than„0.01  inch.  ^^  tPost  office  ^/^^ress^f  J^J^J^-, ^o^^.^'^^^^^^  ^  indicated  as  follows:  (B) 


Except   as 
observation.  'Fii>t 

measured  in  the  moruiug 

lowing  measurement.  ..  .. ^ ^ ,., 

Lock  8,  Nicholasville    Ky.:  Lock  10,  Red  House,  Ky  j_  OneontaCahfornia,  Kv 


Big  Sandy,  (L)  Lickingf  (K)  Kentuckv:  (S)  Salt,;  (G)  Green;  (C)  Cumberland;  (T)  Tennessee:  (O)  Ohio;  (M)  Mi.ssissippi. 
"'Virport  Station.    Data  for  24  hoiirs  ending  at  12.:W  a.  m.  90th  meridian  time  adjusted  to  day  they  occur. 


CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION. 


May,   194^ 


DAILY  TEMPERATURES  FOR  MAY,  1947. 

Stations. 

^ 

2 

h 

4 

5 

h 

7 

8 

9     10  1  11 

12 

13 

14 

15 

16 

" 

l!! 

19 

20 

21 

h 

23 

24 

26 

26 

27 

28 

29 

30 

31 

Mean 

Anchoraee  .... 

S  Maximum... 

6'i 

5. 

7f 

6C 

« 

551    60 

59     65     67     79!    7 

h 

~^ 

86     85 

81 

T2I    70^8 

65      8- 

~ 

61 

75      8'. 

85      74I     fi6l     74 

71.6 

(Minimum.... 

59 

4 

40 

4" 

3S 

3- 

44 

34 

29     311    3L 

53i     61 

1    51 

5 

62      6: 

6- 

61 

5S 

54 

44      4t 

6)1     54 

46      50 

60     4' 

5( 

4 

48.9 

A.'ihland   

)  Maximum  . . . 

8 

7 

oi 

74 

71 

6g 

6. 

56 

58     63!     7t 

8. 

78t     78 

81 

87      84 

80 

81 

8 

79 

76     80 

8 

80     83 

88      82I     61 

7. 

76^2 

(Minimum.... 

M 

5t 

4- 

4!J 

4t 

40 

4' 

32 

31      29      3 

40 

40 

58 

5: 

58      6 

61 

6;. 

57 

50     6C 

66]    6; 

60     54 

59     6l! 

4; 

4; 

Beaver  Dam  . . 

)  Maximum  . . . 

73 

5^ 

64 

76 

71 

71 

6£ 

63 

60      66     81 

83 

8t 

84 

8fc 

88      8£ 

8." 

79 

78 

i     68 

76     83 

80      7( 

78,'     8. 

85     78 

68 

71 

75.6 

(Minimum.... 

5-2 

44 

43 

40 

43 

39 

40 

35 

32     33      34 

40 

59 

56 

52 

62     6; 

63 

61 

5fc 

50 

42i     48 

.59      54 

44 

52 

54     44 

35 

4 

48  0 

BenhamIS 

(Maximum... 

78 

61 

63 

74 

6- 

72 

58 

55 

60     68     75 

88 

7- 

83 

85 

85      8: 

8; 

»■ 

70 

70 

88 

83      84 

7t 

8' 

85     73 

69 

78 

75^8 

(  Minimum .... 

5" 

4t 

44 

41 

44 

Hi 

43 

32 

8      29     31 

38 

54 

53 

4' 

54      59 

64 

1     58 

OiC 

61 

4. 

48 

52      61 

50 

4b 

50     54 

45 

47.7 

Berea 

5  Maximum  . . . 

7a 

7: 

61 

76 

73 

6- 

65 

61 

57      66i     79 

82 

82 

81 

87 

86      8.=i 

85 

,    8: 

80 

77 

81 

85      79 

7" 

8b 

81 

60 

80 

8' 

76.7 

(Minimum.... 

60 

4t 

46 

43 

43 

4C 

48 

33 

32     34 

40 

5: 

65 

59 

63 

63      62 

67 

63 

6: 

55 

4f 

51 

62      61 

4S 

6' 

51 

38 

4 

55 

51.4 

BowHdk  Green' 

I  Maximum  . . . 
(Minimum.... 

71 
50 

60 

44 

61 
4b 

75 
43 

68 
4b 

68 
42 

61 

63 
37 

61      6t 
35      3." 

48 

7; 
65 

85 
58 

86 
.55 

80,      85 
64!     63 

8- 

61 

79I     67 
OiOJ     48 

7.- 
44 

82 
50 

81      67 

0,2|     48 

75 
44 

80 
53 

85 
50 

75 

40 

68 
40 

76 
43 

74^2 
19  2 

Campbellsville 

1  Minimum 

71 
5- 

61 
4t 

55 
45 

75 
4t 

68 
42 

40 

64 
49 

61 
39 

69      60 
31 1     31 

1! 

82 
40 

77 
64 

81 
57 

Sb 
52 

82|     8- 
63 1     60 

8: 
61 

7b 
()8 

71 

73 
54 

68 
44 

80 
4f 

82      68 
49      51 

I 

81 
52 

84      75 
56     4! 

67 

38 

73 
42 

74  .'O 
49.4 

Clennont 

\  Maximum  ... 

70 

62 

57 

74 

71 

68 

60 

( 

0     5" 

1     M 

79 

82 

79 

80 

87i     84 

84 

83 

71 

76 

74 

831     70 

77 

81 

61 

75 

74  0 

'  .Miiiinunii.... 

5; 

5-. 

47 

4b 

4( 

39 

31 

47 

2      29 

28 

30 

40 

67 

52 

51 

63 

62 

61 

63 

54 

40 

45 

58 

43 

53 

53     41 

33 

37 

47^5 

Corbin'  

S  Maximum... 

75 

64 

55 

77 

70 

72 

6L 

64 

.!      61 

80 

82 

76 

83 

85 

78 

84 

85 

7( 

81 

71 

75 

84 

8: 

73 

78 

83 

84      78 

68 

75 

75,2 

(Miuiiiumi.... 

51 

4" 

45 

48 

46 

4( 

38 

33 

31 1     34 

33 

42 

58 

56 

50 

63 

63 

64 

61 

62 

50 

47 

49 

68 

55 

51 

49 

65     48 

42 

40 

48  7 

Danville 

S  Maximum... 

72 

61 

57 

75 

69 

61 

65 

60 

58      60 

78 

82 

79 

81 

81 

83 

7t 

78 

74 

82 

82 

68 

75 

80 

84     81 

63 

72 

73^9 

/  .Miniiiuiiii.... 

57 

4h 

44 

47 

45 

40 

47 

33 

; 

2     32 

3b 

50 

61 

58 

.54 

63 

62 

()7 

63 

62 

54 

i' 

52 

64 

59 

49 

55 

59     41 

40 

44 

50.6 

Di.x   Dain 

\  Ma.ximuiii  ... 

6S 

()4 

62 

76 

71 

68 

67 

60 

58]     6.^ 

71 

83 

82 

82 

87 

85 

85 

86 

80 

81 

81 

74 

83 

86 

70 

77 

86     8b 

6b 

74 

75.9 

1  Minimum.... 

5fa 

50 

47 

49 

47 

4; 

50 

34 

:, 

1|     3- 

40 

40 

57 

58 

54 

62 

63 

66 

65 

66 

66 

48 

52 

63 

65 

52 

5b 

57     5„ 

4( 

41 

51.8 

Earlingrton 

j  Maximum... 
(  Minimum.... 

7-1 
6C 

6( 
50 

47 

81 
47 

74 
41 

4_ 

''^ 

''-' 

''  ;;■ 

82 
34 

84 
49 

83 
62 

89 

90 
57 

fr! 

84 
67 

87 
62 

77 
63 

77 
6C 

70 
52 

79 
44 

50 

7( 
62 

71 
55 

8(!     83 
45!     54 

86      71 
55;     60 

70 

78 
44 

76.9 
50.3 

Erlanger ' 

S  Maximum  . . . 

69 

6t 

5( 

71 

57 

0,7 

1  0,: 

75 

79 

77 

71 

84 

81 

79 

79 

74 

7( 

66 

73 

80 

81 

74 

78 

82 

74 

62 

71 

7o!5 

(  Minimum.... 

51 

47 

46 

49 

43 

4' 

:,i 

1  3^ 

41 

52 

61 

56 

54 

62 

63 

6.S 

62 

58 

50 

47 

62 

62 

.50 

48 

53 

61 

39 

38 

44 

49.0 

Farmers  

!  Maximum  . . . 

76 

74 

60 

75 

73 

67 

Gi 

6f> 

' 

7      64 

79 

85 

84 

80 

87 

88 

83 

82 

81 

7( 

86 

85 

80 

79 

86 

88 

6b 

75 

77.1 

(  Minimum.... 

51 

4i 

45 

42 

39 

35 

46 

32 

2 

u      27 

28 

36 

49 

52 

49 

56 

61 

67 

60 

63 

54 

45 

45 

55 

61 

45 

51 

O' 

51 

38 

31 

46.5 

Ford's  Ferry  ... 

)  Maximum  . . . 

75 

61 

69 

7b 

75 

79 

72 

61 

5 

9      65 

8( 

85 

88 

84 

80 

88 

83 

83 

71 

69 

75 

75 

69 

70 

81 

87 

78 

80 

76.6 

(Minimum.... 

50 

41 

48 

51 

49 

47 

48 

42 

< 

9      39 

43 

54 

64 

.58 

59 

66 

66 

66 

64 

62 

52 

50 

55 

54 

57 

51 

59 

62 

47 

4a 

50 

53.2 

Frankfort 

\  Maximum  ... 

72 

62 

57 

73 

69 

6( 

63 

5.'^ 

5 

■A      64 

77 

79 

77 

80 

87 

84 

81 

S3 

79 

70 

72 

82 

84 

77 

82 

84 

80 

76 

74!l 

(  Minimum.... 

64 

6t 

4t 

5( 

4.; 

41 

48 

34 

3 

2      30 

32 

42 

61 

56 

61 

62 

62 

66 

63 

58 

55 

47 

60 

58 

.59 

49 

57 

55 

51 

41 

49.6 

Greeusburg 

J  Maximum... 

'■ 

6.S 

5< 

77 

72 

67 

61 

6 

i      67 

80 

84 

79 

84 

89 

84 

83 

85 

78 

78 

74 

73 

83 

81 

71 

76 

83 

85 

82 

66 

74 

75.5 

»  Minimum.... 

dS 

48 

4t 

47 

45 

43 

.')! 

40 

3 

3      32 

34 

45 

61 

60 

53 

64 

61 

6t 

64 

60 

55 

47 

50 

60 

50 

60 

55 

50 

41 

43 

51.3 

Greenville 

i  Maximum  . . . 

74 

51 

65 

77 

74 

71 

0,1 

62 

5 

9      6b 

78 

82 

82 

84 

88 

85 

83 

84 

70 

78 

81 

80 

78 

80 

84 

77 

76 

75.3 

'Minimum.... 

53 

49 

45 

47 

4( 

41 

4> 

3."i 

3 

1      34 

35 

52 

61 

58 

55 

63 

63 

64 

62 

58 

51 

4-1 

49 

60 

55 

44 

53 

54 

48 

36 

43 

49.7 

Headquarters  . . 

S  Maximum  . . . 

7i 

74 

59 

7;i 

0,S 

0,,') 

0,1 

57 

7      6l 

76 

79 

77 

79 

84 

82 

81 

88 

81 

80 

70 

74 

80 

84 

69 

74 

80 

83 

80 

65 

72 

73.5 

(  Minimum 

47 

46 

44 

38 

3L 

4:' 

20 

2 

7      23 

27 

30 

52 

47 

47 

59 

60 

65 

,59 

.59 

52 

39 

42 

51 

56 

41 

52 

51 

49 

50 

36 

44.9 

Heidelberg 

1  Ma.ximum  . . . 

7-1 

72 

67 

75 

73 

0-1 

0]5 

.59 

5 

1     60 

80 

84 

81 

81 

88 

77 

84 

85 

80 

81 

73 

75 

85 

84 

74 

78 

84 

87 

83 

67 

76.4 

'  Minimum.... 

54 

51 

48 

45 

42 

39 

48 

31 

1      3( 

30 

39 

49 

55 

49 

61 

62 

63 

61 

60 

67 

48 

47 

54 

51 

61 

50 

55 

51 

41 

39 

48  1 

Henderson 

j  Maximum... 

72 

53 

67 

72 

67 

68 

64 

63 

5 

8      56 

73 

79 

80 

80 

84 

85 

81 

79 

75 

76 

65 

73 

78 

73 

69 

75 

74 

74 

72.0 

••••  (Minimum.... 

5n 

47 

47 

49 

45 

43 

45 

39 

3 

i     33 

38 

53 

61 

57 

67 

63 

06 

64 

63 

61 

51 

4( 

51 

63 

53 

48 

68 

58 

47 

37 

47 

60  8 

Hopkinsville  .  . 

j  Maximum  ... 

71 

62 

70 

77 

68 

70 

61 

62 

5 

9      7C 

78 

80 

82 

83 

87 

85 

82 

83 

73 

75 

66 

73 

80 

74 

68 

70 

83 

71 

72 

73 

73^8 

■■■•  (  Minimum.... 

57 

45 

45 

45 

50 

48 

49 

35 

3 

?      38 

42 

45 

45 

55 

60 

63 

63 

62 

60 

.59 

51 

45 

58 

60 

66 

45 

68 

57 

58 

39 

50 

60.8 

Irvington 

)  Maximum  . . . 

71 

60 

58 

74 

69 

69 

62 

64 

5 

9      59 

79 

82 

81 

82 

86 

82 

82 

83 

74 

68 

74 

76 

80 

76 

66 

73 

73.7 

•■••  '  Minimum.... 

55 

48 

44 

48 

42 

40 

47 

34 

3 

1      33 

34 

51 

59 

54 

52 

62 

64 

62 

58 

52 

43 

48 

60!     .54 

4( 

55 

57 

46 

35 

41 

49.0 

Leitchtield 

(  Maximum  . . . 

72 

63 

57 

76 

69 

71 

64 

60 

6 

1      67 

78 

82 

81 

83 

87 

85 

84 

84 

76 

79 

75 

80 

6-8 

78 

81 

76 

68 

74.7 

■•■■  (  Minimum.... 

Oo 

47 

44 

47 

44 

40 

47 

35 

3 

4      34 

38 

48 

60 

58 

58 

63 

63 

65 

61 

58 

53 

44 

48 

61 

55 

46 

54 

55 

48 

38 

43 

49.7 

1      j      ,      1 

___  ;  Maximum... 

70 
51 

62 
40 

57 
45 

li 

64 
44 

66 
40 

56 
39 

54 
32 

5 
3 

5      60 
2      32 

75 
40 

80 
48 

73 
58 

76 
56 

83 
55 

80 
62 

82 
62 

82 
65 

74 
63 

77 
61 

67 

48 

70 
47 

80 
53 

81 
64 

51 

74 
47 

80 
58 

83 
58 

74 
42 

64 
38 

71 
44 

71.3 

49.3 

Louisville  ' 

(Maximum... 

71 

.51) 

57 

74 

65 

67 

59 

57 

6 

5      64 

79 

82 

82 

80 

82 

82 

83 

70 

75 

67 

74 

82 

81 

68 

78 

81 

84 

68 

74 

73.0 

•■••  /  Minimum.... 

52 

47 

46 

51 

50 

45 

45 

41 

3 

6      41 

44 

56 

62 

59 

60 

67 

64 

67 

64 

62 

54 

50 

66 

64 

66 

53 

61 

64 

46 

44 

49 

53.4 

Do.  Bowman  Fiplfl'  )  Jlaximum  . . . 

71 

61 

57 

74 

67 

67 

59 

57 

5 

7      65 

80 

82 

81 

81 

87 

85 

82 

83 

77 

67 

75 

82 

8.3 

68 

78 

82 

85 

77 

67 

75 

73.7 

~       (Minimum.... 

52 

47 

47 

50 

47 

41 

44 

40 

3 

\     35 

37 

54 

62 

57 

56 

65 

0,5 

67 

62 

0.0 

51 

46 

62 

M 

52 

50 

60 

60 

44 

40 

46 

61.1 

Lovelaceville. . . 

)  Maximum  . . . 

76 

55 

72 

84 

81 

74 

74 

67 

6 

7      67 

85 

88 

88 

87 

90 

90 

87 

87 

,84 

78 

81 

81 

72 

84 

87 

88 

81 

74 

86 

80.3 

■•••  'Minimum.... 

55 

48 

48 

48 

47 

40, 

49 

37 

3 

4      39 

41 

49 

62 

60 

63 

64 

67 

68 

63 

58 

51 

46 

0.3 

64 

46 

54 

67 

47 

39 

45 

51  6 

Mammoth  Cave 

(  Maximum  . . . 

72 

67 

63 

76 

68 

72 

60 

0,0 

7 

2      60 

79 

84 

80 

89 

88 

86 

85 

85 

76 

79 

(i5 

74 

82!     74 

77 

80 

8fa 

75 

67 

74 

75.6 

•■•■  )  Minimum,... 

58 

45 

43 

43 

41 

37 

49 

32 

2 

)      29 

34 

46 

65 

57 

48 

62 

62 

65 

60 

57 

64 

39 

44 

,56 

61 

40 

48 

62 

60 

33 

37 

47.9 

Mayfield 

(  Maximum  . . . 

75 

63 

71 

8C 

74 

72 

70) 

0,5 

(, 

>      66 

79 

82 

84 

83 

87 

86 

83 

78 

78 

70 

811 

78 

71 

76 

78 

84 

82 

70 

77 

76.2 

■•••  1  Minimum.... 

54 

46 

45 

50 

46 

46 

47 

37 

3 

1      34 

39 

51 

59 

62 

61 

62 

65 

64 

60 

,50. 

49 

47 

5.3 

60 

5! 

47 

53 

57 

44 

38 

46 

50.5 

Maysville 

(  Maximum  . . . 

75 

69 

62 

75 

71 

7li 

0.3 

51 

5 

6      66 

79 

83 

76 

78 

88 

87 

84 

83 

81 

79 

70 

76 

86 

83 

87 

86 

64 

74 

75.3 

'  Minimum 

53 

49 

40. 

4:- 

43 

37 

46 

31 

2 

1      28 

31 

40 

65 

55 

61 

61 

67 

60 

61 

55 

45 

47 

58 

59 

46 

59 

56 

51 

38 

40 

48,6 

Middlesboro 

1  Maximum  . . . 

74 

68 

50, 

7fs 

7i 

7,i 

611 

0,4 

i      73 

81 

81 

76 

86 

88 

86 

80 

87 

83 

81 

72 

79 

86 

84 

79 

84 

87 

80 

71 

78 

77,8 

■•••  i  Minimum.... 

60 

47 

47 

40. 

41. 

38 

47 

31 

S      30 

31 

38 

62 

69 

49 

66 

64 

66 

60 

0.4 

60 

45 

48 

54 

63 

54 

49 

50 

62 

47 

39 

49,3 

Mount  Sterling. 

(  Maximum  . . . 

71 

60 

70, 

71 

60, 

0,4 

60 

59 

S      83 

82 

83 

79 

87 

82 

87 

85 

78 

81 

77 

77 

85 

86 

72 

77 

.84 

89 

80, 

66 

75 

84 

76.7 

■•••  '  Minimum.... 

4K 

45 

45 

42 

40 

45 

34 

31 

3 

2      32 

41 

60 

55 

56 

61 

63 

60 

(;■) 

63 

6! 

44 

50 

57 

48 

63 

65 

49 

39 

41 

50 

49.7 

Murray 

(Maximum... 

Nl 

(it; 

71 

7(1 

0>4 

60 

68 

68 

6 

4      65 

83 

84 

86 

87 

90 

87 

91 

86 

78 

80 

77 

711 

86 

75 

69 

80 

84 

88 

77 

70 

80 

77.2 

•■•■  (  .Minimum.... 

58 

4K 

4s 

48 

38 

30, 

38 

40 

3 

»     37 

40 

72 

64 

65 

64 

65 

65 

0,11 

(i4 

60 

53 

48 

.63 

,5:! 

48 

48 

55 

65 

41 

40 

45 

61.8 

Owensboro 

)  Maximum  . . . 

70 

5S 

65 

74 

67 

7o 

62 

64 

6 

4      70 

80 

84 

83 

80 

87 

86 

8:' 

83 

77 

80 

80 

83 

82 

71 

78 

86 

78 

76 

77 

76.0 

■■■■  1  Minimum.... 

5S 

47 

45 

47 

45 

42 

44 

37 

3 

1      35 

39 

50 

60 

66 

55 

0,1 

64 

63 

62 

.59 

.51 

46 

50 

62 

48 

46 

55 

65 

45 

37 

43 

49,7 

PadurahSS 

(  .Maximum  ... 

72 

62 

74 

82 

72 

72 

65 

68 

6 

3     70 

82 

84 

87 

90 

90 

84 

84 

80 

75 

74 

80 

83 

76 

80 

82 

86 

62 

80 

77,1 

•■•■  (  Minimum.... 

62 

52 

50 

50 

50 

•50 

50 

42 

4 

-'     42 

45 

50 

60 

62 

66 

0,8 

0.4 

60 

62 

50 

54 

58 

55 

50 

56 

68 

52 

48 

48 

54.0 

Pikeville' 

(  Maximum  . . . 

81 

69 

60 

75 

71 

73 

63 

62 

6 

5     71 

84 

89 

84 

86 

89 

85 

91 

90 

82 

80 

78 

80 

92 

83 

79 

83 

90 

91 

82 

71 

80 

79.3 

••••  '  Minimum.... 

63 

46 

46 

44 

44 

42 

37 

33 

3 

2      31 

31 

40 

47 

54 

50 

55 

62 

(52 

61 

61 

55 

,52 

52 

67 

57 

53 

52 

57 

52 

44 

42 

Princeton 

(  Maximum  . . . 

71 

63 

67 

69 

70 

72 

78 

68 

5 

"      68 

78 

(» 

82 

84 

86 

85 

811 

89 

78 

77 

80 

73 

70 

76 

82 

68 

75!o 

•■•■  /  .Minimum.... 

54 

47 

47 

49 

43 

44 

49 

35 

1      47 

38 

49 

53 

58 

58 

66 

66 

67 

63 

,58 

52 

46 

50 

63 

66 

45 

54 

55 

48 

38 

45 

50.9 

Quicksand 

j  Maximum... 

76 

76 

68 

75 

68 

70 

66 

59 

6 

0,8 

81 

83 

84 

81 

86 

76 

85 

85 

80 

81 

75 

77 

86 

85 

77 

77 

86 

85 

79 

68 

77 

76.5 

1  Minimum 

.52 

45 

45 

43 

41 

40 

38 

29 

3 

1      28 

29 

42 

43 

51 

47 

54 

60 

58 

,58 

54 

49 

46 

53 

60 

48 

49 

63 

51 

42 

38 

46.3 

Richmond 

)  Maximum  ... 

71 

65 

66 

74 

64 

65 

62 

.5.5 

5 

5      67 

76 

81 

76 

79 

86 

80 

84 

83 

78 

79 

71 

72 

83 

7U 

75 

81 

85 

83 

64 

73 

73.7 

(  Minimum 

59 

49 

45 

45 

43 

39 

49 

30 

3 

i     3.3 

35 

48 

58 

67 

62 

62 

60 

66 

65 

63 

0,5 

43 

4,5 

66 

48 

60 

57 

67 

39 

40 

51.0 

Russell  ville  i;§. . 

)  Maximum... 

80 

73 

63 

66 

81 

75 

73 

63 

6 

)      0i4 

70 

80 

85 

82 

87 

90 

87 

87 

75 

69 

78 

87 

80 

67 

80 

83 

87 

72 

72 

77.1 

■•■■  1  .Minimum.... 

59 

47 

45 

48 

46 

43 

44 

35 

3 

i      35 

42 

50 

55 

62 

64 

60 

65 

65 

62 

57 

53 

4-1 

47 

54 

61 

44 

47 

55 

68 

43 

50.4 

St.  John 

(  Maximum  . .. 

73 

80 

56 

74 

71 

69 

68 

60 

5 

7      64 

79 

80 

80 

81 

86 

85 

83 

S3 

81 

78 

75 

80 

81 

7' 

77 

80 

84 

81 

66 

74 

76,3 

••••  '  Minimum.... 

55 

48 

45 

47 

46 

41 

50 

33 

3 

i      34 

38 

44 

61 

56 

52 

63 

62 

66 

64 

69 

55 

4:1 

48 

.59 

57 

47 

.53 

55 

63 

37 

43 

50.3 

Science  Hill.... 

i  Maximum... 

71 

62 

.55 

75 

74 

69 

66 

58 

5 

'      67 

79 

81 

76 

80 

88 

78 

83 

81 

71 

79 

67 

84 

611 

84 

81 

66 

75 

74.1 

••■■  '  Minimum.... 

.55 

47 

45 

45 

41 

39 

48 

32 

35 

35 

42 

60 

57 

50 

62 

63 

65 

61 

61 

54 

45 

44 

60 

59 

47 

.50 

55 

49 

40 

39 

49,1 

Scottsville 

)  Maximum  ... 

73 

7U 

72 

71 

77 

78 

78 

69 

6 

4      75 

79 

80 

80 

81 

85 

85 

84 

84 

74 

79 

70 

71 

70 

77 

81 

80 

83 

85 

67 

70 

76,5 

•■■•  1  Minimum.... 

.59 

50 

47 

46 

44 

43 

38 

36 

3 

)     35 

87 

42 

65 

60 

56 

64 

66 

60 

59 

58 

45 

47 

49 

46 

45 

47 

48 

50 

40 

44 

49.1 

Shelby  ville 

(  .Maximum  . . . 

69 

61 

58 

74 

65 

69 

62 

58 

5 

-      62 

78 

81 

78 

78 

85 

84 

80 

82 

78 

77 

74 

74 

81 

80 

69 

76 

81 

83 

80 

65 

74 

73.3 

•■■•  (  Minimum.... 

54 

46 

45 

47 

42 

38 

45 

32 

3 

)     28 

35 

45 

60 

53 

53 

62 

61 

66 

62 

57 

63 

44 

48 

69 

57 

44 

55 

56 

48 

40 

40 

48.5 

Williamsburg  . . 

1  .Maximum  ... 

7« 

65 

55 

79 

75 

71 

69 

62 

6 

70 

80 

82 

79 

83 

85 

85 

85 

85 

82 

80 

72;     77 

86 

82 

77 

84 

87 

82 

60 

79 

76.6 

•■••  '  .Minimum.... 

55 

47 

44 

43 

42 

37 

42 

32 

2 

>     26 

30 

31) 

50 

59 

39 

59 

62 

65 

51 

50 

5.1     49 

49 

,50 

55 

54 

47 

62 

54 

41 

37 

46.5 

WllHamstown 

(  Maximum  ... 

70, 

71 

Gl 

71 

71 

68 

65 

55 

5 

I     60 

73 

84 

80 

76 

86 

84 

80 

79 

80 

76 

74      74 

83 

83 

82 

76 

81 

85 

81 

60 

74 

74.0 

••••  (Minimum.... 

o7j 

46 

45 

49 

41 

39 

45 

33 

3 

32 

37 

53 

64 

55 

54 

61 

61 

64 

63 

58 

57     48 

::i  :: 

53 

62 

59 

48 

55 

59 

,50 

39 

47 

50.5 

Wolf  Creek  Dam 

(  Maximum  . . . 
••••!  Minimum.... 

.: 

::i  :: 

I 

A1L1 

r  Ev 

APOI 

lATI 

9N  ( 

ncl 

e.)  ana  WIND  MOVEMEI 

<T  ( 

Vlile.  per 

Hour 

)  Ma 

y.  IS 

47. 

Stations. 

1 

A 

.\.\ 

5 

H 

I 

8 

9 

10      11      12      13      14  1 

15 

16     17 

H 

19 

20 

21  22 

23 

24 

^ 

"7 

27 

28 

29     30     41 

Mean 

Dix  Dam 

Evaporation 

~ 

1      1 

~ 

(Wind  Movement.. 

1 

Wolf  Creek  Dam 

(  Evaporation 

'.'.'.A.'.'. .  .. .. 

(  Wind  Movement,^ 

"•■"•" 

'■'.'. 

'■'.'.'. 

.'.'.'. 

Jl^ 

'".' 

.'.'■'■ 

'.'.'.'. 

::::  :::: 

'.'.'.'. 

iiJilnstruments  are  read  in  the  morning:  the  maximum  temperature  then  read 
*,  ".  •,  etc.  Indicate  respectively  1.  2.  3,  etc.,  days  missing  from  record. 
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GENERAL  SUMMARY. 

Both  thornial  luul  inoisturc  conditions  during  the  month  were 
the  most  favonihlc  for  growth  and  I'arn 
tho  growing  season  of  this  year 


m^ 


{\\WJ 


Thp  Ohio  River  rose  A '"A  Mi 
ahout  the  «wHW.J>4  '<h</rn^^h\ 
appeared.      Oaiiis  were  raised  m   the 
23d  and  the  lower  sections  alx.ut  the  '25th 


lJ,,i,ft^liort  irregular  periods  until 


definite   falling  trend 
U|)per  sections  ahout  the 


PRESSURE.  WIND.  HUMIDITY  AND  SUNSHINE. 

~Atim)splieri«!  presn- 

ure  ( reducod  to 

sea-level.) 


work  thus  far  during 
However,  drenching  rains  in 
some  of  the  nortliwestern  counties  early  in  the  month  and  over 
the  upper  Cumherlaud  watershed  on  the  28th  caused  serious 
Hooding  of  lowlands  and  heavy  crop  losses  in  these  sections. 

Small  grains  ripened  rapidly.  Wheat  harvest  commenced 
in  a  few  central  and  southwestern  counties  ahout  the  middle  of  the 
month,  and  harvesting  of  wheat,  barley,  rye  and  oats  was  in  full 
swing  in  central  and  eastern  sections  during  the  last  week. 

Corn  and  tobacco  planting  made  rapi.l  progress  and  was  ap- 
proaching completion  in  nearly  all  sections  before  the  month 
ended.  Corn  was  generally  in  good  condition,  hut  plants  varied 
considerably  in  size,  ranging  from  10  to  40  inches  in  height. 
Much  of  the  crop  had  received  its  first  cultivation  and  some  of 
the  earliest  planted  its  second  cultivation.  Tobacco  also  main- 
tained good  condition  generally.  In  advanced  fields  plants 
reached  the  ten  leaf  stage,  but  in  most  sections  they  were  still 
rather  small. 

Pastures  and  forage  crops  continued  mostly  good  to  excellent. 
Considerable  alfalfa,  clover  and  grass  hay  was  made,  with  some 
spoilage  from  rain  in  scattered  sections.  Gardens  were  fair 
only,  but  improving.  Potatoes  were  fairly  good.  In  the  south- 
ern and  western  sections  apples  and  peaches  varied  in  condition 
from  fair  to  very  good. 

While  farm  work  and  crop  development  was  still  behind  the 
seasonal  average  at  the  end  of  the  month,  considerable  time  lost 
earlier  in  the  season  was  regained,  and  in  some  of  the  Bluegrass 
counties  conditions  were  abont  normal. 

TEMPERATURE. 

The  average  temperature  was  72.0°,  or  1.9°  below  norm^al. 
The  warm  periods  were  from  the  5th  to  13th  and  from  the  27th 
to  30th,  with  daily  mean  temperatures  averaging  from  5°  to  14*- 
above  normal.  Cool  periods  extended  from  the  1st  to  4th  and 
from  the  14th  to  25th,  with  daily  means  5°  to  15°  below  normal. 
The  highest  temperature  was  98°  at  Pikeville  on  the  10th  and 
11th,  and  the  lowest  40°  at  Headquarters  on  the  1st. 


.Ohio 
.Ind. 
..Ky. 


30.18  30 

30. 2C  23 

30.18  23 

30.23  23 


8.8   33 
7.3   22 


COMPARATIVE  DATA  FOR  JUNE. 


Temperature, 


1899 . . 
190O.. 
1901.. 
1902.. 
1903.. 

1904 . . 

1905.. 

1901).. 

1907,. 

1908.. 

1909 . , 

1910. 

1911. 

1912. 

1913. 

1914. 

1915. 

1916. 

1917. 


PRECIPITATION. 

The  average  precipitation  was  4.73  inches, 


or  0.56  inch  above 
normal.  Rainfall  consisted  mostly  of  scattered  showers  whicl 
became  more  frequent  during  the  last  half  of  the  month. 
Monthly  amounts  ranged  f  i-om  over  seven  inches  in  the  extreme 
northwestern,  central  Bluegrass  and  extreme  southeastern 
counties  to  less  than  three  inches  in  the  extreme  eastern  and 
north-central  counties.  The  extremes  for  the  State  were  9.93 
inches  at  Waynesburg  and  1.74  inch  at  .Jackson.  The  greatest 
24-hour  amount  was  3.73  inches  at  Waynesburg  on  the  28th. 

MISCELLANEOUS. 

Rivers.  — Flash  floods  in  the  upper  Cumberland  River  and  its 
tributaries  on  the  28th  resulted  in  the  loss  of  one  life,  rendered 
over  700  persons  homeless,  and  damaged  crops,  bridges,  roads  and 
houses  to  the  extent  of  nearly  $3,000,000  in  Knox,  Bell  and  Har- 
lan counties.  Additional  damage  was  caused  by  high  water  in 
the  south  fork  of  the  Kentucky  river  and  other  streams  at  the 
same  time. 


75.8 
73.3 
75.6 
76.9 
73.5 
73.4 
76.2 
76.1 
73.9 
75.6 
73.4 


73.2 
74.8 
73.9 
70.2 
73.4 
74.5 
70.0 
75.2 
70.2 
75.0 
78.3 
71.7 
70.1 
70.9 
73.6 
76.7 
71.9 
77.8 
75.4 
73.8 
74.2 
77.0 
70.9 
70.4 
f.9.5 


1940.... 
1941.... 
1942.... 
1943.... 
1944.... 
1945.... 
1946.... 
1947 , . . . 
Period+ 


76.5 
77.4 
70.5 


71.8 
75.1 
73.1 
74.7 
74.7 
77.5 
77.6 


98 

42 

98 

42 

93 

45 

97 

37 

38 

1(16 

39 

1113 

40 

105 

39 

laT 

50 

44 

no 

40 

99 

46 

95 

45 

97 

47 

100 

44   ! 

103 

41   1 

98 

41 

100 

46 

107 

40 

98 

37 

98 

38 

98 

no 

40 
35 

5.27 
4.96 
4.48 
4.23 
4. (54 


4.64 
3.61 
3.90 


4.75 
3.61 
3.14 
4.49 
4.53 
4.91 
4.36 
5.03 
5.20 
4.06 
3.48 
2  87 
2.30 
4.79 
4.94 

i  4.30 
3.63 
4.00 
3.12 
2  90 

1    3.10 


3,45    I 
4,13 
10.88 


1.57 
4.58 
7.50 
0.81 
4.52 
3.93 
6.01 

4!  67 
5.54 
4.04 
1.70 
5.32 
4.16 
4.73 


Number  of  days 


17 

6 

14 

11 

14 

10 

16 

8 

,^ 

15  1 
14 

7 

9 

17 

19 

17 

13 

21 

6 

27 

11 

21 

10 

18 

11 

13 

I  14 

10 

159- Year  average. 
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CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION 
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CLIMATOLOGICAL  DATA  FOR  JUNE.  1947. 


Counties. 

1 

3 

Temperature,  in  degrees  Fahr. 

Precipitation  in  inches. 

Number  of  days. 

Stations. 

a 
1 

£| 

1 

1 
5 

1 

f 

a  . 
0 

1° 

s 

CO 

i 

5 

■0 

G 

u 

Observers 

Western  Division. 

Ohio 

Hopkins.... 
Crittenden  . 
Marshall  . . . 
Muhlenberg 

Ohio 

Henderson  . 
Christian... 
Ballard  .... 

Graves  

Calloway  .. 

Daviess 

Daviess 

McCracken 
Caldwell  . . . 
McLean.... 

Logan   

Union 

Breckinridge 

Jefferson  . . . 

Warren 

Campbell... 

Edmonson  . 

Pulaski   .... 

Tavlor 

Carroll 

Bullitt  

Boyle. 

Mercer 

Bnolle 

Frauklin  . . . 

Heary   

Boone 

Greeu 

Jessamine  . . 
Breckinridge 

Garrard  . . . . 

Grayson   . . . 

Fayette 

Jessamine  . . 

Henry  

Jefferson... 

Jefferson  . . . 

Edmonson  . 

Wayne 

Hart 

Hardin   .... 

Mercer 

Pulaski   .... 

Allen 

Shelby     .... 

Washington 

Monroe 

Anderson... 

Lincoln  .... 

Grant 

Russell 

Butler 

Bovd 

Harlan 

MadLson.... 
Madison.... 
Whitley  . . . . 
Harrison  . . . 
Pendleton   . 

Rowan  

Kleiuilll?    ... 

rlark    

Gp.-enup    ... 

Perry   

Nicholas  ... 

Lee   

Breathitt . . . 
Lawrence  . . 

Mason 

Bell    

Montgomery 
Campbell  .. 
John.son  ... 

Pike   

Knott  

Breathitt   .. 

Estill    

Madison.... 

Clay  

Lewis 

Whitley  .... 
Lee   

441 

40 

72.2 

94 
94 
93 

■■92" 

"90" 
92 
95 

92 
91! 
95 

30 
12t 
30 

"so" 
"■Is" 

12 
12 1 
lit 
12t 
12 

47 

48 
54 

••48- 

50 
45 

52 

50 
55 
50 

4t 

4 
4 

4 

"iii" 

1 

4t 
4t 
141 
4t 

1.98 

-173 

0  54 

2 

7 

27 

1-2 

2 

2 
19 

2 
1-2 
1-2 

2 
12 

1-2 

27 

2 

8 

1-2 

7-8 

30 

17-18 
27 
27 

27-28 

27 
7 
■> 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

I 

0 
0 
0 
0 

6' 

0 
0 
0 
0 
0 
0 
0 

0 

\ 
I 

s 

0 
0 
0 
0 

0 

10 

1^ 

12 

11 

9 

5 
10 
10 
12 
12 
6 
6 

^8^ 
12 

10 
11 

9 
12 
12 
10 
11 

9 
10 
11 

12 
10 

\ 
12 
13 

13 
13 
10 

7 

14 

10 
13 
12 
15 

'io' 
12 

7 

11 
11 

9 
10 
11 

13 
13 
10 
12 
16 
10 
11 
12 

15 

17 

7 

6 
2 
16 

9 
11 

7 

sw. 

8. 

sw. 

E.  G.  Young. 

Brick  South  worth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson.  Sr. 

Frank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers. 

Alton  M.  Harvill. 

Lockmaster. 

Dr.  Samuel  S.  McReynolds. 

Lockmaster. 

Lockmaster. 

C.  E.  Barret. 

U.  S.  Weather  Bureau. 

Lockmaster. 

420  1  5S 

73  8  -  2  1 

3.71-0.12!  0.72 
6.79+3.30;  2.15 
4.32 1  0.89 

Ford's  Ferrv.  Dam  50 

356 
431 
519 
540 
382 
524 
479 

19 
9 

31 
9 

51 

22 

77.01+  1  '' 

Greenville 2  m  S. 

Hartford  (near) 6  m  N. 

Henderson  4  m  S. 

Hopkinsville 2  ra  E. 

3,53 
2.80 
7.43 
1.86 
3.66 
4.64 
4.77 
9.33 
8.77 

3^21 
6  12 
2.95 
5.71 

4.67 
5.36 
5.09 
3.98 
3.37 
5.47 
4,16 
5,06 
4.61 
7.40 
5.37 
4.21 
3.05 
2.41 
4.86 
5,. 38 
4.42 
4.84 
8.24 
6,02 
5.15 
5  72 
2.28 
5.09 
4.03 
6.05 
4.46 
6.09 
3.55 
5.-57 
6.62 

''2.91 
6.43 
5.. 58 
4,07 
9-93 

-0.98 

+3;7i 
-2.43 
-0,80 
+0.91 
+0,74 
+6,3! 
+4.59 
-0,31 
-0.81 
+2,25 
-0  50 
+  1.93 

+0.76 
+  1.52 
+1.25 
-0.25 
-0.83 
+  1.27 

+i:63 

+3,'22 
+0.92 

-6;  92 
-1.61 
+  1.24 
+  0.91 
+0.16 
+0.75 
+  3.60 
+  1.85 
+  1.10 
+  1.15 
-2,26 
+  1.27 
+0,21 
+  1.6f 
+0,08 
+  1.57 
-0.65 

+  2151 

-i'.hi 





-0.23 

0.95 
0.74 
3,33 

0.82 
1.41 
1,80 
1,35 
3.60 
3.66 
1.33 

■i.-io 
0.71 
2.05 

1.15 
L98 
1,32 
L55 
0.75 
1,34 
1.05 
1,92 
1.01 
2.10 
1.73 
1.67 
0.78 
0,60 

15 
13 
7 
21 
14 
9 
3 
11 

10 
7 

14 
9 

13 

17 
6 
7 

5 

10 
9 
0 
3 
4 
21 
12 

s. 

se. 

s. 
s. 

s. 

.'.'.'..\- ---'-' 

412  i  22 

O wensboro    1.5m  W . 

420 
404 
341 
529 
384 
590 
3.57 

380 
700 
536 
489 
410 
705 
777 
480 
474 
955 

51 
19 
65 
49 
30 
39 
19 

20 
49 
65 
22 
30 
62 
2 
43 
11 
3K 

Paducah       

75.6 
72.2 

-  1.5 
-3.4 

96 
90 

30 
12t 

51 
47 

1 
17 

17 
15 

0 
6 

13 

9 

"s." 

73.5 

-  1.3 

94 

28 

48 

1 

11 

9  1  10 

s. 

Cfiitral  DirisloH. 
A.ddisou    Dam  45 

i 

69.8 
73.0 

-  2.4 

-  3.1 

92 
93 

10 
12 

46 
51 

4 
17 

13 
2 

7rio 

sw. 

s. 

Burnside 



Canipbellsville 

72.6 

93 

12 

47 

17 

18 

10 

2 

sw. 

Alva  McKinley. 

71.1 

7K5 
73. 0 
69,9 
71.0 

-'i'.b 

-  1.7 

::-2;8 

92 
91 
93 
91 
91 

10 
10 
10 
30 
29t 

44 
49 
51 
49 
47 

i, 

17 

4 

18 
4 
8 
4 
5 

0 

18 
16 
19 
13 

12 

8 
6 
7 
12 

sw. 
sw. 

s. 

Bernheim  Foundation. 
R    P   Coldiron 

Danville                   

Di\  Dam    Burgiu. 

770  i  24 

Kentucky  Utilities  Co. 

Lockmaster. 

U.  S.  Weather  Bureau. 

Erlau^er  dirt.  ('in.  Airport) 
Frankf.-rt.  Lock  4 

888 
504 
490 
506 
581 
544 
646 
1032 
635 

560 
485 
459 
558 
800 
910 
600 
777 
520 

1065 
750 
825 
738 
899 
524 

1215 
943 
610 
504 

534 
1580 
1070 
611 
1178 
684 
600 
668 
870 
b'M 
rAit 
869 
800 
663 
776 
584 
524 
1128 
9;«) 
497 
620 
700 
1035 
732 
631 
1000 
571 
5'25 
939 
646 

'65' 

22 
60 
45 
50 
22 
52 
68 
38 
38 
75 
14 
13 
11 
20 
51 
35 
4 
1 
59 
6 
1 
30 
6 
45 
0 
51 

34 
2 
46 
38 

■J, 
60 
42 
■23 

•2H 
25 
2 
32 
29 
44 
51 
56 
58 
26 
15 
43 
10 
22 
31 
60 
35 
34 
60 

Grant,  Dam  3S 

72.8 

nig 

-  0.6 
-■2.'2 

92 
"91" 

lot 
■'iot' 

50 
•■48^' 

17 
...... 

19 

1 

10 

Mrs.  Men  M.  Lingle. 

High  Bridge.  Lock  7 

1.32 
1.55 
3.10 
2.09 

2!  39 
0.65 
3.02 
L49 
1.72 
1.82 
2.00 

27 

28 
28 

13-14 
28 
18 
1-2 
1-2 

29-30 
13 

2122 

12 

9 

9 

w. 

Floyd  G.  Bobbins. 
Kentucky  Utilities  Co. 
George  D.  Litsev. 
U.  S.  Weather  Bureau. 

Leitchfield 

72.0 
70.4 

-  L8 

91 
90 

12t 

29 

49 

46 

4 
4 

5 
4 

12 
15 

13 
11 

sw. 

Little  Hickman.  Lock  8.... 

72.3 
72.5 
71.7 

-  1.4 

-  1.0 

-  1.3 

91 
91 
93 

30 
30 
29 

55 
51 
44 

4 
4 
4 

Do  B:)WuianFld,5.5mSE 

11 

9 

10 
6 
IC 

18 
13 

5 

s. 

U.  S.  Weather  Bureau. 
Fred  W.  Binnewies. 
E.  0.  Cooper. 

Munfordville 

72.2 
'7i!5 

'76!4 

-  0.6 
'-'■2.S 

91 

"go" 

28t 
"2»V 

48 
'■45' 

17 

"iV 
"iV 

1 

25 

4 

sw. 

Sisters  of  Loretto. 

Salvisa.  Lock  6 

1.05  i       28 

8 

'io^ 

15 

'n^ 

,^'..., 

William  H.  Dobbs. 
Willard  Cockrill. 
Willa  S.  A.  Ratta. 

Scottsville 

Shelbvville 2.5m  W. 

0.89 
1.57 
2.09 
0.78 
3.73 
0.93 
0.88 
1.28 

2,55 

2 
13 

■28-29 
18 
•28 
17 
30 
25 

7  8 

Tompkinsville  

Alice  H.Hale. 

Tyron<-.  Lock  5 

Waynesburg 

Williamstc^wn 

71.0 

-  1.6 

92 

10 

48 

4 

2.94 
2. 42 
3.84 

-0.97 

-6.33 

+  0.12 

+2',64 
+  1,12 

w 

1 

9 

s. 

Miss  Nettie  B.  Simpson. 
Prank  S.  Bloodworth 

Wolf  Creek  Dam 

Woodburv,  Lock  4: 

Ennteni  Division. 
Ashland   2.5  m  SE 

69^9 
73.2 

■7i.'5 

-  1.4 

+  '6!i 

93 
94 
92 

"ili" 

lot 

10 
10 

47 
43 
47 

"48" 

4 

17 

"m 

4.33 
7.18 
7.27 
5.19 

12 
9 
12 

13 

4 
4 

5 

14 

I- 

Locknm.ster. 

Berea                       

3,35  i27-2H 
1,00         27 
1.71         28 
1.26         13 
0.80    17-18 
0.79           8 
0.73  I 18- 19 
1,24  1       27 
3,61  1     6-7 
2,00  '       27 
0,81  ;       IS 
1.82    27-28 
0.55          19 

College  Hill.  Lock  11 

Lockmaster. 

3 

10 

17 

s. 

Cvnthiana 

4.07+0.64 

Falmouth 

'io' 

"\i' 

•■7' 

'w.'" 

Farmers  

Flemingsburg   

71.0 

-  0.8 

94 

10 

43     i       i 

4.67 
3.48 
4.80 
6.10 
5,80 
2.76 
5,31 

+0,28 
-1,05 
+0,77 
+  2,38 
+  1.05 

+  6!  79 

Mrs.  Cora  C.  Stamper 

Ford,  Lock  10 

Greenup.  Dam  30 

Hazard 

71.8 

-'(K9 

"9.3" 
92 

'•it' 

Kit 

40    i      i 
44    ;      1 

13 
12 

8 

Lockmaster. 
Lockmaster. 
H.  A.  Bailev. 

Headquarters 

Heidelberg.  Lock   14 

7 
9 
6 

19 
4 

6 

5 
IS 

sw. 

L.  M.  Gaffin. 
Lockmaster, 

Maysvilie.  Dam  33.. 3  m  E. 

Middlesboro 

Mount  Sterling 

71.4 
72.3 
73.1 

-  1.5 

-  0.2 
+  0.2 

95 
94 
94 

29 
12 
10^ 

47 
45 
45 

17 

It 

18 

4,(14+0,05 
3,15i-l.ll 

3.55I-I.O8 

1,28  .     7-8 
1,45         28 
1,00           8 

0 
0 

I 

0 
0 

0 
0 

I 

0 
0 

6 
9 

11 
12 
17 

16 
1 

2 
12 

sw. 

Lockmaster. 
Hugh  Allen. 
Fred  Cartmill. 

Paiiit-sville 

3     ' 

-(I.53I  1,29  'l.S-14 
-1,.55|  0,76  ,13-14 
-2.51    O.Ki)           3 

E.  C.  Fraley. 
U.  S.  Weather  Bureau. 
Caney  Run  Com.  Center. 
R   W   Jones 

Pikeville 

Pippapass   

72.6 
'76!4 
70  6 

-  2.4 

-'■y.h 

98 
"9i" 

in" 

lot 

■■«'■' 

io" 
ii 

46 
'42' 

-ic, 

"43" 

1 

...... 

2.79 
2.49 

9 

8 
6 
10 

14 

8 
10 

10 

20 

"s' 

5 

4 

18 
6 

••5' 

Ravenna.  Lock  12 

Richmond 

l.49'  +  0.<i..,:   lAH         28 

Lockma.ster. 

Eastern  Teachers  College. 

Vallev  View.  Lock  9 

::•:•:::::: 

7.18  4  2.91     1   ,s:i         29 

•'s" 

'is' 

••4' 

Lockmaster. 

■^ 

Willow,  Lock  13 

5.43+1, '04 
4  73^-n.. 

1.26;       28 

-.,. 

98 

lot 

40 

12 

9 

9 



s. 



... 

.5.  /.. 

All  temperature  data  are  taken  from  self-registering  thern 

The  departures  from  normal  temperatures  and  precipitatu 

u.sed  In  determining  section  or  division  means.  tRumsey, 

Reference  letters.  *,  ">.  •,  appearing  in  the  table  indicate  liii 

tAlso  on  other  dates.       ttReceived  too  lute  to  be  included 


n  are  computed  only  for  stations  that  have  ten  or  more  years  of  record,  but  all  complete  reports  are 
Hriiwiisville  and  Woodbury  are  Ix)cks  on  the  Green  River;  other  Locks  are  on  the  Kentucky  River, 
liber  of  days  missing;  for  example,  b  represents  two  davs,  etc. 
11  iHcaiis  and  summaries,         T.  Precipitation  is  less  than  0,01  inch  rain  or  melted  snow. 


'mm 


•NK,    194" 


CI.IM  \r(»l.()(;i(V\l,   DA'PA:    KKNTrCKV  SKCTIOX 


Kuss.'U'ville' 


Centml  Diiidon. 

Aililisou.  Dam  45' 

Aiu'lionige 

BowlinfT  Greeu  • 

Bowling  Green.  No .  '2" 

Breut.  Dam  3f>» 

Bi-owiisville,  Lock  b" 

lUiru^i.k''^ 

raiupliellsville 

Can-olltou,  Lock  1- 

t'K'riiinut 

Danville' 

Dix   1)11111.  liurifiu' 

Krhiugor ^ 

Vnuikfort.  Lock  4- 

Gest,  Lock  3' 

Grant.  Dam  38" 

Greeiisburg' 

High  Bridge.  Lock  i' 

Irviugtou 

Lancaster^ 

LeitchfieW 

Lexingtont" — v  ■;•;.;;■ 
Little  Hickiiiau.  Lock   8-1. 

Lockport.  Luck  2'' 

LouisviLi.K.  ': ■.■■■ 

Do.   liuuuiaii  Field  't... 

Mammoth   Cave' 

Mouticello-    

Mvnifordville' 


Sei' 

isa 

Hill  ... 

Scottsv 
.Shelbv 

lie 

ille  -... 

Spr 
Tui 
Tvi 

nglield 

ukin^-ville. 
lue,  Lock  5 

Eitflerii  Dhifion. 

.\shland= 

Beuhani  '' 

Berea   

College  Hill,  Lock  11"    .... 

Corbin  ** 

Cyuthiana*    

Falmouth''' 

Farmers" 

Flemiugsburg'    

Ford.  Lock  IU"» 

Greenup.Dum  30" 

Hazard"    

Headnuarters" 

Heidelbeyg,  Lock  11" 

Jackson" 

Louisa"    

Maysville,  Dam  33" 

Jliddlesboro 

Mount  Sterling 

(Jneonta  Dam  35" 

Paintsville"  

Pikeville" 

Pippapass 

Quicksand" 

Ravenna,  Lock  12" 

Richmond- 

Valley  A'iew,  Lock  «-,    ... 

Vanceburg.  Dam  ;12'' 

Williamsburg- 

Willow,  Lock  13"  


DAILY  PRECIPITATION  FOR  JUNK.  1M7. 


llV.i/rt-ii   Difisi-m. 

avor  Dam 

G. 

rds  Korrv.  Dam  60" 

IbertsviUo' 

oenvillo 

1             .... 

O. 

n.viuoi;; 

t  . 

,    ville 

;;:^aoro'-::::::;::::::::: 

0. 

weusboro.  Dam  46' 

0. 

G 

uniMV.  Lock  No.   2» 

G. 

1  r,7 

T.  1.... 

T. 

.13 

.4( 



47 

.15.... 



1  35 

11 

.2(  .... 

.21 

..52,... 

il,,^,^ 

.()■/ 

.49;.,.. 

■■-- 

■m!--- 

'74!   .09 

.n].... 
.1,5  ,62 


fi3 

79 

,2( 

3:-! 

.10 

L51 

4,^; 

,02 

.10 

1.28 

.5V 

1,'«1 

04 

2  OH 

.43 

.00 

,.56 

T, 

.& 

,0; 

.3t 

T, 

2.00 

■:is 

,10 

,,  .661  -04 
.04 

,891  ,721,. 

,.30  .2.5... 

.21  .29 

.25  ,14  . 

.,  .18 

.66  T.     T, 

.71  .18|   .04 
.45 

.35|  ;i6 

.27  .'. 

.74  .' 

.13  .71 

.90  .01 


..,|  ,90 
,02(2,03 
,07;l,00 
,391  ,08 
.14  .43 
.52  .29 
.22    ,20 

ios ' 


,65  .30 
,16  ,66 
.13    ,81 


.  1.06j, 


....|l.33 
.901    .40 


icsr^o 


T.    1. 

.02  . 
.07.. 
.74  . 
1.58    . 


.25 

!6; 

.'331   ,05 
T.      .08 


25  T.    , 

,161  T.  I 
.021   ,211 


1,08 

;;,,,. I  .26 

.1.5    .25 


^i:27 


1,98 
3  71 
6.79 
4,32 
8,68 
2.80 
7.48 


4.64 
4.77 
9,83 
8.77 
3.75 
8,21 
6.12 
2,95 
5,71 


4.67 
5,36 
5,f» 
4.82 


5.47 
4.16 
5.56 
4.61 


2.41 
4.86 
5.38 
4.42 
4.84 
8  24 
6.02 


5.09 
4,53 
6.05 
4.46 


2.94 
2.42 
3.84 


4.07 
4.01 
4.67 


4.04 
3.45 
3.55 
4-17 
3.49 
2.79 
2  49 
3.12 


indicated  observations  are  generally  made  late  in  the  afternoon,  near  ^^/^t^  an^i  predpU^^^^  '^"''"^f-reciplmion 

observation.  -First-order  Weather  Bureau. station :_precipitation Js  for  the  24-hour^penwL  midni^ght  to^m.dnight^^^^^^  m       .^^^^^^^^^  .^  ^^^  ^^^^^  j^j_ 


Except  as  otherw 
„,.jervation.  'I      _  ,.       „    ^ 

measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours 
lowing  measurement,  T.  Trace  of  precipitation,  less  than  0.01  inch 


Lock 

Big  Sandy  ;  (  L  I 

'•Airport  St 


Kv,:  Lock  10.  Red  House,  Kv.:  Oneonta    California.  Ky,  River  <5™nage  ,,=„:„„(„„; 

!'•"  iK)  Kentuckv:  (Si  Salt;  (Gl  Green:  (C)  Cumberland:  (T)  Tenne.=see :  (O)  Ohio:  (M)  Mississippi 
iJiita  for  21  hoiirs  endsop  at  12,30  a,  m,  9nth  meridian  time  adjusted  to  day  they  occur. 


"Precipitation 

^P7ecipita'ticm"'measured  with  recording  gage.  *Included  in  the  next  fol 

Post  office  address  as  follows:    Lock  5,  Lawrenceburg.  Ky.:  Lock  6,  Aersailles,  Ky, 

Post  Office  a^iaress  as  loiio  located  is  indicated  as  follows:  (B 


•24 


CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION. 


June, 


DAILY  TEMPERATURES  FOR  JUNE,  1947. 


A"ohor.«e U^SZ; 

,   1,,   „  I  S  Maximum  . 

A^'^'^"'^   iMimmum.. 

Beaver  Dam \^^}Z^: 

Beuham^S j-Jlfnfmum.: 

,,  j  Maximum  . 

'""^"^" (  Minimum.. 

Bowling  Green  ■ j  ^^{f.fj™  ' 

^-^'^e"-'>'« )SZ^: 

f^'^— t )^ZS.: 

Corbin'  iMfnimum.: 

„        ill  Maximum. 

"*"^'"e i  Minimum.. 

^'^   »>»'" iMfnimuT: 

>^-«"^to„ \^;:tz:^,: 

l^'-'''"^'^'-' /MhdZm.; 

Farmers  l^^"/. 

Ford's  Ferry Ijlf,™]'; 

Frankfort )  Mhfimmn  ' 

«-— « \]^^!ZZ. 

««^°°^'"« iMhn'nZ': 

HeadQUarters iMfnimum  ' 

Heidelberg ]  Jli^^Zm^i 

««"''erson ISZm.: 

Hopkinsville  )  ^{^m  " 

'-'»^- i^ir,ssr: 

^«'"«'°"' ;5;{i^^=; 

Louisville' SMMmum' 

Do.  Bowman  Field'  }  jl;';^/,'""™  ' 

Lovelaceville )  ^^j^jf/j^^^^^  • 

MammotnCave !  Jjr,^'^™  j 

^f'^^fi^'" is;r.: 

«-^-"« ;m1\=51:: 

>"<^'i'-^°- liJll.ZX:: 

Mount  Sterling ]  Mf,fi',;^^^„",'  ' ' 

.Murray \  j,'|',fj','" ,""  '  ' 

Owensboro   '  -  Iiixinium  . . 

'  Miiiiiiiuni. . . 

Hadu<>ali§§ iMhfimum  ■■ 

Pikeville'  '  .Ma.ximum  . . 

i^'-i"-"- ISi™:: 

Quirk.saud -I  j{f,fiX'm  ' ' 

Richmond 1  .Mhrnmu,?  ' ' 

Rnssellville  JiSi ]  Mi'niVnu'm     ' 

«^-'""" ;Jsi^:: 

^"■'*'"-"'" ^m^^Z^.:: 

Hi'/itfsvillp  )Maxinuim.. 

*^'^''-""'' MMiuimum... 

Shelbyvllle j  Mrnimum  '" 

^^""'^™^''"'^ UliiS^:: 

«■"""—" iMfi^=:: 

wolf  creek  Dam....i>{f^^.- J  •  • 


86 

63 1     65 


9     10     11      12 


:;l  ::l 


14     15     16     17     18     19 


24     25     26     27 


DAILY  EVAPORATION  (Inche.)  «d  WIND  MOVEMENT  (Mil.,  per 

Hour)  Ju 

ne.  1947. 

Stations. 

•hi- 

4  1    5  j    6  j     7  1    8  1    9  1  10 

12 

13 

14 

15 

16     17 

18 

■' 

20 

21      22      23      24 

26  1  26 

27  1  28  1  29     30     41  Ueau 

TM-  n„™                (  Evaporation 

••■j-l-l I j....L^ 

....!.... 

.... 

.... 

wolf  creek  Dam   l^vapo^-^^n._: 

'.'."[.'.'.'. 

''.'.'J'.'.'.'. 

:::: 

Sglnstrunients  are  read  in  the  mornlni?:  the  maximum  temperature  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  always  occurs. 
.    .    ,  etc.  inrticate  respectively  1,  2.  3.  ptc,  days  missing  from  record.  'Midnight  to  midnight  temperatures.  W  BO  Louisville.  7-2.'i.47-1100. 
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U.  S.  DEPARTMENT  OF  COMMERCE.  WEATHER  BUREAU 

CLIMATOLOGICAL    DATA 


i^<^ 


KENTUCKY    SECTION 

E.  E.  UNGER. 


VoL.^LII  Louisville,  Ky.,  July, 


1947 


No.  7 


GENERAL  SUMMARY. 

The  month  was  tlio  ooolest  July  ..f  rcooid.  Lowest  tempera- 
ture records  of  luanj' years  standing  were  broken  in  most  sections 
on  the  '23d,  and  in  some  places  in  the  western  counties  by  more 
than  five  degrees.  Rainfall  was  somewhat  below  the  normal  on 
the  average,  but  very  unevenly  distributed.  In  the  extreme 
western  counties  crops  began  to  show  the  effects  of  lack  of  rain- 
fall by  the  close  of  the  month,  whereas  in  portions  of  the  Blue- 
grass  and  southeastern  counties,  heavy  showers  at  intervals 
caused  local  washing  and  flooding  of  lowlands,  with  some  dam- 
age to  bottom  land  corn.  Also  the  frequent  rains  caused 
damage  to  wheat  in  shock. 

Farm  work  progressed  rapidly  and  was  about  at  the  average 
seasonal  stage  in  the  Bluegrass  at  the  end  of  the  month  and  only 
a  little  late  in  most  other  sections.  Wheat  harvesting  and 
threshing  continued  in  full  swing  and  were  practically  finished 
except  in  a  few  northern  and  western  counties.  The  corn  crop 
was  mostly  fair  to  good.  Early  corn  reached  the  milk  stage, 
with  some  beginning  to  dent,  and  late  planted  was  beginning  to 
tassel.  Tobacco  improved  and  was  blooming  freely.  However 
it  varied  considerably  in  size  and  quality  in  different  sections. 
In  the  most  advanced  fields  topping  and  priming  conmienced. 
In  a  few  other  sections  too  much  rain  and  insufficient  sunshine 
caused  yellowing,  rust  and  other  diseases.  Pastures  continued 
generally  good  but  were  becoming  dry  in  western  districts. 
Much  hay  of  good  quality  was  made,  though  some  was  damaged 
by  wet  weather.  Gardens  were  fair  to  good,  with  some  com- 
plaint of  blight  on  tomatoes.  Soybeans  where  planted  continued 
fairly  good.  Picking  of  a  fair  to  good  peach  crop  was  under  way 
in  the  western  counties  at  the  close  of  the  month  and  picking  of 
some  earlj'  apples  was  begun.  J.  F.  J. 


MISCELLANEOUS. 

With  the  exception  of  Hmall  short   rises   following 


Rivers: 

runoff  from   locally  heavy  rains, 
pool  throughout  the  month. 


the 


PRESSURE.  WIND.  HUMIDITY  ANDJUNSHINE 

"XI 


Ohio  River  reniained 


Cairo Ill- 

Cincinnati Ohio 

Evansville Ind. 

Louisville   Ky. 


Atmospheric  press- 
ure ( reduced  to 
sea-level.) 


30.32 
30.41 
30.35 
30.36 


5^Pd. 


ijiffi 


'Tumldl 


aUb\^' 


COMPARATIVE  DATA  FOR  JULY. 


Temperature,  Precipitation 


TEMPERATURE. 

The  average  temperature  was  71.6°,  5.4°  below  normal,  and 
1.4°  below  the  previous  low  temperature  average  of  July,  1890. 
With  the  exception  of  the  last  two  days  of  the  month  daily 
mean  temperatures  were  near  or  below  the  daily  normals,  rang- 
ing from  5°  to  12°  below  normal  from  the  2d  to  11th,  and  from 
5°  to  15°  below  from  the  19th  to  25tb.  The  highest  tempera- 
ture was  102°  at  Paducah  on  the  31st  and  the  lowest  40°  at 
Headquarters  on  the  23d.  This  equaled  the  previous  absolute 
low  temperature  record  for  July,  recorded  at  Berea  on  the  27th 
in  1907.  

PRECIPITATION. 

The  average  precipitation  was  3.84  inches,  or  0.30  inch  below 
normal.  Showers  occurred  almost  daily  after  the  5th  with  locally 
heavy  to  excessive  rainfall  at  many  places  in  the  central  and 
eastern  sections  on  the  15th  and  28th.  In  the  western  counties 
however  the  showers  were  less  frequent  and  mostly  light. 
Monthly  amounts  ranged  from  over  six  inches  in  the  southeast- 
ern districts  to  less  than  tw'O  inches  in  the  western  counties. 
The  extremes  for  the  State  were  7.69  inches  at  Ravenna  and 
1.01  inches  at  Lovelaceville.  The  greatest  24-hour  rainfall  w 
3.10  inches  at  Science  Hill  on  the  6th. 


1900.. 
1901.. 
1902.. 
1903.. 
1904.. 
1905.. 
1906.. 
1907.. 
1908., 
1909., 
1910. 
1911. 
1912. 
1913. 
19  U. 
1915. 
1916. 
1917. 


1919.. 
1920.. 
1921.. 
1922.. 
1923.. 
1924.. 
19-25.. 
1926.. 
1927., 
1928., 
19'29. 
1930. 
1931. 
1932. 
1933. 
1934. 
1935. 
1936. 
1937. 


74.0 
76.5 

78.8 
76.2 
75.2 
77.4 
77.8 
77.8 
77.3 

%\J 
78.1 
77.5 
75.2 
75.9 
75.2 
78.1 
76.9 
74.8 
76.2 
75.8 
76.8 
79.9 
78.8 
75.7 

75!  3 
73.8 
79.5 
75.2 


7,6.7 
77.6 
75.7 
77.0 
76.7 
80.5 


1944 

1945 

1946 

1947 

Periodt. 


79  9  1 

78.5 

77.0 

81.2 

78.8 

81.4 

75.6 

77.2 

76.5 

75.5 

76.5 

78.1 

77.8 

77.5 

75.2 

76.1 

71.6 

77.0 

3.48 
2.03 
5.75 
7.44 
4.79 
4.71 
3.78 
4.91 
1.72 
1.91 


4.71 
8.94 
6.01 
8.63 
2.28 


2.65 
4.77 
3.59 
3.63 
3.93 
4.36 


Number  of  days 


4.^ 

1.25 

51 

3.85  ' 

49 

4.31  1 

47 

6.05 

57 

4.36 

hh 

5.16 

46 

3.78 

41 

3.04 

52 

7.27 

50 

46 

2  68 

51 

5.71 

4K 

4.71 

48 

4.21 

45 

1.93 

46 

3. '33 

45 

4. -23 

40 

3.84 

40 

4.14 

10 

6 

10 

4 

1   9 

9 

5 

10 

7 

11 

7 

i  l"-^ 

5 

11 

5 

i  10 

5 

9 

5 

10 

7 

10 

6 

9 

6 

t59-Year  average. 


NAT. 
HIST. 


^r 


}i 
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CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION 


July,  1947 


CLIMATOLOGICAL  DATA  FOR  JULY.  1947. 


Western  Dii-ifion. 

Beuver  Dam 

EarliniTton 

Ford's  Kerrv.  Dam  50 

liilbertsville 

Greenville 2  m  S. 

Hartford  (near) 6  m  N. 

Henderson  4  m  S. 

Hopkinsville 2  m  E. 

ix>velaceville 

fliavfield 

Murray  

Owensboro    1.5  m  W. 

Owensboro.  Dam  46 

Paducah  

Princeton 

Rumsey.  T^jck  2t 

Russellville 

Unioutown.  Dam  49 

Centntl  Division. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brent 

Brownsville,  Lock  6  i 

Bumside 

Campbellsville 

Carrollton,  Lock   1 

Clermont 

Danville  

Dix  Daiii,  Burgin 

Erlanger  (Grt.  ('in.  Airport) 

Frankfort,  Lock  4 

Gest,  Lock  3 

Grant,  Dam  3» 

Greensburg 

High  Bridge,  Lock  7 

Irvinitton 

Lancaster 

Leitchfield 

Lexing+on 

Little  Hickman,  Lock   8 

Lockport,  Lock  2 

Louisville     

Do  Bowman  Fid,  5.5  iii  SE. 

Mammoth  Cave 

MonticeUo 

Munfordville 

St.  -lohn 3  m  S\V 

Salvisa,  Lock  6 

Science  Hill 

Scottsville 

Shelbvville 2.5m  W. 

Springfield   

Tompkinsville 

Tyrone,  Lock  5 

Waynesburg 

VVilliam!.towu    

Wolf  Civck  Dam 

Woodbury,  Lock  4t 

Knsterii  Dit'isio/t. 

Ashland   2.5  m  SE 

Benham  

Berea 

College  Hill.  Lock  11 

Corbin 

Cynthiana 

Falmouth 

Farmers  

Flemingsburg   

Ford,  Lock  10 

Greenup,  Dam  30 

Hazard 

Headquarters 

Heidelberg,  Lock  14 

Jackson   

Louisa 

Maysville,  Dam  33  ..3  m  E 

Mlddlesboro 

Mount  Sterling 

Oneonta,  Dam  35   

Palntsville 

Pikeville 

Pippapass   

Quicksand  

Ravenna.  Lock  12 

Richmond 

Vallev  View.  Lock  9 

Vanceburg,  Dam  32 

Williamsburg 

Willow,  Lock  13 

State  averages  and  extremes 


Ohio 

Hopkins 

Crittenden  . 
Marshall  . . . 
Muhlenberg 

Ohio 

Henderson  . 
Christian... 
Ballard  .... 

Graves 

Calloway  .. 

Daviess 

Daviess 

McCrackeu 
Caldwell  . . . 

McLean 

Logan   

Union 

Breckinridge 

Jefferson  . 

Warren 

Campbell. 

Edmonson 

Pulaski   . . 

Taylor.... 

(larroll  . . . 

Bullitt  ... 

Buyle. 

Mercer  — 

Boone 

Franklin  . 

Henry  ... 

Boone 

Green 

Jessamine 
Breckinridge 

Garrard 

Grayson  . . . 

Fayette 

Jessamine  . . 

Henry  

Jett'e  rson  . . . 

Jelfersou  . . . 

Edmonson  . 

Wayne 

Hart 

Hardin    

Mercer 

Pulaski   .... 

Allen 

Shelby     .... 

Washington 

Monroe 

Anderson... 

Lincoln 

Grant 

Russell 

Butler 

Bovd 

Harlan 

Madison 

Madison 

Whitley  .... 
Harrison  . . . 
Pendleton   . 

Rowan 

Fleming  . . . 

Clark   

Greenup  . . . 

Perry  

Nicholas  . . . 

Lee   

Breathitt . . . 
Lawrence  .. 

Mason  . 

Bell    

Montgomery 
Campbell  . 
Johnson  . . 

Pike  

Knott 

Breathitt   . 

Estill    

Madison... 

Clay  

Lewis 

Whitley  . . . 
Lee   


Temperature,  in  degrees  Fahr. 


1^    i 


71.6 


91 
93 

6.6    '96' 


Precipitation  in  inches. 


Number  of  days 


1.30 

28 

2.y» 

27-28 

(1.32 

•20 

(Lfi.") 

14 

1.'26 

14 

1.'21 

26 

27 

1.76 

27-28 

(1.66 

28 

1,54 

29 

1.71 

27-28 

-0.72    0.90 


+  O.OI1 
-1-0.531 
4-2.101 


+  0.79! 
-1-0.87 
-0.64 
-0.19 
-1-0.43 
+0.48 
+0.52 


-1.12 
-L15 
+  1.80 
+  1.01 
+  1.64 


-2.00,  1.35 

-2.-yi[o.m\' 

+  2.331  L36 

+0.76  0.68 

-1.02  1.15  1 

-2.09!  0.75  1 

-1.49  0.77 


2.8-2 -2,75 

1.20 

2. 551-2. 7S 

1.13 

7.691  +  2.74 

2.11 

4.U)-)l.2:t 

1.0(1 

5.41; +0.SI1 

•'  25 

.-l.ll.'i  -0,42 

1,55 

4.291-0.21 

1.04 

3.84-0.30 

3.10 

6  21 
12  '24 

7  15 

8  .... 


0 
0 

13 
14 

0 

111 

0 

9 

0 

13 

0 

13 

0 

12 

II 

11 

0 

1(1 

0 

14 

0 

12 

0 

7 

0 

15 

0 

12 

0 

5 

II 

12 

0 

9 

0 

12 

0 

10 

0 

8 

0 

14 

0     10     15 


E.  G.  Young. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson,  Sr. 

Prank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers. 

Alton  M.  Harvill. 

LtDckmaster. 

Dr.  Samuels.  McReynolds. 

Lockmaster. 

Lockmaster. 

C.  E.  Barret. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockma.ster. 

Sarah  E.  Lewis. 

Alva  McKinley. 

Lockmaster. 

Bernheim  Foundation. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Lockmaster. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Mrs.  Mell  M.  Lingle. 

Lockmaster. 

Floyd  G.  Robbins. 

Kentucky  Utilities  Co. 

George  D.  Litsev. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Fred  W.  Binnevvies. 

E.  0.  Cooper. 

Robert  C.  Smith. 

Sisters  of  Loretto. 

Lockmaster. 

William  H.  Dobbs. 

WillardCockrill. 

Willa  S.  A.  Ratta. 

John  P.  Elder. 

Alice  H.Hale. 

Lockmaster. 

Frank  Hoek. 

Mi.s.s  Nettie  B.  Simpson. 

Frank  S.  Bloodworth. 

Lockmaster. 

Lockmaster. 

C.  C.  Whiteaker. 

D.  H.  Center. 
Lockmaster. 

U.  S    Weather  Bureau. 

Marshall  Hill. 

Jes.sic  Oldham. 

Mrs.  Cora  C.  Stamper 

C.  A.  Glasscock. 

Lockma.ster. 

Lockmaster. 

H.  A.  Bailey. 

L.  M.  Gaffin. 

Lockmaster. 

James  T.  Goff. 

Zeb  Heston. 

Lockmaster. 

Hugh  Allen. 

Fred  Cartmill. 

Lockmaster. 

E.  C.  Fraley. 

U.  S.  Weather  Bureau. 

Cauey  Run  Com.  Center. 

R.  W.  Jones. 

Lockmaster. 

Eastern  Teachers  College. 

Lockmaster. 

Lockmaster. 

Charles  B.  West. 

Lockmaster. 


All  temperature  data  are  taken  from  self-registering  thermometers.  ,  j   >,  .    n  „„™„i.>,o -„„^-*„  „  „ 

The  departures  from  normal  temperatures  and  precipitation  are  computed  only  for  stations  that  have  ten  or  more  years  of  record,  but  aii  complete  repons  are 

used  in  determining  section  or  division  means.  iRumsey,  Brownsville  and  Woodbury  are  Locks  on  the  Green  River;  other  Locks  are  on  tne  Kentucky  River, 

Reference  letters.  •,  •■.  •,  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days,  etc. 

tAlso  on  other  dKt<!S.        t-- Received  tfio  late  to  be  included  in  menus  and   suinmaries,  '1',  Precipitation  is  less  than  0.01  inch  rain  or 


lelted  snow. 


hi.Y,  194^ 


I.IM  A  Tol.OdKWI.    I>\'1"A:    KMN'II  ('K^■   SKC'lloN 


llVs/cni   Diiiifiitii. 

lU'iivrr  Diim 

KiirliuKtou' 

Kor>l»  Kurrv.  Dam  50* 

liiU.iTtsvUlo* 

(Iro.-iivillo 

Hivrtfonl 

Hi'U.U'rsou 

lUn'kiitsville' 

Uiv,hio."vUle 

MiiyiifUi 

Murniy  

ciucusboro* 

i»\vousl)oro.  Dam  -je" 


I'iulv; 


■I'tou  

sfV.  Lock  No.  U«.. 

-'Uville« 

utowu,  Dam  «»... 


Central  Diiisi 

Addison.  Dam  45* 

Aucliorage 

Bowliuit  Oreen** 

Howling  Green.  No   'i'. 

liieut.  Dam  3G» 

lirownsviUe,  Lock  6'  .. 
Hun 


ibellsville 


(.'urroUtou,  Look  1*. 

Clermont 

Dauville' 

Dix  Dam.  UurKin". . 

Erluuser 

Frankfort,  Ixick  4^  . 

Gest,  Lock  3* 

Grant.  Dam  aS" 

GroensburK-    

High  Bridge.  Lock  1 

IrvuiKton 

Lancaster'^  

LeiicluieUl-' 

r.exinijtonf  * 

Little  Hickman.  Loc 
Luckport.  Lock  ■>'' . .. 

L<iri>vii.i.K,  ': 

Do.   Hounmu  Fi,_-U 
XIaniniotli   C'a\e''.... 


cell. 


ilk- 


S;il\iMi.  Lock  0-t  .. 

Science  Hill 

Scottsville 

ShelbyviUe  ■•' 

Springticlii 

Tompkinsville 

Tyrone.  Lock  5^  .. 

Waynesburg  

Wiliiumstowu  - 

Wolf  Creek  Dian.... 
Woodburv.  Lock   4'^ 


Cullege  Hill.  Lock  IL' 

C'orljin  *• 

Cynthiana'    

Falmouth- 

Farmers'- 

Flemingsburg'    

Ford.  Lock  ID" 

Greenup. Duni  30''  . , . . 

Hazard'    

Headquarters- 

Heidelbt-rg,  Lock  14' 

Jackson- 

Louisa-    

Maysvillc.  Dam  \i:y'  .. 

Middlesboro 

Mount  Sterling- 

Oueonta  Dam  SS' 

Paintsville''  

Pikecille"* 

I'ippapass 

Quicksand'' 

Ravenna,  l^ck  V2'  .. 

Richmond ''  

Vanes'  View,  Lock  y' 
Vanceburg,  Dam  32'. 

Williamsburg' 

Willow,  Lock  13'  .... 


a 

8 

4 

6 

6 

7 

8 

9 

10 

11 

LW..... 

T. 

.•Jii 

.0^ 

111 

.10 

,H0 
HI 

"m 

■:65 

T. 

>l,i 

-r. 

T. 

.tii 

'1'. 

T, 

'P. 

T. 

T. 
T. 

T. 

.34 

T." 
T. 

.07 

■;43 

.50 
.58 
.4(. 
.lb 

'.'35 

.2] 

.SU 

.w 

■/25 

"m 

.06 
.35 

".■i'h 
1.30 

.4'. 

.07 

"tV 

T 

T. 

T. 

■.'65 
.03 

T.' 
T. 

.20 
.16 
IlL 

"t." 

.02 
T. 

tV 

.50 

.01 

!  T. 

DAILY  PRECIPITATION  FOR  JULY,   1947. 

Day  o(  mimth 
U     18     14     IS     16 


.03 
.43 

,431    .01 


.10    .3.5[. 


I   .34    .,531. 

.121  .5s:. 

'3.10....  . 


.'231 


."o»|  !l2 

.'i8l'!64 

.38;  .56 

.161  .12 

.70  .11 

.42  .34 

T.  1  .15 

.251  .05 
.331 
.35; 


2i   .31;   .12 

.1   .04|    .()4j    .08j 


.081    .09 

.()3|   .241.... I   .10 


.04 

56 

r. 

.08 

.2' 

.31 

T, 

T. 

.10 

.0 

,65 

.0 

2() 

74 

T. 

,2( 

T 

.10 

.11 

•20 

.0 

,25 

.42 

.51 
.11 
.43 

"i 

T. 

48 

.( 

.30 

.56 
.75 

T 

.1 

.43 
'h('| 

.07 
.02 
.12 
S4 

'. 

.Sf 

3( 

,01: 

,8.1 

. 

.41. 

.7/ 

..52 

.70 
.73 

■^ 

.80 
.66 

•:i5 

': 

,41' 

■r. 

■r. 

61 

2. 

.,5< 

.13 

.06 

.17 

.64 

■ 

1 

14 

.91 

I. 

.■20    .01 

.37 

.021.1!) 


"I 


11    .17.. ..I   ..=.1.. 
31     .sol   .30      10.. 


.84  .04 
.50  .04 
.18 


.04    .24 


.29    .05;i.06 

.97....!   .57 
.60    .60j   .43 

!66|".'3i  '.'si 

.33    .31    .37 
...11.781  09 

,04    .56; 

,20    .51 


56  1!  4 


2.12 
2.61 
l.«7 
2.15 
•2.7'2 
8.22 
4.87 
1.4» 
l.Ol 
3.39 
3.54 
4.10 
3.('i8 
1,07 
1.79 


4.32 
3.29 
3.82 
2.50 
4,47 
3,19 
3,88 
5,66 
3,30 
4,28 
5,32 
5,41 
4,31 
3,70 


4,37 
4.18 
4,22 
3,51 
2,95 
2,39 
5,23 
5,07 
5.75 

"4!42 
4.53 
4.29 
5,21 
4.23 
3.10 


2.52 
4,13 
3.02 
4.46 
3.01 


4.10 
5,46 
3.95 


Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  24  hours  ending  at  time  of 
observation.  'First-order  Weather  Bureau  station;  precipitation  is  for  the  24-hour  period,  midnight  to  midnight  unless  otherwise  indicatea.  - i^recipuaiion 

measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  ^Precipitation  measured  with  recording  gage.  inciuaea  in  tne  nexi  101- 

lowing  measurement.  T.  Trace  of  precipitation,  less  than  0.01  inch.  tPost  office  address  as  follows:    Lock  5.  Lawrenceburg,  Ky.;  Jxick  b,  v  ersaiues,  _K.y. . 

Lock  8,  Nieholasville    Ky.:  Lock  10,  Red  House.  Ky.:  Oneonta    California,  Kv.  River  drainage  area  in  which  station  is  located   is  indicated  as  tollows.(B» 

Big  Sandy;  (L)  Licking;  (K)  Kentuckv:  (S)  Salt;  (G)  Green;  (C)  Cumberland;  (T)  Tennessee:  (O)  Ohio;  (M)  Mississippi, 

"Airport  Station.    Data  for  24  hours  endin?  at  12.20  a.  m,  90th  meridian  time  adjusted  to  dav  thev  occur. 
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CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION. 


July,   1947 


DAILY  TEMPERATURES  FOR  JULY,  1947. 


9     10     11     12 


Anchorage l^SZS: 

.   .  ,   „j  5  Maximum  . 

Beaver  Dam LMfaiZS?.: 

Bo„h„r„-.c  Maximum. 

Benhamsi (Minimum.. 

Berea iMfninmrn.'. 

«o-'*-«  Green. \^^l^: 

Campbellsville J  M^nTuT  ' 

Clermont lUf^^ZS' 

Corbin.  \^=.: 

Danville iMfnimum.: 

ni»   nam  >  Maximum  . 

•^'^   ^^"^ /Minimum.. 

Eamn^ton 1^^,^^^; 

^Han.er. \]^!$^.: 

>^"— \^=S:. 

Fo^i'^^-y isffnirur.: 

Frankfort  i  Maximum  . 

Frankfort j  Minimum. . 

Greensbur? |  Mfnimum  ' 

«-envine jJlf^^i 

HeadQuarters j^-;™: 

Heidelber. ]^[f^=.: 

Henderson |^fS=: 

^op^^^svme \f,tSZS:. 

I-"*"- !S1?,=^: 

Le't'^'^fieid !::;Sum.: 

Le-'«^-' !>Sr.: 

L--me. 1J{?^=: 

DO.  Bowman  Field.  I  Maximum. 

L— Vine i^{?rur.: 

MammotnCave USX'. 

Mavflpia  S  Maxiumm  . 

^*>"®"^ (Minimum,. 

MavsviUo  S  Maximum  . 

^^y*""^ i  Minimum.. 

Middlpehoro  ^  Maximum  . 

MiddlesDoro  ,  Minimum . . 

Mount  Sterling ]  J{f,f/™X ". 

M^'^y iMfntmum.: 

Owensboro  iMfnimum.'. 

^<^-^-^^^ ISZnT.: 

Plkevllle. iMfni'mum.: 

^'f'''''^^"" iMfuimum.: 

Q"'«^»-'^ \^ZS:. 

Richmond iMfnimum  ' 

«-■'«"-'"«  ^-s IKmuT: 

^^■^°^- l^^ZS.: 

s'"— Hill \^^~:. 

«-"-'"« l^ZS.: 

^'^^•'^yvme IJJfSJ;^: 

W'll'amsburg Pvlf^™.; 

W'll'amstown   i^SuT.: 

wolf  creel:  Dam. .■■jMaximum. 


83:  82 

57  52 

83  80 

56,  55 


75 

58  55 

S2l  87 

60  53 

78  79 

62  47 


70      65 

•-      87 


DAILY  EVAPORATION  (Inche.)  and  WIND  MOVEMENT  (Mil«  per 

Hoar)  July,  1947. 

Stations. 

l|2 

a|. 

= 

' 

9      10      11      12 

13      14 

15 

Ifi      17 

18 

19     20 

21     22     23     24 

25 

26 

27 

28  1  29  1  30  1  31 

Total 

Dl-Dam i^3Tl''o'!°mem:: 

.202.190 

.200  .210 

.200 

.100 

.080 

.110 

.«j.^ 

.070.030 

2       0 

.158  .236 

24  1   19 

.300 

5 
.250 
24 

.'280 

11 
.195 

30 

.290 
.200 

.170.170 

6  1     1 
.2051.129 
19  i  11 

.320 

3 
.104 

9 

.420  .210 

6       6 
.129.243 
20  1  17 

.210 

.2^0 
24 

.207 
10 
.114 

28 

.1771.206 

6       2 
.217.204 
16  1  28 

.190 

2 

.122 

1 

.180 

2 
.120 
16 

.090 

1 
.150 
18 

.248.160 
15       5 

.161.096 
39  1  10 

.212.195 

3       9 

.194.226 

13       8 

6.077 

wolf  Cr^ek  Dam  lEvaP-t^o-^^i;; 

.229.245 
44^29 

.3.S2  .296 

_40  1  28 

.363 

.135 

.042 
_56_ 

.224 
37 

.140.316 

29  i_32 

6.001 
743 

charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
'Midnight  to  midnight  temperatures.  w  B  O  Louisville.  8-25-47-1100. 
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GENERAL  SUMMARY. 

In  marked  contrast  witli  .July,  llic  month  was  one  of  the 
wannest  Au^uisls  of  record.  Sho\v(>rs  were  frequent  and  the 
average  precipitation  for  the  month  was  slightly  above  normal. 
However,  on  account  of  the  uneven  distribution  of  rainfall,  some 
sections  in  the  eastern  and  central  districts  had  too  much  rain, 
and  even  local  Hooding  early  in  the  month,  while  in  the  extreme 
western  and  some  northern  sections,  damaging  effects  in  vary- 
ing degrees  from  drought  were  becoming  increasingly  evident. 

Early  corn  made  good  growth  and  most  of  it  had  passed  the 
denting  stage  by  the  end  of  the  month,  with  much  of  it  i)racti- 
cally  matured."  Condition  of  late  corn  depended  largely  on 
sectional  moisture  conditions.  In  the  central  and  eastern 
counties  it  about  reached  the  milk  stage,  but  in  the  drier  areas 
it  was  just  about  beginning  to  tassel,  and  some  of  it  on  uplands 
was  injured  beyond  rex?overy  by  the  hot,  dry  weather. 

Tobacco  remained  fairly  good,  on  the  whole,  though  its  con- 
dition varied  greatly  in  ditl'erent  Idoalitic-^,  ranging  from  poor 
to  excellent.  Priming  and  toppins^  had  li.cnnie  general  by  the 
middle  of  the  month,  and  cutting  started  in  a  few  Bluegrass 
counties  during  the  last  week. 

;Much  clover  and  grass  hay  was  made,  with  some  spoilage  by 
rain  in  some  localities.  Late  potatoes  averaged  fair.  Pastures 
continued  good,  where  moisture  was  suflficient  to  maintain 
growth,  but  in  the  drier  areas  they  were  beginning  to  fail. 
The  apple  crop  was  very  spotted  varying  from  fair  to  good  in 
size  and  quality.  J-  1'  •  J- 


TEMPERATURE. 

e   was  79. G°,  or  3.7°  above 


The  average  temperature  was  79. (J'-",  or  cJ.V"'  above  normal, 
and  1.5°  l)elow  tiie  liighest  August  mean  of  record.  Daily 
mean  temperatures  were  above  nniuial  on  every  day  of  the 
month,  witii  a  prolonged  liot  period  from  the  17th  to  31st, 
during  which  daily  means  ranged  from  5°  to  10°  above  nor 
The  highest  temperature  for  the  month  was  100° 
the  4th  and  at  Lovelaceville  on  the  .5th,  and  the 
Williamsburg  on  the  "jeth. 


Aui:usf2'2.    Hh.-lbvvlUc    uml    vicinity:    IMnli    wlmlH    l.l.^w    down    H<rv.,ritn.urn«, 
«pm«"'d  trocW  .md  Interrupted  fdephone  ..nd  oloctrlc  Hervlc.,.    Uumu^e  wuH  .Mtl- 

'"""w,r.V"Tna*8lf Mood  In  tho  North  Fork  of  the  Kentucky  Ulvcr  on  Au»u«t  '^.1 
inumlateduiU  of  the  bu.slness  section  of  I'umrd  and  c^^^^^^^^^^  heavy  damages.  A 
number  of  smaller  towns    u  thd  same  section  were  also  Hooded. 

Ohio  River'    The  river  ronuilned  at  pool  stage  throughout  the  month. 

PRESSURE,  WIND.  HUMIWTT  AND  SUNSHINE^ 


Cairo 

Cincinnati  . 
Evansville  . 
Louisville  . 


..111. 
.Ohio 
.Ind. 
..Ky. 


'L4 


iMii^ 


21  % 

12  29. SO 

21  29.82      _ 

12  29.831     6 


ffi 


it  Paducahon 
owest  .53°  at 


PRECIPITATION. 

The  average  precipitation  was  3.89 


nches,  or  0.17  inch  above 
some  part  or  other  of  the  State 


normal.     Showers  occurred  i 

on  every  day  of  the  month.  .Monthly  amounts  varied  consid- 
erably, due  to  locally  heavy  showers  over  widely  scattered  areas, 
mostly  in  the  eastern  and  central  sections.  They  ranged  from 
over  eight  inches  in  portions  of  Perry  and  Harlan  counties  to  less 
than  one  inch  in  portions  of  Henderson  and  Caldwell  counties. 
The  largest  monthly  amount  was  8.54  inches  at  Benham,  and 
the  smallest  0.92  inch  at  Henderson.  The  greatest  24-hour 
amount  was  3.28  inches  at  Ashland  on  the  3d. 


MISCELLANEOUS. 

W'nuhiofms:  August  2d,  in  portions  of  .Jessamine  and  Wood 
ford  counties:  A  severe  wind  squall  in  a  path  10  miles  wide 
and  40  miles  long,  damaged  residences  and  farm  buildings  to 
the  amount  of  $300,000,  and  crops  to  the  amount  of  $75,000 
The  storm  lasted  about  20  minutes  and  blocked  roads  and  sus 
pended  all  public  utility  services. 


1938 

1939 

1940 

1941 

1942 

1943 

1944 

1945 

1946 

1947..... 
Periodt . 


COMPARATIVE  DATA  FOR  AUGUST. 


Temperature. 


78.1 
8U.4 
75.5 


75.5 
75.2 

100 

75.7 

77.4 

99  ' 

74.8 

99 

76.3 

104 

76.9 

104 

74.0 

100 

76.2 

106 

73.7 

98 

78.  0 

108 

76.0 

100 

71.3 

100 

77.0 

101 

73.9 

100 

80.2 

111 

75.0 

104 

73.4 

98 

76.0 

101 

75.2 

101 

75.4 

99 

76.5 

103 

Precipitation 


76.3 
76.0 
76.9 


4.37 
4.27 
2.79 
2.tJ0 
2.72 
4.03 
4.71 
2.81 
5.94 
6.29 
4.25 
3.49 


5.28 
2.43 
6.03 
3.00 
1.47 
7.51 
2.88 
4.33 
2.06 
2.25 
5.36 
4.25 


4. '22 
2.22 
3.63 
4.45 
2.88 
3.. 57 
3.13 


Number  of  days 


0 

6 
10 

0 

13 

0 

7 

0 

12 

0 

14 

0 

9 

0 

8 

I       8 


n 

8 

10 

6  1 

0 

10 

\h 

11  i 

0 

9 

56 

« 

16 

11 

0 

9 

15 

10 

0 

10 

16 

10 

0 

g 

Hi 

10 

0 

g 

13 

11  1 

0 

s 

14 

10 

0 

11 

12 

11 

0 

17 

10 

0 

10 

12 

11 

0 

IS 

7 

0 

14 

8 

(1 

15 

11 

0 

15 

9 

t59-Year  average. 


NAT. 


30 


CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION 


August,  1947 


CLIMATOLOGICAL  DATA  FOR  AUGUST.  1947. 


Temperature,  in  degrees  Fahr. 


Number  of  days 


Western  Division. 

Beaver  Dam 

Earlingrton 

Ford's  Ferrv,  Dam  50 

Gilbertsville 

Greenville 2  m  S. 

Hartford  (near) 6  m  N. 

Henderson  4  m  S. 

Hopkinsville 2  m  E. 

ixjvelaceville 

Mavfield 

Murray  

Owensboro    1.5  m  W. 

Owensboro.  Dam  46 

Paducah  

Princeton 

Rumsey,  Tx)ck  2i 

Russellville 

Uniontown.  Dam  49 


Ohio 

Hopkins 

Crittenden  . 
Marshall  . . . 
Muhlenberg 

Ohio 

Henderson  . 
Christian... 
Ballard  .... 

Graves 

Calloway  . 

Daviess 

Daviess  — 
McCracken 
Caldwell  . . 
McLean  . . . 

Logan   

Union 


Central  Division. 

Addison.  Dam  45 

Anchorage 

Bowling  Green 

Brent 

Brownsville,  Lock  61... 

Bumside 

Campbellsville 

Carrollton,  Lock  1 

Clermont 

Danville 

Dix  Dam,  Burgin 

Erlanger  (Grt.  Cin.  Airport) 

Frankfort,  Lock  4 

Gest,  Lock  3 

Grant.  Dam  38 

Greensburg 

High  Bridge,  Lock  7 

Irvintrton  • 

Lancaster 

Leitchfiftld 

Lexington 

Little  Hickman,  Lock  8 

Lockport,  Lock  2 

Louisville     

Do  Bowman  Fid,  5.5raSE. 

Mammoth  Cave 

Monticello 

Muuford  ville 

St.  .Tohn 3  m  SW 

Salvisa,  Lock  6 

Science  Hill 

Scottsville 

Shelbvville 2.5m  W. 

Springfield   

Tompkinsville  

Tyrone,  Lock  5 


Breckinridge 
Jefferson  . 
Warren . . . 
Campbell. 
Edmonson 
Pulaski  .. 

Taylor 

Carroll  . . . 
Bullitt  . . . 
Boyle.... 
Mercer  . . . 


Williamstown   

Wolf  Creek  Dam 

Woodbury,  Lock  4t 

Eastern  Division. 

Ashland   2.5  m 

Benham   . .   

Berea 

College  Hill,  Lock  U.... 

Corbin  

Cynthiana 

Falmouth 

Farmers   

Flemingsburg   

Ford,  Lock  10 

Greenup,  Dam  30 

Hazard 

Headquarters 

Heidelberg.  Lock   14 

Jackson   

Ixjuisa 

Maysville.  Dam  33  ..3  m 

Middlesboro 

Mount  Sterling 

Oneonta.  Dam  35   

Paintsville 

Plkevllle 

Pippapass   

Quicksand  

Ravenna.  Lock  12 

Richmond 

V'allev  View,  Lock  9 

Vanceburg,  Dam  32 

Williamsburg 

Willow.  Lock  13 


Green 

Jessamine 
Breckinridge 

Garrard 

Grayson  . . 
Fayette.  . . . 
Jessamine  . , 

Henry  

Jefferson  . . , 
Jefferson  . . . 
Edmonson  . 

Wayne 

Hart 

Hardin    .... 

Mercer 

Pulaski   .... 

Allen 

Shelby  .... 
Washington 

Monroe 

Anderson... 

Lincoln 

Grant.. 

Russell 

Butler. 


State  1 


Boyd 

Harlan . . . 
Madison.. 
Madison.. 
Whitley  . . 
Harrison  . 
Pendleton   . 
Rowan  . 
Fleming 
Clark   .. 
Greenup 
Perry  . . 
Nicholas 

Lee   

Breathitt 
Lawrenc( 


Bell    

Montgomery 
Campbell  . . 
Johnson  . . . 

Pike  

Knott 

Breathitt   .. 

Estill    

Madison 

Clay  

Lewis 

Whitley  .... 
Lee    


3.7 


1.9 

4.7 
3.6 

+  5.' 2 


+  4. 

3.8 


erages  and  extremes 79.6+3.7   lOft 


+  4.2 
+  '4;3 


1  -1 .  W| 

76. 3H 


-1.02 


-2.16 
+  0.07 
+0.24 
-0.79 
-1.10 
-1.19 
-1.12 

-2.: 

-2.57 


-1.25 


+0.59 
+  1.46 
61 
+0.41 
+  0.84 


-0.48 
■1.67 
•1.70 
■1.89 
+0.33' 
+  0.41 
1.28 
+  3.22 


4t 


5:j 


+  1.14 
0.67 

+0.55 
0.55 
1.25 

+  1.91 

+3.98 


1.50 


2.00 


5.03 
3.111- 
5.. 52  + 

5.27+0,50:  1.79 

5.19+1.H3!  1.4H 

6.;«>)  +  2  34,  1.47 

2.04  -1.98!  0.35 

2.52:-2.20  1.04 

4.91+0.92  1.70 

3.89+0.17  3  28 


9     15     11 


E.  G.  Young. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson,  Sr. 

Frank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers. 

Alton  M.  Harvill. 

Lockmaster. 

Dr.  Samuel  S.  McReynolds. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

U.  S.  Weather  Bureau- 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Alva  McKinley. 

lockmaster. 

Bernheim  Foundation. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Lockmaster. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Mrs.  Mell  M.  Lingle. 

Lockmaster. 

Floyd  6.  Robbins. 

Kentucky  Utilities  Co. 

George  D.  Litsey. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Granville  B.  Liles. 

E.  0.  Cooper. 

Robert  C.  Smith. 

Sisters  of  Loretto. 

Lockmaster. 

William  H.  Dobbs. 

Noble  Allen. 

Willa  S.  A.  Ratta. 

John  P.  Elder. 

Alice  H.Hale. 

Lockma.ster. 

Frank  Hoeck . 

Miss  Nettie  B.  Simpson. 

Frank  S.  Bloodworth. 

Lockmaster. 

Lockmaster. 

C.  C.  Whiteaker. 

D.  H.  Center. 
Lockmaster. 

U.  S.  Weather  Bureau. 

Marshall  Hill. 

Jessie  Oldham. 

Mrs.  Cora  C.  Stamper 

C.  A.  Glasscock. 

Lockmaster. 

Lockmaster. 

H.  A.  Bailey. 

L.  M.  Gallin. 

Lockmaster. 

James  T.  Goff. 

Russell  T.  Wheeler. 

Lockmaster. 

Hugh  Allen. 

Fred  Cartmill. 

Lockmaster. 

E.  C.  Fraley. 

U.  S.  Weather  Bureau. 

Caney  Run  Cora.  Center. 

R.  W.  Jones. 

Lockmaster. 

Eastern  Teachers  College. 

Lockmaster. 

Lockmasiter. 

Charles  B.  West. 

Lockmaster. 


All  temperature  data  are  taken  from  self-registering  thermometers. 

The  departures  from  normal  temperatures  and  pre<>ipitation  are  computed  only  for  stations  that  have  ten  or  more  years  of  record,  but  all  complete  reports  are 
used  in  determining  section  or  division  means.  iRumsev,  Brownsville  and  Woodbury  are  Locks  on  the  Green  River;  other  Locks  are  on  the  Kentucky  River. 

Reference  letters.  *.  ',  •.  appearing  in  the  table  Imlicate  riumber  of  davs  missing;  for  example,  b  represents  two  days,  etc. 
tAlso  on  other  dates.       f-iRecelved  too  late  to  be  iiicliidcd  in  means  and   suninmries.         T.  Precipitation  is  loss  than  0.01  inch  rain  or  melted  snow. 


/;■•, 


Ai(asr,   lt)47 


'l.l.MArol.OCICAL    DATA:    K  I'lN'll  (  K  ^'    SKCTloN 




DAI 

LY  P 

RECIPITATION  FOR  AUCUS 

r,  It 

(mo 

«T. 

- 

Uayo 

nth 

Stattous 

1 

2       3       4 

6      6 

'1 

8 

9 

10    a 

12 

18 

14 

16 

16 

17 

18 

19 

20 

21 

■a 

28 

24 

26 

26 

27 

26 

2» 

80 

"1 

1 

Wfriem  Dii'isum. 

Boaver  Dan. 

KftrlliiRtou" 

Konls  Kurrv.  Diim  60" 

UilLortsviUo' 

....G. 
....0. 
....T. 
....G. 
....G. 
....0. 
....C. 
....M. 

.42 
.()<•> 
.07 

;i6 

.2.3 
.17 
.00 

.08 
.41 
.08 

tV 

I'.lv) 

.70 
,65 
.03 

!69 
.19 
.30 
.18 
T. 

.08 
.16 

'.bh 

T. 

!29 

T." 

...  • 
.04 
.08 
T. 

,95 
,02 
.82 
.19 
.38 
.91 
.34 
.53 
.77 
.90 
.27 

■.\t 
.31 

.02 

!()2 
.12 
T. 

.'io 

.06 
'.&2 

.24 

:65 

:i6 

T.' 
.25 

M 
.04 

128 
T. 
.01 
.28 

;64 

.16 
.02 

:25 

i'ii 

!6i 

T.' 
.04 

'.VI 

2.66 
6.M 
2.37 
l.U 
4.61 

tV 

T. 
.'41 

2.38 

Hiirtfonl 

.'so 

T. 

.15 

!24 
.11 

.06 

ll.-iuiorsou 

Hopkinsvllle' 

Uiv.-lncevllle 

3.44 

.27 
T. 

8.82 
2.69 
2.22 
2,13 

Murrftv  

Owensbpro* 

<.)\vensboro,  Dam  46» 

....0. 
....0. 
....0. 

....G. 
....G. 
....G: 
....0. 

....O. 

.31 

!48 
M 

i.n 

.34 
1.10 

[63 

.08 

.35 

.28 
.18 
.29 

.02 

.12 

.08 

;69 

.13 

.40 

'.07 
.01 

!62 

.05 

ios 

2.28 
1.33 

.21 

.07 

'."05 
.51 
.20 

it 

.25 
.05 

'.is 

0,94 

Rumsey.  Lock  No.  2" 

Russellville'   

.41. 

".hi 

i'. 

i.ir 

.OS 
.97 

■^37 

tV 

: 

T. 

tV 

.38 

tV 

.15 
.25 

^63 
.24 
.26 

l!t>5 
2.12 
.02 

T. 

■v.' 

T. 

".■20 

!65 
'!63 

,04 

.03 
.06 

tV 

■;69 

T. 

■:64 

T. 

i;97 

'.b» 

.b'i 

".lb 

".'20 

■;62 

".52 
.11 

".bb 

1.20 

!71 

.30 
.48 
,18 
.08 
,10 
,12 

".•2b 
,85 
,20 
,33 
,55 
T, 
1,35 
2.04 
.22 

■[si 

.10 

"]67 
1.38 

'.55 
.09 
.07 
.08 

■.■49 
1.15 
.08 

.08 
.06 
.02 

T. 

,10 

,■36 

".bb 

,17 
1,82 

!29 

!i5 

T.' 
.38 

.80 
.46 
.69 

.'24 

4.85 
6,50 
2  60 

Vuioutowu,  Dam  49» 

(>H/ro;  Diiifion. 

tV 

'.sb 

T. 

.03 
T. 

I: 

.02 

'.'io 

".'06 

■;27 

.42 
.67 

■;65 

.54 

'!64 
.19 

.02 

't.' 
't.' 

.'05 

!C9 

T.' 

.34 

2,05 

Bowlinjr  Green" 

Bowliug  Green.  No.  2» 

Breut.  Dam  36* 

Brownsville.  Lock  6" 

Buruside" 

Campbellsville 

....G. 

....0. 

....G. 

....C. 

....G 

....K. 
S. 

....K. 

....K. 

....0. 

....K. 

....K. 

....O 

....G. 

....K. 
G. 

....K. 
G. 

....K. 

....K. 

....K. 

0. 

0. 

G. 

'.'-\> 
.13 

i!68 

.12 
.05 
T. 

1 

.i.5 

1.10 

2^04 
T. 
.09 

i:86 

4:43 

1.61 
.17 

5.90 
4.88 

.11 

.07 
.50 
.50 
.92 

■!37 
.14 
.12 
.90 

1.01 

2.23 
2.50 
3,40 

Clermont 

Danville" 

Dix  Dam.  Bur(rin» 

Erlanger 

Frankfort,  I-ock  4" 

.■2s 

".■hs 

".u 
.11 

!48 
.5.} 

'Oti 

.3,T 

.31 

•?" 

i'.eh 
.02 

T. 

1  23 

.11 
1.01 
.05 

'!94 

.70 

tV 

T. 

.22 

tV 

'tV 

.06 
.26 

.45 
1.27 
.2f, 
.16 
.39 
2.20 
.42 
1.00 

;72 

!oi 

.25 
1.70 
.05 
.01 

'.do 

.42 

39 

1.28 

2.25 

.03 
.U2 

.02 

tV 

.02 
.13 
.65 
.12 
.09 
.04 
,04 
T. 

'!64 

.'io 

1,80 
T, 
,18 

.»2 
".29 

tV 

'.'is 

06 
.03 

'^27 
.'23 
T, 
,17 

T,' 
,25 

,47 
,01 

■;66 

1.25 
.02 

'.'62 
,15 
,09 

".bh 

.08 

't.' 

.27 
■.35 

.bk 

i'V 

■]i6 

'!62 

■;i7 

".bk 

".bh 

.67 
T. 
.07 

.05 
T. 

't.' 

5,11 

■;47 

i!6o 

','06 

■.'62 

';.59 

T. 

4.11 

5  27 

Gest,  Lock  3"... 

'.'is 
".bk 

T.' 
T. 

T. 

T. 

1  31 

Gram.  Dam  38' 

Greensburg*    

High  Bridge.  Lock  V 

■>23 

4.50 

T.' 

T.' 

■.■45 
.03 

4.55 

Lanoa.<;ter« 

Leitchtield" 

Lexingtont" 

Little  Hickman.  Lock  8«t... 
Lockport.  Lock  2* 

LOUISVILLK.   'i 

Do.  Bowman  Field  't 

Mammoth  Cave'' 

.23.... 

1.00  .... 

,04  .... 

■;67 

— 

't'.' 

■;65 
■;6i 

'i'.' 

3.95 
4,07 

.05 

.01 
".bk 

".ek 
.10 

.64 

4,62 
3,13 

".■2S 

T. 

.02 

'[95 

T. 

■,'98 

i;66 

T,' 

".ik 
.10 

.19 

■;i2 

tV 

.36 

.56 

.84 

.60 
T. 

.23 
.44 

■:85 

".b2 

2.94 
1.75 
6.14 

.11 

2.07 

Munfordville' 

St.  John^ 

Salvisa,  Lock  6M  

Science  Hill 

ScottsviUe 

G. 

S. 

K. 

C. 

G. 

1.09 
1.30 
.33 
1.50 

,36 

4.48 

'.'67 

■.■36 

".ib 

:::: 

.57 

't.' 

.61 

.78 

4  09 

.08 
.10 

.... 

5.14 
7.32 

Shelbyville  ^ 

Springtield 

TompkinsviUe 

Tyrone.  Lock  5M 

Waynesburg 

Williamstown  - 

Wolf  Creek  Dam 

Woodbury.  Lock  4" 

Eastern  Dirimon. 
Ashland* 

S. 

s. 

G. 

K. 

C. 

L. 

C. 

G. 

0. 

C. 

K 

K 

c 

.25 
.32 

.i» 
".oh 

1.90 

'.'68 
1.6C 
.3C 

T. 

.81 
.1. 

'!9 

2!6 

2.5 

".2 
.8 

T. 

1.7 

',■3 

i'.i 

.6 
1.4 

.0 

i'.'i 

■;59 

".X 
'.h 

1   T. 

J    .6 

.1 

j'.'i 

.5 

)... 
I ... 

... 
... 

.43 
.90 

■.'74 
.55 
.76 
.it 

i!& 

".bb 
".». 

.71 

.li 

.If 

.15 
1.4 

■."i- 
.0 
.5 

'.'i 

.0 

1  .5 

.9 

)  .1 

^1.5 

.26 
.02 

".is 

T. 

.02 
.01 
.01 
T. 
.0' 
1.3. 

.4 
T. 

".0 

2!  31 
T. 

.02 
.05 
.73 
.0; 
.7C 
.0. 

1.22 
1.21 

■;48 

.20 
.75 
.24 
.24 

.0' 
.4f 

'[■if 
.0 

T. 
.5 
.3 

.08 
.11 

';64 

.08 

'.'oi 

,05 

.4C 
.0: 
.01 

".<)■ 

.0. 

T. 

.5 
1,S' 

.0 

'.'7 
.1 

']6 

il.O 
.6 

.& 
.4 

';62 

■,'i3 

.30 
3.15 

i!64 

■!44 

,04 
.60 

".ib 
".■so 

,30 

,10 
.12 

,05 

.04 
.'3i 

■;i5 
.02 

T. 

.0- 

".31 

".u 

".IQ 

".k 

,0L 
,3. 

.3 
,1 

't. 

.02 

't.' 

,17 

"69 
,61 
.02 
,36 
,09 

■.'32 

.36 
1.50 

■;i5 

6.20 

"i'.'SA 

1,09 
i!44 

'.■49 
.16 

".k 

.05 

■>2i 

.02 
.03 

".k 

.03 
.02 

.15 

".bh 

.12 

.29 
,03 

i,'4i 

.03 
,09 
,3: 
,1E 
.51 
.1.! 
,0. 
,0. 

".k 

1  ';6 

".6 

8    ,3 

,5 

4  ,1 
2,,, 

5  ,3 
,1.0 

'.  ".b 

.... 

,02 

'!4b 
1,52 

■!25 

.06 
.02 

".bk 

3.61 
2.36 
3.71 

.01 

t'. 

... 

,08 
.06 

".bi 

.11 
.11 

'.'6 

V. 

.0( 

.0 

T. 

■;5 

'.'6 
'!6 

".'8 

1.5 
.1 

,05 

'!ii 

.02 
.45 

'.'oh 

5.02 
4.59 

Benham  ■' 

College  Hiii,'  Lock  11' '::::: 

Corbin  *' 

,02 

,42 
.77 

!6i 

.41 

't. 

,88 

.29 
.24 
T. 

T. 

.01 

3.52 

Cvnthiaua'    

Falmouth-' 

Farmers' 

L. 

L 

L. 

L 

K 

O 

K 

L 

K 

K 

B 

0 

C 

L 

.48 

.9" 
.9f 
.2: 
2,3J 

]l 

.0-2 

".91 

1.03 

'lie 
".k 

.0' 

3.09 

.0-2 
T. 

!•- 
2.8C 

.64 

T. 
.0 
.2 

i.2 

... 

T, 

.0 

".i 

>.    .8- 
.2 
T. 
.6 

".bi 
".b- 

,15 
T, 

... 

,1C 

".•2-2 
,4£ 

".ii 

T. 

,5. 

'.'6 
>    ,8 
.7 
,3 
7    T. 
1.0^ 
2    .8 

';i4 

.0? 
.Of 
1,6C 

".k 

5.01 

Flemingsburg*    

Ford.  Lock  10" 

Greenup, Dam  30'' 

Hazard'   

Headauarters- 

Heidelberg.  Lock  14^ 

Jackson'' 

".(K 

.V 

.Of 

.,3'. 
.14 

.06 

... 

1::: 

[.,, 

,1: 

.0 

.44 

'."6. 

'.'i. 
,2 

.05 
.3C 

".b4 

.4. 

".b 

5.29 

".■I 

.1 
".2 

.0 

i'.b 

::: 

3,84 
5.93 
6.70 

Louisa'    

Mavsville,  Dam  33' 

1    .3 

I... 
i  ... 
i  ... 

1  '." 

T. 
3 

i 

".b 
■,'i 

— 
i"'. 

.6 

•2.7 

.■i 
".b 

".it 

".k 

".b 

7  ... 
.1 

6    .0 

;  "o 

2  ... 

I  ... 

".b 

■■3.96 

iMiddlesboro 

Mount  Sterling 

.6 

.3 

3... 

.0 
T. 

3  ... 
.1 

".7 

',■3 

".b 

".b 
".h 

>::: 

•:i 

:>'.'.'. 

E 

3.3fi 

0 

...   .B 

B 

K 

K 

K 

K 

K 

O 

C 

K 

'   T. 

2   T. 

)    .0 

.4 

T. 
'    .4 

Paiutsville''  

Pikeville" 

Pippapass 

.5 

.2 
".b 

6.20 
5.03 
3.11 

Quicksand- 

^3 
.4 
.3 

.1 

.5 

... 

'    .0 
'   T. 

".2 

112.0 
■.■4 

.2 

i.'s 

'.'6 
.1 

.8 

3   T. 

.0 
2... 

.8 
1   T. 
)    .4 
1    .1 

,j 

Ravenna,  Lock  12-' 

Richmond  '  

Valley  View,  Lock  9« 

Vanceburg.  Dam  32= 

Williamsburg'' 

Willow,  Lock  13'  

,0 

3.., 

.3 

3. '6 
3    .3 

7  ... 

'.0 

.2 

i ... 
I... 

.3 

i!4 

.4 

^    .O" 
,2, 
,1 

.2 
.2 

.6 

".b 
".b 

5... 

i'.'i 

.     .6 

T. 
2... 

"b 

".i 
".b 

,0 

,.. 

... 

i... 

5.19 

.7 
■,'i 

)  .1 

,0 

i"'. 

3... 
.2 

7 ... 

2,04 
2,52 
4,91 

\ 





E.'ccept  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  24  hours  ending  at  time  of 
observation,  'First-order  Weather  Bureau  station;  precipitation  is  for  the  24-hour  period,  midnight  to  midnight  unless  otherwise  indicated.  rrecipitation 

measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  JPrecipitation  measured  with  recording  gage.  Incluaed  m  the  next  tol- 

lowing  measurement.  T,  Trace  of  precipitation,  less  than  0.01  inch.  tPost  office  address  as  follows:    Lock  5,  Lawrenceburg,  Ky.:  Lock  b.  Versailles,  Ky,; 

Lock  8,  Nicholasville    Ky,:  Lock  10,  Red  House,  Ky,:  Oneonta    California    Kv,  River  drainage  area  in  which  station  is  located  i.s  indicated  as   toUowst(B) 

Big  Sandy;  (L)  Licking;  (K)  Kentucky:  (S)  Salt;  (G)  Green;  (C)  Cumberland;  (T)  Tennessee:  (O)  Ohio;  (M)  Mississippi. 

"Airport  Station,    Data  for  24  hours  endin?  at  12,:in  a.  m,  *ith  meridian  time  adjusted  to  dav  they  occur. 
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DAILY  TEMPERATURES  FOR  AUGUST,  1947. 


A-'^o-^'^ Im^SSZ: 

^^^^--^ \^S^.: 

B-verDan> l^^ZS,; 

B-^^^-^s l^SZS:. 

Rerp»  S  Maximum  . 

«-'-««--' !S{S=: 

Campbellsville j  ,^{f,f>l™  ' 

Clermont J  Maximum': 

'  Minimum. . 

sorbin.  li:l?S=; 

Da-ille \^SSZ:. 

D'-i'- IJlfn^ZT: 

Earlin.ton IJlSS!: 

Erlanger' 1  Mfuimum  ' 

^"--   ]^^=-. 

Foil's  Ferry  IJlSS^! 

Frankfort 1  Mhfimum  ' 

G— "-- Ii;l^=^; 

«—"'■« l^{f=;i:: 

Headquarters |  MfnimuuT  ' 

H-'l«>'^-« \^=S- 

H-<i-- Uss:: 

«"p'^'-v'"« l^SZS:. 

i"--t°" !mSS:: 

Leitohtiekl !  J|?-^.imum  . 

(  Minimum. . 

Lexington'   j  5;{f,f/,num  " 

^"-"•^' iiiEEr: 

Do.  Bowman  Field.  jMf-i-^-; 
Lovelaceville ]  i^Jf,^*"^  • 

^'— '"«-« )bniZS- 

Mayfield !  Jlfninram  ' 

Maysville (Maximum': 

■'  /Minimum.. 

Middle.sboro  \  -^'aximum  . 

*  Minimum.. 
Mount  Sterling j  Maximum  . 

'  Minimum.. 
M, ,_...,,  (Maximum. 

•^""^■^•^^ /Minimum.. 

Owensboro   '  -Maximum  . 

/  Minimum.. 
Paduoah  §§ \  Maximum  . 

/  Minimum.. 
Pikevllle' j  Maximum. 

'  Minimum. . 

f""'='''"" iMhmmnn': 

Quicksan.i -J  Ji'f,;'/,;;^,;;;^'  ■ 

Richmond ). Maximum  :! 

/  .MniiiTiuiii. . , 
Russellville  i.i 1  •^J?^.'""'"'  ■  ■ 

St.  John )  Mhfimu'm   ■  ■ 

Scieuoe  Hill j  ^laYimim  . . 

S<.x)tt*ville ). Maximum':: 

I  .Mi.iiniiim. .. 
ai.pii,.. villi.  S  .Maximum  .. 

^'"''   ■'""" /Minimum... 

Williamsburg \  yf,^^",™  •  • 

wniiam.'itown   !  Maximum  . . 

/  Ml  111  mum.. . 
Wolf  Creek  Dam  . . . ,  j  J[;';^/,;5',',',^  • ' 


2       3       4       5       6       7       8       9     10     11      12     13     14     15     16     17 


Kfi     83     96 
60      62 

871     88 


mi  62 

90:    9.5 
I     6S:     6fi! 


75     69     70     6fi 


70  67  67 
92!  95  95 
69'     74     72 


19      20     21      22     23 


72 

69 

94 

93 

B7 

67 

Sfl 

89 

m 

67 

9( 

93 

H6 

6H 

92 

91 

6h 

.'.7 

87 

i<- 

6h 

91 

93 

J» 

66 

9f   91 

67 

M 

67.3 
91.1 
67.3 
88.6 


91.2 
68.8 
93.4 


65.9 
94.0 
72.0 


89.5 

92:7 
67.9 
91.7 
64.5 


93.8 
69.0 
87,7 
64.9 


DAILY  EVAPORATION  (Inctti)  and  WIND  MOVEMENT  (Mile,  per  Hour)  July.  1947. 

9     10     11      12 


269.096.110.214.226.154 

9  1  I  11  11  6  I  6 
260l.2!0i,llol.l90,216.217 
32       :i  i  27  I     3  I     7  i     11 


2621.180 
2i 
1241  205 


16      17      18      19     20     21      22      23      24 


1771.177  .212. .225!. 192  .123 


26      27      28      29 


204M7a  .134  .140 


,1461.188 
0  0 
200',  190 


5.323 
99 
5,502 


'^t'Il®?mliJ.!fto'''r'i'-V»^tivfi3"?'?,'°F'  l^^  niaximum  temperature  then  read  i,'^  charged  to  tlie  precediiii,'  day.  on  which  it  almost  always  occurs, 
etc.  indicate  respectively  1.  2.  3.  etc.,  days  missing  from  record.  'Midniftht  to  midnight  temperatures.  W  H  ()  Louisville.  ! 


o, 
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pors^ons  worn  killod  by  falling  dv/tfVtfrWyJiy'W^'Llllftl'ifi^"^"^'^- 

$2()(),()()().  ,  ,       . 

i2mr.s.     The  Oliio  River  remained  at  pool  etuRe   tlirnu«lir»ut 

the  month.  


GENERAL  SUMMARY. 

Tiie  average  tempeniture  for  Septenil)er  was  slightly  Ijelow 
normal,  and  the  avera^H'  rainfall  somewhat  al)ove.  Liglit  frosts 
occurred  during  tlie  closing  week  and  caused  some  damage  to 
very  late  crops  in  tiie  eastern  and  northern  counties.  However, 
comparatively  warm  weather  during  the  daytime,  under  sunny 
skies,  more  than  offset  the  retarding  effect  of  cool  nights,  and 
as  a  result,  damage  to  crops  Avas  insignificant  in  the  aggregate. 
The  effect  of  dry  weather  became  increasingly  evident  in  the 
western  and  southern  districts,  and  in  some  counties  in  these 
areas  water  supplies  were  running  low. 

The  early  corn  crop  practically  all  matured,  and  most  of  it 
had  been  gathered  or  cut  and  siiocked  before  the  month  ended. 
The  late  crop  reached  tlie  denting  stage  and  only  a  httleof  it 
was  still  susceptible  to  damage  from  frost.  Some  late  corn  in 
the  western  districts  never  recovered  from  the  effects  of  dry,  hot 
weather  earlier  in  the  season,  and  did  not  mature.  The  con- 
dition of  this  crop  reflected  the  sectional  thermal  and  moisture 
conditions  that  prevailed  during  the  critical  periods  of  its  growth, 
and  ranged  from  very  good  to  poor. 

Tobacco  cutting  and  housing  were  general  throughout  the 
month  and  in  a  few  western  and  southern  sections  were  com- 
pleted. Fire  curing  of  dark  tobacco  was  begun  in  some  of  the 
western  areas.  A  considerable  amount  of  clover,  grass,  and  soy- 
bean hay  was  made  under  favorable  weather  conditions,  but  most 
fields  had  received  their  last  cuttings.  Pastures  in  many  sections 
were  becoming  dry,  and  in  the  drier  areas  parched.  Gardens 
generally  were  failing,  except  in  a  few  sections  where  sufficient 
1-ainfall  occurred.  The  soil  was  mostly  too  dry  for  plowing,  but 
some  cover  crops  and  a  little  winter  wheat  were  sown.  Late 
potatoes,  where  grown,  showed  considerable  improvement. 

,J.  F.  J. 

TEMPERATURE. 

The  average  temperature  was  70.1°  or  0.3°  below  normal. 
Daily  mean  temperatures  were  from  6°  to  14°  above  normal 
from'  the  1st  to  14tli  and  from  the  18th  to  21st,  and  as  much 
below  normal  on  the  1.5th  and  16th,  and  from  the  22d  to  30th. 
Scattered  frosts  occurred  on  the  23d,  24th,  27th  and  28th, 
mostly  in  the  northern  and  eastern  sections.  The  extremes  for 
the  State  were  103°  at  Mayfield  on  the  8th,  and  33°  at  Benham 
and  Headquarters  on  the  23d,  at  Quicksand  on  the  27th  and 
28th,  and  at  Farmers  on  the  28th. 

PRECIPFTATiON. 

The  average  precipitation  was  3.04  inches,  or  0.14  inch  above 
normal.  ^Monthly  amounts  ranged  from  over  six  inches  in 
portions  of  the  Licking  watershed  to  less  than  an  inch  and  a  half 
in  portions  of  Bell  and  Allen  Counties.  Rainfall  occurred  ir- 
regularly and  was  mostly  lijiht  and  scattered.  The  heaviest 
rains  fell  on  the  10-r2th,  and  on  the  21st-22d,  exceeding  two 
inches  in  a  few  scattered  areas.  The  extremes  for  the  month 
were  G. 73  inches  at  Farmers  and  1.09  inches  at  Scottsville. 
The  greatest  24-hour  amount  was  3.96  inches  at  Mt.  Sterling 
on  the  rith.  

MISCELLANEOUS. 

V>'lndiiiormB\  A  violent  windstorm  struck  the  business  center 
of  Louisville  late  in  the  afternoon  of   September  r2th.     Three 


PRESSURE.  WIND.  HUMIDITY  AND  SUNSHINE. 

Wind. 
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humidity 
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. 

Stfttions. 
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3  ^ 
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6. 

li 

■a 
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s 
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O 

i-l 

e 

<-\Z- 
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Cairo 

rancinnati 

EvansviUe 

Louisville  
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■29.60 
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S.3 

28 

n. 

21 

85 

61 

87 

43 

.Ohio 

30.. 58 
30.. 52 

27 
27 

29.63 
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21 

21 

4.3 

7.8 

25 
34 
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21 

90 

64 

71 

85 
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30.53 

27 

29.60 

^ 

7.0    30 

w. 
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COMPARATIVE  DATA  FOR  SEPTEMBER. 


18S9.. 
1890.. 
1891.. 
1892.. 
1893.. 


Temperature, 


1899.. 
1900.. 
1901.. 
1902.. 
1903.. 
1904.. 
1905.. 
1906.. 
1907.. 
1908., 
1909 . , 
1910., 
1911 . 
1912. 
1913. 
1914. 
1915. 
1916. 
1917. 
1918. 
1919. 
1920. 


69.1 
71.1 
70.2 
73.0 
69.1 
71.6 
67.7 
71.8 
74.3 


Precipitation 


72.5 
70 '.1 


4.36 
1.66 
•2, 25 
3.57 
4.01 
0.91 
2.58 
2.61 
6.15 
3.00 
1.03 
2.51 
4,41 
3.71 
2.80 


3.30 
5.37 
2.  22 
2.87 
4.49 


5.  (13 
4.82 
2.75 
3.57 
1.84 
3.52 
1.26 
1.97 


3144 
2.52 


Number  of  days 


♦59- Year  average. 


^^' 


Sv_>.     A 


->-S»->--XT\ 


b--.*^^. 
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CLIMATOLOGICAL  DATA :   KENTUCKY  SECTION 


Septembee,  1947 


CLIMATOLOGICAL  DATA  FOR  SEPTEMBER,  1947. 


WeMern  Division. 

Beaver  Dam  

Eariington 

Ford's  Ferrv,  Dam  50 

Gilbertsville 

Greenville 2  m  S. 

Hartford  (near) 6  m  N. 

Henderson   4  m  S. 

Hopkins ville 2  m  E. 

Lovelaceville 

May  Heidi 

Murray  

Owensboro    1.5  m  W. 

Owensboro.  Dam  46 

Paducah  

Princeton 

Rumsey,  Txjck  2t 

Russellville 

Uniontown,  Dam  49 


Central  Division. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 


Brownsville,  Lock  6t.. 

Bumside 

Canipbellsville 

Carroll  ton,  Txjck  1 

Clermont 

Danville 

Dix  Dam,  Burgiu 

Erlanger  (Grt.  Cin.  Airport) 

Frankfort.  Lock  4 

Gest,  Lock  3 

Grant,  Dam  3» 

Greensburg 

High  Bridge,  Lock  7 

Trvington    

Lancaster 

Leitchfield 

Lexington 

Little  Hickman,  L<3ck   8 

Lockport,  Lock  2 

LonisviLLE     

Do  Bowman  Fid.  5.5  m  SE 

Mammoth  Cave 

Monticello 

Munfordville 

St.  John .S  m  S\V 

Salvisa,  Lock  6 

Science  Hill 

Scoft^ville 


Ohio 

Hopkins... 
Crittenden 
Marshall  . , 
Muhlenberg 

Ohio 

Henderson  . 
Christian... 
Ballard  .... 

Graves 

Calloway  .. 

Daviess 

Daviess 

McCracken 
Caldwell  . . . 

McLean 

Logan   

Union 


Sill 


,2.51 


jriiiKt 


illi-  

Tyrone.  Lock  5 

Wayiiesburg 

Wiliiamstown   

Wolf  Creek  Dam 

Woodbury,  Lock  4t 

Eiifta-it  Division. 

Ashland    2.5  m  SE 

Benham    

Berea 

College  Hill,  Lock  11 

Corbin 

Cynthiana 

Falmouth 

Farmers  

Fleminsrsburg   

Ford,  Lock  10 

Greenup,  Dam  30 

Hazard 

Headquarters 

Heidelberg,  Lock   14 

Jackson   

Louisa 

Maysville,  Dam  33  ..3  m  E 

Middlesboro 

Mount  Sterling 

Oneonta,  Dam  38   

Palntsville 

Pikeville 

Pippapass   

Quicksand  

Ravenna.  Lock  12 

Rl('hmond 

Vallev  View,  Lock  9 

Vanceburg,  Dam  32 

Williamsburg 

Willow,  Lock  13 


Breckinridge 
Jefferson  . . 

Warren 

Campbell.. 
Edmonson 
Pulaski   ... 

Taylor 

Carroll 

Bullitt  .... 

Boyle. 

Mercer 

Boone 

Franklin  . . 

Henry  

Boone 

Green 

Jessamine . 
Breckinridge 
Garrard  . . 
Grayson  . 
Fayette.  . . 
Jessamine 
Henry  ... 
Jefferson  . 
Jett'c^rson  . 


Temperature,  in  degrees  Fahr. 


Wayne  — 

Hart 

Hardin   ... 

Mercer 

Pulaski   . . . 

Allen 

Shelby    ... 
Washington 

Monroe 

Anderson. .. 
Lincoln 


Boyd 

Harlan 

Madison... 
Madison.., 
Whitlev  . . , 
Harri,s6n  . . 
Pendleton 


State  averages  and  extremes 


Fleming  . .. 

Clark  

Greenup  . . . 

Perry  

Nicholas  . . . 

Lee   

Breathitt . . . 
Lawrence  . . 

Mason 

Bell    

Montgomery 
Campbell  . . 
Johnson  . . . 

Pike  

Knott 

Breathitt   .. 

Estill   

Madison 

Clay  

Lewis 

Whitley  . . . . 
Lee   


+  1.5 
0.7 
0.5 


70. 


+  0 
-0.7 


Precipitation  in  inches. 


+  0 

6^0 


0.4 
+  1.5 
+   1.6 


-  0.: 


2.01 

2.79- 

2.45-1.08 

3.80 

2.20-0.78 
4,18 


23t 


.991  +  1.00 


-0  32 
+0.01 
+0.82 


+0.16 
+0.85 
+2.49 
+0.26 
-1.02 
+0.09 


-0.39 
+0.96 
-0.44 
0.46 
0.80 
-0 


+o.e 


+  0.49 

■0. 
+  0.91 
0.64 
0.33 
1.40 
+0.65 
.19 
.42 
.19 


2.04 
0,03 
0.42 
0.31 
+0.10 
-1  95 


15 
21-22 
11  12 

21 


12-13 
21 

11-12 
21 

12-13 
21 
12 


-0.16 
+  3.93 
-0.01 
-0.34 
+  2.09 
+  0.36 


1.12 


-0.21 
-..„,-1.02 

4.12+1.41^  2.14 

4.3I1  +  I.34;  1,53 

l,18J-l,43!  (I.,57 

6,681+3.66;  3.96 

2.6:i|-0  33!  1.08 

5.62+2,39'  2.40 

4. 30 +1.42;  1.23 


+0.92 


.40 


-0  53! 

-0.83;  0.63 

+  1.69  3.67 

+  1.67I  1.38 

-1.37i  1.10 


.24 


+0.14 


12 

22 

12-13 

12-13 

21-22 
21-22 

12 


Number  of  days. 


E.  G.  Young. 

Brick  South  worth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson.  Sr. 

Frank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers. 

Alton  M.  Harvill. 

Lockmaster. 

Dr.  Samuel  S.  McReynolds. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

U.  S.  Weather  Bureau- 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Alva  McKinley. 

Lockmaster. 

Bernheim  Foundation. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Lockmaster. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Mrs.  Mell  M.  Lingle. 

Lockmaster. 

Floyd  G.  Robbing. 

Kentucky  Utilities  Co. 

George  D.  Litsey, 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Granville  B.  Liles. 

E.  0.  Cooper. 

Robert  C.  Smith. 

Sisters  of  Loretto. 

Lockmaster. 

William  H.  Dobbs. 

Noble  Allen. 

Willa  S.  A.  Ratta. 

John  P,  Elder. 

Alice  H.  Hale. 

Lockmaster. 

Frank  Hoeck. 

Miss  Nettie  B.  Simp.son. 

Frank  S.  Bloodworth. 

Lockmaster. 


Lockmaster. 

C.  C.  Whiteaker. 

D.  H,  Center. 
Lockmaster. 

U.  S,  Weather  Bureau. 

Marshall  Hill. 

Jessie  Oldham. 

Mrs.  Cora  C.  Stamper 

C.  A.  Glasscock. 

Lockmaster. 

Ixickmaster. 

H.  A.  Bailey. 

L.  M.  Gatnn. 

Lockmaster. 

James  T.  Goff. 

Russell  T.  Wheeler. 

Lockmaster. 

Hugh  Allen. 

Fred  Cartmill. 

Lockmaster. 

E.  C.  Fraley. 

U.  S.  Weather  Bureau. 

Caney  Run  Com.  Center. 

R.  W.  Jones. 

Lockmaster. 

Eastern  Teachers  College. 

Lockmaster. 

Lockma.ster. 

Charles  B.  West. 

Lockmaster. 


All  temperature  data  are  taken  from  self-registering  thermometers. 

The  departures  from  normal  temperatures  and  precipitation  are  computed  only  for  .stations  that  have  ten  or  more  years  of  record ,  but  all  complete  reports  are 
'  or  division  means.  .Rumsey,  Brownsville  and  Woodbury  are  Locks  on  the  Green  River;  other  Locks  are  on  the  Kentucky  River, 

appearing  In  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  davs,  etc, 

1  late  to  he  inclmli-d  In  means  and   sunimarios,  '1'.  Precipitatirm  is  less  than  0,01  inch  rain  or  melted  snow. 


used  in  detenninlng  section  or  div 
Refierence  letK^rs 
tAlso  on  oth(!r  dates.       ttRi 


KI'IKMUKH,    1947 


llVrfmi  Dirision. 

ti'iivor  nmn 

iiirliuKtoa' 

'ords  Ferrv.  Diun  60" 

iilbertsvllle' 

in>»>nvillo 


iro.  Dam  46' 


.  Look  No.  2«. 

ille"    

wu.  Dam  49'. . 


Addison.  Dam  45» 

Anchorage 

liowlinjr  Green".......... 

Bowline  Green.  No.  '2".... 

Brent.  Dam  S6» 

Brownsville,  Lock  6" 

Burnside' 

CanipbellsviUe 

CarroUton.  Lock  V 

Clermont 

Danville" 

Dix  Dam.  Burjrin' 

Erlanger 

Frankfort.  Lock  4« 

Gest,  Lock  i* 

<iiuut.  Dam  38" 

<;reonsburg"   

Hii?li  Hridge.  Lock  7"  — 

IrviiiKton 

Luiu'iister" 

Li'itohtield" 

LexiuKtont" ■■ 

Little  Hickman,  Lock  8"t 

Lookport,  Lock  2- 

LoDlsviLLK,  't -.v.l-- 

Do.  Bowman  Field  't.. 

Mammoth  Cave" 

Mouticello"    

Munfonh-ille" 


SiUvisa,  Look  6"t 

Scioiuo  Hill 

Si-ottsville 

Shelbvville- 

Spriiigrtield 

Toiiipkinsville 

Tvrone.  Lock  o"t 

Waynesburg  

Williamstown  ^ 

Wolf  Creek  Dam 

Woodbury.  Lock  4«... 


Enstt^-n  Dhisu 

Ashland" 

Beuham  " 

Berea 

College  Hill,  Lock  U"    . 

Corbiu  *• 

Cvuthiana-    

Flilmouth-'! 

Farmers" 

Flemingsburg'^    

Ford,  Lock  lu"'.^ 

Greenup, Dam  30" 

Hazard"   

Headquarters'- 

Heidelberg,  Lock  14"  . . 

Jackson" 

Louisa"    

Mavsville,  Dam  33"  .... 

Middlesboro 

Mount  Sterling.. 

Oueonta  Dam  35" 

Paintsville"   

Pikeville" 

Pippapass 

Quicksand" 

Ravenna,  I>ock  12"  .... 

Richmond  "  

Valley  View,  Lock  9". 
Vanceburg,  Dam  32"... 

Williamsburg" 

Willow,  Lock  13" 


t'|,IM.\Tnl,<)(;U".\l-   \K\V\:    Kl'lNTlTKY  SKCTION 
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DAILY  PRECIPITATION  FOR  SEPTEMDER,  1947. 
Duy  of  month 


2       8      4       6      6 


.03 
.05 
.35... 


1.78... 
li)   T. 
95 


3    .03 


.15 
.10 
.06    .11 

!33 

.'46 


2.01 
2.79 
2.4.'> 

s.m 
2.20 

4.18 
8.99 
1.76 
8.2« 
8.08 
4.20 
8.18 
8.85 
3.89 
5.55 
8.43 
2.06 
3.81 


2.72 
3  79 
2.74 
1,78 
2.76 
2.42 
2.67 
2.03 
3,65 
2.72 


3.84 
2.50 
2.70 
1.45 
3.02 
2.01 
2.65 
1.96 
1.87 
2.32 
2.86 
1.60 
2.82 
2.19 
2.67 
3.31 
1.24 
1.C9 
3.12 
3.07 


2.70 
1..58 
2.09 


4.41 
2.29 
2.79 


2.34 
6.73 
3.01 


6.(18 
2.63 
5.62 
4.30 


recorded  is  for^24^hours  ending  at  time  of 


Except   as   otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset   and  Precipitdtion   re      ^^^^^.^^  .^^.^^^^^  "Precipitation 

observation.  'First-order  Weather  Bureau  station;  precipitation  is  for  the  24-hour  period,  midnight  to  °"'" "Sni;    ''   e. .  »Included  in  the  next  fol- 

measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  tPrecipitation  measured  wit tireeoi  i^   «  »^=g,„,r„,  Ky.:  Lock  6,  Versailles,  Ky.; 

^:if  l^Wic?:^^^^   Ky . :  ZJ\^:%::^^  ';^;;^:*^;:^"V^;;:^.*!^fV:l^V-;°^-  V.        *^<'^*  ^^'fr  f£'A%rI?T^  wl^h  station  is  heated  is  indicated 


Licking: 


for  '^4 


,„    v„,ifoniia,  Kv.  River  drainage  area,  in 

(O)  Cuiiiborlund ;  (T)  Tennes.see:  (O)  Ohio;  (M)  Missis 
MOth  meridian  time  a.liustpd  to  dav  they  occur. 


follows:  (B) 
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CLLMATOLOGICAL  DATA:   KENTUCKY  SECTION. 


September, 


DAILY  TEMPERATURES  FOR  SEPTEMBER,  1947. 


.\nchorage 

Ashland   

Beaver  Dam 

Benham^S 

Berea 

Bowling  Green'  . . . 

Campbellsville 

Clermont 

Corbin'  

Danville 

Dix   Dam 

Earlington 

Erlanger ' 

Farmers  

Ford's  Ferry 

Frankfort 

Greensburg 

Greenville 

HeadQuarters 

Heidelberg 

Henderson 

Hopkinsville  

IrvinRton 

Leitchfield 

Lexington'   

Louisville  ' 

Do.  Bowman  Field 

Lovelaeeville 

Mammoth  Cave  . 

Mayfield  

Maysville 

Middlesboro  

Mount  Sterling 

Murray 

Owensboro   

Paducah  §§ 

Pikeville' 

Princeton 

Quicksand 

Richmond 

Russellvillc  i!§ 

St.  John 


Hclciicc  Hill 

SRottsville 

Shelbyville 

Williamsburg  . . . 
Willinmstown  .. 
Wolf  Creek  Dam 


j  Maximum  . 

■  <  Minimum. , 
j  Maximum  . 

■  I  Minimum., 
j  Maximum  . 

■  (  Minimum., 
j  Maximum  . 

'  (  Minimum . . 

j  Maximum . 
'  (  Minimum.. 

)  JIaximum  . 

(  .Minimum.. 

)  Ma.xinium . 

(  Minimum. . 

j  .Maxiiiunii  . 
inium. . 


■  1  M 

niuui 

\  M 

UUilU 

•  1  M 

111 

nuiii 

)  M 
■  *  M 

,fi 

mum 

*Mi 

iiinm 

■  (  .Minimum 

\  Mi 
■  1  Mi 

x 

i.Ma 
■  )  Ml 

•  1  Ml 
(  Ml 

•  (  Mi 

inu'm 

J  .Ma-M 
I  Miiiii 
SMaxi 


'  '  Minimum. . . 
j. Maximum.. 
(  Minimum. . . 
i  Maxinnim  . . 
'  Miniuiura. . . 
(Maximum.. 
/  Minimum. .. 
)  Maximum  . . 
/  -Minimum... 
j  Maximum  . . 
(Minimum... 
S  Maximum  . . 
'  Minimum. . . 
j  .Ma.ximum  . . 
(  Minimum... 
)  Maximum  . . 
'  Minimum. .. 
j  JIaximum  . . 
(  Minimum. . . 
)  Maximum  . . 
'Minimum... 
S  Maximum  . . 

'  Minimum 

j  .Maximum  . . 

I  Minimum 

)  Maximum  . .. 

'  Minimum 

S  Maximum  . . . 


>  .Ma 


nn. 


jMa.viiMum 
I  .Minimum. 
)  .Maxiuuiin 
'  Minimum 
i  .Maxijnum 
'  Minimum, 
j  .Maxinmm 


j  .Maxii 
'  Miiiin 
S  Maxii 


11      12     13     14     15 


!ll 

'11 

'M 

K7 

'■' 

r,. 

(;i 

"■Jl     C4j    5: 

58!    t;7     .;:,     c, 

1  -      |-,,      |., 

SHI     8S      8t 

811     ;i:;      s:,     ;i 

,  1 1      , ,,  _      ^ . 

T 

ns|   (i4|   a'. 

61 1    r,7     ,;:;     ,;■. 

i;  1        (■„'      ,, 

!'■<' 

89 

8b 

87 

85 

92|     88 

fl( 

91 

qo| 

VI 

58 

6* 

6-1 

71 

67 

fiS 

67 

«s 

yi 

8> 

92 

K5 

9f 

86 

86 

91 

(1-1 

67 

67 

66 

M 

65 

70 

94 

87 

9f 

96 

97 

96     92 

68      671     ,58 

58 

&t 

67 

fiSi     68 

70 

67 

..^1 


.65 

(k 

69 

8- 

3 

39 

67 

4y 

4r 

M 

7( 

7t 

'? 

41 

47 

7( 

7- 

77 

41 

4: 

45 

7( 

78 

:r, 

3' 

67 

3S 

67 

67 

■^v. 

41 

47 

67 

7: 

7-1 

H7 

3,s 

,51 

67 

7' 

;w 

4( 

47 

68 

77 

78 

;-^^ 

41 

48 

68 

75 

76 

:h8 

41 

4^ 

M 

T^ 

71 

:w 

4-1 

5f 

<> 

75 

68 

4/ 

46 

54 

69 

75 

7(: 

42 

i3 

h->. 

7:i 

84 

87 

41      39 

50 

67      73 

75 

35      36 

41 

r,8    75 

7V 

:!s      .1 1 

51 

''- 

n 

''- 

SI 

08 

71 

I'l' 

0! 

5t 

88 

4- 

4i 

44 

3' 

78 

83 

5;: 

42 

4] 

4'/ 

5;- 

40 

hh 

v:- 

78 

82 

7;- 

4! 

30 

4( 

41 

44 

3? 

05 

71 

8( 

If. 

73 

5(i 

4-1 

4-: 

4^ 

54 

49 

7-i 

7'.' 

01 

V 

71 

45 

4(: 

51 

51 

39 

05 

78 

81 

7i. 

r> 

54 

3! 

41 

47 

51 

42 

79 

7M 

7;i 

08 

07 

51 

3-1 

4-1 

40 

43 

33 

81 

65 

6V 

70 

60 

05 

50 

3,S 

43 

4i; 

45 

38 

Ol 

75 

77 

72 

72 

5^ 

39 

4( 

47 

S-1 

80 

-r 

74 

711 

08 

5-1 

37 

41 

4S 

81) 

Oil 

711 

09      7-j| 

.■.r     :!'! 

1 1 

■II 

49      4ol 

Ml 

74 

;  oiii 

02      58 

;    9ii! 

87      83 

OS      54 

;j   95] 

90,     7C 

1     031 

r.|!    4f 

■l'! 

69 
3li 

7: 

71 

OS 

47 

.50 

37 

71 

60 

(V 

^■> 

44I 

39 

81 

751 

45 

49I 

40 

DAILY   EVAPORATION  (Inch«.)  and  WIND  MOVEMENT  (Mile,  per  Hour)  September.  1947. 


11      12     13     14     15 


18      19      20      21      22      23      24      25 


Dlx  Dam j  E^:*?""?*'"" 1 M  •  ^^^  ■  '^8  •  194' .  0: 

'  Wind  Movement . .     1       7      3      31    ■ 
Wol  f  Creek  Dam  )  f^X'-'^''^.^.^ '<'"  •••:••  I  •  K'Sl .  161 1 . 


ind  Movement.. 
SS Instruments  are  read  in  the 
*,  '',  ' .  etc.  indicate  respectivel; 


20  i  17  rn_ri4 

orning:  the  ma.i 


,56.7 
84.3 
58.6 
82.6 
58.2 
87.7 
55.0 
84.7 
54.4 


57.0 
84.4 
57.6 
81.1 
54.2 
80.7 
.56.9 
83.9 
56.8 


82.4 
58.1 
80.7 
58,7 


■barged  to  the  preceding  dav,  on 
'.Midnight  to  midnight  temperatur 
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K  K  N  T  UCKY    S E  C  T 1 O  N  . 
eTe.  unger. 


Louisville,  Ky.,  Ocwber,  1947 


No.  10 


MISCELLANEOUS. 

Jiirers-.-Thr.  Oliio  Ilivor  rciniiiiicd 
the  luonlli,  witli  relatively  low  stiiKes 


it   i)()ol  stage;  tluoughout 
n  its  trihutiirii'S. 


PRESSURE.  WIND.  HUMIDITY  AND  SUNSHINE. 


GENERAL  SUMMARY. 

The  month  was  one  of  the  wannest  Octobers  of  record.  Rain- 
fall was  not  much  below  normal  for  the  State  as  a  whole,  but 
the  average  was  disproportionately  increased  by  heavy  rains 
over  a  comparatively  small  area  in  tlie  western  district  during 
the  hitter  half  of  the  month.  Over  the  central  portion  of  the 
State  precipitation  was  only  about  half  the  normal  and  over  the 
extreme  eastern  counties  much  less  than  that. 

Mild  weather  brought  what  remained  of  the  corn  and  tobacco 
crops  to  complete  maturity,  and  also  favored  the  drying  of  corn 
for  cribbing  and  the  curing  of  tobacco  already  harvested.  To- 
bacco stripping  was  well  under  way  in  most  sections  at  the  close 
of  the  month,  but  in  a  few  scattered  localities  it  was  only  just 
beginning.  Rains  in  the  northern  and  central  sections  were 
heavy  enough  to  soften  the  soil  for  plowing  and  seeding  of  winter 
grains  and  this  work  was  mostly  finished  during  the  month.  In 
the  western  counties,  however,  wet  soil  caused  considerable 
delay.  In  most  sections  moisture  was  sufficient  for  the  germi- 
nation and  growth  of  grains  already  sown,  and  stands  showed  a 
decided  improvement  toward  the  close  of  the  month. 

There  was  still  a  httle  cutting  of  soy  beans,  alfalfa,  and  lespe- 
deza  in  a  few  western  and  northern  sections,  mostly  for  seed. 
Pastures  and  forage  crops  revived  somewhat,  but  generally  re- 
mained short.  Water  supplies  were  considerably  replenished 
in  the  western  and  southern  counties,  and  water  hauling  for 
domestic  and  stoclc  use  diminished  or  was  dispensed  with. 

.J.  F.  .J. 
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TEMPERATURE. 

The  average  temperature  was  64.3°,  or  5.8°  above  normal.^ 
This  average  was  surpassed  but  twice  since  the  beginning  of 
record,  in  1900  and  in  1919.  With  the  exception  of  the  1st  and 
2d,  daily  mean  temperatures  were  above  the  daily  normals 
throughout  the  month.  Minimum  temperatures  fell  to  near 
freezing  in  the  central  and  eastern  sections  on  these  first  two 
days,  with  a  few  scattered  places  having  recorded  readings  below 
freezing.  However,  on  account  of  the  full  maturity  of  all  crops, 
damage  from  this  cause  was  negligible.  Daily  mean  tempera- 
tures were  from  10°  to  19°  above  normal  from  the  12th  to  26th, 
in  a  period  of  warm  weather  unusually  prolonged  for  October. 
The  extremes  for  the  State  were  92°  at  Irvington  on  the  13th  and 
at  Pikeville  on  the  22d,  and  27°  at  Headquarters  on  the  1st. 


PRECIPITATION. 

The  average  precipitation  was  2.20  inches,  or  0.43  inch  below 
normal.  Distribution  of  rainfall  was  very  irregular  for  the 
season,  monthly  amounts  ranging  from  over  four  inches  in  the 
extreme  western  counties  to  less  than  half  an  inch  in  the  extreme 
eastern  counties.  The  rainy  periods  were  8th-9th,  17th-18th, 
and  27th-2Sth,  with  heavy  to  excessive  rains  in  the  extreme  west- 
ern counties  during  the  last  period.  The  extremes  for  the  State 
were  5.34  inches  at  ]Mayfield  and  0.32  inch  at  Pikeville.  The 
greatest  24-hour  amount  was  3.16  inches  at  Mayfield  on  the  27th. 


COMPARATIVE  DATA  FOR  OCTOBER. 


1 59- Year  average. 
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CLIMATOLOGICAL  DATA:  KENTUCKY  SECTION 


October,  1947 


CLIMATOLOGICAL  DATA  FOR  OCTOBER,  1947. 


Temperature,  in  degrrees  Fahr. 


Precipitation  in  inches. 


Number  of  days, 


]Vester7t  Division. 

Beaver  Dam 

Earlington 

Ford's  Ferrv,  Dam  60 

Gilbertsville 

Greenville 2  m  S. 

Hartford  (near) 6  m  N. 

Henderson  4  m  S. 

Hopkinsville 2  m  E. 

Lovelaceville 

Mayfleldt 

Murray  

Owensboro    1.5  m  W. 

Owensboro.  Dam  46 

Paducah  

Princeton 

Ramsey,  i/3ck  2t 

Russellville 

Uniontown,  Dam  49 


Ohio 

Hopkins. 
Crittende 
Marshall 
Muhlenberg 

Ohio 

Henderson  . 
Christian... 
Ballard  .... 

Graves 

Calloway  .. 

Daviess 

Daviess . 

McCracken 
Caldwell  . . . 

McLean 

Logan  

Union 


Central  Division. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brent 

Brownsville,  Lock  6t... 

Bumside 

Campbellsville 

Carrolltou,  Lock  1 

Clermont 

Danville 

Dix  Dam,  Burgin 

Erlanger  (Grt.  Cin.  Airport) 

Frankfort,  Lock  4 

Gest,  Lock  3 

Grant,  Dam  38 

Greensburg 

High  Bridge,  Locl£  7 

Irvington    

Lancaster 

Leitchfield 

Lexington 

Little  Hickman.  Lock  8... 

Lockport,  Lock  2 

Loni.sviLLE     

Do  Bowman  Fid,  5.5m  SE 

Mammoth  Cave 

Moiiticello 

Munfordville 

St.  John 3  m  SW 

Salvisa,  Lock  6 

Science  Hill 

Scottsville 

Shelbyville 2.5m  W. 

Springfield   

Tompkinsville  

Tyrone,  Lock  5 

VVaynesburg 

Williamstown   

Wolf  Creek  Dam 

Woodbury,  Lock  4; 

Eii»tn-n  Divisimi . 
Ashland  (Dam  29).  .2.5  m  SE 

Benham  

Berea 

College  Hill,  Ix)ck  U 

Corbiu 

Cynthiana 

Falmouth 

Farmers   

Flemingsburg   

Ford,  Lock  10 

Greenup,  Dam  30 

Hazard 

Headquarters 

Heidelberg,  Lock   14 

Jackson   

Louisa 

Maysville,  Dam  83  ..3  m  E. 

Middlesboro 

Mount  Sterling 

Oneonta,  Dam  35   

Paintsville 

Pikeville 

Pippapass   

(Juicksand  

Ravenna.  Lock  12 

Ri('hmond 

Vallev  View,  Lock  9 

Vanceburg,  Dam  32 

Williamsburg 

Willow,  Lock  13 

State  averages  and  extremes 


Warren. .. 
Campbell. 
Edmonson 
Pulaski  .. 

Taylor 

Carroll  . . . 
Bullitt  ... 

Boyle 

Mercer  . . . 

Boone 

Franklin  . 
Henry  . . . 

Boone 

Green 

Jessamine 
Breckinridge 

Garrard 

Grayson  . . . 

Fayette 

Jessamine  . . 

Henry   

Jefferson  . . . 
Jefferson  . . . 
Edmonson  . 

Wayne 

Hart 

Hardin   .... 

Mercer 

Pulaski   

Allen 

Shelby  ... 
Washington 
Monroe. ... 
Anderson. . 
Lincoln  ... 

Grant 

Russell 

Butler 


Boyd 

Harlan 

Madison 

Madison . . . 
Whitley  . . . 
Harrison  . . 
Pendleton 

Rowan  

Fleming  . . 

Clark   

Greenup  . . 

Perry  

Nicholas  . . 

Lee   

Breathitt . . 
Lawrence  . 


Bell    

Montgomery 
Campbell  . . 
Johnson  . . . 

Pike  

Knott 

Breathitt  .. 

Estill    

Madison 

Clay  

Lewis 

Whitley  . . . . 
Lee   


63.0+  5.5 
64.11+  6.7 
63.71+  7.2 


64.81  + 
'59!9l  +  'i;6 
'63!6  +  '.s!6 


63.0+  3 
64.3+  5.8 


+  1.47 
-0.05 
+  0.05 
0.07 
+0.54 


-0.5- 
-0.92 
■0.56 
-1.0' 
-0.41 

+0.13 
1.78 

+0.08 

lAQ 

0.6; 

0.02 
+  0.09 

0,08 
-1.4' 

0.6; 
+  1.20 

0.78 

1.61 


+0.97 


E.  G.  Young. 

Brick  Southworth. 

Ijockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson,  Sr. 

Frank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers. 

Alton  M.  Harvill. 

Lockmaster. 

Dr.  Samuel  S.  McReynolds. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Alva  McKinley. 

Lockmaster. 

Bernheim  Foundation. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Lockmaster. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Mrs.  Mell  M.  Llngle. 

Lockmaster. 

Floyd  G.  Robbins. 

Kentucky  Utilities  Co. 

George  D.  Litsey. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Granville  B.  Liles. 

E.  O.  Cooper. 

Ardana  B.  Rife. 

Sister  Janette  Condon. 

Lockmaster. 

William  H.  Dobbs. 

Noble  Allen. 

Willa  S.  A.  Ratta. 

John  P.  Elder. 

Alice  H.Hale. 

Lockmaster. 

Frank  Hoeck. 

Miss  Nettie  B.  Simpson. 

Frank  L.  Blood  worth. 

Lockmaster. 

Lockmaster. 

C.  C.  Whiteaker. 

D.  H.  Center. 
Lockmaster. 

U.  S.  'Weather  Bureau. 

Marshall  Hill. 

Jessie  Oldham. 

Mrs.  Cora  C.  Stamper 

Maurice  O,  Carpenter. 

Lockmaster. 

Lockmaster. 

H.  A.  Bailey. 

L.  M.  Gaffin. 

Lockmaster. 

Douglas  Turner. 

Russell  T.  Wheeler. 

Lockmaster. 

Hugh  Allen. 

Fred  Cartmill. 

Lockmaster. 

Jesse  Fairchild. 

U.  S.  Weather  Bureau. 

Caney  Run  Com.  Center. 

R.  W.  Jones. 

Lockmaster. 

Eastern  Teachers  College. 

Lockmaster. 

Lockmaster. 

Charles  B.  West. 

Lockmaster. 


All  temperature  data  are  taken  from  self-registering  thermometers.  ^  j   w   »    „  i  ,. 

The  departures  from  normal  temperatures  and  precipitation  are  computed  only  for  stations  that  have  ten  or  more  years  of  record,  but  all  complete  reports  are 
used  In  determining  section  or  division  means.  iRumsey,  Brownsville  and  Woodlmry  are  Locks  on  the  Green  River;  other  Locks  are  on  the  Kentucky  River, 

Reference  letters.  •,  •",  •,  appearing  in  the  table  Indicate  number  of  days  missing;  for  example,  b  represents  two  days,  etc. 
tAlso  on  other  dates.       t^ Received  too  late  to  be  incluiled  in  means  and  sumnmries,         T,  Precipitation  is  less  than  0.01  Inch  rain  or  melted  snow. 
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ICAL  DATA:    KKNTUCKY  SKCTION 


Ashland 


Wtstern  Di 

Roiiver  Dam 

Kiir\lnffton» 

Kiinls  Forrv.  Dum  60" 

lilll>orts\iUe« 

Grtvuvtlle 

lliirttord 

lloiuierson 

lloiikinsvllle' 

IjOvelaoevUle 

Mnytield 

Murniy 

Owensboro* 

Owfiisboro.  Dam  46" 

I'luUicah*   

I'riiu'eton  ■ 

Kmusev.  Lock  No.  '2» 

Kussollville"    • 

I'uioutown.  Dam  49' 

CentrnI  Dirieion. 

Addison.  Dam  45' 

AuoUoruye , 

bowliufr  Green". . ........ 

Bowliugr  Green.  No.  2'.... 

Brent.  Dam  36^ 

Brownsville,  Lock  6" 

Burnside* 

Cumpbellsville  . . . ._. 

CarroUton,  Lock  1- 

Clermont 

Danville" ^ 

Dix  Dam.  Burijiu- 

Erlanger 

Frankfort,  Lock  4' 

Gest,  Lock  3»... 

Grant,  Dam  38* 

Greeusburg"^ 

High  Bridge.  Lock  7»  . . . . 

Irviugtou 

Lancaster* 

Leitchtield' 

Lexingtonf.............. 

Little  Hickman.  Lock  8»1 

Lockport,  Lock  2!* 

Louisville,  't — 

Do.  Bowman  Field  't.. 

Mammoth  Cave" 

Monticello-    

Muufordville* 

St.  John' 

Salvisa,  Lock  6''1 

Science  Hill 

Scottsville 

Shelby  ville  ■- 

Springfield 

Tompkinsville 

Tvrone,  Lock  5''t 

Wavnesburg  

Williamstown  ° 

Wolf  Creek  Dam 

Woodbury,  Lock  4' 


Easter 


Berea  

College  Hill,  Lock  11* 

Corbin"* 

Cynthiana'   

Falmouth- 

Farmers* 

Flemingsburg-    

Ford,  Lock  10" 

Greenup, Dam  30* 

Hazard*   

Headquarters* 

Heidelberg,  Lock  14*  . 

Jacksou* 

Louisa*   

Maysville,  Dam  33*  .. 

Middlesboro 

Mount  Sterling 

Oneouta  Dam  35* 

Paintsville*  

Pikeville" 

Pippapass 

Quicksand* 

Ravenna,  Lock  12*  . . 

Richmond  * 

Valley  View,  Lock  9* 
Vanceburg,  Dam  32*. 

Williamsburg* 

Willow,  Lock  13*  .... 


Except   as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset 


and  precipitation  recorded  is  for  24  hours  ending  at  time  of 
ft  tr.V,idiii!?ht  unless  otherwise  indicated._    _   _   *Precjpjtation 


measured  in  the  morning;  amount  then,  recorded  is  for  the  preceding  24  hours 
lowing  measurement.  T.  Trace  of  precipitation,  less  than  0.01  inch. 

Lock  8,  Nicholasville   Ky.:  Lock  10,  Red  House,  Ky.:  Oneonta    California.  Ky.  xv.i>c.   "'"'""»^  "-rr,;-iri„„i„inni 

Big  Sandy,  (L)  Licking;  (K)  Kentucky:  (S)  Salt;  (G)  Green;  (C)  Cumberland;  (T)  Tennessee :( O )  Ohio ,  (M)  Mississippi 
"Airport  Station.    Data  for  24  hoiirs  ending  at  12..'!0  a.  m.  toth  meridian  time  adjusted  to  d:iv  they  occur. 


Post's^ss^  ^^^"':t^t^^T^!d  fi 

River  drainage  area  in  which  station  is  located  is 


Lock  6.  Versailles.  Ky.; 
indicated  as  follows:  (B) 
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DAILY  TEMPERATURES  FOR  OCTOBER,  1947. 


9   10   11   12   13   14   15  16  17 


19  20  21  22  23  24 


26  27  28  29 


.Ancliorage 

Ashland   

Beaver  Dam 

Beuliami§ 

Berea 

Bowling  Green'  .. 
Campbellsville  . . . 

Clermont 

Corbln'   

Danville 

Dix   Dam 

Earlingrton 

Erlanger ' 

Farmers  

Ford's  Ferry  

Frankfurt 

Greensljurg' 

Greenville 

Headquarters 

Heidelberg 

Henderson 

Hopkinsville  .... 

Irvington 

Leitchfield 

Lexington'   

Louisville  ' 

Do.  Bowman  Fie 

Lovelaeeville 

Mammotn  Cave  . . 

Mayfield 

Maysville 

Middlesboro  

Mount  Sterling... 

Murray 

Owen.sboro   

Phdufali  Si 


Pike 


lie' 


Princeton 

Quick.sand 

Riehmond 

Russellville  'f.h  .  ■  ■ 

St.  Jolin 

Srrience  Hill 

Seottsvillf 

Sliclbyville 

William.sburg 

Willlamstown    ... 
Wolf  Creek  Dam  . 


Maximum  . 

■  (  Minimum.. 
)  Maximum  . 

■  '  Minimum.. 
S  Maximum  . 

•  (  Minimum., 
i  Maximum  . 

•  (Minimum.. 
)  Maximum . 

■  (Minimum.. 
)  Maximum  . 

■  (  Minimum. . 
j  Ma.ximum  . 

■  '  Minimum. . 
(  Maximum  . 

■  (  Minimum. . 
j  JIaximura  . 

'  I  Minimum.. 
)  Maximum  . 

•  (Minimum., 
i  Maximum  . 

■  (  Minimum.. 
)  Maximum  . 

■  (  Minimum.. 
\  J[aximum . 

\  Maximum . 

■  )  Minimum. . 
)  Maximum  . 

■  (  Minimum.. 
j  Jla.ximum  . 
I  Minimum., 
j  Maximum . 

'  (  Minimum. . 
J  Maximum  . 

•  /  Minimum.. 
J  Maximum  . 
I  Miiiiinum. . 

Maximum. 

'  (  Minimum. . 

S  Jfaximum  . 

■  (  Minimum.. 
S  Maximum  . 

■  /  Minimum. . 
j  Maximum  . 
1  Minimum.. 
S  Maximum  . 

■  '  Minimum. . 
)  Maximum  . 

■  (Mini  mum.. 
1  I  Ma.ximum  . 

i  Miniiiium. . 

i  Maximum  . 

'  '  Minimum. . 

)  .Maximum  . 

•  i  Minimum., 
j  Maximum  . 
(  Minimum. . 
S  JIaximum  . 

■  (  Jlinimum. . 
1  Maximum  . 

•■)  Minimum., 
j  Maximum . 

■  '  Minimum.. 
S  Maximum  . 

'  /  Minimum. . 
J  Maximum  . 

■  /  Minimum.. 
(  .Maximum  . 
/  Minimum. . 
\  Maximum  . 

'  '  Minimum. . 
)  Ma.ximum  . 

•  (Minimum.. 
i  Maximum  . 

'  I  Minimum. . 

)  .Maximum  . 
'  (  .Minimum. . 

j  .Maximum  . 

■  (Minimum.. 
)  Maximum  . 


j  .Maximum 
'  I  .Minimum, 
i  Maximum 
(Minimum. 
)  Maxinmm 
'  Minimum, 
j  Maximum 
(  Minimum. 
)  Maximum 
(  Minimum. 


50  48 
81  82 
53     54 


81 

r 

8-,> 

■i:i 

82 

4y 

48 

4h 

51 

81 

81 

8( 

8:1 

4(1 

4f 

5? 

52 

Kh 

Si 

8:j 

86 

5a 

56 

54 

55 

81) 

81 

85 

4V 

51 

48 

.5(; 

8H 
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7!i 

8? 

44 

54 

5!) 

54 

K2 
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84 

84 
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4H 

41 
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82 
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52 
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Oh 

72 

tif 
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41 
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45 
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7'.) 
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4.^ 
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81 

83 

82 

51 

5( 

57 

82 

8:i 

85 

411 

5i> 

5-1 

79 

711 
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56 

4S 

52 

77 

7ii 

7f 

4S 

4H 

47 

8(: 

flc 

8;' 

55 
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55 

83 

84 

86 

50 

51 

5C 

87 

90 

57 

4( 

47 

8( 

81 

85 

55 

45 

46 

8V 

Kh 

81 

Kh 

4( 

45 

dg 

41 

85 

8( 

8;: 

hh 

4:- 

41 

41 

8( 

8h 

51 

46 

47 

52 

84 

86 

88 

84 

5( 

48 

48 

47 

84 

8^ 

77 

86 

51 

47 

45 

46 

81 

8- 

87 

85 

4!; 

4;- 

43 

44 

82 

85 

87 

84 

52 

46 

46 

46 

8(, 

8^ 

85 

83 

.55 

h( 

5(1 

52 

87 

88 

86 

53 

47 

46 

47 

8.'i 

86 

96 

85 

.5(: 

47 

47 

45 

81 

85 

87 

85 

47 

4i 

52 

52 

88 

82 

84 

82 

51 

K 

39 

39 

82 

HA 

8S 

83 

58 

hr 

54 

5'.> 

84 

52 

4H 

45 

46 

81 

86 

52 

47 

46 

46 

86 

89 

84 

48 

4V 

48 

45 

85 

»S 

87 

44 

38 

38 

39 

VVI 

84 

84 

82 

54 

45 

45 

44 

84 

86 

52 

41! 

.5(, 

52 

84 

85 

85 

81 

51 

4K 

.5(1 

48 

85 

8.T 

86 

56 

.511 

.■io 

,511 

K( 

Kl 

SI 

;i3 

.511 

.'.() 

4' 

79 

s.-'. 

K5 

x:i 

55 

5( 

53 

52 

8(1 

8.T 

87 

K.) 

5!) 

54 

57 

56 

82 

86 

88 

85 

55 

h( 

41 

52 

86 

86 

8< 

8! 

53 

41^ 

51 

47 

82 

8:- 

85 

S3 

48 

46 

61 

44 

HI 

85 

86 

81 

55 

h' 

,53 

56 

S.^ 

84 

86 

52 

44 

45 

44 

8( 

85 

86 

58 

.5(: 

47 

43 

81 

83 

85 

K) 

5:- 

47 

47 

4S 

Ki 

8;  I 

H7 

S! 

iU 

hi 

hi 

4S 

Hti 

91 

87 

45 

44 

45 

44 

8J 

83 

85 

8(1 

hi; 

,5'> 

,^3 

41 

87 

Ki 

92 

89 

4K 

46 

45 

43 

85 

85 

86 

8( 

5r 

48 

49 

4.T 

8i 

71 

7(1 

68 

52 

41 

4  1 

7( 

8 

h-i 

S 

5 

16 

45 

4H 

H? 

8 

84 

8( 

5r 

ts 

47 

4 

^ 

8( 

** 

^ 

s 

S 
1 

4 

1 
4 

8 

8 

81 

5- 

5f 

57 

9( 

9 

88 

4ft 

4f 

44 

79 

78 

74 

76 

,58 

61 

62 

66 

52 

,51 

5,^ 

45 

41 

37 

37 

75 

75 

S( 

8( 

7( 

66 

6( 

5: 

6( 

51 

,52 

51 

52 

4c 

43 

8h 

82 

8( 

7; 

67 

68 

67 

61 

hi 

5t 

58 

41 

42 

42 

36 

36 

6S 

7« 

71 

7- 

7( 

61 

62 

67 

42 

ni- 

56 

5' 

,5:- 

51 

37 

39 

7! 

78 

77 

72 

65 

61 

64 

5:- 

si 

58 

,51 

45 

46 

31, 

35 

8:- 

82 

8( 

6! 

7(: 

66 

66 

65 

.5( 

6( 

6:- 

41 

47 

43 

311 

38 

KA 

VS 

7:i 

71 

67 

(ih 

«C 

65 

5h 

62 

6(: 

56 

46 

47 

36 

38 

8( 

7,S 

78 

Tr 

62 

51 

53 

63 

ii- 

57 

56 

,51 

43 

42 

36 
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DAILY  EVAPORATION  (Inchei)  and  WIND  MOVEMENT  (Miles  per  Hour)  October.  1947. 
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GENERAL  SUMMARY. 

Toniponiture  and  procii)itatic.n  uvtM-agc: 


Hi 


MISCELLANEOUS. 

,.|-  rcinaiiHil 


;it   pn 


Rivers:  —The  Oli 
the  month. 

PRESSURE,  WIND.  HUMIDITY  AND  SUNSHINE, 


,1  sti.k"'  llii-onKliniil 


for  Novoml)er  UM 
were  somewhat  below  normal.  Frequent  showers  during  the 
fir^t  half  of  the  month  delayed  harvesting  and  gathermg  ot  corn, 
and  also  planting  and  seeding  of  winter  grains,  especially  ui  the 
southwestern  counties.  However,  more  favorable  weather  later 
\n  the  month  enabled  farmers  to  regain  about  all  of  the  time 
lost  and  at  the  close  of  the  month  practically  all  corn  still  m 
the  fields  had  been  gathered  and  cribbed,  and  all  winter  grams 
planted  Though  moisture  was  at  all  times  sufficient  for  tobacco 
.tripping  this  work  progressed  rather  slowly,  but  satisfactorily 
on  the  whole.  Marketing  began  about  the  middle  of  the  month 
and  was  well  under  way  during  the  last  week.  The  crop 
reported  as  somewhat  lighter  in  weight  than  usual. 

The  first  general  killing  frosts  occurred  on  the  6th  and  8th, 
and  practically  put  an  end  to  all  growth.  Winter  grains  grew 
.lowly  but  had  about  reached  normal  size  by  the  end  ot  the 
month,  with  plants  ranging  in  height  from  about  two  to  four 
inches  Despite  frequent  showers,  soil  moisture  was  not  ex- 
cessive and  grain  fields  were  in  good  condition.  Pastures  revived 
somewhat  but  gradually  became  dormant,  and  after  the  frosts, 
soon  assumed  their  usual  winter  aspect.  Low  temperatures 
during  the  last  week  were  suitable  for  hog  butchering,  and  this 
wo-.-k  was  begun  in  most  of  the  northern  and  central  counties. 

.J.  F.  J. 


Wlud. 

Relative 

ure(  reduced  to 
sea-level.) 

humidity 

1 

"8 

oi 

stations. 

a 

s 

a 

i 
1 

li 

If 

1 

1 

a 

a 

d 

1 

a 

I 

I 
I 

Cairo 

Ciiioiiinati 

Evansville 

Louisville   

...111. 
..Ohio 

30.64 
SO.  61 
30.64 
30.62 

30 
30 
30 
30 

29,59 
29,51 
29.. 57 
29.55 

15 
24 

7 

7 

8.6 
5.1 
8.4 
8.1 

23 
15 
34 
33 

se. 
w. 

86. 

7 
7 
24 
7 

87     64 
87     65 
90     74 
82     61 

70 
79 
68 

43 
35 
38 
37 

584 
653 
694 
633 

COMPARATIVE  DATA  FOR  NOVEMBER. 


Temperature, 


below  normal, 
he 
However,  with 


TEMPERATURE. 

The  average  temperature  was  44.2°,  or  2.3 
The  warm  periods  were,  1st  to  10th  and  20th  to  24th,  and  the 
cool  periods,  11th  to  18th  and  2oth  to  30th 
the  exception  of  the  unseasonably  cold  weather  on  the  last  day  ] 
of  the  month,  departures  of  the  daily  mean  temperatures  from 
the  da'dv  normals  were  comparatively  small.  The  highest 
temnerature  recorded  in  the  State  during  the  month  was  70°  at 
Middlesboro  on  the  5th,  and  the  lowest,  11°  at  Anchorage, 
Beaver  Dam  and  Clermont  on  the  30th. 

PRECIPITATION. 

■  The  average  precipitation  was  2.82  inches,  or  0.57  inch  below 
nornial.  Rainfall  was  evenly  distributed  oyer  the  State, 
amounts  ranging  from  over  four  inches  over  the  loA\-er  Tennessee 
watev^hed  to  less  than  two  inches  over  portions  ot  Boyle  and 
Boone  Counties.  Precipitation  occurred  over  some  Portion  ot 
the  section  on  practically  every  day  of  the  month  but  with  the 
pxception  of  moderately  heavy  rains  on  the  2d-3d,  and  on  the 
lOth-Uth,  dailv  amounts  were  generally  insignificant.  Scat- 
tered snow  flurries  occurred  over  most  of  the  State  at  mterva  s 
from  the  18th  to  the  30th,  with  the  snow  melting  as  it  tell 
The  precipitation  extremes  were  4.82  inches  at  Paducah  and 
1.7(5  inches  at  Grant.  The  greatest  24-hour  amount  was  l./l 
inches  at  Murray  on  the  11th. 


1897.. 
1898.. 
1899 . . 
1900. 
1901. 
1902. 
1903. 
1904. 
1905. 
1906. 


43.5 

42.8 

44.3 

43.3 

45.8 

49.3 

47.8 

43.2 

49,8 

47.0 

41,8 

53.4 

42,5 

44.7 

45.4 

46.1 

44.2 

48-6 

54.7 

41.1 

41.6 

45.2 


Number  of  days 


83 

83     I 


3.85 
3.12 
1.32 
4.29 
5.01 
4.69 
2,79 
2.12 
7.78 
1.52 
4,42 
3.01 


1932 

1933 

1934 

19.35 

1936 

1937 

1938 

1939 

1940 

1941 

1942 

1943 

1944 

1945 

1946 

1947 

Periortt. 


46.4 
47.7 
44,9 
42.9 
51.3 
46.8 


55  0 
43,8 
45.5 
50.5 


43.6 

45.8 
46. 0 


1.23 
1.90 
7,31 
2.21 
7.98 


4.03 
1.82 
3. 52 

\M 
2.85 
3.80 
3,50 
1,63 


3.70 

2.80 
4.8S 


t59-Year  average. 
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WeMerji  Division. 

Beaver  Dam 

Earlington 

Ford's  Ferrv.  Dam  50 

Gilbertsville 

(ireeuville 2  mS 

Hartford  (near) 6  m  N 

Heuderson   4  m  S 

Hopkinsville 2  in  E 

Lovelaceville 

wayfieldl 

Murray  

Owensboro    1.5  m  W. 

Owensboro.  Dam  46 , 

Paducah  

Princeton 

Rumsey,  Tx)ck  2» 

RussellVille 

Uniontown,  Dam  49 


Central  JXinsion. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brent 

Brownsville,  Lock  6i. 

Bumside 

Campbellsville 

Carrollton,  Tjock  1 

Clermont 

Danville 

Dix  Dam,  Burgin 

Erlanger  (Grt.  Cin.  Airport) 

Frankfort,  Lock  4 

Gest,  Lock  3 

Grant,  Dam  38 

Greensburg 

High  Bridge,  Lock  7 

Irvington    

Lancaster 

Leitchtield 

Lexington 

Little  Hickman,  Lock  8 

Lockport,  Lock  2 

LOUISVILLK      

Do  Bowman  Fid,  5.5  m  SE. 

Mammoth  Cave 

Monticello 

Munfordville 

St.  John 3  m  SW 

Salvisa,  Lock  6 

Science  Hill 

ScottsviUe 

Shelbyville 2.5m  \V. 

Springtielil   

Tompkinsville  

Tyrone,  Lock  5 

Waynesburg 

Williamstown   

Wolf  Creek  Dam.... 
Woodburv,  Lock  4^. 
Eanlrr,,  Diri^io 
Ashland  (  Iiuiii  2',»).  .2.5  m  SE 

Benham   

Berea 

College  Hill,  Lock  U 

Corbin  

Cynthiana 

Falmouth 

Farmers  

Flerningsburg   

Ford,  Lock  10 

Greenup,  Dam  30 

Hazard 

Headquarters 

Heidelberg,  Lock   14 

Jackson   

Louisa 

Maysville,  Dam  33. .3  m  E. 

Middlesboro 

Mount  Sterling 

Oneonta,  Dam  35   

Paintsville 

Pikeville 

Pippapass   

Quicksand  

Ravenna.  Lock  12 

Richmond 

\'allev  View.  Lock  9 

Vanceburg,  Dam  32 

Williamsburg 

Willow,  Lock  13 

State  averages  and  extremes 


Ohio 

Hopkins. . 
Crittenden 
Marshall  . 
Muhlenberg 

Ohio 

Henderson 
Christian.. 
Ballard  ... 

Graves  

Calloway  . 

Daviess 

Daviess  ... 
McCracken 
Caldwell  . . 
McLean  . . . 

Logan  

Union 


Breckinridge 

Jefferson  . 
Warren. . . 
Campbell. 
Edmonson 


Boyle..... 
Mercer  . . . 

Boone 

Franklin  . 
Henry  . . . 

Boone 

Green 

Jessamine 
Breckinridge 
Garrard  . . . 
Grayson  . . 
Fayette.  . . . 
Jessamine  . 
Henrv  .... 
Jelferson  . . 
Jefferson  . . 
Edmonson 

Wayne 

Hart 

Hardin    

Mercer 

Pulaski   ... 

Allen 

Shelby     .... 
Washington 

Monroe 

Anderson. .. 

Lincoln 

Grant 

Russell 

Butler 


Temperature,  in  degrees  Fahr. 


3.9 

-  1.2 

4.5 


Bovd 

Harlan  . . . 
MadLson. . 
Madison. . 
Whitley  . . 
Harrison . 


Rowan 

Fleming  ... 

Clark   

Greenup  . . . 

Perry  

Nicholas  . . . 

Lee   

Breathitt . . . 
Lawrence  .. 

Mason  

Bell 

Montgomery 
Campbell  . . 
Johnson  . . . 

Pike  

Knott 

Breathitt  .. 

E.still   

Madison 

Clay  

Lewis 

Whitley  .... 
Lee   


45. 
46. 
42.8  -  2. 


Precipitation  in  inches. 


+1.50 
0.27 
+0.16 
+0.98 
-0.96 
+0.29 
-0.23 
-0.55 


-0.67 

-0.43 

+0.08 

-0.75 

-0 

-0.93 

-olei 


-0.07 
-0.56 
-0.97 
-0.74 

-o;62 

-1.19 
-0.74 
-0.02 
-1.06 
+0.38 
1.3 
1.31 


5 

.     s: 


1.01 

11 

1.05 

10-11 

0.70 

10-11 

1.25 

11 

1.15 

11 

1.15 

11 

0.81 

10  11 

1.17 

10 

1   54 

10-11 

0.77 

14 

1.71 

0.90 

10-11 

0.97 

10-11 

1.50 

10-11 

1.18 

11 

1.15 

10-11 

O.Hh 

14 

0.68 

14-15 

0.90 

10-11 

0  82 

11 

0.97 

0.84 

10-11 

0.83 

10-11 

0.64 

14-15 

0.75 

11 

0.72 

10-11 

1.09 

0.63 

2-3 

0  74 

2-3 

0.52 

11 

1.04 

2 

0.79 

2-3 

0.73 

10-11 

0.61 

0.71 

2  3 

l.(K) 

11 

0.70 

2-3 

1.04 

10-11 

1.01 

2 

0.78 

2-3 

0.91 

0.70  |10-11 

0.79  llO-U 


-0.61 


+  0.41) 
0.05 

+0.11 
0.18 

+0.02 

-O.'fii 


0.72 

10-11 

0.88 

2-3 

o.m 

""•2 

0  55 

2-3 

0.91 

1 

0.86 

11 

0.70 

10-11 

1    18 

2-3' 

0.85 

11 

0.75 

10 

0.75 

0.91 

10-11 

0.72 

2-3 

0.71 

18-19 

l).85 

2-3 

1   08 

2.3 

).84 

1.31 

J.  95 

2 

1,21 

2 

1.20 

2-3 

27 

2-3 

),86 

2-3 

0.70 
0.72 

2 

0.70 
0.93 
0.91 
0.93 
0.82 
-0.47!  0.80 
-1.16:  1.10 

-0.57    1.71 


Number  of  days. 


" 


All  temperature  data  are  taken  from  self-registering  thermometers 
Ihe  departures  from  normal  temperatures  and  precipitation  are  ci 


E.  G.  Young. 

Brick  South  worth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson.  Sr. 

Frank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers. 

Alton  M.  Harvill, 

Lockmaster. 

Dr.  Samuel  S.  McReynolds. 

]jOCkma.ster. 


Lockmaster. 

C.  E.  Barret. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Alva  McKinley. 

Lockmaster. 

Bernheim  Foundation. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Lockmaster. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Mrs.  Mell  M.  Lingle. 

Lockmaster. 

Floyd  G.  Robbins. 

Kentucky  Utilities  Co. 

George  D.  Litsey. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Granville  B.  Liles. 

E.  0.  Cooper. 

Ardana  B.  Rife. 

Sister  Janette  Condon. 

Lockmaster. 

William  H.  Dobbs. 

Noble  Allen. 

Willa  S.  A.  Ratta. 

John  P.  Elder. 

Alice  H.  Hale. 

Lockmaster. 

Prank  Hoeck. 

Miss  Nettie  B.  Simp.son. 

Frank  L.  Bloodworth. 

Lockma.ster. 

Lockmaster. 

C.  C.  Whiteaker. 

D.  H.  Center. 
Lockmaster. 

US.  Weather  Bureau. 

Marshall  Hill. 

Jessie  Oldham. 

Mrs.  Cora  C.  Stamper 

Maurice  O,  Carpenter. 

Lockmaster. 

Lockmaster. 

H.  A.  Bailey. 

L.  M.  Gaffin. 

Lockmaster. 

Douglas  Turner. 

Russell  T.  Wheeler. 

Lockmaster. 

Hugh  Allen. 

Fred  Cartmill. 

Lockma.ster. 

Jesse  Fairchild. 

U.  S.  Weather  Bureau. 

Caney  Run  Com.  Center. 

R.  W.  Jones. 

Lockma.ster. 

Eastern  Teache 

Lockmaster. 

Lockmaster. 

Charles  B.  West. 

Lockmaster. 


i  College. 


used  in  determining  section  or  division  means 


computed  only  for  stations  that  have  ten  or  more  years  of  record,  but  all  complete  reports  1 


InX'iablP  iT,;i?."„'?J'7'  B/o^^r^"^  '"'^  Woodbury  are  Locks  on  the  Green  River;  other  Locks  are  on  the  Kentticky  RiveV 
in  tne  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days  etc.  "mci. 


■h  rain  or  melte 


KMSKWSft/ 


sm 
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AiWison.  Dixm  45'... 

ABohorage 

Bowlinsr  ("iivmi  — 
Bowling  Uroen.  No. 
Breut.  Dam  ;i(V'  .  . 
BrowusviUo,  Lock  B 

Burnside' 

CampbellsviUe . 

Carrollton,  Lock  iv 
Clermont 


Buraii 


Fra'uklort.  Lin-k  4'' 

Gest,  Look  3» 

Grant,  Dam_  38- 

Greensburg-   ■ 

High  Briilge.  Lock  7'  ... 
Irvingtou.^ 

Leitoi'aeUl^'.V.V.'V.V.'.'.'.' 

Lexiugtonf* ■ 

Little  Hickman,  Lock   8' 

Lockport,  Lock  2- 

Lori.sviLi.K.  'i •■  ■■ 

Do-  Bowman  Field '  +  . 

Mammoth  Cave'^ 

Mouticello''    

Munfordville' 

St.  John" 

Salvisa,  Lock  6M 

Science  Hill 

Scottsville 

Shelbyville^ 

Springfield 

Tompkinsville. 

Tyrone,  Lock  S'-^t 

Waynesburg 

Williamstown  - 

Wolf  Creek  Dam 

Woodbury,  Lock  4^ 


Eastern  Dii 

Ashland- 

Benham  ^ 

Berea  

College  Hill,  Lock  11 

Corbiu -*.... 

Cyiithiaua-    

Falmouth- 

Farmers- 

Ftemingsburg-    

Ford,  Lock  lO'-".    ... 

Greenup. Dam  io^  . .. 

Hazard'^    

Headnuarters''' 

Heidelberg,  Lock  14 

Jackson- 

Louisa'^    

Maysville.  Dam  33- 

Middlesboro 

Mount  Sterling 

Oneonta  Dam  35=  . . 

PaiQtsyille'  

Pikeville" 


Quicksand- 

Ravenna,  Lock  12''  . 

Richmond  ^ 

Valley  View,  Lock  9- 
VanceDurg,  Dam  32''^ 

Williamsburg^ 

Willow.  Lock  13-  ... 


DAILY  PRECIPITATION  FOR  NOVEMBER.  1947 


Wettern  Dimion 

Rcnvor  Dam 

KarlUiRton* ;u---- 

Forvis  Forrv.  Dam  60"..., 

liilbcrtsyllle* 

c;rccuyine 

Ihutfonl 

Hcndorsou 

llopkinsyiUe' 

l,,.velacevllle 

Mayliold 

Murray  

Owciisboro" 

(Hvcnsboro,  Dam  46" 

I'ailvicah"    

rrinceton  ••••• 

Humscy.  Ix)ck  No.  '2",.,. 

KussellviUe"    ■ 

Iniontowu,  Dam  49" 


Except  as  otherwise  Indicated  observations  are  generally  made  ''^te  in  the  afternoon    near  suBse^^^^^^^ 
obse  vation.  'First-order  Weather  Bureau  station;  precipitation  is  for  the  ^*-h°"':pP;/.\°']ia'^^™'^^^^^^^^^^  recording  gage.  'Included  in  the  next  fol- 

meitured  in  the  morning;  amount  then  recorded  is  for  the  Preceding  24  hours.      ,p^^/^18"P'S"°?s  as  follows -Lock  5,  Lawrenceburg,  Ky.:  Lock  b,  Versailles,  Ky.: 
owing  measurement.  T.  Trace  of  PreciP^a^io^- ^f/,,  ?,^V.mo™^^  Kv  R^er  dminage  area   n  which  station  is  located  is  indicated  as  follows:  (B) 

Lock  S,  Nicholasville    Ky.;,L«ck  10,  Red  House.  Kj^.:^ OMonta^ ^Califom^^^^^  ^^^  T^nS..Isee:  (0)  Ohio;  (M)  Mississippi, 

day  they  occur. 


Lock'io,"Red  House.  Ky.:  Oneonta    California.  Kv. 
Sandy;  (L)  Licking-;  (K)  Kentucky:  (S)  Salt;  (g)  Green;  ( C) _ Cumberland ,;  (T) 


'Airport  Station.    Data  for  24  hour 


endin?  at  V2..TO 


rri.  qoth  meridian  time  ad.iusted 
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November,   1947 


DAILY  TEMPERATURES  FOR  NOVEMBER 

,  1947. 

stations. 

1 

2 

3 

4 

5 

6 

7 

« 

9 

10 

11 

12 

13 

14 

15 

16 

1^ 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Mean 

\  Maximum  . . . 

64 

54 

65 

60 

61 

~^3 

62 

63 

58 

68 

5- 

52 

46 

49 

55 

45 

4 

35 

5- 

6( 

63 

63 

4" 

46 

34 

3C 

45 

43 

44 

32 

61.3 

•  (  Minimum.... 

4" 

42 

47 

50 

49 

S'. 

42 

25 

24 

3" 

38 

20 

23 

26 

39 

29 

3C 

3C 

2i 

■it 

45 

34 

34 

30 

2; 

25 

25 

11 

A.-;liland   

j  Maximum  . . . 

64 

50 

65 

55 
41 

57 
51 

67 
52 

60 

6- 
39 

66 

68 

69 
35 

6c 

53 

64 

52 

58 

61 

5. 

44 

6. 

5, 

5! 

68 

55 

51 

47 

43 

4; 

4( 

48 

t\     ■■ 

55!8 

•  1  Minimum 

49 

46 

31 

31 

48 

33 

26 

29 

40 

38 

38 

36 

3L 

3. 

38 

40 

41 

3] 

29 

27 

26 

20 

Beaver  Dam 

j  Maximum  . . . 

58 

55 

54 

64 

61 

65 

58 

55 

65 

64 

6" 

55 

51 

62 

62 

55 

4£ 

4'. 

62 

62 

63 

64 

50 

50 

36 

54 

50 

48 

37 

64]  6 

•  1  Minimum.... 

4- 

46 

45 

47 

45 

29 

41 

2b 

23 

42 

33 

19 

23 

32 

40 

25 

36 

3i 

31 

46 

34 

43 

31 

27 

21 

18 

27 

26 

30 

11 

32.1 

Benh!imi§ 

(  Maximum  . . . 

60 

54 

5b 

67 

67 

67 

68 

50 

65 

61 

61 

48 

55 

60 

55 

57 

41 

56 

51 

5- 

57 

62 

56 

60 

41 

43 

45 

45 

54 

38 

54.2 

"  1  Minimum 

40 

49 

48 

.50 

48 

40 

40 

31 

29 

38 

56 

35 

24 

24 

24 

42 

34 

28 

34 

34 

32 

35 

44 

28 

29 

25 

23 

35.0 

Berea 

\  Maximum  . . . 

62 

52 

69 

59 

62 

60 

67 

66 

65 

60 

48 

50 

63 

67 

55 

56 

4C 

61 

6- 

57 

54 

54 

42 

40 

48 

47 

48 

33 

53.6 

■  (  Minimum.... 

46 

46 

46 

49 

5C 

36 

47 

31 

30 

41 

41 

27 

26 

32 

33 

29 

36 

31 

37 

45 

3t 

37 

27 

22 

25 

29 

20 

15 

34.5 

Bowling  Green'  ... 

i  Maximum  . . . 

56 

54 

55 

64 

61 

65 

63 

55 

62 

62 

53 

53 

53 

61 

65 

46 

43 

51 

66 

63 

53 

45 

53 

51 

42 

55 

51 

64 

38 

64.3 

■  (  Minimum.... 

62 

50 

50 

51 

40 

34 

35 

30 

2! 

49 

30 

2b 

26 

40 

30 

29 

36 

3" 

39 

43 

24 

24 

25 

29 

31 

18 

35.2 

Campbellsville  .... 

S  Maximum  . . . 

61 

58 

55 

62 

64 

63 

63 

54 

64 

64 

58 

53 

57 

53 

69 

54 

48 

46 

56 

66 

61 

54 

51 

60 

45 

50 

46 

50 

40 

64.3 

■  /  Minimum 

48 

48 

47 

50 

48 

33 

47 

29 

31 

36 

28 

30 

33 

42 

32 

28 

32 

31 

41 

38 

4t 

35 

34 

2b 

•2' 

30 

29 

33 

15 

35.2 

Clermont 

\  Maximum  . . . 

61 

5- 

55 

61 

61 

62 

62 

53 

58 

67 

49 

44 

52 

56 

52 

45 

41 

51 

58 

62 

57 

51 

60 

42 

36 

45 

47 

45 

36 

52.5 

•  '  Minimum.... 

5f 

49 

48 

51 

60 

32 

46 

22 

22 

40 

40 

21 

22 

26 

40 

26 

32 

29 

40 

35 

42 

35 

37 

30 

25 

27 

25 

26 

11 

33.6 

Corbin' 

j  Maximum  . . . 

6H 

55 

57 

61 

6b 

64 

55 

61 

64 

58 

64 

57 

57 

.59 

60 

46 

41 

5- 

61 

50 

62 

57 

48 

45 

51 

48 

58 

41 

55.7 

•  (Minimum.... 

5L 

55 

47 

49 

48 

38 

41 

33 

33 

40 

40 

30 

25 

36 

43 

32 

29 

32 

35 

4( 

37 

40 

44 

31 

27 

28 

29 

32 

36 

19 

36.7 

Danville 

S  Maximum  . . . 

6-. 

56 

55 

5'. 

66 

63 

61 

5b 

58 

67 

60 

51 

50 

51 

69 

55 

45 

39 

65 

60 

60 

51 

51 

53 

41 

35 

48 

44 

50 

37 

53.2 

■  (Minimum.... 

48 

47 

46 

49 

5! 

37 

45 

31 

30 

44 

40 

28 

29 

33 

41 

35 

34 

32 

31 

41 

37 

45 

36 

36 

28 

2:; 

28 

30 

31 

15 

I)ix   Dam 

1  .Maximum  . . . 

64 

62 

60 

60 

60 

63 

64 

57 

69 

61 

60 

53 

50 

50 

56 

50 

5( 

41 

63 

6( 

61 

57 

53 

62 

41 

49 

45 

48 

42 

54:4 

•  (  .Minimum.... 

5f 

49 

47 

51 

50 

35 

47 

32 

30 

45 

42 

27 

43 

34 

33 

32 

43 

37 

43 

32 

37 

30 

2f 

25 

31 

32 

17 

36.6 

Earlingtou 

\  Maximum  . .. 

58 

55 

58 

62 

61 

6( 

67 

57 

60 

63 

57 

54 

47 

50 

61 

54 

48 

4i 

5' 

60 

62 

55 

50 

60 

50 

35 

55 

50 

49 

38 

54.2 

•  I  .Minimum.... 

51 

49 

48 

50 

4£ 

33 

50 

32 

39 

49 

36 

23 

25 

35 

43 

30 

35 

43 

37 

48 

34 

36 

24 

18 

31 

33 

16 

Erlanger ' 

\  Maximum  . . . 

62 

5b 

65 

54 

55 

57 

48 

50 

63 

50 

47 

41 

45 

53 

41 

46 

38 

41 

53 

66 

49 

38 

46 

37 

31 

39 

37 

40 

31 

47.'3 

•  /  Minimum 

48 

4t 

45 

41 

48 

41 

36 

3( 

30 

41 

32 

25 

25 

29 

37 

36 

29 

28 

32 

37 

36 

37 

33 

30 

26 

24 

24 

29 

20 

12 

33.2 

Farmers   

j  Maximum  ... 

6» 

62 

6C 

57 

63 

6C 

64 

55 

67 

62 

51 

48 

51 

56 

58 

48 

40 

53 

68 

59 

55 

53 

55 

41 

38 

44 

46 

45 

42 

53.9 

•  (  Jliuimum.... 

39 

42 

45 

51 

4t 

39 

37 

27 

30 

3t 

45 

26 

24 

37 

28 

33 

25 

27 

31 

29 

35 

37 

38 

29 

26 

18 

28 

21 

14 

31.9 

Ford's  Ferry  

\  Maximum... 

5- 

56 

5^ 

6! 

6,( 

61 

59 

53 

64 

69 

57 

OL 

45 

50 

59 

57 

4f 

42 

47 

68 

69 

54 

44 

47 

47 

52 

60 

46 

49 

53.5 

•  (  Minimum.... 

5l 

50 

41 

51 

4,' 

46 

46 

34 

33 

52 

37 

26 

30 

30 

44 

35 

3- 

35 

37 

44 

42 

43 

34 

32 

25 

22 

25 

34 

25 

20 

37.2 

Frankfort 

I  Maximum  ... 

6i 

63 

56 

61 

61 

64 

64 

55 

59 

68 

6b 

55 

48 

52 

58 

65 

43 

64 

60 

64 

59 

64 

58 

45 

37 

48 

46 

48 

41 

55.2 

•  I  Minimum.... 

51 

48 

48 

51 

5: 

3( 

45 

21 

30 

38 

44 

2b 

26 

28 

41 

32 

31 

32 

30 

42 

34 

44 

36 

36 

30 

25 

30 

31 

14 

36.5 

Greensburg 

j  Maximum... 
■  /  Minimum.... 

Greenville 

S  Maximum... 

65 

5t 

54 

6.0 

61 

6.' 

.58 

5,5 

63 

62 

55 

55 

52 

48 

60 

55 

48 

42 

50 

6( 

62 

57 

52 

46 

50 

37 

55 

50 

48 

36 

"53.'6 

•  (Minimum.... 

41 

47 

4f 

4> 

44 

31 

47 

27 

25 

42 

33 

21 

32 

24 

41 

27 

29 

33 

33 

41 

35 

45 

31 

33 

21 

15 

23 

26 

30 

14 

33.1 

Headquarters 

\  Maximum  . . . 

65 

51 

o,'- 

57 

61 

61 

63 

6f 

54 

67 

59 

51 

47 

48 

56 

,52 

44 

39 

5( 

56 

60 

57 

50 

52 

38 

35 

43 

42 

44 

37j     .. 

52.2 

■  (  Minimum 

45 

45 

45 

48 

41 

3' 

40 

22 

21 

29 

4( 

19 

19 

23 

36 

25 

24 

22 

24 

28 

28 

,34 

34 

27 

24 

16 

26 

19 

16      .. 

29.7 

Heidelberg 

jMaxinnmi... 

C3 

52 

5( 

51 

6( 

63 

65 

59 

5.S 

66 

60 

53 

63 

53 

60 

57 

56 

40 

50 

6( 

°^ 

5.3 

51 

56 

13 

41 

40 

45 

61 

45 

54.0 

■  1  Minimum.... 

47 

5U 

4S 

61 

46 

41 

41 

32 

25 

35 

47 

34 

24 

30 

41 

35 

29 

28 

4f 

43 

43 

31 

29 

27 

27 

23 

36.6 

Hen.lerson 

j  Maximum  . . . 

55 

5b 

5] 

67 

54 

6-' 

55 

50 

61 

62 

55 

56 

3( 

48 

58 

51 

4.' 

41 

47 

55 

■57 

51 

4( 

44 

43 

34 

50 

46 

38 

33 

49.6 

■  (  .Mininnim.... 

49 

47 

47 

56 

41 

32 

45 

30 

2' 

49 

35 

24 

26 

31 

41 

33 

3: 

32 

32 

44 

38 

45 

30 

25 

19 

29 

31 

31 

14 

34.8 

Hopkinsville  

\  Maximum  . . . 

5b 

54 

63 

51 

62 

6c 

57 

55 

64 

66 

48 

53 

51 

56 

62 

53 

47 

42 

49 

60 

60 

56 

52 

51' 

50 

44 

47 

51 

45 

51 

54.1 

•  (Miuimum.... 

49 

48 

47 

48 

43 

35 

48 

26 

36 

41 

35 

24 

26 

27 

25 

32 

34 

37 

39 

45 

32 

34 

24 

17 

24 

23 

15 

33.  7 

Irvington 

j  Maximum... 

58 

55 

54 

63 

57 

64 

61 

62 

59 

65 

5f 

55 

46 

49 

59 

53 

45 

46 

51 

61 

63 

55 

46 

49 

44 

33 

47 

44 

46 

38 

.52.2 

•  (Minimum.... 

41 

49 

48 

50 

44 

32 

42 

21 

30 

48 

48 

24 

27 

41 

34 

32 

32 

32 

47 

45 

34 

33 

2S 

24 

30 

30 

30 

14 

35.6 

Leitclilield 

j  .Maximum  . . . 

61^ 

55 

53 

61 

57 

61 

58 

52 

59 

64 

55 

49 

48 

50 

59 

53 

45 

41 

51 

55 

(.(i 

55 

51 

50 

47 

35 

52 

48 

45 

39 

52.3 

•  (  Jliuiiimm..., 

4: 

43 

47 

49 

41 

3t 

48 

27 

45 

37 

26 

32 

41 

30 

30 

33 

32 

42 

38 

43 

34 

30 

21 

23 

28 

27 

31 

14 

34.6 

Lexington'   

..Maximum... 

6'. 

5( 

55 

57 

57 

61 

62 

51 

65 

6f 

52 

41 

45 

50 

54 

50 

41 

37 

49 

55 

59 

50 

43 

52 

38 

31 

45 

41 

42 

33 

49.6 

■  '  Miniiiumi.... 

48 

47 

46 

5( 

4:' 

36 

35 

28 

27 

45 

32 

26 

•'7 

33 

40 

34 

30 

30 

36 

39 

38 

-42 

34 

30 

28 

24 

27 

24 

15 

33.9 

Louisville  ' 

)  Maximum... 

m 

55 

51 

61 

5v 

6;< 

6.2 

52 

56 

64 

5( 

60 

43 

49 

56 

49 

43 

42 

52 

5i 

60 

52 

44 

48 

41 

33 

44 

42 

39 

31 

.50.4 

•  (Minimum.... 

b-A 

41 

51 

52 

47 

4:-, 

42 

31 

35 

47 

31 

30 

84 

42 

37 

37 

34 

35 

42 

40 

39 

35 

31 

28 

26 

31 

33 

24 

17 

:; 

37.2 

Do.  Bowman  Fielc 

1  j  Ma.ximum  . . . 

rv_ 

5o 

5-' 

61 

'» 

61 

63 

51 

56, 

65 

51 

52 

44 

49 

56 

60 

43 

41 

51 

58 

62 

52 

43 

49 

40 

33 

45 

43 

42 

34 

50.7 

(  Minimum.... 

5' 

4i- 

51 

51 

13 

3,t 

37 

?'- 

47 

32 

26 

41 

34 

34 

32 

32 

39 

38 

39 

34 

29 

27 

26 

30 

,30 

23 

16 

34.7 

Lovelareville 

)  Jiaxinmm... 

5.^ 

57 

59 

6! 

62 

67 

63 

64 

6>( 

54 

55 

53 

56 

61 

58 

5( 

41 

48 

6.( 

5K 

57 

55 

50 

56 

37 

53 

53 

52 

43 

55.2 

■  *  Minimum 

52 

51 

5C 

,52 

44 

34 

47 

29 

'{'; 

42 

36 

22 

28 

35 

46 

27 

2t 

35 

H 

38 

47 

34 

33 

27 

22 

32 

33 

29 

19 

36.0 

Mammoth  Cave 

j  Maximum  . . . 

57 

53 

57 

63 

61 

63 

6'. 

5" 

64 

53 

53 

61 

53 

61 

54 

48 

48 

'5.! 

6,1 

52 

51 

4H 

49 

38 

53 

48 

52 

42 

54.1 

•  (Minimum.... 

48 

47 

46, 

48 

41 

2>il 

45 

27 

26 

41 

45 

20 

22 

30 

41 

28 

26 

31 

31 

38 

35 

42 

34 

34 

23 

2! 

27 

14 

33.4 

Mayfiel.l 

(  Maximum  . . . 

5f 

51. 

61 

63 

&"■ 

60 

.57 

65 

5s 

55 

56 

51 

60 

62 

57 

49 

44 

6( 

54 

55 

,511 

50 

52 

40 

58 

55 

52 

45 

55.2 

•  (  .Minimum.... 

51 

4^ 

47 

4.^, 

39 

35 

43 

•>- 

29 

47 

32 

23 

35 

41 

32 

34 

31 

45 

32 

34 

24 

19 

28 

28 

32 

ir; 

34.1 

Maysville 

;  Maximum... 

6) 

59 

57 

5i 

51 

65 

53, 

54 

68 

60 

52 

48 

48 

57 

52 

43 

4f 

51 

56 

58 

51 

52 

52 

40 

35 

42 

42 

43 

35 

51.8 

•  (  .Minimum.... 

4-1 

47 

51 

51 

47 

*■ 

40 

32 

30 

34 

43 

26 

25 

26 

38 

34 

34 

27 

33 

30 

36 

35 

38 

30 

25 

21 

■'9 

25 

16 

34.1 

Middlesboro  

J  Maximum  ... 

61 

W 

59 

,511 

70 

66 

61 

58 

61 

64 

58 

,56. 

57 

56 

54 

60 

54 

42 

52 

51 

59 

54 

68 

60 

47 

45 

56 

51 

59 

6! 

56.6 

•  /  Minimum.... 

4i 

49 

48 

511 

411 

41 

43 

34 

28 

39 

49 

36 

27 

33 

43 

43 

31 

29 

38 

38 

37 

42 

49 

46 

31 

31 

31 

30 

23 

29 

38.1 

Mount  Sterling 

j  Maximum  . . . 

64 

•59 

57 

57 

62 

f'l 

63 

57 

55 

66 

58 

50 

50 

53 

53 

56 

45 

45 

53 

57 

67 

55 

54 

54 

45 

45 

45 

43 

46 

41 

53.5 

'Minimum.... 

47 

45 

44 

49 

41. 

44 

31 

28 

37 

27 

31 

38 

33 

32 

29 

29 

37 

37 

46) 

37 

36 

28 

21 

23 

28 

29 

15 

34.5 

Murray 

S  Maximum  . . . 
(  Minimum.... 

5i; 

55 

5r 

51 

57 
51 

47 

6.5 
43 

6,'. 
36, 

58 
42 

59 
32 

66 
31 

48 

56 
37 

57 
25 

53 
29 

48 
38 

64 
46 

,59 
31 

51 
27 

46 
37 

48 

^ 

57 
41 

11 

50 
37 

37 

28 

41 
24 

58 

55 
31 

57 
35 

40 
19 

,55.6 

37.4 

Ovvensboro   

J  Maximum  ... 

58 

56 

60 

64 

,59 

65 

58 

58 

62 

62 

55 

54 

46 

50 

60 

55 

45 

41 

51 

ft! 

62 

67 

49 

47 

40 

35 

52 

46 

42 

37 

52.8 

/Minimum.... 

45 

45 

44 

44 

40 

28 

45 

25 

24 

42 

34 

20 

2:3 

30 

40 

27 

29 

29 

28 

39 

35 

42 

28 

36 

21 

15 

25 

-1 

28 

12 

31.6 

Paducah  SiS 

S  Maximum  . . . 

56 

66 

58 

65 

60 

65 

55 

54 

6;5 

64 

6(1 

53 

48 

55 

60 

63 

48 

44 

48 

58 

57 

55 

48 

48 

49 

54 

49 

42 

54.5 

(  .Minimum.... 

51 

52 

50 

51 

46 

37 

38 

32 

28 

33 

35 

27 

29 

31 

41 

34 

34 

36 

37 

3s 

42 

44 

36 

37 

34 

23 

23 

30 

35 

20 

36.1 

Pikeville' 

(  Maximum  . . . 

62 

54 

59 

59 

M 

67 

54 

61 

66 

64 

57 

59 

61 

64 

43 

39 

59 

61 

59 

53 

53 

63 

46- 

42 

45 

50 

69 

42 

,56.4 

'  Minimum 

41 

48 

49 

47 

45 

36. 

35 

32 

33 

34 

43 

30 

27 

30 

41 

38 

28 

27 

35 

41 

38 

36 

48 

37 

34 

27 

27 

26 

25 

20 

36.3 

Prineeton 

j  Maximum  . . . 

57 

55 

.55 

61 

61 

66 

65 

65 

57 

61 

56 

58 

49 

50 

62 

57 

56 

45 

50 

61 

,58 

65 

50 

50 

51 

36 

,56. 

51 

49 

40 

54.8 

(  Minimum 

6:) 

50 

49 

51 

41 

32 

45 

28 

26 

27 

36 

27 

36 

45 

28 

26 

35 

37 

43 

43 

48 

35 

34 

26. 

20 

30 

27 

28 

18 

34.9 

Quicksand 

j  Maximum  . . . 

63 

57 

53 

59 

64 

67 

55 

59 

6s 

,56 

,55 

.52 

61 

69 

45 

39 

44 

62 

58 

53 

53 

59 

43 

40 

,50 

55 

37 

54.4 

1  Minimum.... 

41 

44 

44 

48 

41 

35 

28 

27 

,30 

43 

27 

20 

21 

24 

28 

23 

25 

32 

28 

32 

41 

35 

26 

25 

22 

19 

18 

16 

30.2 

Richmond 

\  Maximum  . . . 

62 

56 

58 

58 

62 

60 

63 

61 

54 

5'.i 

51 

49 

,50 

57 

54 

44 

39 

51 

61 

57 

62 

60 

53 

40 

34 

47 

43 

45 

35 

52.4 

'Minimum.... 

48 

46 

46 

60 

51 

37 

43 

30 

29 

39 

46 

29 

32 

41 

33 

31 

30 

31 

46) 

37 

40 

35 

35 

28 

22 

25 

30 

15 

35.1 

Russellville  i.^ 

J  Maximum  ... 

56 

55 

57 

64 

58 

61 

59 

66 

61 

62 

55 

50 

52 

65 

60 

55 

55 

42 

50 

57 

60 

53 

52 

60 

49 

50 

55 

49 

50 

42 

54.3 

/  Minimum 

48 

47 

48 

48 

46 

34 

35 

30 

28 

32 

48 

25 

26 

28 

40 

30 

27 

32 

35 

39 

41 

35 

35 

25 

20 

20 

29 

32 

16 

33.7 

.St.  John 

)  .Maximum  . . . 
'Minimum.... 

Seience  Hill 

(Ma.ximum... 

62 

,58 

,57 

6i 

62 

6,5 

63 

57 

58 

64 

,59 

52 

55 

53 

60 

56 

48 

40 

58 

62 

60 

5-i 

hi 

54 

4,5 

40 

51 

47 

53 

48 

'SSJ. 

'  Minimum.... 

48 

47 

47 

50 

52 

32 

45 

28 

28 

41 

40 

26 

23 

35 

42 

29 

24 

32 

31 

42 

39 

44 

49 

38 

26 

25 

29 

29 

27 

17 

35  5 

Seottsville 

(Maximum  ... 

(■,:', 

56 

57 

64 

62 

64 

63 

56 

60 

64 

56 

51 

53 

56 

61 

61 

50 

43 

48 

67 

62 

67 

53 

53 

49 

47 

55 

51 

54 

50 

55..  9 

1  Minimum 

51 

45 

48 

50 

49 

35 

49 

29 

28 

49 

38 

25 

24 

45 

31 

25 

.34 

34 

5.1 

40 

47 

39 

41 

24 

22 

33 

28 

32 

17 

36.6 

Shelby  ville 

(.Maximum... 
'  Minimum 

^ 

60 

48 

54 
47 

49 

67 

61 

62 

62 

56 

,59 

5" 

45 

47 

56 

53 

45 

40 

51 

58 
40 

61 

66 

45 

51 

36 

37 
29 

33 
24 

43 
24 

44 
27 

43 

27 

35 
13 

51.6 
33.9 

Williamsburg 

i  Maximum  ... 

62 

61 

67 

60 

ill 

PI 

.", ; 

6," 

-,l 

i;  ' 

1,7 

49 

57 

57 

57 

52 

59 

,50 

45 

53 

52 

57 

52 

57.0 

'  Minimum 

49 

49 

47 

,50 

i:. 

:;,, 

1" 

fu 

1,5 

.;r- 

■ID 

31 

44 

37 

41 

45 

46 

27 

26, 

29 

■21 

27 

24 

37.2 

Williamstown   

(  .Maximum.;: 

63 

62 

56 

66. 

56, 

59 

17 

6,5 

6.1 

16 

17 

!5 

51 

M 

:''.< 

52 

57 

55 

50 

47 

38 

35 

40 

40 

37 

36 

60,1 

(Minimum.... 

47 

46 

46 

49 

.511 

37 

42 

30 

■A) 

40 

41 

25 

26 

l^Ml 

36j 

:!8 

32 

27 

31 

38 

35 

44 

33 

31 

28 

24 

22 

27 

28 

12 

34.1 

Wolf  Creek  Dam  ... 

S  Maximum  . . . 

61 

54 

68 

64 

M\ 

Jl 

65 

56 

63, 

64 

60 

56 
29 

60 

581 

62 

60 

49 

44 

51 

64 

fii 

54 

52 

57 

49 

44 

54 

50 

,58 

40 

56.8 

'Minimum.... 

m 

50 

50 

52 

42 

40 

28 

26l 

_iL 

40 

25 

3SI 

37I 

J± 

40 

3S 

43 

44 

32 

2<» 

24 

33 

2f 

_2i 

19 

'.'.\ 

35.6 

DAILY  EVAPORATION  (Incbe.)  and  WIND  MOVEMENT  (Mile,  per  He 

ur)   November 

1947. 

Stations. 

1  n  H  H  H  ' 

6 

' 

8       9     10  1  11      12     13     14  1  15     16     17 

18      19     20     21      22      23      24 

26      26 

27      28     29      30     31 

Total 

i>-v  Tio,„                *  Evaporation 

""'  '""" '  Wind  Movement . 

wnif  rT..pU  nnm  *  Evaporation 

Wolf  Creek  Dam  ,  ^-jj,,,  Movement. 

.068.0181.040.008 
12       9  1  22        1 
L08fi.031  .0OO.(X)9 
1  13  1  25  1  19  1     7 

.034 

5 

.046 

17 

.074 
.107 

.141 
14 

.044  .094  .074 
30     26  1  33 

.117  ,100.1,57 
64      28  i  32 

.038  .092  .030 
35      23        7 

.0,56.030.067 
61      40  !     2 

.014'. 07'    '.I,;    (.7. 

22   ,    26.       .M       ■7' 
.054!.o.:i    ii3i'.  ..172 

19  '  22  '  35      21 

07s'. 110.028 
73  !     3       9 
0421,015  .021 
21  mi    6 

j 

,040  .032.080  ,fti' 

7        3      23  i  ]i; 

048    010    009'. 00- 

-6S      43 

1107  .005 

■s:  .  23 

.o:r,!,06,l 

3  1  46 

.026 

38 
.064 

23 

1 
.054|.... 
22  j.... 
.018.... 

24    .... 

1.308 
036 

1.583 
7,55 

SSInstruments  are  read  in  the  morning:  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  whieh  it  almost  always  occurs. 

•,  '•,  '.  etc.  Indicate  respectively  l,  2.  3.  etc..  days  missing  from  record.  'Midnight  to  midnight  t.^mperatures.  W  li  O  Ixmisville.  12-25-47-n')0. 
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MISCELLANEOUS. 


to  rise  slowly.    Dams  wor.^  Iow.tcI  m  tlw 
liKiiln  riiiso'l  about  the  TM 


GENERAL  SUMMARY. 


PRESSURE.  WIND.  HUMIDITY  AND  SUNSHINE 
Wliiil. 


most  of  the  control  and  oastcM-n  sections  and  slightly  below  n.hv 
western  districts.  Precipitation  gciu-rally  was  less  th<an  halt  ol 
tiie  normal.  As  there  were  no  periods  of  severely  cold  or  un- 
sea.sonablv  warm  weather,  conditions  on  the  whole  were  tavora- 
ble  for  growth  of  winter  crops  and  the  performance  of  the  usual 
oarlv  winter  farm  work.  •    i       i 

Winter  grains  made  some  growth  during  the  \varm  period  early 
in  the  month,  whicli  was  the  last  of  consequence  before  reaching 
the  dormant  stage.  Plants  had  about  reached  normal  size  and 
had  developed  fairlv  good  root  systems  to  resist  the  lifting  ettect 
of  subsequent  freezing  weather.  However,  there  was  some 
damage  from  this  cause  to  late  planted  grain  and  torage  crops 
on  land  where  tl>e  surface  remained  wet  from  the  rains  ot  ttie 
middle  of  the  month.  .  .  ,  ,  ,  •  .,  ^  fu 
Corn  harvesting  was  practically  tmishcd  early  m  the  month 
though  some  desultory  gathering  and.  cnblnng  continued 
throughout  the  month.-  Tobacco  stripping,  where  not  com- 
pleted progressed  rather  slowly,  due  to  dry  weather.  How-ever, 
in  most  sections  this  work  was  completed,  and  most  tobacco 
ha.l  been  marketed  before  the  month  ended.  There  was  still  a 
little  pasturing  of  live  stock  in  scattered  localities,  but  feeduig 
became  increasingly  heavy  as  tcnii.craturcs  well  below  treezing 
put  an  end  to  all  growth.  Tcmpc-ratures  during  the  cold  periods 
were  just  about  riglit  for  curing  and  salting  meat,  and  hog 
butchering  was  quite  extensive. J  •  ^^  ■  ■>  ■ 

TEMPERATURE. 

The  average  temperature  was  37.8°  or  0.1°  above  normal 
■  Periods  oi  relativelv  cold  and  warm  weather  about  equalized  each 
other  in  duration  luA  in  the  amount  of  departure  of  the  daily 
mean  temperatures  from  the  daily  normals.  The  warm  periods 
were,  2d-8th,  l.Sth--ml,,  and  liTtb-Hlst,  during  which  aaily 
mean  temperatures  ranged  from  5°  to  ^y,°  above  normal.  1  he 
cool  periods  were,  9th-17th  and  ■21st--2oth,  with  daily  mean  tem- 
paratures  ranging  from  5°  to  10^  1k4ow  normal.  However  the 
lowest  temperatures  f(M-  the  month  were  recorded  at  many  places 
on  the  Ut  The  liighest  temperature  recorded  in  the  State  dur- 
ing the  month  was  7'd°  at  Pikeville  on  the  5th  and  the  lowest  8 
at  Pleadquarters  on  the  25th. 

PRECIPITATION. 

The  average  precipitation  was  1.77  inches,  or  1.99  inches  below 
novmal  Rainfall  was  light,  infrequent,  and  evenly  distributed. 
Month!  V  amounts  ranged  from  slightly  more  than  three  inches  in 
the  Purchase  to  slightlv  less  than  one  inch  in  the  extreme 
northern  counties.  With  the  exception  of  tliese  two  small  areas, 
monthly  amounts  were  generally  lietween  an  inch  and  a  halt 
and  two  inches.  :\lo<t  of  the  rain  fell  on  the  7th-8th  and  on  the 
15th.  Liuht  snow  fell  in  the  eastern  and  northern  sections  on 
the  '^')th  '  In  the  Bluegrass  section  and  in  the  lower  Licking 
wat("rshed  accumulated  snow  depths  ranged  from  one  tenth  to 
ei"ht  tenths  of  an  inch,  lait  in  other  sections  the  snow  tell  m 
^iPort  flurries  and  mostly  melted  as  it  fell.  The  monthly  ex- 
tremes for  the  State  were  3.14  inches  at  Mayfield  and  0.91  inch 
at  Grant.  The  greatest  24-hour  amount  was  1.90  inches  at 
^hiyfield  on  the  7th. 


I  Atmospheric  press- 
uri!  ( reduced  to 

Sfa-level.) 


0.,iro  111.     30.46 

Cim-imlati ?hio|S0.4i) 

Kvansville Ind.     30. -lb 

Louisville  Ky.     S0.45 


7.1 


Kelfttlve 
humidity 


66  I  ..  I  62  I  755 

70  !  75     57  I  8o« 
66     70     57     87:{ 


COMPARATIVE  DATA  FOR  DECEMBER. 

Precipitation 


t.o9-Year  average 


iii 
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CLIMATOLOGICAL  DATA  FOR  DECEMBER,  1947. 


Counties.     | 


I     Temperature,  In  degrees  Fahr.     |       Precipitation  in  inches.       I  Number  of  days 


;5        Q 


S^ 


HV.f^fD!  Division. 

Beaver  Dam 

Jiarlingtoa 

Ford's  Ferrv',  Dam  50 

Gilbertsville 

Greenville 2  mS 

Hartford  (near) 6  m  N 

Henderson  4  m  S 

Hopkins ville 2  m  E 

Lovelaceville 

Mayfleld 


Owens  bore 
Owensboro.  Dam  46 

Paducah  

Princeton 

Rumsev,  Tx)ck  'it  ... 

Russellville 

I'uiontown,  Dam  49  . 


1.5 


Ohio.... 
Hopkins 
Crittenden  . 
Marshall  . 
Muhlenberg 
Ohio.... 
Henderson  . 
Christian.. 
Ballard  ... 

Graves 

Calloway  . 

Daviess 

Daviess 

McCracken 
Caldwell  . . 
McLean  . . . 

Logan   

Union 


Central  Dirisinn . 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brent 

Brownsville,  Lock  61... 

Buruside 

Campbellsville 

Carrolltou.  Lock  1 

Clermont 

Danville 

Dix  Dam,  Burgin 

Erlanger  (Grt.  Cin.  Airport) 

Frankfort,  Lock  4 

Gest,  Lock  3 

Grant,  Dam  38 

Greeasburg 

High  iJridge,  Lock  7 

Irvington    

Lancaster 

Leitchfield 

Lexington 

Little  Hickman,  Lock  8 

Ixjckport,  Lock  2 

L<jUT.SV1LLE     

Do  Standiford  Field 

Mammoth  Cave 

Monticello 

Munfordville 

St.  John 3  m  SW 

Sal  visa.  Lock  0 

Science  Hill 

Scottsville 

Shelby  ville 2.5  m  W. 

Springfield   

Tompkinsville 

Tyrone,  Lock  5 

Waynesburg 

Williamstown   

Wolf  Creek  Dam 

Woodbury,  Lock  4t 

Ewtam  Dirigltm. 
Ashland  ( Dam  29).  .2.5  m  SE 
Benham  . .  


Breckinridge 
Jefferson  . . 
Warren.... 
Campbell . . 
Edmonson 
Pulaski  ... 

Taylor 

Carroll  .... 
Bullitt  .... 

Boyle. 

Mercer  .... 


Franklin  . 
Henry  . . . 

Boone 

Green 

Jessamine 
Breckinridge 

Garrard 

Grayson  . . . 

Fayette 

Jessamine  . . 

Henry  

.(efferson  . . . 
Jefferson  . . . 
Edmonson  . 

Wayne 

Hart 

Hardin   .... 

Mercer 

Pulaski   .... 

Allen 

Shelby  ... 
Washington 
Monroe. . . . 
Anderson. . 
Lincoln  . . . 

Grant 

Russell 

Butler 


College  Hill,  Lock  11 

Corbin 

Cynthlana 

Falmouth 

Farmers  

Flemlugsburg  

Ford,  Lock  10 

(ireenup.  Dam  30 

Hazard 

Headquarters 

Heidelberg.  Lock   14. 


•ks<j 


35 


PaiiitsviUe 

Plkeville 

I'ippapass   

Qui(rksaml  

Kaveuna.  Lock  12 

Richmond 

Vallev  View,  Lock  9 

Vauceburg,  Dam  32 

Willlaiiisburg 

Willow,  I^jck  13 


Boyd 

Harlan 

Madison 

Madison 

Whitley  . . . . 
Harrison . . . 
Pendleton   , 

Rowan  

Fleming  , . . 

Clark   

Greenup  . . . 

Perry  

Nicholas  . . . 

Lee   

Breathitt . . . 
Lawrence  . . 

Mason  • 

Bell    

Montgomery 
Campbell  . . 
Johnson  . . . 

Pike  

Knott 

Breathitt  .. 

Estill   

Madison 

Clay  

hp.viis 

Whitlev  .... 
Lee   


-1.94 

fl.M 

-2.44 

0.61 

-l.fi] 

0.f)8 

-1.81 

(1.  7.') 

-1.7!l 

(1.73 

-1.8(1 

0.70 

i)A\?. 

-■1.2% 

0.K4 

-■l.T, 

l.-'O 

35.41+  0.1'     60    i      8t 
40.2!+  1.0     71  5 

37.81+  2.4'     62         30 


1.78 
1.96 
1.26-2.21 


State  averages  and  extremes 37.8 


40.0+  0.71    69 


].9l!-2.03  0.78 

0. 991-2. 4.i  0.53  15 

l,59!-2.a!  0.71  15 

1.5S;-2.10|  0.83  ,         7 

1.031-1. 67  0.70  j         7  I 

1.92-1.89  1.06  14-15 

1.66j-2.1.5  0.94         15  { 

^1 


1.77 


•1.991  1. 


SW. 


E.  G,  Young. 

Brick  South-worth. 

Lockmaster. 

Tennessee  Valley  Authority 

C.  R.  Lovell. 

W.  R.  Carson,  Sr. 

Frank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers. 

Alton  M.  Harvill. 

Lockmaster. 

Dr.  Samuel  S.  McReynolds. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Alva  McKinley. 

Lockmaster. 

Bernheim  Foundation. 

H.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Lockmaster. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Mrs.  Mell  M.  Lingle. 

Lockmaster. 

Floyd  G.  Robbins. 

Kentucky  Utilities  Co. 

George  D.  Litsey. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Ixic  km  aster. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Granville  B.  Liles. 

E.  0.  Cooper. 

Ardana  B.  Rife. 

Sister  Janette  Condon. 

Lockmaster. 

William  H.  Dobbs. 

Noble  Allen. 

Willa  S.  A.  Ratta. 

John  P.  Elder. 

Alice  H.  Halo. 

Lockmaster. 

Frank  Hoeck. 

Miss  Nettie  B.  Simp.son. 

Frank  L.  Eloodworth. 

Lockmaster. 

Lockmaster. 

C.  C.  Whitcaker. 

D.  H.  Center. 
Lockmaster. 

U.  S.   Weather  Bureau. 

Marshall  Hill. 

Jessie  Oldham. 

Mrs.  Cora  C.  Stamper 

Maurice  O,  Carpenter. 

Lockmaster. 

Lockmaster. 

H.  A.  Bailev. 

L.  M.  Gattiu. 

Lockmaster. 

Douglas  Turner. 

Russell  T.  Wheeler. 

Lockmaster. 

Hugh  .\llen. 

Fred  Cartmill. 

Lockmaster. 

Jesse  Fairchild. 

U.  S.  Weather  Bureau. 

Canev  Run  Com.  Center. 

R.  W.  Jones. 

I^5ckmaster. 

Eastern  Teachers  College. 


IX)C 

Lockmaster. 
Charles  B.  West. 
Lockmaster. 


All  temperature  data  are  taken  from  self-registering  thermometers. 

The  departures  from  normal  temperatures  and  precipitation  are  computed  only  for  stations  that  have  ten  or  more  years  of  record,  but  all  complete  reports  are 
U8ed_ln  determining  section  or  division  means.  iRumsey.  Brownsville  and  Woodbury  are  Locks  on  the  Green  River;  other  Locks  are  on  the  Kentucky  River, 

appearing  in  the  table  indicate  numVjer  of  days  missing;  for  example,  b  represents  two  days,  etc. 
ttReceivfil  tno  late  to  l)p  Included  in  means  and  suminaries.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


Dkckmiikh,  15)41 
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Wfftmi  Divifiox 

lli'uvcr  Diuu 

KiirUiiBton" 

Konls  Forrv.  Dam  50" 

(ainTtsvllle" 

(iri-onviUo 

Hurt  lord 

llciuU'rson 

lloi.klusville" 

Lovi'laoovUle 

Maylleki 

Murray  

Oweusboro' 

Owoiisboro,  Dam  46' 

I'aduofth"   

I'riiH'etou  -..•• 

Kumsey.  Lock  No.  'i'.... 

RussoUville'   

I'liiontown,  Dam  49' 


CentrnI  Pii 
Aildisou.  Dam  45*... 

Amhorage 

liowliujr  Green*'.... 
liowUng  Green.  No 
Breut,  Dam  36»  ..... 
Brownsville.  Lock  6» 

Burnside* 

raiupbellsville .. 

Carrolltou.  Lock  1'. 

Clermont 

Danville" 

Dix  Dam,  BurRin'.. 

Erlanger ;.. 

Frankfort.  Lock  4-.. 

Gest,  Lock  3' 

Grant,  Dam  38' 

Greeusburg^    

High  Bridge.  Lock  7 

Irvington 

Lancaster'' 

Leitchfield* 

Lexington^"' 

Little  Hickman,  Loc 
Lockport.  Lock  ■!-... 

LOUISVILUE,  't 

Do.  Stundiforci  Fii 

Maniiiiotli   Cave- 

Monticello-    ._ 

Muufordville- 

St.  John'^ 

Sal  visa,  Lock  (i-t  . . . 

Science  Hill 

Scottsville 

Shelby ville  - 

Springfield 

Tompkiusville.  .^ 

Tyrone.  Lock  5-t  . . 

VVaynesburg   

Williamstowu  - 

Wolf  Creek  Dam..    . 
Woodbury.  Lock  4^ 


Ashland-  

Benham  '•' 

Berea  

College  Hill.  Lock  IL^    . 

Corbin  *• 

(.'ynthiana^    

Falrao\ith'^ 

Farmers* 

Flemingsburg'^    

Ford,  Lock  10'^'._ 

Greenup, Dam  30- 

Hazar.P    

Headnuarters' 

Heidelberg,  Lock  14-'  . . . 

Jackson'' 

Louisa-    

Mavsville,  Dam  'M'  .... 

Middlesboro 

Mount  Sterling 

Oneouta  Dam  35''' 

Paintsville''  . ; 

Pikeville" 

Pippapass 

Quicksand'' 

Ravenna,  Lock  I'i* 

Richmond ''  

Vallev  View,  Lock  9'-', 
Vancehurg.  Dam  XS' . . . 

Willirtmsljarg* 

Willow.  Lock  V.r' 


....G. 
....O. 
....T. 
....G. 
....G. 
....O. 

C. 

....M. 
....M. 

T 

O, 

O. 

O. 


DAILY  PRKCIPITATION  FOR  DECEMBER.  1947. 
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11) 

30 

10 

.44 

OK 

,08 

.03 

•M 

:» 

T. 

.45 

T. 

T. 

.26 

,2'2 

.2!) 

09 

I4I 

40 

.20  . . . 

'.u'.'.'. 


jj 


^.:"l: 


:o5!;::: 


a.fM 

2.(« 
LVi 
2.61 
2.02 
1.77 


:».14 
•2.42 
1.80 
1.79 
1.82 
2.68 
1.68 


1..55 
1.71) 
1.91 
1.77 
1.40 
1.80 
2.25 
1.45 
0.92 
2.07 
1.61 
1.78 


1.52 
1.50 
2  iJ4 


.:..!. 


icated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  rcc<.>r.lea  i>  lor  ..4  hou 
er  Weather  Bureau  station;  precipitation  is  for  the  24-hour  period,  midnight  to  midnight  unless  otherwise  mdiciuca 
loum  then  recorded  is  for  the  preceding  24  hours.  t:Preclpitation  measured  with  reconlmg  gage.  ^_     nici 

T.  Trace  of  precipitation,  less  than  0.01  inch.  tPost  office  address  as  follows:    Lock  5,  La«rencpburg_. 

Lock  8,  Nicholasville    Kv.:  Lock  10,  Red  House,  Kv.:  Oneonta    California.  Ky.  River  drainage  area  in  which  station 

Big  Sandv:  (L)  Licking;  (K)  Kentuckv:  (S)  Salt;  (G)  Green;  (C)  Cumberland;  (T)  Tennessee:  (O)  Ohio:  (M)  Mississippi. 
■"Airport  Station.    Data  for  24  hoiirs  ending  at  r2.:W  a.  m.  90th  meridian  time  ad.iusted  to  d^v  tbey  occur. 


Kxcept   a^   otherwi..^e 
observation.  •  First 

measured  in  the  morning 
lowing  measurement 


;'ated 


2.83 
1.83 
2.10 
1.35 
2.69 
1.95 


1.64 
1.53 
1.28 
1.96 


1.91 
0.99 
1..59 


ding  at  time  of 
'Precipitation 
in  the  next  fol- 
■S'ersailles,  Ky.; 
as   follows:  (B) 
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DAILY  TEMPERATURES  FOR  DECEMBER,  1947. 


I    ' 


6}     7 

8|    9 

40 

r.8 

,.t     30 

■M 

3^ 

i>7 

15 

56 

49 

ftu 

4' 

m 

•2," 

3H 

94 

4K 

6S 

6? 

41 

2fi 

8,i 

•2t! 

17 

ii-^ 

fil 

56 

4( 

Sfi 

31 

46i     -2^ 

w 

(il 

61      38 

81 

3'^ 

36     18 

47 

til 

50     42 

•26 

4(, 

27      21 

47 

n7 

59'     47 

ar 

3S 

351     2f 

48 

M 

6U'     37 

31 

31 

351     H 
59      39 

fiC 

62 

;-i^ 

■M 

2o|     2( 

oil 

66 

6. 

4(1 

1X3 


16 

n 

42 

44 

I'J 

15 

49 

46 

29 

18 

37 

48 

20      14 

35     47 

30 

19 

18  I  19      20     21      22      23 


I24I2. 


30     31  Mean 


Anehorase 

Ashland   

Beaver  Dam 

BenhamjJ' 

Berea 

BowliDR  Green'  .... 

Campbellsville 

Clfrmont 

Corbin'  

Danville 

Dix  Dam 

Earlington 

Erlanger  ' 

Fanners   

Ford's  Ferry 

Frankfort 

Greensburg 

Greenville 

Headquarters 

Heidelberg 

Hender.soii 

Hopkinsville  

Irvington 

I>?)tohfiel(i 

t«.\ington'   

Louisville  ' 

Do.StandifordFld. 

I>ovelap«viIle 

Mammoth  (;ave 

Muyfield 

Maysville 

Middlesboro  

Mount  Sterling 

Murray 

Osvensboro   

Pa^lucah  «« 

Pikevill.'! 

Prinfeton 

Qui<:ksand 

Richmond 

Kus?ellville  ^§ 

St.  John 

SelencK  Hill 

Scott-sville 

Shelby  ville 

Williamsburg 

SVilliamstowu    

Wolf  Creek  Dam  ... 


s  Maximum  . 
'  .Minimum. . 
\  Maximum. 
(  Minimum. . 

*  Maximum  . 
'  Minimum.. 
'1  MaxiiiUim  . 
(  Minimum. . 
j  Maximum  . 
I  Minimum. . 
\  Maximum  . 
( Minimum., 
j  Maximum  . 
(  Minimum.. 

>  Maximum  . 
'Minimum.. 
S  Maximum  . 
(  Minimum. . 

*  Maximum  . 

1  .Maximum  . 
'  Minimum. . 
)  Maximum  . 
'  .Minimum. . 
i  Maximum  . 

)  Maxinmm  . 
'  Minimum.. 

>  Maximum  . 
'  Jlinimum.. 
\  Maximum  . 
(Minimum.. 
)  Maximum  . 
I  Minimum. . 
)  Maxinmm  . 
(  Minimum. . 
)  Maximum  . 
'  Minimum. . 
J  Maximum  . 
(  Minimum.. 
(  Maximum  . 
(  Minimum.. 
S  Maximum  . 
(  Minimum. , 
)  Maximum  . 

'  '  Minimum., 
\  Maximum  . 

'  /  Minimum., 
Jiaximum  . 

'  *  Minimum. , 
j  Maximmn  . 

'  I  Minimum.. 

I  j  Maximum  . 
I  Minimum. , 
)  Maxinmm . 

'  (  Minimitm. , 
j  Maxinuun  . 

■  )  Minimum., 
!  Maximum  . 
i  Minimum. . 
)  Maximum  . 
'  Minimum. , 
i  Maximum  , 
(Minimum. 

*  .Maxinmm  . 


Minimum., 
.Maximum  . 
Minimum. 
Maximum  . 
Minimum. , 
Maximum  . 

.Maximum  . 
Miuinunn. 
Maxiinm,)  , 


um 


'  Minimum. 
)  Ma.ximurn 
I  .Miniiiium. 

*  Maximum  , 
'  Minimum., 
1  .Maximum  , 
'  Miuimnm. 

*  .Maximum 

'  .Minimum., 
\  .Maximum  , 
'  Minimum., 
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34 
64 

28 

36 

5,i 

57 

30 

41 

.59 

6! 

18 

■2.S 

6(1 

63 

34 

43 

62 

63 

24 

28 

51!     58      62!     57! 
!5;     32I     341     33 


:'.5; 

41 

4,^ 

:'s 

.■)9[ 

.W 

5K 

45 

34I 

.38 

3.4 

34 

61 

61 

61 

45 

49 

3X 

3. 

(i'J 

a 

61 

48 

3-11 
Bli 

^5 

4!l 

61 

34 
51 

29l 


271  45  42 

26|     22|     19  16  26 

40  46  42 

22|  19|  22 

;:.^i  isi  41 


341     2(lj     2^)  I     28}     27 


25!     36' 
(53      64: 


34|     38j 


53!  52]  55  42 
231  22'  20I  21 
55!    54!    531    50 


50      36|     48      58      58^ 


20      31      231 


63      53      46!     4:! 


32!     50     23.9 


39 

26.2 

57 

50.6 

44 

24.3 

63 

51.6 

25 

23.4 

61 

49.9 

48 

37.6 

61 

49.8 

45 

25,0 

6(, 

49.4 

4.-. 

•-■6.8 

5i) 

47.8 

45 

23.1 

44 

,5.> 

,50 

42.2 

21 1 

3!l 

42 

26.4 

.511 

62l 

59 

48.6 

1.5i 

221 

35 

21.7 

6.S' 

61 

.59 

49.9 

2SI 

51 

41 

30.5 

55 

57 

59 

50. 6 

IS 

25 

44 

26.5 

46.4 
46^7 


>i     15; 

21 1 

IHI 

, 

1     44 

48i 

.57 

5t>|     6 

l\     281 

221 

181 

21'      ' 

20I     2st 


DAILY  EVAPORATION  (Inchei)  and  WIMD  MOVEMENT  (Miles  per  Hour)  December,  1347, 


9     10     11      12 


15  I  16 


17  I  18  I  19  I  20  I  21  I  22     23  [  24  I  25     26     27  i  28     29  j  30  j  31    Total 


.Vote:  Evaporation  observations  not  taken  di 
SSIn.struments  arc  read  in  the  morning:  the  n 
•,  '',  ^  etc.  indicate  respect ivi-lv  1.  2.  3.  etc..  d 
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No.  1:5 


GENERAL  SUMMARY. 

'riuMveatluM-tlurins,'  i;t47  wns  notiihlo  for  in;irk(Hl  al)ii(M-iniiliti(>s 
in  tenuHTaturf  and  pnvipitation.     Tlu"  nioutlily  nioau  tcMupeia- 
turos  lor  Kohruarv  and  .March  were  near  the  lowest  of  record, 
nnd  the  mean  for  July  set  a  new  low  record  for  that  month. 
On  the  other  hand,  the  temperature  averages  I'or  August  and 
October  were,  with  only  a  few  exceptions,  the  highest  of  record 
for  these  months.     The  record   for  absolute  low  temperatures 
late  in  the  spring  was  also  broken  in  most  sections  on  March  28 
when  minima  at  some  places  fell  below  zero,  and  again  on  May 
10,  when  thev  fell  well  below  freezing  generally.     The  average 
precipitation 'for  the  State  in  February  was  the  smallest  Febru- 
ary amount  ever  recorded,  and  the  24-liour  snowfall  on   March 
24  was  by  far  the  heaviest  that  ever  occurred  so  late  in  the  season. 
Because  of  the  extremely  cold  weather  of  February  and  March 
winter  grains  remained  dormant  niucli  longer  than   usual,  and 
all  outdoor  farm  work  had  to  await  more  favorable  conditions, 
which  did  not  set  in  until  April.     Small  grains  grew  well  during 
Vpril  and  most  tobacco   beds   w(mv  seeded.     HoAvever,  plants 
were  slow  in  coming  up  and   reujaiiud  small.     Freezmg  tem- 
peratures in  May  caused  further  delay  and  considerable  damage 
to  fruit,  gardens  and   tobacco  plants,  and    at   the   end    of   the 
month  both  crops  and  farm  work   were  nearly   a  month  late. 
The  weather  was  much  more  favorable  in  June,    and   most  to- 
bacco and  corn  was  planted.     Grains  matured  rapidly,  and  the 
wheat  harvest  was  completed  in  July.     About  this  time  early 
corn  began  to  dent,  tobacco  was  blooming  freely,  and  toppmg 
and  priming  began.     Dry,  hot  weather  in  August  damaged  some 
late  corn   beyond   recovery  in  western  counties,  but  in  other 
sections  where  rainfall  was  more  frequent,  crops  made  rapid 
progress  toward  maturity.     This  period  was  especially  favorable 
for  cutting  and  curing  large  quantities  of  good  grass  and  clover 
hay.     Alf  crops  were  fully  matured  before  the  occurrence  of  the 
first  autumnal  killing  frosts  in  the  eastern  sections  early  in  Oc- 
tober and  in  the  western   and  central  sections  in   November. 
Most  tobacco  had  been  cut  by  mid-October  and   the  crop  was 
euiiog  well.     Stripping  made  good  progress  and  practically  all 
tobacco  had  been  marketed  before  the  year  ended.     Corn  har- 
vesting began   in   September  and  proceeded   at  a  varying  rate 
until  late  in  December. 

Minor  crops  reflected  seasonal  and  local  weather  conditions. 
Fruit  was  rather  spotted  at  maturity.  Pastures  were  excellent 
until  they  liegan  to  become  dry  in  August.  Potatoes,  after  a  poor 
start,  improved  considerably  later  in  the  year.  Sowing  of 
winter  grains  was  nearing  completion  late  in  October.  .  Germi- 
nation was  rather  slow,  but  at  the  end  of  the  year  plants  had 
about  reached  normal  size  and  condition.  J.  F.  J. 

The  Weather  By  Months. 

.lANTARY.-The  month  was  wet  and  warm.  Winter  grains  made  some  growtli 
but  the  Hoil  was  much  too  wet  for  plowing. 

Fi-Biti'\RY.-This  was  the  driest  and  one  of  the  coldest  month  of  its  name  on 
record.    \'egetation  remained  dormant.    A  fev/  tobacco  beds  -ivere  sown. 

March  -Unseasonablv  cold  weather  continue,!.  Precipitation  was  mostly  snow 
and  about  half  the  uormal.  Seeding  of  toljacco  beds  became  more  general  but  the 
soil  was  still  too  wet  for  spring  plowing. 

,\,,[,jL  -Weather  conditions  were  favorable  for  crop  growth  and  farm  work. 
Sma'u  grain>  made  good  growth.  Seeding  of  tobacco  beds  was  about  completed  and 
corn  pUinting  beguu  on  the  drier  uplands. 

Mw  -Cold  weather  and  frenueut  rains  checked  growth  and  delayed  farm  work, 
The  last  killing  frosts  of  the  season  occurred  generally  on  8th.   9tli    and   11th, 
considerable  damage  to  tobacco  plants,  fruit  and  gardens. 


TnvT  -Thn  wpiither  WM  tho  mo8t  favorable  thu»  fur  In  the  yoft*  for  crop  trrowth 
and^Trnrwm'k.^  Wteat'hS^v  became  Ken.ral  and  corn  and  tobacco  planting  wer. 
uoarlnB  completion. 

Iiii.Y  -This  was  the  coolest  .luly   on    record. 

were  compl.-ted  In  mn>.t  s,.clions.     '■■'^'^^'|' |,';'|f'/,',.,|''' 

was  lii^-''  ini;        " '■"    "  ^^   ^^^     I,,, It. -I  c.i    its    name  on  record.    Most  early 

''"''"'■  '  'I'l'"'  iM,''",i"  iihl  111-  r.ini  III  ih.'  milk  stage.  Home  lat<j  corn  in 
'"''"  "''\,','''',',',n"'''ln..l"i' ^'•■|'l  v.ro\.i>  .     ITiiMJnK  and  topping  of  tobacco  became 

^""''"'  ',''''','."  Th,  u.  'ill'.  1^  favorable  for  maturing  all  crops.  Gathering  or 
7  I       ilv  .  'ill   .    1    1"  "iv  completed  and  tobacco  cutting  ami  housing  were 

shii.-kiiiK  "    '■'    |:^'_||  ,,,,,'„■.. I  ,,   liiil..  damage  to  very  late  crops. 

^"    ''"'■„,.'       .,n,i.  ui.  ni    ih.-    uaniiest   Octobers   on    record.    Harvest  of   the 

Ociioiiiui.     "";,";' ,,,,.,,  ,.,,,,,,,,,   ^^,.,.,.   about  completed  and  tobacco   stripping 

early  corn  crop  iniil^y'i..|;|^'-;;|;'^;^;_^;;,/^^^^^^^^  The  lir.st  killing 


nperature  and  precipitation 


grains  was  about  completed  though 
onie  delay.  Gathering  of  late  corn 
lirst  killing  frosts  in  the  central  and 

_  were  about  normal.    Winter  grains 
for  the  season.    There  was  still  a  little 


rmiTobaccrstripp^g.  but  in  general   ail   fann    work   for  the   year 
COMPARATIVE  DATA  FOR  KENTUCKY. 
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CUmatoloerical 

Data 

for  the 

Year    1947. 

Counties 

1 

1 

Temperature,  (degrees  fahrenheit.) 

Precipitation,  (inches,) 

1       Numbar  of  days. 

0 

Stations 

1 

d 

S 

"3 

a 
a 

K 

1 
0 

1 

1 
0  . 

3^' 

1 
1 

2 

1 
0 

i 

i     i 
1     1 
i     ^ 

1 

3 

ll 

1  5 

ll 

1  ^'" 

i 

5 

>> 

1 

1. 

Western  Division. 

Ohio 

Hopkins.... 
Crittenden  . 
Marshall  . . . 
Muhlenberg 

Ohio 

Henderson  . 
Christian... 
Ballard  .... 

Graves 

Calloway  .. 

Daviess 

Daviess 

McCracken 
Caldwell  . . . 
McLean.... 
Logan   

Breckinridge 
Jefferson  . . . 

Warren 

Campbell 

42U 
35G 
431 
519 
540 
382 
524 
479 
364 
412 
420 
404 
341 
5-29 
384 
590 
357 

380 
700 
53t; 
489 
410 
705 
777 
480 
474 
955 
770 

504 

41 

58 

55.5 
56.8 
57.8 

101 
103 
102 

Aug. 
Aug. 
Aug. 

6 
t 

-  1 
5 
6 

Mch.  28 
Feb.     8 
Feb.     8 

41 
59 
20 
10 
32 
10 
34 
52 
23 

23 
52 
20 
66 
50 
31 
40 
20 

21 
50 
60 
23 
31 
63 
3 
44 
12 
39 
25 

66 
39 
23 
61 
46 
51 
23 

69 

39 
76 
15 
14 
12 
21 
52 
36 
5 

60 

31 

46 

51 

35 
3 
47 
39 
4 
31 
61 
43 
24 
34 
29 
26 
3 
33 
30 
45 
52 
57 
59 
27 
16 
44 
17 
23 

36.70 
43.55 

39.2:h 

38.95 
43,55 
40,24 
43,32 
39.89 
41.39 
43.53 

"48  .'6i' 

47.02 
43.12 
39,98 
47,76 
40,24 
37,35 

4l!37 
44,26 
39,24 
42.45 
42, 8i 
42,81 
39.90 

■  '43.'98' 
41.88 

"ii'.m 

39,55 
36.24 
44.20 
40.11 
41.04 
45,21 
51.58 
40,37 
39,77 
40,31 
.39.67 
39.97 
47.58 
35.49 

"u.m 

48.69 
44.38 

"41  ^49' 
47.35 
38,44 

6.87    April 
6.45  1  /Vpril 
6,79     June 
5,75  1  April 

0.05 
0,72 
0,06 
0,27 
0.30 
0.15 
0.11 
0.13 
0.17 
0.17 
0.41 
0.20 
0.20 
0,31 
0,48 
0,17 
0.20 
0,13 

0,14 
0,09 
0,12 
0,45 
0,08 
1,04 
0,16 
0,21 

Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Fob. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 

Feb. 
Feb. 
Feb. 
Feb, 
Feb, 
Feb, 
Feb, 
Feb, 

11,5 

17,5 
16,7 

'26 '.2 
18,0 
16,2 
10,3 
6,2 
4,7 
5.5 
12,5 
16,3 
9,2 
12,8 
16,0 
11,0 

10.7 
11.8 
14,8 
10,0 
14.0 
27.0 
16.0 

1 

1      90 
101 
106 
106 

i       98 
104 
107 
85 

<       73 
91 

"ios' 

134 
92 
70 

121 
87 

119 

97 
118 
113 
125 
123 
107 
109 

201 

189 
131 

60 
128 

101 

116 
106 

sw. 

Karlington                     

Ford's  Ferrv,  Dam  50 

sw. 

Greenville 2  m  S. 

Hartford  (near) C  m  N. 

Henderson   4  m  S. 

Hopkinsville 2mE. 

LovelaceviUe 

Mayneld 

32 

101 

Aug. 

5 

U 

Feb.    9 

6,70 
6,45 
7,43 
6.07 
7.01 
6.21 
6.11 

Maj 

April 
April 
April 
Jan. 

199 
197 
163 
223 
206 
185 

"im 

86 
57 
99 
98 
79 
121 

"'73' 

,      80 
111 

80 
59 

"i26 

s. 

26 
52 

.35 
23 
53 

54.9 
56.0 
58.3 
56.7 

102 
101 
106 
104 
105 
103 

Aug, 
Aug. 
Aug. 
Aug. 
Aug. 
Aug. 

5 
5 
5 

V 

5 

5 

-  3 

6 

3 

0 

Feb.    8 
Feb.    8 
Feb.     8 
Feb.     8 
Feb.     8 
Mch.  28 

s. 
s. 

Owensboro    1.5  m  W. 

Owensboro.  Dam  46 

s. 

29 
46 

57.4 
06.4 

106 
102 

Aug. 
Aug. 

4 
5t 

6 

5 

Feb.     81 
Feb.     81 

7.23    April 
7.46    April 
7,50     April 
6,81   i  April 

•22b 

48 

92 

e. 

Runisev    Tx)ck  2* 

Russellv'ille  ■ 

37 

56.0 

102 

Aug. 

4t 

1 

Feb.     8 

172 

53 

140 

s. 

5,71 

5,75 
6,77 
6,37 
7,28 
6,48 
9,52 
9.32 
7.53 
6.88 
7,40 
5,41 
8,36 
6,23 
6.38 
7,95 
8,43 
5,91 
7,28 
8,24 
9,. 54 
6,62 
6,29 
7.37 
5.. 31 
6,26 
6,78 
8,14 
6,36 
8,36 
7,00 
8,05 
8,33 
6,60 
9,20 
7.60 
5.83 
9.93 
6.66 

June 

Jan. 
April 
April 
April 
April 
Jan. 
Mav 
April 
April 
June 
July 
April 
Mav 
May 

May 
Jan. 
Jan, 

April 
Jan. 
Jan. 
May 
May 
Jan. 
Jan. 
May 
May 

ilS 

May 
Jan. 

Central  Virisioti. 

1 

"iso' 

83 

"'76' 
142 

"iog" 

140 

49 
66 

53.6      166 
55.9       99 

Aug- 
Aug. 

4t 
5! 

0 

Mch.  28 
Feb.     8 

sw. 

s. 

Brownsville.  Lock  b: 

Edmonson  ■ 
Pulaski   .... 

Taylor 

Carroll 

Bullitt  

Boyle 

Mercer 

Boone 

Franklin  . . . 

Henry  

Boone 

Green 

Jessamine.. 
Breckinridge 
Garrard  .... 
Grayson   ... 

Fayette 

Jessamine  . . 

Henry  

Jefferson  ... 
Jeffersou  . . . 
Edmonson  . 

Wayne 

Hart 

Hardin   .... 

Mercer 

Pulaski   .... 

.\llen 

Shelby     .... 
Washington 

Monroe 

Anderson... 
Lincoln  .... 

Grant 

Russell 

Butler 

Boyd 

Harlan 

Madison.... 
Madison.... 
Whitley  .... 

Pcndretou"; 

Rowan  

Fleming  ... 

Clark   

Greenup  ... 

Perry  

Nicholas  . . . 

Lee  

Breathitt . . . 
Li^wrenee  . . 

Mason 

Bell    

Montgomery 
Campbell  .. 
•Johnson  ... 

Pike  

Knott 

Breathitt   .. 

Estill    

Madison.... 

Clay  

Lewis 

Whitley  .... 
Lee   

::::::l;:;::: 





Buruside 

Campbellsville 

CarroUton.  Lock  I 

""■i" 

'55.6 

"99" 

Aug; 

4 

.^.... 

'p'e'b."'8' 

214 

■"85" 

"'66' 

sw." 

15 
25 

64 

54.3 
55.5 

.56.3 

'h'o'.i' 

98 
94 
07 
99 
100 

Aug. 
Aug. 
Aug. 
Aug. 
Aug. 

4 
4 
6 
4t 

-   1 

Mch.  28 
Feb.     8 
Feb.     8 

w 

6,7i 
0.61 

Feb. 
Feb, 

14.2 
21.7 

113 
100 

108 
115 

128 
138 

112 

sw. 

s. 

Erlanger  (Grt.  Ciu.  Airport) 

Frankfort,  Lock  4 

Gest,  Lock  3 

2 

Feb.     8 

0.31 
0.21 
0.21 
0.56 
0.37 
0.10 
0.78 
0.10 
0.85 
0.49 
0,18 

0^40 
0,11 
0,72 
0,27 
0,12 
0,35 
0,89 
0,47 
0.45 
0.11 

Feb, 
Feb, 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Fob. 
Feb, 
Feb, 
Oct. 
Feb. 
Feb. 
Feb, 
Feb, 
Feb. 
Feb. 
Feb. 

12.9 
8.1 

97 
104 
102 

83 

83 

121 

161 

vr. 

506 
581 
544 
646 
1032 

989 

m) 

485 
459 
558 
800 
910 
600 
777 
520 
1065 
77U 
825 
738 
899 

1216 
943 
610 
.504 

531 
1580 
1070 
611 
1178 
684 
600 
668 
870 
593 
,540 
889 
800 
66:5 
776 
584 
524 
1128 
930 
497 
620 
700 
1035 
732 
631 
KKK) 
571 
525 

9:« 

646 

; 



Greensburg 

High  Bridge,  Lock  7 

55 

1    98 

Aug. 

4 

-  3 

Feb.     8 

19,5 
22.2 
11.3 

121 
110 

78 
123 
126 
1(10 
107 
108 
123 
121 

93 



51 

55.6 

93 

July 

31 

2 

Feb.     8 

175 

"'97' 
96 

102 

'136' 
105 

88 

"i32' 

164 

w. 

Leitchlield 

Lexington 

Little  Hickman,  I^ck  8.... 

Lockport,  Lock  2 

Lorisvii.LE     ..." 

Do  Bowman  Field 

Mammoth  Cave 

Monti.-ello 

Munfordville 

53 
68 

55.4 
53.6 

97 
96 

Aug. 
Aug. 

4t 
4t 

2 
0 

Feb.     8 
Feb.     8 

16.0 
23.7 
19,0 
16,2 
14.7 
17.6 
17.:; 
25.5 
14.5 
14,9 

aw. 

....... 

15 
14 

■■■52" 

56!  2' 
55.4 
54.6 

"99" 
100 
96 

"qh'  ' 

Aug'. 
Aug. 
Aug. 

'Aug'. 

■5' 
4t 
4t 

'5' 



5 

4 

-  2 

'Feb!  "71 
Feb.     8 
Feb.     8 

1 

Mch. '28' 

"'93' 
139 
134 

iio 

66 
134 

"i62' 
160 
97 

s. 
sw. 

1 

11.0 
29,6 

18.5 
7.8 
18,7 

107 
113 

"i34' 

im 

"■9,5' 

Science  Hill 

ScottsvilU- 

Shelby ville 2.om  W. 

58 

55.4  i    95 

Aug. 
Aug'. 

7 
'■i' 

0 

Feb.  21 
Mch.  28 
Mch.  28 

s. 

54.7 

99 

133 

126 

41 

198 

sw. 

0.47 
0.85 
0.64 

Feb. 
Fel,. 
Feb. 

24.2 
6.6 

110 
116 
129 

46 

1 

54,5 

95 
100 

Aug. 
Aug. 

51 
4 

-   1 

Feb.     51 

214 

9 

142 

s. 

.39,56 

33.  74 
50.80 
43.56 
39,50 
44,55 
42,19 
41.40 
41,03 

37  [45 
39,75 
43.88 
38,86 
43,41 

"39  ,'26' 

41,79 

"hh'.iii 
37.88 
33,. 57 

"41,' 44' 

41,93 
47,47 
38,68 
36.00 
42.52 

41.72 

5.52 

4,59 
8,. 54 
7,27 
5.88 
8.18 
6.77 
6.86 
6.73 
7.39 
5.02 
6.10 
8.44 
6,65 
6,84 
7,65 

May 

:t;;i.' 

June 

May 
Jan. 
Sep. 
Jan. 
Jan. 
June 
Aug. 
Jan. 
Jan. 
Jan. 

0.13 

0.47 
1.54 
0.76 
0.22 
0,94 
0,57 
0.30 
0.70 
0.82 
0.80 
0.57 

1.08 
0.96 

■6'.99' 
0.61 
0.73 
0,47 

Feb. 

Oct. 
Oct. 
Feb. 
Feb. 
Oct. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Oct. 
Feb. 
Feb. 

Oct.' 
Feb, 
Feb, 
Feb, 
Feb, 
Dec. 
Oct. 

Feb! 
Feb. 
Feb. 
Feb. 
Feb. 
Oct. 
Feb. 

Feb. 

17.6 

15.0 
42.8 
25.5 
16.5 
26.0 
18.2 
9.6 
24.1 
13.3 
20.5 
20.1 
22.8 

24!. 5' 
17.0 

if.!. 5' 

17.5 
23.4 
11.8 
14.5 
26.5 

i7!6' 

25'.2' 
22.6 
14.7 
25.4 
19.0 

18.0 

109 

127 
160 
104 
104 
157 
"" 
131 
114 
123 
140 
111 
94 

Knftera  Division. 
A.shland  (Dam  29).  .2.5  ni  SE 

34 
3 
47 

56.1 
54.5 
56.2 

95 
94 
95 

Aug. 
June 
Aug, 

4 
10 
21 

- 
-  I 

Feb,     8 
Feb.     8 
Feb,     8 

85 
151 

119 
81 
80 

148 
199 
134 

w. 

w. 

College  Hill,  Lock  11 

Corbiu 

4 

55.9 

97 

Sep. 

8 

0 

Feb.     8 

108 

60 

197 

s. 

Fklmouth 

Farmers  

....... 

■54!i'  "96" 

Aug. 

4 

-v 

'Mch'. ''is' 

115 

142 

108 

w. 

Ford    Lock  10 

■ 



Hazard 

Headquarters 

Heidelberg,  Lock    14 

....... 

15 

'wis' 

55.2 

"98" 
93 

'Aug. 
Aug. 

4 
4 

-  1 

Mch.  28 
Mch .  28 
Feb.  21 

"174' 
86 

"39' 
70 

"is'i' 

209 

"s." 
sw. 

U.uisa 

Maysville,  Dam  ;«  .  .3  m  E. 

'  ■  '53' ' 
52 
56 

57.2 
iJo.S 

'98" 
94 
95 

'Aug. 
June 
Aug. 

23' 
12 

4t 



1 
4 

Feb:"9' 
Feb,     81 
Fel).  4t 

'"5,'63','Ma'y 
9,13     Jan, 
6,68     Sep, 

■'i32' 
97 

ii'l 
102 
131 

"ii6' 

133 
127 
131 
106 
102 

109 

96 
126 

207 

"iiit' 
"129 

13.5 
30 

'i'ie' 
'isg' 

"iso 

104 
128 

■  ■  '96' 
"'77' 

sw. 

w 

6,05  1  April!  0,27  | 
6,41      Jati,!  1.07 
5,60     Jan.     0.32 

Palntsville 

Pikeville 

Pippapass    

Quicksand  

13 
15 

■il 

56,7  1  100 

94 

i    94 

Aug.    4 
Aug.    3 
June  101 

6 

Feb,     8 

se. 

1 

Feb.    8 

6,28 
7,69 
7,34 
7.48 
6.60 
5,09 
6,S7 

Jan, 

1,70 
0,57 
0.99 
0,40 
0,71 

Richmond 

57 

55.0  [     94 

Aug. 

4 

0 

61 
36 
35 
61 
29 



sw. 

'"   ( 

52 

55.9  1    94 

June 

11 

2 

Feb.     8t 

Juiyl  1,44  1 
Juiici  0.74 

Willow    Lock  13 

State  averages  and  extremes 

55  7 

106 

Aug. 

41 

-■^ 

Feb.     8  ' 

9,92  t  June    0.05 

152 

90 

123 

, 

1 

tAlso  on  other  dates. 
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LlMArol-OCICAl,    DAI'A:    Kl•:N'r^('K^■   SlX'TInX 


Monthly   and  Annual    Precipitation    for   the  Yoar   1947,  with    Departure«    fiom    the    Normal. 
April 


The  departures  from  normal  precipitation  are  computed  only  for  such  stations  as  have  ten  or 

mining  section  or  division  means.  ,,,,,,■  t 

tKumsev,  Brownsville.  Woodhurv  are  Locks  on  the  Green  RiA'er;  other  Locks  are  on  the  Kentucky  River.  >■ 

NOTICE:    In  some  instances  departures  hereon  do  not  agree  with  those  published  during  the  year.    This  is  because  ne 


years  of  record,  but  all  complete  reports  are  used 


Precipitation  is  less  than  .01  inch. 
V  normals  were  established. 


CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION. 


Annual,   1947 


Monthly  and  Annual  Iffean  Temperatures  for  the  Year   1947,  with  Departures  from  the  Normal. 


January     February      March 


I     I 
i    H 


Wh»TERX   PIVISION. 

Beaver  Dain 

-Earlington  

Ford's  Ferry 

Greenville 

Henderson 

Hopkins  ville 

LoveIace%'ille 

Maytield 

Murray 

Oxvensboro  

Paducah  

-Princeton 

Russell  ville 


CKNTH.\L  DIV] 

Anchorage 

.  Bowling  Green.. . 
Campbellsville  . . . 

Clermont   

Danvillf  

liix  Ham 


(Trfcn^hiirg 

Irvington 

Leitchtield 

Lexington 

Louisville 

Bowman  Field  . . 
Mammoth  Cave  . 

St.John   

Science  Hill  

Scotts  ville 

Shelbyville 

Williamstown    . . 
Wolf  Creek  Dam 


-los. 


EACTRRN  DmSION. 

.\shland  

Eenham   

Berea 

Corbiu 

Farmers  

Headquarters 

Heidelberg 

Maysville 

.Miiidlesboro 

Mr.  Sterling 

Pikeville 

Pippapass   

Quicksand  

Ricliinond  

Williamsburg 


+  4.0 

+  2, 

+  2.i 

+  3.7 


41.8+  6 
42.6 
42.3+  5.6 


41.01+  5.3 

40.1  +  6.7 

43.81+  5.7 

42.0i+  8.0 

43.01+  5.2 


39.2 
.0-  9.2   38/ 


-  7.3 

-  8.8 

-'7.5 


59.2  +  2. 
56.4'-  1. 
57. 9!  +  0. 
59. 


41. 8.+ 
43.5|  + 


.59.9  + 
59.0 

60.01  + 
59.51.., 
57.4|  + 
54.5  ... 

58.4  + 
56.8  + 
61.0  + 

58.2  + 

60.5  + 
58.2+- 

57.6  + 
58.21+- 
59.2  + 


+  5.7 


69.21. 
71.2- 
70.7. 


65.0;+  4.5 

.2!+  5.5 

66.0+  4, 

67.4I+  6.9 

f|+  5 

.21  66,2+  5 

.51  65.4+  6. 01 


0!7|  64! 


-  0.4 
+  1.5 
+   1.6 


59.9  + 
63.0  + 
63.0  + 


+  4.3 

'" 

+  7.8 

«,0 

+  4.'J 

44.8 

44.8 

43.0 

+  6.7 

44  6 

+  5.6 

45.4 

40.2 

+  6.6 
+  7.0 

45.4 

30.3+  0.5 
39.0+  1.7 
38.01+  1.7 


40.1 

1.2 
35.6+  0.7 


35.2 
34.0 
37,0[+  0 
35.4  +  0 
40.2+  1.0 
2.4 


39.0 

4.8    36!6 

3.4    37 

0.2    40.0 


All  temperatute  data  are  taken  from  self-registering  thermometers. 

The  departures  from  normal  temperature  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  m  determining 
section  or  division  means. 

Kefercnce  letters,  a,  b,  c,  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days,  etc. 


KILLING  FROSTS,    1947- 


WESTKRN    1)1 

Karlington  , . . 

Greenville 

llopkiusville  . 
Lovelaoeville. 

Mayiield 

Owensboro  . . . 

Princeton 

Russellvllle  .. 


CKSTRAI,   DIVIS 

Anchorage 

Bowling  Green   . 
Campbellsville  .. 

Danville 

DIx  Darn 

Frankfort 

Gr«ensburg 

Iniiigton    


.Mav     9 

April  26 

do   17 

do    17 


April  17 

Mav  10 

do  10 

do  10 

do  9 

do  10 

do  9 


First 
Autu 

;,"„ 

I 

Nov. 
do 
do 

8 
0 

do 

8 

do 

8 

do 

6 

do 

t; 

do 

8 

Oct. 

1 

Nov. 

do 

8 
8 

do 

8 

do 

8 

do 

8 

do 

8 

do 

(1 

Lcitcli  field 
Lexington. 
Louisville  . 
.Mammoth  ( 


.Science  Hill  . . 
Shelbyville.... 
Williamstown 


K.\STP,RN   IJIVISION 

Ashland  

Berea 

Farmers   

Maysville 

M(mnt  Sterling 

Pikeville 

Quicksand  

Williamsburg 


April  17 
Mav  10 
Mar.  31 
Mav  10 
April  17 
Mav  9 
do  10 
do   10 


do  11 

do  11 

do  10 

do  11 

do  11 


Nov. 
do 
do 

Oct. 

Nov. 
do 

Oct. 

Nov. 


do     1 
do     1 

Nov.    8 


MONTHLY  SUMMARIES,  1947. 


_ 

Temperature 

Precipitation. 

Average  number  of  days 

V 

Month 

« 

£ 

% 

2 

^2 

i 

e 

c; . 

s 

e 

e 

^^ 

!»'2 

>. 

a 

j=  0 

Bs 

^ 

S 

^ 

<S 

£:  " 

c 

= 

< 

40.3 

+  4.5 

74 

■^ 

6.04 

+  1.68 

13 

7 

5 

19 

'1:1 

-   8.2 

66 

-  3 

0..54 

-  2,88 

5 

10 

7 

11 

March   

38  6 

77 

-   1 

2.36 

-  2.37 

10 

11 

6 

14 

10.8 

April 

58.0 

+   1.7 

90 

4.84 

+  0.86 

12 

11 

12 

May 

62.3 

-  3  0 

92 

23 

5.  OH 

+   1.67 

12 

14 

9 

■June 

72.1 

-   1.8 

98 

40 

4.74 

9 

Julv 

71.6 

-  5.4 

102 

40 

3.82 

-  0.32 

10 

15 

10 

6 

0.0 

August    

79.6 

+  3.7 

106 

53 

3.89 

+  0.17 

9 

15 

11 

September.... 

70.1 

-  0  3 

103 

33 

3.04 

+  0.14 

7 

0 

0.0 

October 

64.3 

+-  5.8 

92 

27 

2.20 

-  0.43 

6 

10 

November  ... 

44.2 

-  2  3 

70 

U 

2 .  82 

10 

9 

15 

December  .... 

37.8 

+  0.1 

73 

8 

1.77 

-  1.99 

0 

and  extremes 

55.7 

-  1.0 

106 

-  3 

41.72 

-3.45 

109 

152 

90 

123 

•Compared  with  59  years  normal. 


XOTK-Tables  (riving  climatic  data  for  Kentucky  in  detail  during  1947  have  been  published  for  each  month  at  the  Kentucky  Section  Center,  W  eather  Bureau  O.nee, 
lxjuis\ille,  Ky.,  and  can  be  obtained  from  the  Oflicial  in  Charge  at  that  oflice.  ,  ,.,.,.,, 

.NOTICK:    In  some  Instances  departures  hereon  do  not  agree  ivith  those  ptiblished  during  the  year.    This  is  because  new  normals  were  e.stablished. 
W  BO  I-<.iii-vill<-.2  2-«8  1000. 
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tional  work  at  IJethlohem^'.liwlciiiy  :U  St.  John  mnce  1800 
thus  have  iviado  a  luatoiial  and  pcrinaiicnt  contribution  t- 
knowlrdf^'o  of  c-lininlolo^iy  ol'  Kentucky. 


PRESSURE.  WIND,  HUMIDITY  AND  SUNSHINE. 


GENERAL  SUMMARY. 

Modoratoly  warm  woallicr  during  the  llr.^t  part  of  the  month 
was  followed  by  sovcro  and  univmittin^-  cold.  I'rccipitation 
was  considoral)ly  below  the  average  Snowfall  during  the  last 
two  weeks  was  frequent  and  unusually  heavy,  even  for  January, 
especially  i"  the  southeastern  border  counties. 

Winter  grains  made  some  growth  during  the  warm  period  and 
were  well  protected  by  snow  cover  during  the  coldest  weather, 
and  in  conseiiuence  remained  in  good  condition  throughout  (hcj 
month.  Other  than  some  plowing  in  scattered  sections  during 
the  first  few  days  and  a  little  tobacco  stripping,  farm  work  was 
restricted  to  taking  care  of  stock,  repairing  fences  and  equip- 
ment, and  other  winter  chores.  There  was  still  a  little  pasturing 
in  some  southern  and  western  counties  during  the  first  week  but 
frozen  and  snow  covered  ground  soon  put  an  end  to  this  and 
stock  feeding  became  heavy  in  all  sections  of  the  State.  Roads 
covered  with  snow  or  ice  interfered  v.'ith  the  delivery  of  tobacco 
to  local  markets,  but  as  most  toliacco  had  been  marketed  during 
the  Tirevious  months  the  eilects  of  this  were  not  serious. 

J.  F.  J. 

TEMPERATURE. 

The  average  temperature  was  '26.8°,  or  8.9°  belovv'  normal. 
This  was  the  lowest  .January  average  since  1940,  and  was  sur- 
passed but  four  times  since  the  beginning  of  record.  From  the 
1st  to  I'ith  daily  mean  temperatures  ranged  from  5°  to  17°  above 
the  daily  normals,  and  from  the  13th  to  31st,  from  5°  to  29° 
below.  During  the  latter  period  minimum  temperatures  fell 
below  zero  generally  on  the  18th,  'iotli  and  26th.  The  extremes 
were  72°  at  Pikeville  on  the  1st,  and  —21°  at  Headquarters  on 
the  2oth. 

PRECIPITATION. 

The  average  precipitation  was  3.18  inches,  or  1.16  inches 
below  normal.  From  the  13th  to  31st  precipitation  was  almost 
entirely  in  the  form  of  snow.  Monthly  precipitation  amounts 
ranged  from  over  five  inches  in  the  southeastern  border  counties 
to  less  than  two  inches  in  Calloway  County,  and  monthly  snow 
totals  from  30.2  inches  in  Harlan  County  to  3.2  inches  in  Crit- 
tenden County.  The  precipitation  extremes  for  the  State  were 
5.56  inches  at  Corbin  and  1.94  inches  at  Murray.  The  greatest 
24-hour  amount  was  2.48  inches  at  Scottsville  on  the  1st. 


..III. 

.Ohio 
.Ind. 
..Ky. 


30 

30.63 

30.67 


i^. 


1210 
12:30 
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COMPARATIVE  DATA  FOR  JANUARY. 


MISCELLANEOUS. 

To?-))(7(Ioe-'i.  — A  small  tornado  passed  over  portions  of  Pendleton 
County  early  in  the  afternoon  of  January  1st.  Its  path  was 
about  100  yards  wide  and  four  miles  long.  Damage  was  esti- 
mated at  $100,000,  mostly  to  buildings,  woodlots,  and  corn 
still  in  shock. 

Rivers.  —The  Ohio  River  remained  at  comparatively  low  stages 
throughout  the  month.  Ice  began  to  form  rapidly  after  the 
13th,  and  by  the  24th  was  so  heavy  that  all  navigation  was 
suspended,  with  a  few  boats  trapped  in  the  heavy  ice. 

Obituary. 

It  is  with  deep  regret  that  the  death  of  Sister  Jeanette  Condon, 
Cooperative  01)server  at  St.  John,  Ky.,  is  announced.  Sister 
Jeanette  Condon  began  observations  in  1943.  She  was  a  mem- 
ber of  the  Sisters  of  Loretto,  who  have  carried  on  the  observa- 
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Wcslern  DMsioti. 

Beaver  Dam 

Earlington 

Ford's  Ferrv,  Dam  50 

Gilbertsville 

Greenville 2  m  S. 

Hartford  (near) 6  m  N. 

Henderson  4  m  S. 

Hopkinsville 2  m  E. 

Lovelaceville 

Mayfield 

Murray  

Owensboro    1.5  m  W. 

Owensboro.  Dam  46 

Paducah  

Princeton 

Rumsey.  Tx)ck  2t 

Russellville 

Uniontown,  Dam  49 


Central  Division. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brent 

Brownsville,  Lock  6  J 

Bumside 

Campbellsville 

Carrollton,  Txjck  1 

Clermont 

Danville 

Dix  Dam,  Burgin 

Erlanger  (Grt.  Cin.  Airport) 

Frankfort,  Lock  4 

Gest,  Lock  3 

Grant,  Dam  38 

Greensburg 

High  Bridge,  Lock  7 

Irvington    

Lancaster 

Leitchfield 

Lexington 

Little  Hickman,  Lock   8 

Lockport,  Lock  2 

LOCISVILLE      

Do  Standiford  Field  . 

Mammoth  Cave 

Monticello 

Munfonlville 


Ohio 

Hopkins... 
Crittenden 
Marshall  . . 
Muhlenberg 

Ohio 

Henderson 
Christian.. 
Ballard  ... 

Graves 

Calloway  . 


Daviess  — 
McCracken 
Caldwell  . . 
McLean  . . . 
Logan  .... 
Union 


Breckinridge 

Jefferson  . 
Warren . . . 
Campbell. 
Edmonson 
Pulaski  .. 
Taylor.... 
Carroll  . . . 
Bullitt  ... 


Mercer  . 


Franklin  . 
Henry  . . . 


•SW 


Scienco  Hill 

Scottsville 

Shelbyville 2.5r 

Springfield   

Tompkinsville 

Tyrone,  Lock  5 

Waynesburg 

Williamstfjwn   


Berea 

College  Hill.  Lock  U 

Corbln 

Cynthiana 

Falmouth 

Farmers  

Flemingsburg  

Ford.  Lock  10 

Greenup,  Dam  30 

Hazard 

Headquarters 

Heidelberg,  Lock   14 

Jackson   

Louisa 

Maysville,  Dam  33.. 3  m  E. 

Mlddlesboro 

Mount  Sterling 

Oneonta,  Dam  35   

Paintsvllle 

Pikeville 

Quicksand  

Ravenna.  Lock  12 

Kichmoiid 

Vallev  View,  Lock  9 

Vanceburg,  Dam  32 

Williamsburg 

Willow,  Lock  13 

.State  averages  and  extremes 


Green 

Jessamine 
Breckinridge 
Garrard  . . . 
Gravson  . . 
Faj'ette.  . . . 
Jessamine  . 
Henry  .... 
Jefferson  . . 
Jefferson  . . 
Edmon.son  , 

Wayne 

Hart 

Hardin   ... 

Mercer 

Pulaski   

Allen 

Shelby    .... 
Washington 

Monroe 

Anderson... 

Lincoln 

Grant 

Russell 

Butler 


Temperature,  in  degrees  Fahr 


Harian.... 

Madison.. . 

Madison. . . 

Whitley  . . . 

Harrison  . . 

Pendleton 

Rowan  

Fleming  . . 

Clark  

Greenup  . . , 

Perry  

Nicholas  . . . 

Lee   

Breathitt . . . 
Lawrence  . . 
Mason 

Bell 

Montgomery 
Campbell  . . 
Johnson  . . . 

Pike  

Breathitt   .. 

Estill    

Madison 

Clay  

Lewis 

Whitley  . . . . 
Ix;e  


Precipitation  in  Inches. 


2.74-1. 

2.63|-2. 

2.08  - 

2.76 

2.34 

2.35 

2.41 

2.45 


7.4 

6.0 

-  5.8 


-1.53 
-1.75 
-1.07 
-2.37 
-3.28 
-1.76 
-1.51 
-1. 


1.31 
1.55 
1.19 

-0.85 
•0.79|  1.2:i 

I  1,.54 

0.77 


-1.54 
2.43-1.79 
4.361-0.23 
2.63 


-1.9fi 
-1.96 
+0.67 


Number  of  days. 


-0.44i  1.37 

4.17J  +  0.05J  2.10 

2.71-0.98  1.05 

2.59-1.371  0.70 

3.69-0.741  1.50 

3.38-1,041  1.85 

2.09-1.291  1.03 


3.85[-0.08 
3.89-0.42 
3.16-1. .391 


E.  G.  Young. 

Brick  South  worth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson,  Sr. 

Prank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers. 

Alton  M.  Harvill. 

Lockmaster. 

Dr.  Samuel  S.  McReynolds. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Alva  McKinley. 

Lockmaster. 

Beruheim  Foundation. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Lockmaster. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Ixjckmaster. 

Mrs.  Mell  M.  Lingle. 

Lockmaster. 

Floyd  G.  Bobbins. 

Kentucky  Utilities  Co. 

George  D.  Litsey. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Granville  B.  Liles. 

E.  O.  Cooper. 

Ardana  B.  Rife. 

Sister  Stephen  Marie  G'sell. 

Lockmaster. 

William  H.  Dobbs. 

Noble  Allen. 

Willa  S.  A.  Ratta. 

John  P.  Elder. 

Alice  H.Hale. 

Lockmaster. 

Frank  Hoeck. 

Miss  Nettie  B.  Simpson. 

Frank  L.  Bloodworth. 

Lockma.ster. 


Lockmaster. 

C.  C.  Whiteaker. 

D.  H.  Center. 
Lockmaster. 

U.  S.  Weather  Bureau. 

Marshall  Hill. 

Jessie  Oldham. 

Mrs.  Cora  C.  Stamper 

Maurice  O,  Carpenter. 

Lockmaster. 

Lockmaster. 

H.  A.  Bailej 

L.  M.  Gaftin. 

Lockmaster. 

Douglas  Turner. 

Russell  T.  Wheeler. 

Lockmaster. 

Hugh  Allen. 

Fred  Cartmill. 

Lockmaster. 

Jesse  Fairchild. 

U.  S.  Weather  Bureau. 

R.  W.  Jones. 

Lockma.ster. 

Eastern  Teachers  College. 

Lockmaster. 

Lockmaster. 

Charles  B.  West. 

Lockmaster. 


All  temperature  data  are  taken  from  self-registering  thermometers 
■d  in  detei^i^lng%S.n°o7d1vl&Tp!,^^^^^  ^""^  precipitation  are  computed  only  for  stations  that  have  ten  or  more  years  of  record, 
R^"ercncr^i?ter^   ^  »  ?  'a'op'arC  in  f h.  ,„>  i    ,   ',?"™s'^y'  Brownsville  and  Woodbury  are  Locks  on  the  Green  River:  other  Locks  i 
tALVnnr.hVr  dates  •    'nRerH  ed  u,oUtlu^  '"fl""ite  number  of  days  missing;  for  example,  b  represents  two  days,  etc. 

uiie. .  KPfn\e<i  too  late  to  be  Included  in  rT,o«T,c  „„^  ..„ — .,(„„.         t.  Precipitation  is  less  than  0.01  inch  rain  or  melted 
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DAILY  PRECIPITATION  FOR  JANUARY.  1948. 

Uuy  oJ  uioiilli 


12       3       4       6       6 


H'M^o-K  Division. 

Beaver  Dam 

EivrlliiKton' 

Fonts  Ferrv.  Diun  60« 

(iilbtTtsviUe" 

lirooiivlUe 

H.>rtU.rii 

l\iMuU>rsou 

llopkiiisvlUe' 

l/ivi'liu'eville 

Miiylieia 

M  nrray  

Owonsboro'  

Owcusboro,  Dam  46" 

Pttducah'   

Princeton  ■ 

Eunisey.  Lock  No.  2* 

RussellvlUe" 

Ihiioutown,  Dam  49' 


CeiUrnl  DM f ion. 

Addison.  Dam  45' 

Auclioragre 

Bowlintr  Green" 

Bowling  Green.  No.  2' 

Brent.  Dam  30'' 

Brownsville,  Lock  6" 

Burnsido' 

Campbellsville 

Carrollton,  Lock  1' 

Clermont 

Danville" 

Dix  Dam,  Burgin' 

Ei-langor 

Frankfort,  Lock  4' 

Gest,  Lock  3« 

Grant,  Dam  38^ 

Greensburg'^    

High  Bridsre,  Lock  -■■' 

Irvington._ 

Lancaster-  

Leitchlield- 

Lexiugtonf* 

Little  Hickman,  Lock  8-t.. 

Lockport,  Lock  2' 

LOUISVILLR,  't 

Do.  Standiford  Field  .... 

Mammotti  Cave* 

Monticello'    

Muufordville' 

St.  John* 

Salvisa,  Lock  6M 

Science  Hill 

ScottsvUle 

Shelbyville^ 

Springfield 

Tompkinsville 

Tyrone,  Lock  S''  t 

Waynesburg  

Williamstown  - 

Wolf  Creek  Dam 

Woodburv,  Lock  4^* 


Eastern  Division 

Ashland*  

Benhara  ^ 

Berea  

College  Hill,  Lock  U'    ... 

Corbin** 

Cynthiana-    

Falmouth- 

Farmers'' 

Flemingsburg-    

Ford.  Lock  10^' 

Greenup  .Dam  30' 

Hazard^   

Headauarters^ 

Heidelljerg,  Lock  14-' 

J  ackson* 

Louisa''    B 

Maysville.  Dam  33^ O. 

Middlesboro C 

Mount  Sterling L 

Oneonta  Dam  35^ 0 

Paintsville"  B 

Pikeville" B 

Quicksand" K 

Ravenna.  Lock  12'^  K 

Richmond ''  K 

Valley  View.  Lock  9'^ K 

Vanceburg.  Dam  32' 0 

Williamsburg'' C 

Willow.  Lock  13'  K 


..O 


,02 

!62    .04 


.03    .10 

.41 

.67    .03 


S;::: 


T. 

.05 


2.08 
2.76 
2.1J4 
2.3.5 
2.41 
2.45 
.S.fil 
2.3C 
1.94 
2.57 
2.()5 
2.99 
2.44 
2.74 
2,»7 


3.71 
3.25 
2.58 
4,68 
3.62 
3.01 
3.00 
3.60 
3.22 
2.6:} 
2.-55 
2.49 
3.66 
3.40 
2.94 
2.43 
4.36 
2.62 
2.58 


2.96 
4.92 
5.48 
2.98 
2.87 
5.10 
2.66 
4.73 
2.55 
5.55 
2.63 


3.22 
3.03 
2,92 


2.71 
2.59 


3.85 
3.89 
3.16 
2.91 
3.65 
4.56 


Except  as  otherwi.^e  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  24  hours  endiiig  at  time  of 
observation.  'First-order  Weather  Bureau  station;  precipitation  is  for  the  24-hour  period,  midnight  to  midnight  unless  othenvise  mdicatea.  i-recipitation 

measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  JPrecipitation  measured  with  recording  gage.  "Incluaea  in  the  next  roi- 

lowing  measurement.  T.  Trace  of  precipitation,  less  than  0.01  inch.  tPost  office  address  as  follows:    Lock  5,  Lawrenceburg   Ky.:  U)Ck  6,  Versailles,  Ky.; 

Lock  8,  Nicholasville    Ky.:  Lock  10.  Red  House,  Kv.:  Oneonta    California,  Kv.  River  drainage  area  in  which  station  is  located  is  indicated  as   follows.  (B) 

Big  Sandy;  (L)  Licking;  (K)  Kentucky:  (S)  Salt;  (G)  Green;  (C)  Cumberland;  (T)  Tennessee:  (O)  Ohio:  (M)  Mississippi. 

•'Airport  Station.    Data  for  24  hours  endintr  at  12.30  a.  m.  90th  meridian  time  adjusted  to  day  they  occur. 
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Anchorage 

Ashland   

Beaver  Dam 

BeuhamiS 

Berea 

Bowling  Green'  . 

Campbellsville  . . 

Clermont 

Corbin'  

Danville 

Dix   Dam 

Earliugton 

Erlanger ' 

Farmers  . . . 

Ford's  Ferry 

Frankfort 

Greensburg 

Greenville 

Headquarters 

Heidelberg 

Henderson 

Hopkinsville  

[rvington 

Leit<'hfielfl 

Lexington'   

Louisville  ' 

Do.StandifordFld. 

Lovelace  ville 

Mammoth  Cave 

Mayfield 

Muysville 

Middlesboro  

Mount  Sterling 

Murray 

Ouensboro   

Paducat.  §§ 

I'ikeville' 

f'rinceton 

Quicksand 

Richmond 

Russellville  Ji§ 

St.  John 

ScitMice  Hill 

.Scottsville 

Slielbyvllle 

VVilliuiiisburg 

Williaiiistowu    

Wolf  Creek  Dam  '... 


j  Maximum  . 

•  (  Minimum., 
j  Maximum  . 

•  f  Minimum., 
j  Maximum  . 

■  I  Minimum. . 
j  Maximum  . 

■  I  Minimnm . . 
j  Maximum  . 

■  t  Minimum . . 
j  Maximum . 

■  I  Minimum.. 
)  Maximum  . 

■  (  Minimum., 
j  Maximum  . 

'  '  Minimum., 
j  Maximum . 

■  (  Minimum.. 
I  Maximum . 

■  I  Minimum., 
j  Maximum  . 

■  (  Minimum., 
j  Maximum . 
(  Minimum.. 
j  Maximum  . 

■  ( Minimum, . 
Maxitnum  . 


)  Maximum  . 
(  Minimum.. 
<i  Maximum  . 

■  /  Minimum.. 
j  Maximum  . 

"  (  Minimum.. 
\  Maximum  . 
)  Miniiiiam. . 
S  Maximum  . 

•  hiini  Ilium.. 
J  JIaximum  . 

'  I  Minimum. . 

S  Maximum  . 
Minimum, . 
\  Maximum  . 
(  Minimum . . 
)  Maximum  . 

■  '  Minimum.. 
(  Maximum  . 
)  Minimum. . 
i  Maximum  . 

•  'Minimum.. 

j  Maximum  . . 

•  f  Minimum... 
I  j  Maximum  . . 

I  Minimum. . . 
j  Maxinmm  . . 

■  I  Minimum. . . 
)  Maximum  . . 

■  /  Minimum... 
j  Maximum  . . 

'  I  Minimum . . . 
i  Maximum  . . 

•  'Minimum... 
i  Maximum  . . 

■  (  Minimum,. . 
j  Maximum  . . 
'  Miuimum. .. 
(  Maximum  . . 
)  Mininuun. . . 
J  Maximum  . . 
/  Minimum... 
f  Maximum  . . 
'  -Minimum... 
S  .Maximum  . . 
'  Minimum. .. 
(  Maximum  . . 
'  Minimum. .. 
j  Maximum  . . 
I  Minimum. .. 
)  .Maximum  .. 
/Minimum... 
3  Maximum.. 
(Minimum... 
)  Maximum  . . 
'  Minimum... 
)  Maximum.. 
'  Minimum... 
)  .Maximum  .. 

I  Minimum 

S  Maximum  . . . 

'  .Minimum 

S  Maximum  . . , 

'  .Minimum 

S  Maximum  . . . 
'Minimum.... 
\  .Maximum . .. 
j  Minimum 


-ix  Dam S  Jr-WV,"""" 

'  Wind  Movement. 

S  Evaporatitm 

'  WlndMovomr-nt. 


Wolf  Creek  Dam 
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34 
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58 
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44 

3( 
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18 

ht 

44 

46 
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57 

37 

39 

37 

25 

•21 

hh 
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16 
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GENERAL  SUMMARY. 

I'rtripitation  during  Kclinmry  of  1948  wns  c'onsi(loral>ly  iihovc 
normal,  with  nuioh  more  tlian  the  tiverasc  amount  of  snow. 
Thermal  conditions  varied  widely,  with  alternating  periods  of 
deeidodly  cold  and  unseasonal)ly  warm  weather,  resulting  in  a 
monthly  temperature  average  somewhat  ahove  normal. 

M'inter  wlieat  and  other  grains  were  protected  by  several 
inches  of  snow  during  the  coldest  weather  and  suffered  no  injury 
from  the  low  temperatures.  These  crops  remained  dorniant 
until  about  the  last  week  when  they  began  to  show  a  little 
growth.  In  most  sections  plants  were  about  of  normal  size  and 
in  good  condition,  but  in  some  counties  they  were  small  and 
only  fair.  There  was  still  a  little  belated  tobacco  stripping  and 
marketing  in  a  few  southwestern  counties.  Preparation  of  to- 
bacco beds  began  early  in  the  month  and  progressed  slowly, 
only  a  few  beds  having  been  sown  at  the  end  of  the  nionth. 
There  was  a  little  plowing  on  well  drained  uplands,  but  in  most 
sections  tlie  soil  was  much  too  wet  for  this  work.  Pastures 
began  to  get  green  during  the  latter  half  of  the  month,  but 
feeding  of  stock  continued  heavy  generally.  Fruit  trees  appeared 
to  have  suffered  no  damage  from  the  extremely  cold  weather  of 
this  and  the  preceding  month.  J-  F.  .1. 


TEMPERATURE. 

The  average  temperature  was  38.8°,  or  1.7°  above  normal 
There  were  two  periods  of  unseasonably  warm  weather,  12th 
19th  and  24th-29th,  during  which  daily  mean  temperatures 
ranged  from  5°  to  25°  above  normal,  and  two  periods  of  decid- 
edly cold  weather,  Ist-lOth  and  20th-23d,  during  which  daily 
mean  temperatures  ranged  from  5°  to  16°  below  normal.  Mini- 
nmm  temperatures  fell  well  below  10°  generally  on  the  3d,  and 
at  a  number  of  places  below  zero.  The  extremes  for  the  State 
were  79°  at  Ashland  and  Pikeville  on  the  28th,  and  -5°  at 
Quicksand  on  the  3d. 
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PRESSURE.  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo HI. 

Wncinnati Ohio 

Evansville In«- 

Louisville  Ky. 


Atmospheric  pres.s- 

ure  (roduceil  to 
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COMPARATIVE  DATA  FOR  FEBRUARY. 


PRECIPITATION. 

The  average  precipitation   was  5.01 


iches,  or  1.56  inches 
aliove  normal.  Precipitation  occurred  in  three  fairly  well  de- 
fined periods,  3d-6th,  12th-14th,  and  21st-28th,  with  the 
heaviest  rains  during  the  second  period.  Monthly  amounts 
ranged  from  over  seven  inches  in  the  southern  border  counties 
to  less  than  four  inches  in  the  northeastern  and  western  counties. 
The  largest  monthly  amount,  8.68  inches,  was  recorded  at 
Burnside,  and  the  smallest,  2.96  inches,  at  Mt.  Sterling,  with 
the  maximum  24-hour  amount  3.67  inches  at  Burnside  on  the 
12th- loth.  Fairly  heavy  snowfall  occurred  in  most  sections  on 
the  6th  and  again" on  the  21st.  Accumulated  monthly  depths 
ranged  from  about  sixteen  inches  in  the  extreme  northern 
counties  to  less  than  three  inches  in  the  extreme  southeastern 
counties. 


1899.. 
1900.. 
1901.. 
1902.. 
1903.. 
1904., 
1905., 
1906. 
1907. 
190S. 
1909. 
1910. 
1911. 
1912. 
1913. 
1914. 
1915. 
1916. 


Temperature. 


MISCELLANEOUS. 

Rrve^s:  —Heavy  rains  and  melting  snow  between  the  12th  and 
14th  of  the  month  over  the  tributaries  of  the  Ohio  caused  serious 
Hooding  of  many  places  along  the  rivers  and  streams  of  Kentucky 
The  heaviest  damage  on  the  Kentucky  River  occurred  at  Beatty 
ville.  Taylorsville  near  the  confluence  of  the  Salt  River  and 
lirashears  Creek  was  entirely  flooded  and  damage  in  the  neigh 
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CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION 


February,  1948 


CLIMATOLOGICAL  DATA  FOR  FEBRUARY,  1948. 


Temperature,  in  degrees  Fahr. 


^-3 


Precipitation  in  inches . 


Number  of  days. 


n-enteni  Division. 

Beaver  Dam 

Karlington 

Ford's  Ferrv,  Dam  50 , 

Gilbertsville 

Greenville 2  m  S. 

Hartford  (near) 6  m  N, 

Henderson  4  m  S, 

Hopkinsville 2  m  E. 

Lovelaceville 

Mayfield 

Murray  

Owensboro    1.5  m  W. 

Owensboro,  Dam  46 

Paducah  

Princeton , 

Rumsey ,  Tx)ck  2t 

Kussellville 

rniontowu,Dam49 


Oliio 

Hopkins... 
Crittenden 
Marshall  . . 
Muhlenberg 

Ohio 

Henderson 
Christian.. 
Ballard  ... 

Graves 

Calloway  . . 
Daviess — 
Daviess  — 
McCracken 
Caldwell  . . 
McLean  ... 

Logan   

Union 


Central  Division. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brent 

Brownsville,  Lock  6t... 

Burnside 

CampbellsviUe 

CarroUton,  Lock  1 

Cleniiout 

Danville 

Dix  Dam,  Burgin 

Erlanger  (Grt.  Cin.  Airport) 

Frankfort,  Lock  4 

Gest.  Lock  3 

Grant,  Dam  38 

Greensburg 

High  iiridge,  Lock  7  .  . . 

Irvington    

Luii.:ast«r 


Leil 


Lt-xingtiju 

Little  Hickman.  Lock 

L<jckport.  U)(;k  2 

i/)UlSVILLK      

Do  Staudiford  Field  . 

Mammoth  Cave 

Monticello 

Munfordville 

St.  John S  11 

Salvisa,  Lock  G 

Science  Hill 

Scottsville 

Shelby  ville 2.5i 

Springfield 

Tompkinsville 

Tyrone.  Lock  5 

VVaynesburg 

Williamstown   

Wolf  Creek  Dam 

Woodbury,  Lock  it 


Breckinridge 

Jefferson  . . 

Warren 

Campbell.. 

Edmonson 

Pulaski   ... 

Tavlor 

Carrol!  .... 

Bullitt  .... 

Boyle 

Mercer 

Boone 

Franklin  . . 

Henry  — 

Boone 

Green 

Jessamine . 
Breckinridge 


Grayson  . . . 

Fayette 

Jessamine  . . 

Henry  

Jefferson  . . . 
Jefferson  . . . 
Edmonson  . 

Wayne 

Hart 

Hardin   

Mercer 

Pulaski   

Allen 

Shelby  . . . . 
Washington 

Monroe 

Anderson... 

Lincoln 

(irant 

Rus.sell 

Butler 


Eiiftern  Division. 
Ashland  ( Dam  29).  .2.5  m  Si 

Benhani   

Berea 

College  Hill.  Lock  11 

Corbin 

Cynthiana 

Falmouth 

Fanners  

Flemiugsburg   

Ford,  Lock  10 

Greenup,  Dam  30 

Hazard 

Headquarters 

Heidelberg,  Lock   14 

Jackson   

l/)uisa 

Maysville,  Dam  3:5  ..3  \n  E. 

Middle»il»oro 

-Mount  Sterling 

Oueonta,  Dam  35   

Paintsville 

Pikeville 

Quicksand  

Kavenna.  Lock  12 

Ki('hmond 

Vallev  View.  Lo<!k  9 

Vanccburg ,  Dam  32 

Wllliaiiisburg 

Willow,  Lock  13 


Harlan 

Madison 

Madi.son 

Whitley  . . . . 
Harrison  . . . 
Pendleton   . 

Rowan  

Fleming  . .. 

Clark   

Greenup  . . . 

Perry  

Nicholas  . . . 

Lee   

Breathitt . . . 
Lawrence  . . 

Mason  . 

Bell 

Montgomery 
Campbell  . . 
Johnson  . . . 

Pike  

Breathitt   .. 

Estill   

Madison 

Clay  

I>ewis 

Whitlev  .... 
Lee   I 


State  averages  and  extremes 


+  3.6 
+  0 

+  '■2 


-  0.3 
+  1 
+  1 


■f  2 
+  '3.9 
+  '2.2 


0. 
+  2!f> 


.15-0.: 

.66!     0.1 
.53+0.. 


.21'-0. 
.58:+0. 
.82i  +  l. 
.37i+3.' 
.38+0. 


+  1 

+  1.98 
+2.49 
+  2.29 
+  2.94 
+4.44 

+2!i4 


+3.2' 
+  1.5 
+2.06 
+1.26 
+  2.07 
+  2.47 
+  1.15 


+  1.80 
+  1.18 
+  0.72 
+  0.9' 
+2.80 
+0.8(1 


\n 


0  j  18 


1.93  13-14 
2.80  13-14 
1.82    12-13 


+  1.2'; 


5.1(1- 
fi.79H 
2.961- 
3.56!- 
5.00H 
4.92  H 
6.01  - 
5,15  H 
5.78  H 
5.40  H 


5.01+1.56   3.67   l'2-i;i 


E.  G.  Young. 

Brick  South  worth. 

Lockmaster. 

Tennessee  Valley  AtUhority. 

C.  R.Lovell. 

W.  R.  Carson.  Sr. 

Prank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers. 

Alton  M.  Harvill. 

Lockmaster. 

Dr.  Samuel  S.  McReynolds. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Alva  McKinley. 

Lockmaster. 

Bernheim  Foundation. 

R.  P.  CoMiron. 

Kentucky  Utilities  Co. 

Lockmaster. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Mrs.  Mell  M.  Lingle. 

Lockmaster. 

Floyd  G.  Robbins. 

Kentucky  Utilities  Co. 

George  D.  Litsey. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.  S.  Weather  Bureau. 

V.  S.  Weatlier  Bureau. 

Granville  B.  Liles. 

E.  0.  Cooper. 

Ardana  B.  Rife. 

Sister  Stephen  Marie  G's 

Lockmaster. 

William  H.  Dobbs. 

Noble  Allen. 

Willa  S.  A.  Ratta. 

John  P.  Elder. 

Alice  H.Hale. 

Lockmaster. 

Frank  Hoeck. 

Miss  Nettie  B.  Simpson. 

Frank  L.  Blood  worth. 

L<X'kmaster. 


Lockmaster. 

C.  C.  M'hiteaker. 

D.  H.  (Jenter. 
Ivock  master. 

U.  S.   Weather  Bureau. 

Marshall  Hill. 

Jessie  Oldham. 

Mrs.  Cora  C.  Stamper 

Maurice  O,  Carpenter. 

Lockmaster. 

Lockmaster. 

H.  A.  Bailej 

L.  M.  Gaffin. 

Lockmaster. 

Douglas  Turner. 

Russell  T.  Wheeler. 

Lockmaster. 

Hugh  Allen. 

Fred  Caitniill. 

Lockmaster. 

Jesse  Fairchild. 

U.  S.  Weather  Bureau. 

R.  W.  Jones. 

Lockmaster. 

Eastern  Teachers  ( 

Lockmaster. 

Lockmaster. 

Charles  B.  West. 

Lockmaster. 


,)IIegc 


All  temperature  data  are  taken  from  self-registering  thermometers. 

The  departures  from  normal  temperatures  and  precipitation  are  computed  only  for  stations  that  have  ten  or  more  years  of  record,  but  all  complete  reports  are 
n.sed  in  detenninlng  section  or  division  means.  iRum.sey,  Brownsville  and  Woodbury  are  Locks  on  the  Green  River;  other  Locks  are  on  the  Kentucky  River. 

Reference  letters.  •.  '.  •,  appearing  in  the  table  indicate  number  of  davs  missing;  for  example,  b  represents  two  davs,  etc. 
tAlso  on  other  dates.       t+R<.cHived  too  late  to  be  included  in  means  and  suiniTiHries.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 
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lilllH'Vlsville' 

(irivuvlllo 

Il;irtfoi<l 

UcUillTSOU 

llopkiiisville' 

l,<.\ol.ioevHle 

MiiyiloM 

Murniy 

owonsboro'  

Owonsboro,  Diun  46'.. 

I'mhinvh*   

rriuioton   

Kvmis.'V.  Lopk  No.  2". 

Ku>M'irville« 

I'liioutowu,  Pam  4y'. . 


Centm!  Dirisioit. 

.\»Ulisou.  Dam  45» 

Auohonige 

Bowliugr  Greeu** , — 

Itowlinz  Green.  No   2".... 

Brent.  Uara  36» 

BrownsvUU',  Lock  C 

Hurusiile" 

(.'ampbellsville 

Carrolltim,  Look   1' 

Clermont 


l):u 


ille" 


Di.^  Oiim.  Bursriu" 

Erlanger 

Frankfort.  Look  4- 

tiest.  Lock  3' 

Grant,  Dam  38' 

Greensburg^   

High  Briilcre.  Lock  1''  ... 

Irvington^ 

Laui-astor-  

LeitchtieUi'^ 

Le.'viugtonJ" 

Little  Hickman,  Look  8" 

Lockport,  l/ock  2- 

LOUISVILLR,  U 

Do.  Standiford  Field  . 

Mammoth  Cave* 

Mouticello'^    

Munfordville* 

St.  John'' 

Salvisa,  Look  G'M  

Science  Hill 

Scottsvilie 

Shelbvville  - 

Springfielii 

Tompkinsville 

Tyrone.  Look  5*t  

Waynesburg  

Williamstown  - 

Wolf  Creek  Dam 

W  oodbiiry.  Look   4'' 


Ashland-  ... 
Henhani  - . . , 

Berea  

College  Hill 
Corbin**... 
Cynthiana' 
Falmouth-. 


Flemingslmrg'    

Ford.  Lock  lu" 

Greenup, Dam  30- 

Bazar.!'    

Heartauartors' 

Heidelberg,  Look  14=  . 

Jackson' 

Louisa''    ■• 

Maysville.  Dam  33'  . . . 

Middlesboro 

Mount  Sterling 

Oueonta  Dam  :«= 

J'aintsville'  

I'ikeville" 

Quicksand^ 

Ravenna.  Lock  12-  ... 

Kiohmond''  

N'allev  View.  Lock  «''. 
Vaiioehurg,  Dam  :«*.. 

Williamsburg^ 

Willow,  Lock  13'-' 


DAILY  PRECIPITATION  FOR  FEBRUARY.  1948. 

Day  ul  mouth 


4       6       6       7 
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2.65 

1.67 

".\h 

,04 
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.12 
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4: 
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.11 
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' 
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.5( 

T. 

.30 

.35 
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.'25 

.20 

;:36 
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S.IS 

H.na 

H.M 
i).95 
8.78 
4.U9 
3.«2 
3,47 
8.27 
6.00 
5.14 
8,75 
4.6:J 
3.21 
3. 58 
4.82 
7.37 
3.  38 


5.05 
4.80 
C.51 
6.87 
4.97 
6.73 
8.68 
4.39 
4.80 
7.09 
4.62 
6.50 


4.42 
4.87 
5.33 
5.53 
4.58 
5.00 
5.93 
5.07 
4.05 
4.36 
4.61 


6.05 
6.90 
5.66 
5.45 
5.63 
7.29 


5. JO 
6. 79 
2.96 
3.56 
5.00 
4.92 
6.01 
5.15 
5.78 
5.40 
4.11 
6.05 
5.78 


Look  8.  Nioholasville    Ky.:  Lock  10,  Red  House,  Ky.:  Oneouta    California,  Ky.  River  draraage  area  in 

Bi-  Sandv;  (D  Licking:  (K)  Kentuokv:  (S)  Salt;  (G)  Green:  (CJ  Cumberland:  (T)  Tennessee  :(0)  Ohio;  (M)  Mism^mppi. 
"\irm.rt  ^tatiun.     Data  for  24  hours  ending  at  12.:W  a.  m.  Wtb  meridian  time  adjusted  to  dav  they  occur. 


/hich  station  is  located  is  indicated  as  follows;  <B) 


CLBIATOLOGICAL  DATA:   KENTUCKY  SECTION. 


February,   1948 


DAILY  TEMPERATURES  FOR  FEBRUARY,  1948. 


Anchorag-e 

Ashland  

Beaver  Dam 

BenhanifiS 

Kerea 

Bowling  Green'  . . . . 

(;ampbellsville 

Clermont 

Corbin'  

Danville 

Di.^   Dam 

Karlingrton 

Erlanger ' 

Farmers  

Ford's  Ferry  

Frankfort 

Greensburg 

Greenville 

Headquarters 

Heidelberg 

Henderson 

Hopkinsville  

Irvington 

Leitchfield 

Lexington'   

Louisville  ' 

Do.  Standiford  Fid 

Lovelareville 

Mammoth  Cave 

MayHeld 

Maysville 

.Middlesboro  

Mount  Sterling 

.Murray 

Owensboro   

Paducali  §§ 

Pikeville' 

Princetoti 

Quicksand 

Richmond 

Riissellville  J.S 

.St.  John 

Si-leucp  Hill 

S.-iittsvill.- 

Shelbyville 

William.sburg 

Williiimstown    

Wolf  Creek  Dam  '. 


jMax 

■  I  Minimum.. 
J  Maximum  . 

•  I  Minimum., 
j  Maximima  . 

■  I  Minimum.. 
(  Maximum  . 

■  )  Minimum., 
j  Maximum  . 

■  (  Minimum. . 
j  Maximum . 

■  1  Minimum. . 
\  Maximum . 

•  (  Minimum., 
j  Maximum  . 

•  '  Minimum.. 
(  Maximum . 

•  (  Minimum.. 
j  Maximum  . 

"  I  Minimum., 
j  Maximum  . 

■  )  Minimum.. 
(  Maximum . 

■  (  Minimum.. 
)  Maximum  . 

•  i  Minimum.. 
\  Maximum  . 

■  )  Minimum.. 
j  Maximum . 

■  i  Minimum.. 
j  Maximum  . 

"  )  Minimum. . 

j  Maximum  . 
"  I  Minimum.. 

j  Maximum  . 

■  )  Minimum . . 
\  Maximum  . 

"  )  Minimum.. 
)  Maximum  . 

•  I  Minimum.. 
(  Maximum  . 

■  (  Minimum., 
S  Ma: 


(Mi 
\  Maximum  . 
(  Minimum. . 
j  Maximum  . 

>  Minimum. . 
(  Maximum  . 
(  Minimum. . 
j  Maximum  . 
(  Minimum . . 
j  Maximum . 
(  Minimum . . 
j  Maximum  . 
1  Minimum., 
i  Maximum  . 
)  Minimum.. 

>  Maximum  . 
/Minimum., 
j  Maximum  . 
I  Minimum.. 
S  Maximum  . 
'  Minimum., 
j  Maximum  . 
'  Minimum. . 
i  Maximum  . 
I  Minimum.. 
\  Maximum  . 
(Minimum., 
j  Maximum . 
(  Minimum.. 
}  Maximum  . 
(  Minimtmi., 
3  Maximum  . 
I  Minimum. . 
j  Maximum  . 
(  Minimum. . 
j  Maximum  . 
I  Minimum.. 
)  Maximum  . 

'  (  Minimum.. 
S  Maximum  . 
(  Minimum. , 
i  Maximum  . 

■  I  Minimum., 
S  Maximum  , 
(Minimum., 
j  Maximum  , 
(Minimum., 
S  Maximum  , 

'  (  Minimum., 
)  Maximum  . 

•  (  .Miniinum., 


28}    39 


40      41 


22  37 

9:  21  10 

851  34  40 

16i  21 ! 

23'  35'  34 

12:  i)'  17 

27  421  3« 

iH  14  lo; 


9     10     11      12 


3fi     ffl 

30}     22      IS,     „ 
46     38     3S,     42 


61 

301     28 
4fi      55 


22'  371  431  27i  21 

28  30:     411  411  56,  .551  46 
2       3;     2:!l  34;  34;  2.5|  21 

29  461     .52  481  69[  441  58 
20     14     25  42  40  30  28 
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45 
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14 

,5(1 

47 

31 

,59 

,51 

2(; 

7( 

66 

46 

?V 

6S 

,55 

55 

23 

64 

34 

3'' 

W 

71 

66 

HH 

■^fi 

69 

50 

71 

64 

6H 

62 

4S 

■A 

67 

,5V 

5,1 

25 

7( 

63 

47 

■■M 

72 
37 

66 
33 

25     26     27 


71  69 

40  52 
76 

35I  42 


f.l  58 
25  45 
58      53 


DAILY  EVAPORATION  (Inche.)  .nd  WIND  MOVEMENT  (Mile,  per  Hour) 

February,  1948. 

Stations.                              1 

2i     3 

4 

5 

6  1     7        8  1     9  1  10  1  11      12      13  1  14  1  15  I  16      17  j  18  |  19  |  20  j  21  |  22  |  23  |  L 

4     25  1  26     27 

..|» 

30  I  31    Total 

1         1         1 

1 

i 

1. ...'.. ..!.... 

1     ! 

1   ••• 

'>"='""" lw\Sd"Mm°"neni::!:::: 

wolf  creek  Dam  SK^i-^'^j;^;;;;-^;;  i:;:: 

'.'.'.'.''.'.'.'. 

::;j;;::;;;:i;:i: 

;::;  :::;!:::: 
....|....i.... 

::::v.p: 

::::i::::|::::i:::: 

:::f::;:;: 

y-£: 

Note;    Evaporation  obserAatlons  not  taken  during  the  winter. 
SSInstniments  arc  n^ad  in  the  morning:  the  maximum  temperature  then  rea 
*,  '',  «,  etc.  indicate  respectively  1.  2.  3.  etc.,  davs  missin«'  from  record. 


is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
'Midniffht  to  niidnifflif  t,'iiipcri!t)irPS.  W  BO  Louisville.    .1-24- 
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U.  S.  DEPARTMENT  OF  COMMERCE,  WEATHER  BUREAU  ^  7  ^948 

CLIMATOLOGICAL    DATAnn^s^h  of  >^tmo>s 


K  K  N  '1'  U  C  K  Y    SEC  T  ION. 

E.  E.  UNGER. 


fe 


Louisville,  Ky.,  March,  1948 


No.  3 


GENERAL  SUMMARY. 

Toniperatuivs  and  pivcipitation  were  !<onie\vlmt  above  iionmil. 
.'he  first  half  of  the  niontli  was  cool,  with  unseasonably  cold 
k-eather  on  the  11th  and  12th.  This  cold  period  was  beneficial 
n  delaying  the  too  rapid  revival  of  crop  growth  and  premature 
ipening  of  fruit  buds.  Winter  crops  grew  rapidly  during  the 
varni  weather  of  the  second  fortnight.  Many  tobacco  beds 
i-ere  prepared  and  seeded,  and  at  the  close  of  the  month  some 
if  the  tobacco  in  early  seeded  beds  had  come  up.  Small  grains 
uade  excellent  growth,  plants  reaching  a  height  of  from  2  to  6 
nelies,  with  some  rye  in  advanced  fields  almost  a  foot  high. 
\istures  afforded  increasing  forage  and  feeding  gradually  dimin- 
shed.  Plowing  in  most  sections  was  delayed  by  wet  soil,  but 
)n  the  drier  uplands  a  good  deal  of  this  work  was  done.  Fruit 
rees  in  the  southern  counties  came  into  bloom  toward  the  close 
)f  the  month.  Plowever,  freezing  temperatures  on  the  28th 
md  29th  caused  considerable  damage  in  the  southeastern 
counties.  In  central  and  northern  sections  where  blossoms  had 
lot  developed  to  the  danger  point,  damage  was  negligible. 

J.  F.  J. 
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PRESSURE.  WIND.  HUMIDITY  AND  SUNSHINE. 


Atmospheric  press- 

ure ( reduced  to 
sea-level.) 

Wind. 

humidity 

^ 

1 

^; 

Station 

1 

.5f 

Si 

6 

1 

1 

lilt 

1 
1 

to 

a 

^ 

a 
2 

II 

I 

i 

ni. 

30.61 

12 

■1,7^ 

31 

Vl.l   43 

sw. 

19 

81 

61 

56 

497 

.Ohio 

30.85 

5 

■29. 30 

31 

5.6   16 

se. 

19 

84 

62 

.556 

...Ind. 

30. 6t 

5 

29.27 

31 

U.3   50 

sw. 

69 

Louisville  ... 

Ky. 

30.57 

6 

29.33 

31 

10.7    44 

sw. 

19 

Jl 

TEMPERATURE. 

The  average  temperature  was  49.8°,  or  3.3°  above  normal, 
riiere  was  a  prolonged  period  of  cold  weather  from  the  4th  to 
1 3th  during  which  daily  mean  temperatures  were  from  5°  to  22° 
Delow  normal,  and  minima  fell  below  15°  degrees  generally  on 
the  12th  and  13th,  and  at  a  few  places  below  10°.  This  was 
followed  by  about  two  weeks  of  warm  weather  during  which 
daily  mean  temperatures  ranged  from  5°  to  26°  above  normal, 
with  highest  readings  on  the  19th  and  20th  above  80°  in  practi- 
cally all  sections.  The  extremes  for  the  State  were  87°  at 
Ashland  on  the  21st  and  8°  at  Erlanger  on  the  12th  and  at 
Headquarters  on  the  13th. 


PRECIPITATION. 

The  average  was  6.26  inches,  or  1.51  inches  above  normal. 
Light  to  moderate  rains  fell  on  the  lbt-2d,  6th-7th,  and  10th- 
11th.  After  the  15th  rainfall  was  frequent  with  heavy  to  ex- 
cessive rains  in  all  sections  on  the  15th-16th  and  26th-27th. 
Monthly  amounts  ranged  from  over  eight  inches  over  the  south- 
western border  counties  to  less  than  five  inches  over  the  eastern 
counties.  Snow,  mixed  with  sleet,  occurred  in  flurries  on  the 
11th.  Except  in  the  extreme  northern  counties  and  in  a  few 
other  scattered  areas  the  snow  melted  as  it  fell.  Precipitation 
extremes  for  the  State  were  8.64  inches  at  Murray  and  3.97 
inches  at  Paintsville.  The  greatest  24-hour  amount  was  3.01 
inches  at  Salvisa  on  the  15th-16th. 


1895... 
1896... 
1897... 
1898... 
1899 . . . 
1900... 
1901.. 
1902.. 
1903.. 
1904.. 
1905.. 
1906.. 
1907.. 
1908.. 
1909.. 
1910.. 
1911.. 
1912. . 
1913.. 
1914.. 
1915.. 
1916. . 

1917 . . 

1918.. 

1919.. 

19-20., 

1921., 

1922. 

192:5. 

1924. 

1925. 

1926. 

1927. 

1928. 

1929. 

1930. 

1931. 

1932. 

1933. 


MISCELLANEOUS. 


Tornadoes:  During  the  early  afternoon  of  the  19th  a  small 
tornado  advanced  over  Bracken  County  in  a  path  about  ten  miles 
long  and  a  quarter  of  a  mile  wide.  The  storm  was  most  violent 
in  the  vicinity  of  Brooksville  where  two  persons  were  killed. 
Damage  to  buildings,  livestock,  and  crops  was  estimated  at 
$15,000. 

Wlmhtnrms:  High  winds  on  the  same  date  caused  considerable  damage  to  build- 
ings and  crops  over  much  of  the  central  portion  of  the  State.  The  heaviest  losses  were 
reported  from  Erlanger,  Lexington,  Louisville,  Science  Hill,  Shelbyville,  and  Williams- 
town. 


1940 

1941 

1942 

1943 

1944 

1945 

1946 

1947 

1948 

Periodt. 


COMPARATIVE  DATA  FOR  MARCH. 


Temperature, 


40.5 
41.2 
41.8 
40.6 
45.0 
50.8 
45.0 
41.1 
49  6 
50.7 
43.9 
42,8 
46.4 
47.2 
52.5 
47.7 
52.2 


55.0 
46.0 
41.3 
46.5 
41.8 
37.8 
43.5 
45.9 
51.6 
47.6 
46.3 
56.7 
49.4 
45.6 
41.5 
49.2 
40.2 
48.4 
45.6 
52.0 
44.5 
41.4 
41.2 
46.0 
43.6 
54.6 


43.0 
45.2 
56.5 
56.1 

49^8 
46,5 


4.08 
2.76 
2.72 
3.17 
6.16 
7.94 
7.59 
8-10 


4.45 
6.37 
2.28 
5.42 
5.14 
0.79 
2.57 
6.22 
7.22 
3.62 
2.11 

6^52 
1.97 
5.65 
4.85 
5.75 
8.11 
5.27 
3.05 
3.59 


9.56 
4.85 
1.43 
6.29 
5.78 
5.04 
1.65 
4.48 
7.63 
5.50 


Number  of  days 


r§ 


10 


CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION 


March.  1948 


CLIAUTOLOGICAL  DATA  FOR  MARCH.  1948. 


M'extern  Din'sion. 

Beaver  Dam 

Earliugton 

Ford's  Ferrv,  Dam  50 

Gilbertsville 

Greenville 2 

Hartford  (near) 6 

Henderson   4 

Hopkinsville 2 

Lovelaceville 

aiay  field 

Jlurray  

Owensboro    1.5  i 

Owensboro.  Dam  46  . . 

Paducah  

Princeton 

Rumsey.  Tx)ck  2t 

Russellville 

Unioutown.  Dam  49 


Central  Division. 

.\ddison,  Dam  45 

Anchorage 

Bowling  Green 

Breut 

Bro%vnsville,  Lock  61 

Bumside 

Campbellsville 

Carrollton,  Lock  1 

Clermont 

Danville 

Dix  Dam,  Burgin 

Erlanger  (Grt.  Cin.  Airport) 

Frankfort,  Lock  4 

Gest,  Lock  .3 

Grant.  Dam  38 

Greensburg 

Higli  Bridge.  Lock  7  • 

Irvingtou    

Lancaster 

Leitchfleld 

Lexington 

Little  Hickman,  Lock 

Lockport,  Ix)ck  2  . 

LOUISVILLK      

Do  Staudiford  Field 

Mammoth  Cave 

Monticello 

Munfordville 

St.  John :i 

Salvisa,  Loik  6 

Science  Hill 

Scottsville 

Shelbyville -2. 5m  W 

Springfield   

Tompkin.svil!e 

Tyrone.  Lock  5 


Ohio 

Hopkins... 
Crittenden 
Marshall  . . 
Muhlenberg 

Ohio 

Henderson  . 
Christian... 
Ballard  .... 

Graves 

Calloway  . . 

Daviess 

Daviess. 

McCracken 
Caldwell  . . . 

McLean 

Logan   

Union 


Breckinridge 
Jefferson  ... 

Warren 

Campbell. 
Edmonson 
Pulaski  .. 
Taylor. . . . 
Carroll  . . . 
Bullitt  ... 
Boyle.... 
Mercer  . . . 


S\V 


Eni'tern  Dirixion . 
Ashland  ( Dam  '29 1 ..  2 . 5  m  SI 

Benham 

Berea 

College  Hill.  Lock  11 

Corbin 

Cynthiana 

Falmouth 

Farmers  

Flemingsburg   

Ford.  Lock  10 

Greenup.  Dam  30 

Hazard 

Head(|uarterR 

Heidelberg,  L<jck   14 

Jackson   

Louisa 

Maysville.  Darn  ;i:i..3  m  E, 

Middlesboro 

.Mount  Sterlipg 

Oneonta,  Dam  35   

Paintsville 

PikeviUe 

Quicksand  

Ravenna.  Lock  12 

Richmond 

Vallev  View,  Ix)ck  9 

Vanceburg.  Dam  32 

Williamsburg 

Willow.  Lock  13 


State  averages  and  extremes 


Franklin 
Henry  . . 
Boone . . . 
Green  . . . 
Jessamine . . 
Breckinridge 

Garrard 

Grayson  . . . 
Fayette 

Henry  

Jefferson  . . . 
Jefferson  . . . 
Edmonson  . 

Wayne 

Hart 

Hardin   

Mercer 

Pulaski   .... 

Allen 

Shelby  .... 
Washington 

Monroe 

Anderson... 

Lincoln 

Grant 

Russell  , 
Butler  . , 


Madison 

Whitley  . . . . 
Harrison  . . . 
Pendleton   . 

Rowan  

Fleming  . . . 

Chirk   

Greenup  . . . 

Perry  

Nicholas  . . . 

Lee    

Breathitt... 
Lawrence  . . 

Mason 

Bell    

Montgomery 
Campbell  . . 
Johnson  . . . 

Pike  

Breathitt   .. 

Estill    

Madison 
Clay  . . . 
Lewis. .. 
Whitley 
Lee   


Temperature,  in  degrees  Fahr. 


5U.0:  + 
49.3  + 

48.9  + 


50.8  . 


48.  G 

50.4!+  4.2 
51.21+  4, 

45.0 

+  4.9 


+  3.4 

+  4.7 
+  2 


Precipitation  in  inches. 


Number  of  days, 


1 
+2.2(3 

3.20 
+  0.19 
+  2.59 
-0.18 


l-rO.49 


48.2  + 
53.8  + 
50.9+  e.3 


5.94 

12  7.26 
6.01 
7.85 


+2.35 
+0.71 
-0.23 


+2.76 
+  1.26 
+2 


+2.05 
+  3.38 
+ 


+2.71 

•iiso 

+  2!78 


2i:    "E 


+1 

+2.84 
+  0.78 
+  1 

+  1.62 
+  1,13 
40.51 


+0.88 
+  0.78 
-1.00 
+  0.  66 


IB 
15-16  I 

lfi| 
26-27 


15-16 
15-16 
15-16 


E.  G.  Young. 

Brick  South  worth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson.  Sr. 

Prank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers, 

Alton  M.  Harvill. 

Lockmaster. 

Dr,  Samuel  S.  McReynolds. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Alva  McKinley, 

Lockmaster. 

Bernheim  Foundation. 

R.  P,  Coldiron. 

Kentucky  Utilities  Co. 

Lockmaster. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Mrs.  Men  M.  Lingle. 

Lockmaster. 

Floyd  G.  Robbius. 

Kentucky  Utilities  Co. 

George  D.  Litsey. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Granville  B.  Liles. 

E.  0.  Cooper. 

Ardana  B.  Rife. 

Sister  Stephen  Marie  G'sell. 

Lockmaster. 

William  H.  Dobbs. 

Noble  Allen. 

Willa  S.  A.  Ratta. 

John  P.  Elder. 

Alice  H.  Hale. 

Lockmaster. 

Frank  Hoeck. 

Miss  Nettie  B.  Simp.son. 

Frank  L.  Bloodworth. 

Lockmaster. 


Lockmaster. 

C.  C.  Whiteaker. 

D.  H.  Center. 
Lockmaster. 

U.  S    Weather  Bureau. 

Marshall  Hill. 

Jessie  Oldham. 

Mrs.  Cora  C.  Stamper 

Maurice  0,  Carpenter. 

Lockmaster, 

Lockmaster, 

H.  A.  Bailej 

L.  M.  Gaflia 

Lockmaster. 

Douglas  Turner. 

Russell  T.  Wheeler. 

Lockmaster. 

Hugh  Allen. 

Fred  Cartmill. 

Lockmaster. 

Jesse  Fairchild. 

U.  S.  Weather  Bureau. 

R.  W.  Jones. 

Lockmaster. 

Eastern  Teachers  College. 

Lockmaster. 

Lockmaster. 

Charles  B.  West. 

lockmaster. 


All  temperature  data  are  taken  from  self-registering  thermometers. 

The  departures  from  normal  temperatures  and  precipitation  are  computed  only  for  stations  that  have  ten  or  more  vears  of  record 
"''VfVrenc::"lX'^  '''V°?  "'t^Jj^^^  ^T.^y^^  v,    ,   tRumsey.  Brownsville  and  Wolodbury  are  Locks  on  the  Green  R°N^r?o  her  Locks  , 
Reference  letters.  '.  '.  •.  appeanng  in  the  table  indicate  number  of  days  missing:  for  example,  b  represents  two  days  etc 
tAlso  on  other  dotes.       t+Re<-eived  too  late  to  be  included  in  means  and  summaries.         T.  Precipitlition  is  less  than  b.Ol  inch  rain  or  melted  snow. 


'RRAPv  nr  iHi 


Mak. 


IDIS 


Cl.lMAroHXiK'Al,    DATA:    Kl'lNITCKY  SKCTlON 


DAILY  PRECIPITATION  FOR  MARCH.  I94g. 


Western  DMi 

Beaver  Dam 

Karliugrton' 

Fords  Ferrv.  Dam  50" . 

LUlbertsvlUe' 

l5riHM\villo 

Haitforii 


..  Lock  No.  2«. 

«ville«   

lowii.  Dura  49'.. 


Cfiitral  Uiii.ti 

m.  Dam  45" 

nige 

ifr  Green" 

igr  Green.  No.  2". 

Diim  36" 

isville.  Lock  6"  .. 


Lock 


High  liri.life 

Irviugtou 

Liuicastcr-  

LeitchlieUi'' 

Li'xiu.snout"* 

Little  Hickmau,  Lock  8 

Lookport,  Lock  2" 

Louisville,  'i 

Do.  Standiford  Field 

Mammoth  Cave'' 

Montioello-    

Muufordville" 

.St.  John- 

.Salvisa,  Lock  ti'-t  

s^cit-uce  Hill 

Srottsvilie 

ille  ■-■ 


.Sh. 

Spriuglielii 

Tompkiiisville 

Tyrone.  Lock  5*t 

Wuvnesbnrg   

Wiliiamstown  -.., 
Wolf  Creek  Dam. 
Woodbury,  Ivock 


Berea 


.  .51 
.!  .(i; 
.il.O-. 


3.01 
.22 
.63 

.82 

2. 

1.65.. 

I.52I   .08 

1.29 

2.10 


;43i.:. 


.UMl 

.02J  .05 


2.19 
2.05 
2.27 
1.59 

.77 

031.80 
2.8 


7.«0 
7.70 
7.82 
.^  8.1)4 
sol  7.40 
7.69 
7.90 
6.9ii 
6.80 
8.25 
4.36 


8.12 
5.10 
6.68 
4.38 
6,15 
6.30 


5.09 
7.71 
7.06 
5.87 
6.67 
7.80 
7.15 


6.94 
7.66 
5.43 


College  Hill.  Lock  11" 

Corbin** 

Cynthiaua"    

Falmouth" 

Farmers" 

Flemingsburg"    

Ford.  Lock  10"' 

Greenup, Dam  30" 

Hazard"    

Headauarters" 

Heidelberg,  Lock  14"  . 

Jackson" 

Louiaa-    

Maysville.  Dam  33-  . . . 

Middlesboro 

Mount  Sterling 

Oneonta  Dam  35" 

Paintsville"  

Pikeville" 

Quicksand" 

Ravenna,  Lock  12"  ... 

Richmond  "  

Valley  View,  Lock  9". 
Vanceburg.  Dam  32".. 

Williamsburg" 

Willow,  Lock  13" 


6.28 
7.17 
5.35 
6.6S 
5.78 
5.21 


5.56 
6.73 
6.03 
4.95 


5.90 
5.03 
6.27 
5.55 


Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  24  hours  ending  at  time  of 
observation.  'First-order  Weather  Bureau  station;  precipitation  is  (or  the  24-hour  period,  midnight  to  midnight  unless  otherwise  indicated.  J^recipitation 

measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  ^Precipitation  measured  with  recording  gage.  'Included  in  the  next  lol- 

lowing  measurement.  T.  Trace  of  precipitation,  less  than  0.01  inch.  tPost  office  address  as  follows:    Lock  5,  Lawrenceburg,  Ky.:  Lock  6,  Versailles,  Ky.; 

Lock  8,  Nicholasville   Ky.:  Lock  10,  Red  House.  Ky.:  Oneonta   California,  Ky.  River  drainage  area  in  which  station  is  located  is  indicated  as  follows;  (B J 

Big  Sandy;  (L)  Licking;  (K)  Kentucky:  (S)  Salt;  (G)  Green;  (C)  Cumberland;  (T)  Tennessee:  (O)  Ohio;  (M)  Mississippi. 

"Airport  Station.    Data  for  24  hours  ending  at  12..'!0  a.  m.  POth  meridian  time  adjusted  to  duv  they  occur. 
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CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION. 


DAILY  TEMPERATURES  FOR  MARCH. 

1948 

stations.                             1 

2  !     3 

4 

h 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23     24 

25 

h 

h 

28 

29 

30 

31 

Mean 

i  Maximum  . . . 

49 

65 

51 

39 

47 

41 

42 

47 

52 

48 

40 

26 

42 

55 

60 

60 

62 

78 

81 

"i; 

72 

59 

68 

74 

72 

62 

48 

67 

61 

56.9 

■  i  Minimum.... 

30 

47 

3t 

30 

20 

35 

33 

30 

33 

31 

22 

11 

12 

51 

46 

41 

3h 

54 

64 

68 

57 

47 

45 

46 

51 

36 

26 

27 

34 

49 

37.7 

j  Maximum  . .. 

50 

68 

56 

58 

50 

56 

53 

52 

57 

53 

39 

60 

71 

72 

68 

67 

73 

82 

81 

87 

80 

68 

67 

78 

72 

66 

48 

66 

70 

75 

64.5 

Ashland   

■  1  Minimum 

26 

4t 

31 

18 

35 

36 

32 

33 

3b 

27 

15 

16 

25 

40 

52 

44 

33 

56 

49 

53 

67 

5b 

44 

40 

68 

47 

30 

28 

47 

49 

38.6 

j  Maximvun  . . . 

58 

70 

42 

49 

54 

53 

48 

55 

42 

37 

64 

63 

63 

74 

82 

84 

82 

77 

62 

72 

78 

75 

69 

50 

66 

65 

73 

62.6 

Beaver  Dam 

■  1  Minimum 

30 

41 

32 

28 

2< 

37 

37 

33 

31 

19 

13 

13 

25 

51 

44 

30 

35 

53 

54 

63 

54 

43 

,43 

36 

53 

32 

26 

28 

43 

47 

36.5 

(  Maximum  . . . 

66 

6b 

57 

39 

55 

50 

5£ 

55 

57 

66 

55 

32 

53 

62 

6b 

59 

61 

71 

73 

76 

77 

76 

^4 

69 

75 

68 

§' 

44 

62 

65 

67 

61.8 

Benham^S 

j  Maximum  . . . 

30 

32 

48 

38 

23 

28 

31 

34 

32 

34 

lb 

20 

38 

55 

45 

33 

36 

60 

58 

48 

36 

37 

23 

26 

29 

49 

37.9 

Berea 

•  !  Minimum.... 

:: 

j  Maximum  . . . 

58 

7i 

48 

40 

54 

47 

54 

50 

50 

62 

42 

41 

50 

6b 

65 

64 

75 

81 

82 

78 

64 

72 

75 

72 

63 

49 

65 

66 

76 

6i!4 

BowlinK  Green'  . . . 

•  i  Minimum.... 

36 

45 

36 

32 

27 

38 

38 

37 

25 

19 

18 

24 

56 

42 

37 

57 

56 

60 

56 

46 

45 

40 

54 

34 

32 

29 

43 

63 

Campbellsville.... 

\  Maximum  . . . 

56 

66 

64 

47 

52 

45 

52 

49 

50 

61 

59 

38 

50 

64 

65 

b5 

64 

73 

78 

79 

78 

72 

63 

69 

7b 

69 

68 

48 

64 

69 

73 

'62  :i 

•  1  Mluimum.... 

31 

4C 

40 

30 

25 

34 

40 

35 

25 

32 

25 

15 

15 

26 

63 

65 

40 

39 

55 

6b 

67 

57 

47 

45 

44 

54 

40 

28 

29 

45 

50 

39.4 

(  Maximvun  . . . 

52 

68 

61 

41 

45 

44 

50 

47 

49 

52 

44 

33 

48 

62 

60 

64 

65 

70 

80 

79 

80 

76 

62 

67 

75 

70 

67 

45 

64 

69 

76 

60.1 

Clermont 

■  '  Minimum 

31 

42 

37 

31 

22 

35 

40 

20 

35 

33 

23 

12 

9 

18 

53 

67 

32 

29 

55 

47 

66 

58 

47 

48 

35 

46 

43 

28 

24 

48 

50 

37.2 

(Maximum... 

66 

6b 

56 

40 

5b 

45 

57 

57 

58 

64 

54 

42 

54 

65 

67 

67 

62 

73 

78 

80 

81 

70 

70 

78 

64 

46 

66 

67 

68 

62.9 

('orbin'  

■  (  Minimum 

31 

51 

40 

30 

27 

34 

39 

29 

39 

34 

26 

22 

17 

24 

55 

50 

41 

38 

5b 

63 

62 

58 

4? 

45 

38 

56 

34 

29 

27 

46 

52 

40.0 

S  .Maximum  . .. 

55 

63 

45 

52 

43 

52 

61 

51 

51 

51 

38 

51 

65 

66 

64 

62 

73 

77 

77 

78 

75 

61 

68 

77 

71 

67 

47 

65 

08 

74 

61.5 

Danville 

■  i  Minimum.... 

29 

4:! 

4( 

30 

21 

35 

41 

26 

36 

35 

15 

18 

28 

52 

65 

41 

35 

56 

6b 

67 

57 

49 

46 

40 

55 

35 

2() 

29 

48 

51 

39.4 

Dix   Dam 

)  Maximum  . . . 

52 

69 

68 

60 

45 

40 

53 

50 

51 

57 

56 

38 

49 

64 

65 

64 

72 

78 

78 

77 

79 

72 

68 

67 

77 

77 

67 

47 

66 

69 

74 

62.9 

■  '  Minimum 

34 

44 

38 

31 

24 

38 

40 

24 

37 

28 

16 

17 

24 

45 

44 

34 

62 

52 

60 

60 

57 

47 

4b 

38 

52 

44 

27 

30 

41 

52 

39.5 

Earlin^ton 

60 

67 

6t 

41 

50 

67 

52 

50 

45 

47 

36 

53 

65 

65 

68 

74 

82 

80 

64 

71 

77 

77 

6^ 

50 

65 

65 

70 

62.1 

■  1  Minimum. '. .. 

35 

45 

3ft 

31 

26 

37 

38 

26 

35 

32 

20 

15 

14 

24 

44 

54 

34 

43 

55 

56 

69 

68 

43 

46 

38 

55 

40 

30 

29 

49 

50 

38.9 

S  Maximum  . . . 

45 

oS 

40 

38 

40 

43 

41 

48 

45 

29 

30 

45 

60 

60 

Ob 

66 

76 

77 

79 

63 

57 

6b 

71 

b7 

60 

43 

60 

66 

66 

66 

64.8 

Erlanger' 

■  (Minimum.... 

2S 

3b 

31 

21 

16 

34 

30 

26 

29 

29 

12 

17 

29 

52 

42 

38 

65 

51 

61 

53 

45 

42 

43 

51 

30 

25 

30 

40 

47 

35.1 

Farmers  

1  Maximum  . . . 

5U 

66 

49 

45 

45 

53 

51 

62 

58 

57 

36 

47 

66 

b8 

bb 

65 

72 

79 

75 

79 

74 

bb 

6b 

77 

7b 

68 

48 

66 

69 

75 

62.3 

•  1  Minimum.... 

25 

4( 

41 

29 

19 

34 

35 

27 

22 

32 

26 

17 

12 

18 

51 

54 

41 

29 

55 

47 

65 

56 

5b 

41 

35 

53 

46 

27 

21 

46 

50 

37.0 

Ford's  Ferry 

j  Maximum  . . . 

56 

65 

52 

42 

48 

47 

50 

47 

45 

44 

35 

32 

50 

65 

b4 

64 

59 

72 

80 

81 

80 

7b 

62 

67 

77 

79 

07 

49 

65 

65 

69 

59.8 

36 

43 

34 

33 

27 

40 

39 

28 

35 

32 

19 

13 

21 

29 

57 

49 

32 

42 

59 

77 

72 

57 

44 

44 

43 

57 

38 

36 

39 

46 

54 

41.1 

Frankfort 

S  Maximum  . . . 

41 

70 

64 

4(' 

48 

45 

52 

49 

52 

54 

40 

51 

63 

b8 

69 

64 

70 

81 

80 

79 

77 

64 

71 

73 

bS 

49 

65 

70 

72 

62.6 

3U 

41 

4( 

31 

21 

38 

26 

37 

3£ 

28 

14 

15 

22 

50 

67 

41 

38 

57 

47 

63 

68 

56 

46 

39 

49 

54 

27 

30 

40 

49 

j  Maximum'.';] 

59 

70 

66 

49 

53 

50 

53 

51 

51 

59 

39 

50 

65 

64 

65 

63 

74 

79 

80 

80 

78 

64 

69 

78 

75 

67 

47 

6ft 

71 

75 

63^5 

Greensburg 

■  1  Minimum.... 

33 

48 

42 

33 

26 

36 

41 

25 

39 

35 

29 

18 

lb 

24 

49 

55 

38 

57 

65 

66 

60 

50 

48 

53 

44 

31 

28 

42 

52 

40.3 

Greenville 

)  Maximum  . . . 

59 

68 

60 

41 

49 

47 

53 

57 

48 

50 

42 

37 

62 

66 

63 

66 

61 

73 

82 

83 

80 

77 

62 

72 

77 

77 

75 

55 

65 

65 

73 

62.4 

37 

47 

37 

32 

27 

38 

40 

27 

37 

34 

21 

15 

13 

55 

51 

30 

55 

68 

57 

69 

58 

44 

46 

42 

46 

40 

32 

32 

50 

51 

40.3 

Headquarters 

J  Maximum  . . . 

48 

67 

6ft 

62 

36 

34 

34 

45 

45 

45 

45 

45 

45 

58 

65 

60 

68 

75 

75 

73 

68 

67 

64 

75 

73 

63 

66 

04 

70 

69.2 

•  /  Minimum.... 

25 

38 

36 

27 

28 

30 

30 

30 

30 

30 

24 

11 

24 

27 

40 

30 

44 

b4 

44 

64 

62 

57 

45 

48 

38 

24 

42 

34 

38 

36.5 

Heidelberg 

1  Maximum  . . . 

•  )  Minimum.... 

5b 

58 

56 

49 

48 

45 

55 

55 

53 

59 

37 

50 

65 

65 

63 

77 

79 

81 

78 

64 

68 

78 

75 

64 

45 

66 

69 

72 

62.2 

31 

43 

47 

37 

25 

34 

40 

3b 

31 

30 

21 

14 

19 

35 

55 

43 

31 

53 

52 

52 

60 

62 

46 

34 

45 

30 

30 

36 

50 

37.7 

Henderson 

1  Maximum  ... 

50 

65 

49 

4; 

48 

44 

48 

47 

65 

44 

35 

34 

50 

61 

60 

60 

68 

69 

81 

80 

SO 

72 

62 

69 

73 

68 

62 

49 

60 

60 

66 

58  3 

•  i  Minimum.... 

33 

41 

33 

29 

31 

■25 

30 

29 

12 

20 

30 

31 

47 

32 

39 

58 

5:\ 

(17 

57 

45 

43 

42 

55 

34 

28 

33 

41 

49 

36.9 

Hopkinsville  

J  -Maximum  . . . 

69 

67 

55 

50 

52 

45 

48 

48 

45 

53 

88 

42 

52 

66 

64 

68 

67 

74 

SO 

82 

80 

71 

63 

70 

76 

7b 

65 

52 

60 

70 

72 

61.6 

•  I  Minimum.... 

35 

44 

3f 

29 

25 

34 

3b 

2b 

27 

32 

20 

14 

21 

27 

45 

53 

33 

42 

5b 

55 

b2 

55 

41 

43 

48 

54 

40 

29 

35 

50 

40 

38  3 

)  Maximum  . . . 

53 

69 

55 

42 

47 

43 

50 

48 

50 

54 

39 

40 

52 

62 

67 

68 

65 

80 

80 

79 

72 

69 

71 

77 

70 

6b 

52 

64 

65 

72 

60.7 

Irvington 

•  1  .Minimum.... 

31 

41 

37 

30 

22 

35 

38 

25 

3ft 

33 

23 

14 

17 

29 

55 

48 

37 

35 

57 

51 

b7 

58 

47 

4b 

40 

57 

34 

29 

32 

44 

50 

38.6 

Leitchfield 

j  Miiximum  . . . 

55 

69 

41 

49 

44 

51 

48 

48 

56 

50 

51 

64 

61 

65 

61 

72 

80 

80 

80 

73 

62 

70 

76 

70 

b7 

48 

65 

65 

75 

61.1 

32 

42 

33 

31 

23 

35 

40 

84 

34 

25 

14 

18 

27 

55 

62 

35 

36 

55 

55 

66 

66 

45 

44 

40 

55 

37 

29 

29 

45 

50 

38.6 

Lexington'    

i  Maximum  . .. 

49 

6R 

4b 

3i 

4-1 

42 

49 

4b 

48 

34 

34 

47 

63 

62 

64 

57 

7b 

75 

78 

67 

60 

b3 

75 

66 

59 

44 

63 

65 

72 

57.3 

•  '  Minimum.... 

28 

42 

35 

25 

19 

36 

33 

2b 

35 

3-1 

22 

12 

16 

29 

51 

42 

41 

41 

56 

55 

65 

5- 

49 

45 

44 

56 

31 

25 

30 

44 

51 

37.9 

Louisville  ' 

i  Maximum... 

5U 

bj 

43 

41 

45 

43 

47 

45 

48 

48 

33 

34 

50 

61 

62 

69 

60 

68 

79 

80 

79 

66 

59 

bb 

76 

70 

59 

48 

65 

67 

70 

57.9 

•  i  Minimum.... 

32 

40 

35 

27 

22 

36 

34 

30 

34 

33 

18 

15 

22 

31 

58 

45 

43 

41 

52 

60 

59 

49 

47 

49 

57 

33 

29 

38 

60 

53 

Do.StandlfordFld 

1  )  Maximum  . . . 

50 

67 

46 

41 

45 

44 

47 

4  b 

50 

52 

33 

37 

52 

63 

69 

64 

70 

80 

82 

81 

66 

59 

b7 

77 

71 

60 

50 

65 

67 

72 

59.' 2 

/Minimum.... 

31 

41 

27 

22 

35 

33 

27 

35 

32 

18 

15 

19 

30 

59 

45 

42 

58 

51 

56 

67 

48 

43 

57 

33 

I? 

33 

43 

52 

38.5 

Lovelaoeville 

)  Maximum  . .. 

55 

63 

50 

37 

50 

50 

53 

53 

44 

42 

37 

50 

64 

64 

60 

65 

70 

78 

81 

81 

75 

68 

73 

77 

78 

63 

64 

64 

68 

59.7 

•  '  Minimum.... 

35 

31 

28 

39 

33 

"   35 

30 

17 

13 

15 

24 

50 

30 

41 

57 

54 

68 

58 

45 

42 

45 

5b 

40 

27 

35 

47 

51 

38.9 

Mammoth  Cave  ... 

& 

7C 

55 

40 

52 

45 

53 

51 

50 

60 

42 

51 

65 

66 

65 

64 

74 

81 

S3 

81 

73 

60 

71 

77 

71 

bft 

49 

65 

69 

77 

62.0 

■  1  Minimum.... 

37 

34 

37 

30 

31 

32 

34 

23 

30 

33 

25 

14 

9 

23 

43 

55 

36 

3ft 

42 

55 

62 

56 

46 

45 

3ft 

42 

45 

28 

25 

43 

49 

36.3 

Mayfield 

(  Maximum  . . . 

56 

66 

57 

39 

49 

48 

53 

57 

44 

45 

43 

36 

50 

64 

62 

64 

73 

80 

80 

79 

76 

60 

71 

76 

77 

66 

52 

64 

63 

70 

60.8 

34 

44 

32 

28 

25 

35 

31 

23 

32 

28 

15 

10 

15 

2b 

61 

50 

33 

40 

64 

58 

65 

54 

41 

42 

43 

52 

36 

24 

32 

4b 

48 

37.0 

Maysville 

(  Maximum  . . . 

46 

65 

.59 

43 

42 

4b 

50 

45 

50 

52 

45 

33 

46 

b3 

bi 

65 

61 

70 

77 

77 

80 

75 

64 

65 

73 

b9 

65 

45 

65 

70 

74 

59.5 

■  (  Minimum.... 

25 

39 

39 

30 

19 

35 

35 

29 

34 

34 

2ft 

13 

14 

21 

39 

55 

42 

32 

52 

45 

59 

57 

55 

44 

37 

48 

44 

28 

27 

36 

51 

36.8 

Middlesboro  

j  Maximum... 

6f 

66 

67 

54 

58 

56 

60 

60 

69 

54 

42 

57 

b4 

66 

b5 

05 

74 

7b 

81 

81 

7b 

72 

72 

80 

75 

70 

57 

64 

69 

6? 

05.9 

■  1  Minimum.... 

49 

48 

3b 

.24 

33 

41 

32 

36 

34 

40 

26 

IS 

18 

54 

51 

45 

37 

59 

57 

59 

62 

52 

64 

37 

50 

55 

30 

23 

48 

52 

41.7 

Mount  Sterling 

j  Maximum  . . . 

6t 

66 

52 

44 

50 

53 

51 

•52 

58 

57 

37 

45 

66 

66 

66 

61 

74 

78 

74 

81 

77 

65 

68 

77 

74 

68 

51 

64 

69 

72 

67 

62.9 

•  '  Minimum 

41 

40 

29 

18 

35 

3b 

26 

35 

34 

25 

13 

17 

25 

50 

54 

39 

35 

5b 

53 

61 

57 

52 

41 

44 

53 

44 

26 

27 

42 

50 

47 

88.9 

Murray 

\  Maximum  . . . 

58 

69 

58 

42 

51 

50 

55 

58 

48 

51 

46 

39 

38 

68 

64 

b6 

71 

81 

82 

81 

64 

60 

73 

80 

79 

72 

52 

66 

59 

72 

62.0 

•  )  Minimum.... 

49 

38 

32 

29 

39 

37 

27 

38 

34 

22 

16 

50 

57 

57 

34 

42 

57 

59 

62 

58 

44 

45 

42 

52 

40 

30 

35 

60 

52 

41.4 

(Iwenshoro   

)  Maximum  . . . 

5H 

63 

50 

43 

48 

43 

47 

46 

4b 

46 

30 

33 

50 

62 

62 

b2 

62 

70 

73 

79 

79 

70 

60 

71 

74 

72 

60 

47 

63 

02 

67 

57.8 

•  /Minimum.... 

34 

43 

35 

32 

25 

38 

37 

27 

33 

20 

15 

20 

29 

49 

54 

34 

40 

58 

52 

65 

58 

47 

44 

44 

57 

42 

30 

32 

42 

51 

Paducah§§ 

)  .Maximum  .  .. 

54 

64 

42 

40 

49 

45 

52 

44 

45 

15 

30 

36 

52 

66 

64 

63 

63 

75 

75 

83 

80 

60 

61 

71 

79 

79 

45 

53 

66 

66 

59 

58.' 2 

•  (  Minimum... 

36 

37 

34 

30 

30 

32 

28 

28 

33 

19 

15 

15 

19 

36 

56 

84 

34 

43 

b4 

58 

58 

4b 

46 

4b 

49 

42 

32 

33 

40 

52 

37.5 

Pikeville' 

(Maximum... 

63 

72 

56 

50 

57 

46 

58 

60 

58 

67 

43 

3ft 

53 

75 

66 

64 

78 

82 

74 

85 

76 

83 

71 

82 

71 

73 

47 

71 

72 

73 

65.5 

■  '  .Minimum.... 

30 

49 

48 

27 

24 

39 

36 

32 

3ft 

33 

29 

23 

18 

23 

35 

47 

38 

33 

59 

55 

56 

66 

48 

42 

37 

52 

40 

30 

26 

37 

60 

38  6 

Princeton 

)  Maximum  . . . 

60 

70 

59 

40 

50 

48 

55 

53 

45 

58 

42 

38 

64 

68 

64 

68 

64 

75 

81 

80 

81 

68 

bl 

75 

77 

78 

70 

66 

66 

65 

72 

62.9 

■  (Minimum.... 

35 

36 

35 

32 

27 

35 

34 

24 

3b 

32 

15 

15 

22 

56 

59 

34 

40 

b5 

bl 

60 

58 

41 

40 

37 

55 

35 

27 

28 

38 

39 

37.8 

Quicksand 

j  Maximum  . . . 

57 

67 

62 

.52 

50 

44 

56 

54 

56 

64 

■58 

41 

52 

.59 

69 

70 

63 

74 

78 

76 

83 

78 

b2 

6S 

71 

69 

69 

48 

64 

70 

73 

63.1 

•  1  Minimum,... 

26 

38 

44 

30 

30 

35 

23 

32 

2b 
55 

28 

18 

12 

16 

31 

50 

40 

2" 

52 

50 

48 

52 

4b 

41 

31 

42 

43 

25 

26 

32 

46 

34.1 

Richmond 

)  Maximum... 

51 

68 

65 

4ft 

47 

42 

52 

50 

50 

.52 

35 

48 

64 

64 

59 

25 

80 

70 

bl 

63 

7b 

73 

67 

44 

64 

67 

72 

60.4 

■  (  Minimum 

29 

42 

41 

29 

21 

35 

37 

25 

36 

3ft 

26 

14 

1ft 

2'6 

49 

54 

42 

34 

5.5 

54 

60 

57 

.54 

43 

42 

54 

53 

20 

29 

41 

51 

39.0 

Russellville  :?§ 

J  Maximum  ... 

60 

70 

57 

48 

52 

52 

53 

50 

48 

59 

28 

38 

51 

66 

65 

66 

65 

71 

82 

83 

82 

67 

55 

72 

75 

7ft 

48 

52 

62 

69 

75 

61.2 

■  1  Minimum.... 

34 

36 

34 

31 

26 

27 

36 

26 

26 

32 

2ft 

16 

16 

19 

35 

55 

31 

3ft 

4ft 

03 

64 

55 

44 

45 

39 

41 

44 

29 

30 

36 

48 

36.2 

St.  John 

j  Maximum  ... 

.54 

68 

65 

47 

45 

50 

51 

48 

55 

52 

30 

50 

61 

61 

67 

62 

71 

80 

80 

79 

77 

b3 

69 

75 

74 

bS 

48 

63 

67 

75 

61.2 

•  '  Minimum.... 

30 

42 

37 

3C 

22 

34 

39 

22 

34 

33 

23 

14 

13 

22 

53 

55 

40 

32 

55 

52 

6e, 

70 

50 

48 

41 

65 

42 

27 

28 

46 

50 

38.9 

Science  Hill 

\  Maximum  . . . 

60 

67 

65 

49 

53 

46 

53 

52 

63 

61 

57 

36 

61 

65 

66 

63 

72 

76 

79 

78 

7b 

02 

67 

77 

73 

68 

46 

64 

68 

70 

62.5 

■  '  Minimum 

30 

47 

43 

30 

25 

40 

25 

37 

35 

27 

16 

15 

35 

53 

54 

39 

38 

56 

5e 

(52 

57 

48 

45 

42 

,54 

45 

27 

25 

40 

44 

39.5 

3oott«ville 

i  Maximum  . . . 

57 

71 

68 

50 

55 

54 

55 

54 

54 

6:3 

60 

41 

55 

67 

6b 

R7 

65 

75 

86 

84 

81 

75 

b2 

71 

78 

72 

71 

49 

67 

68 

73 

65.0 

•  1  Minimum.... 

24 

49 

40 

30 

28 

41 

27 

39 

30 

18 

26 

27 

6b 

66 

37 

40 

57 

62 

b7 

58 

17 

47 

39 

5b 

44 

32 

31 

48 

61 

41.1 

Shelbyville 

S  Maximum  . . . 

49 
28 

69 

61 

43 

45 

42 

49 

48 

51 

65 

48 

36 

51 

63 

bl 

68 

61 

70 

79 

78 

80 

80 

7  b 

68 

74 

70 

68 

47 

64 

70 

70 

61.1 

(Minimum.... 

40 

38 

39 

19 

35 

39 

25 

34 

31 

24 

12 

13 

24 

49 

5b 

41 

35 

55 

50 

bl 

57 

48 

43 

41 

53 

43 

27 

3ft 

48 

37.8 

Williamsburg 

J  Maximum  . . . 

67 

68 

68 

57 

57 

57 

57 

59 

65 

63 

41 

62 

60 

68 

62 

71 

79 

82 

82 

79 

70 

bO 

7  b 

75 

68 

.51 

66 

67 

68 

65.5 

(  Minimum.... 

31 

51 

45 

34 

28 

33 

3(; 

30 

34 

34 

21 

14 

23 

45 

51 

42 

3ft 

60 

60 

59 

59 

53 

48 

38 

5b 

48 

30 

25 

43 

51 

40.3 

Wllliainstown    

(  Maximum  . . . 

45 

59 

69 

42 

40 

41 

44 

44 

49 

49 

49 

30 

44 

59 

61 

68 

b5 

68 

75 

80 

82 

77 

65 

63 

73 

72 

68 

45 

(i3 

64 

70 

58.5 

•  (  Minimum.... 

26 

38 

37 

2H 

16 

33 

35 

24 

33 

30 

22 

10 

14 

28 

52 

6ft 

40 

35 

53 

49 

85 

57 

50 

42 

41 

54 

41 

24 

30 

42 

47 

.37.1 

Wolf  Creek  Dam'.. 

(  Maximum  . . . 

65 

69 

54 

40 

66 

46 

56 

5ft 

56 

66 

44 

40 

62 

67 

69 

69 

65 

76 

78 

82 

79 

72 

62 

72 

78 

70 

62 

47 

66 
24 

71 

74 

6:1.2 

•i  Minimum.... 

34 

52 

40 

33 

30 

36 

34 

26 

40 

3J 

20 

17 

21 

54 

48 

42 

36 

58 

56 

60 

58 

50 

43 

37 

50 

34 

28 

38 

_52_39J. 

DAILY  EVAPORATION  (Inche.)  »ni  WIND  MOVEMENT  (MiU.  per 

Hour)  March, 

1948 

Stations. 

■ 

2 

3|     4|    5 

6 

' 

8       9      10  1  11 

12 

„ 

14      15 

16      17 

18 

19 

20      21 

22 

23 

24 

25 

26 

27 

28 

29 

30     31    Total 

-.,     _                     ( Evaooratlon    

D"^  "«"" J  WlSd  Movement . !  1 ! . ! . 

— ,!••■• 

Wolf  Creek  Dam  j  ^,^[,  Movem'eit". '.  1 !  1 .' ! 

;::: 

'.'.'.'.C .  j . . . . 

.... 

.... 

.... 

....!.... 

.... 

.... 

■  ■■■ 

■  ■•■ 

■  ■■■ 

■  •■■ 

.... 

■■■■ 

.... 

.... 

.... 

..:.i 

Note:    Evaporation  ob.servttt1ons  not  taken  during  the  winter. 

Sjilnstruments  are  read  in  the  morning:  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 

•.  '".  '.  etc.  indicate  resppctlvcly  1.  ■_>.  s.  etc..  davs  missing  from  record.  'Midniirbt  to  midnight  temreratures.  W  HO  Louisville.    4-24-48-1100. 
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GENERAL  SUMMARY. 

Tlie  averago  tt>nipi'i"it"i''"  of  the  montli  was  oiuMif  the  higlu'st 
of  roeord  for  April.  While  precipitation  was  not  yo  very  much 
above  normal  for  the  State  as  a  whole,  rainfall  was  extremely 
lu-avy  over  most  of  the  Bluegrass  region  and  the  upper  Green 
watershed.  In  the  extreme  southeastern  and  southwestern 
ccnmties  it  was  relatively  light.  The  month  was  notable  prin- 
cipally for  a  major  flood  in  the  Ohio  River  and  its  tributaries, 
and  tiie  number  of  severe  wind  and  hail  storrris  that  caused 
heavy  property  damage  and  the  loss  of  several  lives.  The  soil 
was  generally  much  too  wet  for  plowing  during  the  first  half  of 
the  month,  lait  much  of  this  work  was  accomplished  before  the 
month  ended,  except  in  flooded  or  badly  washed  bottom  lands 
along  the  rivers  and  streams.  Corn  planting  was  begun  in  i 
few  southern  border  counties.  Small  grains  made  good  progress 
Wheat  was  jointing  in  advanced  fields  when  the- month  ended 
and  some  rye  was  beginning  to  head.  Tobacco  in  beds  ranged 
from  fair  to  good .  In  the  northeastern  counties  many  beds  were 
damaged  beyond  recovery  by  washing  rains  and  heavy  hailstorms. 
Seeding  of  grasses  and  clovers  progressed  well.  Planting  of  early 
potatoes  was  about  completed  and  many  were  coming  up.  Peach 
and  apple  trees  finished  blooming,  and  strawberries  were  be- 
ginning to  ripen.  Preparation  and  planting  of  gardens  was  in 
full  swing. 


Soini"  of  the  Hood  ( 
■Inrlmmtl,  W.S,  l«lli ; 
loro,  (Dam  4(1)  \ia.  20 
.'Im  Ohio  reiiuilncil  abi 
iver  till!  lower  nuiclii!.-; 


choil  woro  U8  follows:  AkIUuiuI  (I)um  'i-J).  OS..'),  17tli: 
•,  upper  KUK"  41.0  uiKl  lowrr  kuk<!  W,0.  liltli;  Ow.'Iih 
isvlllo.  46.G.  ^iHt;  KordH  Forry.  (I)uiii  m).  W.'J.  2:i<l ; 
stUKC  for  7  ilays  at  Ashland  an<l  for  thi!  entire  irioiilli 


PRESSURE.  WIND.  HUMIDITY  AND  SUNSHINE. 


..111. 
.Ohio 
.Ind. 
..Ky. 


Atmo.spherlc  press- 
ure ( reduced  to 
sea-level.) 


30.61 
30.55 
30.56 


•J.   F.   .J. 


TEMPERATURE. 

The  average  temperature  was  60.4"  or  4.1''  above  normal.  Temperatures  fell 
f  ree?iue  or  below  iu  most  sections  on  the  'id  and  3d  and  there  were  two  other  short 
eool'periods  about  the  middle  and  near  the  close  of  the  month.  Otherwise  warm 
weather  prevailed  with  daily  mean  temperatures  ranging  from  o'  to  20"  abo\'e  nor- 
mal. The  extremes  were  W  as  Pikeville  on  the  26th  and  24"  at  Mammoth  Cave  on 
the  'ad. 


PRECIPITATION. 


The  average  precipitation  was  5.49  inches,  or  1.48  inches  above  normal.  However 
exoesvive  rains  over  the  lower  Licking  and  Kentucky  watersheds  on  the  ll-13th  re- 
sulted in  the  largest  .Vpril  amounts  ever  recorded  at  several  stations  m  these 
sections  Monthlv  amounts  ranges  from  10.93  Inches  at  Mt.  Sterling  to  1.44  inches  at 
Williamsburg  and  1.40  inches  at  Earlington.  The  greatest  24-hour  amount  was  5.10 
inches  at  Greensburg  on  the  ll-12th. 


MISCELLANEOUS. 


Richmond,  a  tornado  destroyed  several 
....on  April  12th.  Its  path  was  about  800  yards 
lis  killed  or  injured,  but  losses  were  estimated  at 

nd,  and  heavy  thunderstorms  were  reported  from 


mgs, 
and  fruit 


roranrfoes.-A  small  tornado  of  the  bounding  type  destroyed  several  buildings  at 
Keeneland  Race  track,  near  Lexington,  early  in  the  afternoon  of  April  8.  One 
person  was  killed  and  property  damage  was  estimated  at  $30,000 

At  the  Bluegrass  Orainauce  Depot 
buildings  bi-tween  4:45  and  5: 
wide  and  6  miles  long.    Xo  o 
$125,000. 

Hail  nm7   lI-m<W,)™s,-Hai 
the  following  places  on  April  B. 

Henrv  County  about  3:30  p.  m.:  At  Turners  Station  hailstones  were  as  large 
baseballs"  and  remained  on  the  ground  for  several  hours.  Port  Royal  and  Lacey 
the  s'lme  section   were  also  hard  hit.    Property  damage  amounted  to  about  $o0AK3 

Mt.  Sterling:    Damage  from  hail,  high  winds,   and  washing   rains 
cover  crops,  and  tobacco  beds  was  estimated  at  $20,000. 

Lancaster:    Hail  and    high  winds  damaged   windows,  tobacco  he 
trees  to  the  amount  of  $10,000.  _  ,,.,,. 

Paris-  Wind  and  hail  caused  damage  as  high  as  $25,000  to  crops  and  buildings 
at  about  5:00  p.  in.    Hailstones  were  as  large  as  walnuts       ^  „      ,  „• 

Hiveri'  -The  month  of  April  opened  with  moderately  high  but  generally  falling 
stages  in  the  Ohio  River,  but  moderately  heavy  to  very  heavy  rams  on  the  5th-Sth 
and  nth-l4th  over  the  Ohio  and  its  tributaries,  totaling  from  4  to  9  inches,  caused 
flood  stages  iu  the  Ohio  Ri\er  the  full  length  of  the  State,  and  m  its  Kentucky 
tributa'ries,  especiallv  in  their  lower  reaches.  In  the  Louisville  River  District 
this  tiood  was  the  .seventh  greatest  since  the  beginning  of  records  m  1875,  and  was 
comparable  to  the  flood  of  January,  1907.  The  Ohio  crested  during  the  period  from 
the  17th  at  Ashland  to  the  25th  at  its  mouth.   ^       ^     ^.      ,  .  ,     ,      _. 

While  the  flood  damage  was  considerable,  due  to  timely  warnings  and  adequate 
preparations,  losses  were  held  at  a  minimum.  Except  in  a  few  local  areas,  mass 
evacuations  of  residents  were  not  necessary,  and  in  all  but  a  few  river  towns,  public 
utilities  continued  to  operate  without  interruption.  Many  bottom  land  roads  were 
inundated  as  well  as  many  homes  and  summer  cottages  along  the  rivers.  The  num- 
ber of  business  establishments,  churches  and  schools  affected  were  relatively  few 
No  loss  of  life  directly  attributable  to  the  flood 


1900 

1901 

1902 

1903.. 

1904 

1905.. 

1906.. 

1907.. 

1908.. 

1909.. 

1910.. 

1911.. 

1912.. 

1913.. 

1914.. 

1915.. 

1916.. 

1917 . . 

1918.. 

1919 . , 

1920., 

1921. 

1922. 

1923. 

1924. 

192.5. 

1926. 


reported. 


1943 

1944 

1945 

1946 

1947 

1948 

Periodt. 


COMPARATIVE  DATA  FOR  APRIL. 


Temperature, 


57.0 
57.0 
58.0 
56.0 
58.0 
56.0 

as.' 6 

55.5 

52.4 
57.2 
,56.2 
50.9 
54.2 
.55.4 
50.8 
56.7 
59.5 
48.2 
59.8 
56.1 
55.4 
53.8 


53  9 

56.7 
50.8 
58.2 
59.5 
54.8 
57.4 
6L2 
5L6 
58.7 
52.9 

58.9 
55.9 
56.4 


55.9 
59.3 
53.7 
54.1 
60.0 
58.1 
54.1 
55.6 
58.6 
59.6 


1.61 
4.04 
2.52 
7.12 
6.99 
3. .54 
3.18 
1.65 
6.03 


Number  of  days 


n 


4!  20 
3.57 
l.:n 
4.52 
3.88 
4.74 
2.16 
4.42 
4.79 


2.13 
4.84 
5.49 
4.01 


t60.Year  average. 


V*' 
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CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION 


April,  1948 


CLIMATOLOGICAL  DATA  FOR  APRIL,  1948. 


Western  Divhioii. 

Beaver  Dam 

Earlington 

Ford's  Ferrv,  Dam  50  ... 

Gilbertsville 

Greenville 2  m 

Hartford  (near) 6  m 

Henderson  4  m 

Hopkinsville 2  m  K. 

Lovelaceville 

Mayfleld 

Murray  

Owensboro    1.5  m  W 

Owensboro.  Dam  46 

Paducah  

Princeton 

Rumsey,  Ixjck  2t 

Russell  ville 

Uniontown.  Dam  49 


Central  Dirisinn. 

Addison.  Dam  45 

Anchorage 

Bowling  Green 

Brent 

Brownsville.  Lock  6:.. 


side  . 


Airport) 


Campbellsville 

CarroUton,  lock  1 

Clermont 

Danville 

Dix  Dam,  Burgin. 

Erlanger  (Grt.  Cin. 

Frankfort,  Lock  4 

Gest,  Lock  3 

Grant,  Dam  38 

Greensburg 

High  Bridge,  Lock  7  . 

Irvington    

Lancaster 

Leitchfield  

Le.xingtou 

Little  Hickman,  Lock 

Lockport,  Lock  2 

LOULSVILLE     

Do  Standiford  Field 

Mammoth  Cave 

Monticello 

Munfordville 

St.  John .S  m  SW 

Salvisa,  Lock  6 

Science  Hill 

Scottsville 

Shelbyville 2.5m  W, 

Springfield   

Tompklnsville 

Tyrone,  Lock  5 

Waynesburg 

Williamstown   

Wolf  Creek  Dam 

Woodbury.  Lock  iX 


Ohio 

Hopkins.., 
Crittenden 
Marshall  . . 
Muhlenberg 

Ohio 

Henderson 
Christian.. 
Ballard  ... 

Graves 

Calloway  . 

Daviess 

Daviess 

McCracken 
Caldwell  . . 
McLean  . . . 

Logan   

Union 


Kf  stern  Divisum. 

Ashland  (Dam  29).  .2.5  m  SE 

Benham  

Berea 

College  Hill,  Lock  U 

Corbin 

Cynthiana 

Falmouth 

Farmers  

Flemingsburg   

Ford,  Lock  10 

Greenup,  Dam  30 

Hazard 

Hea<Uiuarters 

Heidelberg,  Lock   14 

Jack.son   

Louisa 

Maysville.  Dam  33.. 3  m  E 

Middlesboro 

Mount  Sterling 

Oneonta.  Dam  35   

Paintsville 

Pikeville 

Quicksand  

Ravenna.  Lock  12 

Richmond 

Vallcv  Vi.-w.  Lock  9 

\;iiic.-burg.  Dam  32 

Willitiiiisburg 


Breckinridge 
Jefferson  . 

Warren 

Campbell., 
Kdmonson 
Pulaski  ... 

Taylor 

Carroll  .... 
Bullitt  .... 

Boyle 

Mercer 

Buone 

Franklin  .. 

Henry  

Boone 

Green 


Breckinridge 
Garrard  . . . 
Grayson  . . 

Fayette 

Jessamine  . 

Henry  

Jefferson  . . 
Jefferson  . . 
Edmonson  , 

Wayne 

Hart 

Hardin   .... 

Mercer 

Pulaski   

Allen 

Shelby  .... 
Washington 


Anderson. 
Lincoln  . . 

Grant 

Russell  . . . 
Butler  . . . . 


State  averages  and  extremes 


Boyd 

Harlan 

Madison . . . 
Madison... 
Whitley  . . . 
Harrison  , . . 
Pendleton  . 
Rowan  . . . 
Fleming  . 
Clark  .... 
Greenup  . 

Perry  

Nicholas  . 

Lee   

Breathitt . 
Lawrence 
Mason  .  . . 

Bell    

Montgomery 
Campbell 
Johnson 
Pike  .... 
Breathitt 
Estill  ... 
Madison . 
Clay  .... 

Lewis 

Whitley  . 
Lee   


Temperature,  in  degrees  Fahr. 


+  3.6 
+  5.0 
+  3.T 


Precipitation  in  inches. 


+  4.5 
+  6. 
+  6, 


2.24 

+0.11 

0.82 


+  3.28 
+2.01 
+  0.4B 
-0.58 


+  6.29 
+  2.2' 
-^4  48 
+4.59 
+2.  05 
+  4.19 
+  0.42 


+  5.08 
+  3.1fi 

+  3.70 


13 
12 

ir-12 

13 
12-13 
12-13 

12 
12-13 
11-12 

ii-i'i' 


tII  HT^'li^,'ii?,^^'^  ""^^  '^'f^."  ^"""  self-registering  thermometers 
The  departures  from  normal  temperatures  and  precipitation 
used  In  determining  section  or  division  means  i-f  J'Puaiion 

Reference  letters.  ',  ^    ' 

tAlso  on  other  dates. 


5.49  f 1.48   5. 


Number  of  days 


E.  G.  Young. 

Brick  South  worth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson.  Sr. 

Frank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B.  Wear. 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers. 

Alton  M.  Harvill. 

Lockmaster. 

Dr.  Samuel  S.  McReynoIds. 


Lockmaster. 

C.  E.  Barret. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Alva  McKinley. 

Lockmaster. 

Bernheim  Foundation. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Lockmaster. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Mrs.  Mell  M.  Lingle. 

Lockmaster. 

Floyd  G.  Robbins. 

Kentucky  Utilities  Co. 

George  D.  Litsey. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Granville  B.  Liles. 

E.  O.  Cooper. 

Ardana  B.  Rife. 

Sister  Stephen  Marie  G'sell. 

Lockmaster. 

William  H.  Dobbs. 

Noble  Allen. 

Willa  S.  A.  Ratta. 

John  P.  Elder. 

Alice  H.Hale. 

Lockmaster. 

Frank  Hoeck. 

Miss  Nettie  B.  Simpson. 

Frank  L.  Bloodworth. 

Lockmaster. 


Lockmaster. 

James  A.  Grossman. 

D.  H.  Center. 

Lockmaster. 

U.  S.  Weather  Bureau. 

Marshall  Hill. 

Jessie  Oldham. 

Mrs.  Cora  C.  Stamper 

Maurice  O,  Carpenter. 

Lockmaster. 

Lockmaster. 

H.  A.  Baile) 

L.  M.  Gaffin. 

Lockmaster. 

Robert  Robinson. 

Russell  T.  Wheeler. 

Lockmaster. 

Hugh  Allen. 

Fred  Cartmill. 

Lockmaster, 

Jesse  Fairchild. 

U.  S.  Weather  Bureau. 

R.  W.  Jones. 

Lockmaster. 

Eastei-n  Teachers  College. 

Lockmaster. 

Lockmaster. 

Charles  B.  West. 

Lockmaster. 


appearing  in  the  table  indicate  number  of  day, 
■t Received  too  late  to  be  included  in  means  aw 


iRumsev    Rrown'ivnrp"!fn'li  wJj^JS"'  ^'^^^'o"?  th^it  have  ten  or  more  years  of  record,  but  all  complete  reports  are 
ii\"™^1>^v ^'^°^^";''\'''<'  anf'  Woodbury  are  Locks  on  the  Green  River:  other  Locks  are  on  the  Kentucky  River, 

missing;  for  example,  b  represents  two  days,  etc. 

summaries.         T.  Precipit.at)on  is  less  than  0.01  Inch  rain  or  melted  snow. 
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CLIMATOLOCU'AI-   DATA:    KKNTIJCKY  SECTION 


DAILY  PRECIPITATION  FOR  APRIL 

1948. 

Day  of  month 

i 

stations 

.| 

'1 

•I't'l 

•    '1 

8 

9 

10  1  n 

12 

s 

14     16 

16 

17     18 

19 

la 

l\ 

"1 

a 

24 

a   -it 

27     28 

29 

SO     81 

Hestmt  DivMon. 

ItcHvor  Dam G- 

Karliniftou' G. 

Konls  Kerrv.  Dura  60« O. 

ciiU.ori.>!vllle« T. 

iircuville G. 

.02 
T. 
T. 

i'V 

T. 
.03 
.73 

.53 

'.bb 

.15 
.51 
.28 
.55 
.13 

.02  1 
T.    1 
.12  2 
.56  1 
.27 
.351 
.911 
.27  1 

1^1 
.631 
.83  2 
.79  2 
.3G1 
.15 
.30  2 
.101 
i.601 

.801 
J.  301 
3.01 

26 
.30 
42 
12 
82 
03 
'17 

.27 
.08 
T. 
.13 
.20 
.14 

..   T 

«.10 

r.' 

T.' 

tV 

'.'.'.  1 

:66 
.02 

.08 

'.62 

'.OS 
.23 
T. 

T.' 

'.'\h 

.02. 

.28. 

.08 

.05 

.06 

T. 

.04 

v.!  'f 

r.  ... 

1.40 
4.82 
2.00 
2.91 
2.96 

lUn.U'rsoU.' 0. 

UopkinsvlUe' C. 

.07 
.94 
.97 
22 
.21 
.15 
.36 
.73 
.14 
,49 
.78 

■f. 
.70 

.19 

1.42 

Maviu-ld M. 

Mu.rav  T. 

Owiiisboro* 0. 

Owousboro.  Dam  46' O. 

l';uiiu'ah«    0. 

ITiiuvton   G. 

KuiUM-y.  Lock  No.  2" G. 

!69 

.04 
T. 

'.hk 

:S 

.04 
.4'2 

T." 

.  32 
.62 

T.' 

.'05 
.01 

T. 

!6i 

T. 

.Ill 
.11 

■'i'V 

.01 

T.' 
T. 

:65 

.08 

!i5 

.15 
.91 

.28 

'!'7il 

.2R 
.4» 
.05 
.02 
T. 
.67 
.11 
.17 

".bb 
.02 

".b2 

.61 
.12 
.07 

.06 

lis 

.54 
.01 
.19 

;44 

.25 

.25 

T. 
.41 

.16 
.32 
.23 
.27 
.13 
.35 
72 
.58 
.21 
1.22 
.43 
.90 
.51 

i'.i'i 

."■22 
.76 

:22 

.'65 

1.20 
.89 
.01 
T. 
.27 
.(17 

1,19 

i''2,5 
.17 
.29 
.36 

2]44 
2.57 

".lb 

tV 

T. 

.08 

tV 
■'i'.' 

'.'.'. 

... 

... 

... 

T. 

.03 
T. 

i'V 
tV 

T. 

.79 

Voi 
ViB 

T. 

V69 

.27 

.24 
.06 
.09 

.08 

;ii 

.12 
.70 

T. 

'.\b 
.21 

!66 

T. 

T.  ... 

2.65 
2.07 
5.14 
6.18 

::: 

tV 

T.' 

'.ik 

.14 

tV 

T. 

1.99 
.      4.28 

.      8.64 

luioutown.  Dam  4y* 0. 

Cnilr<il  Division. 

Addison.  Dam  45« 0. 

Anchorage O. 

Bowling  Green" G. 

Bowling  Green.  No.  2» G. 

Brent.  Dam  36' O. 

Brownsville,  Look  6" G. 

Hiun.sule' C. 

Campliellsville G 

CarroUton.  Lock  1^ K. 

Clermont S. 

Danville' K. 

Dix  Dam.  Burgin* K 

Erlanger O. 

Frankfort.  Lock  4' K 

Gest,  Lock  3»... K. 

Grant.  Dam  38^ 0 

Greensburg'   G 

High  Bridge.  Lock  T' K. 

.03 

.35 

.68 
.06 
.28 
.51 
.25 
.47 

.21 
.bb 
.59 
.29 
.36 
.27 

:i 
.22 

.62 
.65 

.38 

T.' 

.30 
.05 
T. 

;!'.  ".(&'.'.'.'. '.'. 

tV  '.'. 

.      5.15 
.      8.29 
.      4.25 
.      4.02 

2.37l'50 
1.652.92 
....  1.36 
3.501.00 
2.452.35 
1.451.58 
.90  2.90 
.901.93 
1.45    .62 
2,10  2.83 
2.73  2.66 

3!662;i6 

.821.81 
2.47    .98 

.50  3.20 
1.101,28 
2.85  2.01 
1.19  2.05 
2.75  2.50 
2  841.39 
3.16    .97 
2.281.80 
....  1.30 
1.702.26 

,97  2.00 

.80  3.28 

T.' 

T. 
,03 
T. 
.01 

:i4 

.17 
T. 

".•n 
't.' 

.08 
.23 

.    .01.. 
.    .05.. 
.    T.    .. 

.    .05 

'.  t'.' 

.      6.31 
.      5.25 
.      3.54 

't'.' 

i'.' 

5.48 

'.'.".b»'.'. 
..  .10.. 

..    .07    . 

V  ':i6'.: 
..  .12.. 

33  ■  !6i 

T.'  V 

4.41 
.      5.08 
.      5.10 
.      4.36 
.      9.28 

.      7.32 

Vis 

.      4.41 

.58    .64 

".■kh'/ib 

.711    .41 
.33    .36 
1.001.94 
.681.42 
.401.38 
85 

Lancaster*' .' K. 

Leitchtield' G. 

Lexiugtont". K. 

.•29 

:i2 

.44 
T. 
T. 
T. 

■;64 

.12 

.17 

.10 

tV 

".06 

'>26 

';62 

T. 

.05 

.... 

"'08 

.      3.85 

.11 

....  1 

\  .62 . 

•«i 

03.... 

.      7.50 
.      5  78 

Lockport.  Lock  2' K. 

LonsviLLE,  'i O 

Do.  Standiford  Field O. 

Maiiimuth  Cave''' G. 

Mi.nticello-^    C. 

Muufordville" G. 

St.  John' S. 

Sahisa.  Lock  G't  K. 

Science  Hill C. 

Scottsville G. 

Shelbvville  2 S 

Springfield S 

Tonipkinsville G 

Tyrone.  Lock  o'l  K. 

Waynesburg  C 

VViliiamstowa  "- L 

Wolf  Creek  Dam C 

.40 
.06 
.08 

'.50 
.40 
.52 
.63 
,33 
,27 

l!02 
.46 
.45 
.60 
.7.5 
,3E 
.4£ 

1.4'. 

.7 
1.5 
.4 
.8 
.2 
.5 

2 'is 

3  .6 

-■>  .0 

5    '.b 

4  .6 

5  .3 
0    .4 
0    .7 

8  .6 

9  .4 

0  "a 

6  .9 
41.1 
.1.9 
4    .5 

1  .6 
3    .7 
0    .fc 
8    .1 

2  .6 

..     .3.3|.. 

.      9. 2^2 

01 

.02 

'!62 

.30 

T.    .. 

..      6.39 
..      5,23 

.15 

tV 

2!  49 

.31 
T. 

.30 

■;44 

.11 

.9: 

.04 

.25.... 

.76    .80 
.42   T. 
.25    .78 

.22 

tV 

..      3.11 

T. 

.04 
.20 
.06 

".bb 

.... 
.... 

'.'.  V62!' 

..      3.99 

".io 
".bi 

.07 

T.' 

"64 
T. 

.49 
T. 

T. 

.04 

".ia 

.13 
.11 
.2-i 

.■it 
.4. 

.22 
1.9( 
.67 
.0" 
1.2'.i 
.41 
.6( 
.0'- 
.0. 

.2 
.6 

1,52 
2,30 
.87 

1:36 

2.00 
2.40 

.7t. 
2.92 
1.90 

.94 
2.25 
2,4'2 
2.4: 
1.2s 
1,0c 

1,9 
.0 

2!2 

.5 

2.9 

10 

2.5 

2,3 

.6 

■2.4 

2,2 

.7 

2.6 

2.8 

3,3 

2,8 

.4 

2.2 

1.7 

2.9 

.2 

7  ... 

J2.4 

12.6 

32.5 

12.9 

.0 

81. C 

.... 

..      3.08 
..      9.04 
..      4.37 

.03 

.05 
.25 

';62 

..      1.65 

T. 

..      6.35 

..   T.   . 

02 

..     .13. 

..    T. 

..    .02 

'.'.'.'. '. 

..      6.20 

..      2.90 

1.20 
.94 

.,      3,67 

Eastern  Dii'ifion. 

Ashland' O 

Beuham  ' C 

Berea  K 

College  Hill.  Lock  11«    K 

Corbin" C 

Cvnthiana-"   L 

.1. 

';i 

!i 

.0 
.3 
.0 
.4 
.1 
.5 

.6. 
.2 
.2 

'    '.i 
.    .3 

.4 
.     .3 

'.     -i 

.     .1 

.0 

'.  ".'i 

".b 

.0 
.0 

... 

3   ... 
i   ... 

.6 

".-2 

.0 
i    .8 

.1 

■  1 

1.3 

.5 

.1 

3    .5 

.2 

.0 

.4 

.0 

81.9 

.    .5 

.    .6 

5  ... 

.3.1 

.    .9 

.    .4 

61.3 

5    '.0 
.     .2 

T 

.7 
.9 
.6 
.4 
.7 
.4 
.0 
.7 
1.1 

'.9 

5    .5 

G    .6 
SI. 5 

4  .5 

5  .7 
.     .2 
62.7 

1  .0 
31.7 
81.3 

2  [5 

6  .2 
2    .1 

0  .b 

1  .4 

.3 

.0 
.1 

.2 
.1 

... 

T. 



...     .20 

04    .-23 
..    .30 

'iii; 

..      5,72 

.0 

T. 

...     .04 

01    .01 
..    .10 

. .      6.  30 

.5 

.0 

32.1 

1  .5 

3  2.4 
B    .9 
i  ... 
i    .2' 
5    .2 
01.5 
H    .4 
8  ... 
8  1.4 
8    .5 
8    .1 

2  .5 

4  .2 
4  1.4 
0    .2 
8  1.4 
8    .5 

0  .3 
fi    .5 

1  .3 

e".a 

..      4.97 

T. 

.43 

2.53 

T. 

.2 

i    .OC 

...     .22 

06... 

..      2.98 

..    .02 

..    10.25 

".b 

... 

l'.'.'. 

.2 

VV!t. 

...    .17 
...    ,12 
...    .22 
.10 

01    .04 
07    .11 
03    .1 

'■■'I' 

Farmers'- L 

Flemingsburg^    L 

Ford.  Lock  10" K 

Greenup. Dam  30''' O 

Hazard''   K 

Headu  uarters'' L 

Heidelberg,  Lock  14'^ IC 

Jackson'^ K 

Louisa'   B 

MavsviUe,  Dam  33'^ 0 

Middlesboro C 

Mount  Sterling L 

Oueouta  Dam  35'' 0 

Paiutsville"  B 

Pikeville**                                           B 

"t. 

.0 

.a 

3 1.0^2 

3  2,6:^ 
d2,5J 
1.7<: 
T. 
4.2c 
2    .7 
8    .-( 

'di'.'r 
5 ... 
.1.6 
.2.1 
.4 

31.3 
31.7 

.    .7 
.8 

'2.5 

'.  i]c' 

..      8.75 
..      5.77 

.0 

i".b 

7    .1 

0  .3 
6    .0 
9... 

6  ... 

7  .0 
i    .4 

1  .0 

b  .6 

1     .0 
3    .0 
.    .0 

i  J 

^:^ 

4... 
5... 

T. 

T. 

T. 
T. 

.1 

.... 

;;;  !o2. 

.02    .2 
...    .0 
...    .0 

".ih'. 
'.'62! 

.01. 

3... 

i '.'.'. 
3  ... 
4... 
2... 

y.'.'. 

1 ... 

5... 

4 :;. 

» ... 

6  .. 
fi  .. 
2  .. 

'.    T 

.  .6 
■  ".b 

'.    T 

a  ... 

...      4.20 
..      9.21 

1  ... 

4  '.'.'. 
2... 
i  ... 
4... 
4  ... 
0... 
3 

.0 
.0 

.   .0 
.   .1 

;  't 

■!- 

'.    T 

'.  't 

3  .0 

5 ... 

4  .1 

9    ,0 

4... 
.0 

.0 
.0 

3  ... 

B... 

't. 

...     .14. 

■.'.'.  ".ik' 

...    .0 

'...".3 
.02    .1 

...      5.94 
...      8.30 
...      7.65 

5... 

T. 

...      8.51 
...      1.98 

.0 

2... 

.23.... 
...    .02 

,01    .1 
T.      ,0 
T.     T. 
.16   .2- 

) 

i 

i'.'.'.'.  '. 

...    10.93 
...      5.97 

0 

T 
2    .0 
.    T 

;  T 

...      8.67 

3    '.\ 
6    .0 

5  ' ' 

2  ... 

-.:■ 

.    .0 

2... 

.  .0 

•I--- 

...      6.76 

Quicksand'^ K 

Ravenna.  Lock  It'  K 

Richmond '  K 

Valley  View,  Lock  9= K 

Vanceburg,  Dam  32'' O 

Williamsburg' C 

Willow    Lock  13'''                                 K 

.     .0 

2;; 

2... 

...    .12 
...    .02 
...    .15 

.04    .» 
.07    .0 

B 

7 

...      5.46 
...      6.07 
...      5.22 

2    .0 
0    .0 
3.. 

.     .0 

5.... 

...     .34 
...    .05 

.02    .1 

6    .Ob 

...      8.22 
...      1.44 

"■■   f 

.    .08,. 

... 

...      5.24 

1 

1 

1 

Except  as  otherwise   indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  24  hours  ending  at  time  of 


tPrecipitation  measured  with  recording  gage. 


"Included  in  the  next  fol- 


measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  +1  •ov,.i,i,,<v,.iv^u  ii.cc»b,u.ou  „»v..  .^^^. o  o-=..,  — t"  ,  ^i   n  „  ■^^  ,.    v„ 

lowing  measurement.  T.  Trace  of  precipitation,  less  than  0.01  inch.  tPost  office  address  as  follows;    Lock  5.  Lawrenceburg.  Ky.:  Lock  6.  Versailles,  Ky. 

Lock  8,  Nicholasvilie   Ky.:  Lock  10.  Red  House.  Ky.:  Oneonta   California,  Ky.  River  drainage  area  in  which  station  is  located  is  indicated  as  follows;  (B 

Big  Sandy;  (L)  Licking;  (K)  Kentucky:  (S)  Salt;  (G)  Green;  (C)  Cumberland;  (T)  Tennessee:  (O)  Ohio;  (M)  Mississippi. 
"Airport  Station.    Data  for  24  hour's  ending  at  12,30  a.  m.  QOth  meridian  time  adjusted  to  day  they  occur. 
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CLIMATOLOGICAL  DATA:   KENTUCKY  SECTION. 


April,   194S 


DAILY  TEMPERATURES  FOR  APRIL, 

1948 

stations. 

1 

h 

3 

4 

5 

6 

i' 

8 

1' 

10 

i" 

t 

1 
13 

14 

15 

il6 

t 

17 

18 

19 

20 

21 

22 

h 

24 

1  25 

26 

27 

28 

29 

30 

31   Mean 

Auchoruge 

\  Maximum  . . . 

59 

61 

54 

74 

74 

6S 

68 

68 

!«■ 

69 

Ivo 

69 

67 

"^ 

67 

78 

59 

75 

75 

~U 

67 

81 

86 

87 

8( 

72 

~68 

56 

70 

70.  ft 

•  (Minimum.... 

47 

27 

3S 

4 

1     59 

5^ 

5t 

37 

3.5 

55 

49 

48 

45 

34 

35 

35 

651     62 

46 

38 

45 

59 

55 

56 

55 

62 

46 

34 

45.5 

AshlaiKl   

j  Maximum  . . . 
•  )  Minimum.... 

4t 

61 
40 

60 
31 

74 
32 

49 

64 

1    S^ 

6b 
49 

81 
4' 

75 
42 

67 
34 

It 

75 
49 

70 
50 

62 
52 

64 
47 

77 
45 

68 
40 

U 

82|     85 
50!     52 

82 
53 

7b 
46 

82 
45 

5b 

85 
54 

57 

90 
59 

79 
55 

60 
48 

69 

41 

74.0 

46.9 

Beaver  Dam 

j  Maximum  . . . 

63 

63 

63 

73 

7: 

81 

78 

7t 

63 

59 

75 

74 

69 

57 

67 

80 

70 

76 

82 

84 

70 

75 

85 

85 

85 

81 

71 

1 

73.4 

•  (Minimum.... 

4-J 

26 

27 

37 

52 

59 

56 

4" 

37 

3( 

49 

47 

41 

39 

31 

36 

3b 

48 

32 

59 

48 

37 

5(. 

61 

5b 

57 

53 

50 

41 

44.4 

Benhamjg 

(Maximum... 

74 

58 

63 

73 

68 

73 

72 

6- 

60 

70 

76 

83 

78 

82 

6b 

72 

68 

80 

83 

83 

82 

79 

85 

87 

83 

68 

55 

76 

74.0 

•  !  Miuimum .... 

49 

36 

31 

31 

3- 

58 

50 

59 

41 

32 

37 

50 

65 

59 

44 

41 

35 

5( 

50 

56 

38 

42 

58 

50 

52 

57 

55 

47 

43 

46.4 

Berea 

\  Maximum  . . . 

64 

59 

60 

74 

69 

75 

73 

7.5 

64 

69 

75 

75 

71 

60 

64 

76 

64 

78 

80 

81 

74 

70 

83 

83 

86 

85 

81 

66 

60 

68 

72.0 

•  (Minimum.... 

46 

34 

29 

41 

57 

58 

57 

01 

35 

35 

55 

51 

50 

45 

43 

40 

38 

37 

57 

62 

48 

37 

47 

64 

62 

61 

59 

50 

46 

48. ft 

Bowling  Green'  ... 

j  Maximum  . . . 

54 

64 

63 

72 

73 

79 

77 

79 

63 

5i 

74 

78 

70 

51 

67 

65 

76 

79 

82 

70 

75 

81 

84 

85 

85 

84 

69 

n 

72.6 

•  (.Minimum.... 

35 

32 

32 

35 

61 

59 

5U 

41 

351     58 

55 

50 

44 

36 

3'.: 

40 

36 

57 

46 

42 

49 

64 

59 

57 

59 

5^ 

43 

37 

47.5 

Campbi'lUville.... 

J  Maximum  . . . 

63 

61 

64 

74 

68 

79 

77 

78 

60 

64 

75 

75 

6b 

61 

67 

78 

70 

78 

80 

g" 

75 

81 

84 

86 

84 

83 

71 

65 

71 

73.4 

•  (Minimum.... 

4b 

31 

28 

40 

59 

60 

.55 

60 

37 

53 

54 

50 

44 

3b 

40 

37 

37 

62 

59 

52 

8S 

47 

62 

58 

56 

58 

52 

44 

46 

47.6 

v^lermont 

»  Maximum  . . . 

61 

59 

73 

73 

78 

75 

77 

69 

66 

73 

72 

6C 

66 

64 

79 

70 

77 

8( 

86 

77 

70 

84 

84 

87 

85 

76 

64 

70 

73.7 

'  Miuimum 

27 

25 

33 

45 

61 

55 

58 

39 

32 

56 

49 

49 

45 

33 

35 

33 

30 

4b 

60 

46 

37 

42 

55 

52 

51 

65 

54 

40 

.32 

.. 

43.8 

Corbin'  

j  Maximum  . . . 

72 

62 

62 

72 

63 

79 

77 

74 

63 

6b 

76 

84 

75 

62 

68 

81 

65 

78 

79 

84 

76 

78 

82 

84 

85 

85 

84 

62 

63 

73 

" 

73.8 

•  (Minimum.... 

47 

35 

31 

33 

58 

57 

54 

52 

37 

3: 

55 

63 

59 

45 

45 

41 

41 

36 

47 

53 

43 

41 

51 

59 

65 

55 

60 

46 

37 

47.3 

Danville 

)  Maximum... 

6b 

60 

62 

74 

7h 

75 

78 

66 

68 

74 

74 

62 

78 

73 

77 

80 

82 

72 

83 

85 

86 

83 

71 

61 

70 

73.1 

•  (  .Miuimum.... 

47 

33 

30 

35 

53 

5< 

5f 

61 

38 

35 

52 

51 

Sf 

47 

41 

45 

39 

36 

53 

60 

52 

38 

49 

61 

60 

62 

60 

53 

48 

38      .. 

48. 1 

nit    I>am 

\  Maximum  . . . 

7(. 

59 

62 

59 

73 

72 

73 

77 

76 

68 

77 

65 

62 

65 

78 

77 

78 

80 

87 

80 

80 

85 

86 

87 

84 

80 

63 

70      .. 

74. 2^ 



•  (  Minimum.... 

4fa 

33 

29 

3b 

49 

54 

6i 

60 

37 

35 

54 

52 

50 

36 

41 

43 

40 

35 

62 

57 

38 

44 

45 

51 

56 

56 

58 

53 

49 

36      .. 

46.4 

Karliugton 

S  Jtaximum  . .. 

63 

63 

68 

75 

75 

81 

79 

77 

64 

61 

76 

74 

70 

53 

67 

80 

82 

84 

83 

7"' 

77 

86 

8b 

85 

85 

83 

76 

71 

70l       . 

74.6 

•  (  Minimum.... 

45 

27 

29 

41 

59 

62 

56 

64 

39 

37 

55 

49 

53 

42 

33 

37 

3c 

34 

60 

63 

52 

.39 

64 

64 

65 

62 

63 

42 

39i     .. 

48.4 

Erlanger ' 

\  Maximum  . . . 

55 

56 

58 

70 

71 

6: 

70 

73 

52 

63 

68 

57 

59 

54 

63 

77 

55 

74 

78 

80 

56 

70 

81 

82 

85 

84 

78 

57 

63 

67!     .. 

67.0 

•  (  Minimum.... 

40 

32 

31 

38 

52 

53 

53 

45 

34 

35 

55 

45 

43 

44 

38 

44 

36 

56 

62 

43 

41 

51) 

62 

61 

62 

65 

48 

43 

36|     .. 

45.8; 

Farmers 

1  Maximum  . . . 

73 

59 

63 

75 

71 

68 

66 

74 

73 

6b 

74 

75 

70 

67 

67 

76 

76 

73 

83 

82 

82 

74 

84 

84 

88 

89 

85 

81 

55 

681     . . 

74.0 

•  (Minimum.... 

43 

34 

26 

30 

45 

52 

47 

5b 

41 

31 

56 

49 

48 

48 

45 

-•^ 

3b 

43 

44 

47 

50 

40 

64 

51 

53 

57 

51 

47 

69| 

44.7 

Ford's  Ferry  

t  Maximum  . . . 

58 

60 

63 

75 

76 

79 

80 

77 

63 

65 

78 

76 

64 

53 

64 

70 

82 

79 

81 

66 

70 

84 

84 

85 

79 

72 

69 

72.7 

•  (Minimum.... 

44 

34 

35 

43 

59 

60 

m 

62 

44 

41 

55 

48 

5(1 

43 

39 

45 

42 

43 

63 

65 

52 

43 

58 

67 

62 

.59 

67 

56 

47 

46      .. 

51.0 

Frankfort 

\  -Maximum  . . . 

71 

65 

58 

74 

72 

78 

74 

80 

71 

67 

73 

70 

69 

65 

04 

78 

78 

80 

84 

78 

71 

84 

84 

89 

87 

84 

79 

70      .. 

74.6 

■  '  Minimum.... 

45 

3:i 

29 

36 

53 

59 

49 

58 

39 

36 

56 

51 

49 

50 

40 

44 

40 

.34 

49 

58 

50 

41 

44 

56 

54 

55 

59 

55 

47 

38 

46.9' 

Greeusburg 

j  .Maximum  . . . 

0! 

63 

62 

76 

74 

81 

76 

79 

72 

65 

75 

76 

60 

64 

66 

79 

8(1 

81 

84 

79 

74 

84 

86 

86 

85 

83 

79 

67 

71 

75.3 

■  1  .Minimum.... 

48 

3.! 

30 

35 

59 

6t 

55 

61 

38 

38 

54 

55 

52 

45 

40 

42 

43 

35 

54 

60 

54 

40 

47 

62 

58 

56 

59 

54 

45 

48.4 

Green  vi  1  le 

)  Maximum... 

62 

63 

65 

73 

74 

82 

78 

78 

62 

59 

75 

76 

71 

56 

65 

80 

80 

82 

83 

84 

76 

75 

84 

84 

84 

83 

83 

69 

78 

70 

74.5 

(  Minimum.... 

45 

28 

30 

39 

62 

63 

58 

62 

41 

40 

55 

51 

54 

43 

39 

40 

40 

37 

60 

63 

53 

43 

53 

64 

67 

58 

54 

43 

38 

49.5 

Headquarters 

;  Maximum  . . . 

Heidelberg 

J  Ma.ximum  . . . 

fi.5 

00 

oi 

74 

71 

78 

70 

78 

70 

(B 

78 

79 

77 

6,5 

67 

79 

72 

79 

82 

83 

79 

74 

SO 

85 

87 

88 

84 

76 

611 

71 

"ii.''i> 

•  /  Minimum.... 

47 

36 

29 

30 

■ir 

50 

50 

6b 

40 

32 

53 

61 

55 

50 

47 

40 

43 

33 

44 

1' 

57 

4(1 

41 

55 

74 

51 

58 

49 

49 

38      .. 

47.2 

IT             J                     _ 

j  Maximum  . . . 

52 

69 

51 

6li 

77 

81 

75 

75 

60 

58 

6(5 

66 

69 

55 

64 

76 

64 

77 

82 

81 

65 

71 

81 

87 

85 

84 

82 

67 

71 

62j     . . 

70.7 



■  (  Minimum.... 

42 

31 

32 

4( 

55 

fiC 

60 

5! 

40 

38 

54 

46 

48 

41 

36 

45 

36 

39 

59 

62 

4K 

41 

5(5 

113 

62 

59 

57 

52 

43 

39       . 

48.1 

Hopkinsville 

(  Maximum  ... 

58 

65 

64 

73 

7o 

81 

79 

77 

65 

68 

75 

76 

72 

00 

66 

76 

68 

78 

83 

81 

7.1 

75 

83 

84 

83 

32 

70 

68 

701       . 

73.5 

■  (  Minimum.... 

45 

37 

35 

40 

53 

57 

56 

5f 

39 

41 

55 

50 

52 

40 

34 

45 

42 

36 

54 

58 

5:', 

411 

53 

55 

68 

59 

52 

53 

42 

3S\     .. 

47.6 

Irvington 

)  Maximum  . . . 

60 

63 

61 

72 

73 

81 

7f 

79 

63 

65 

74 

72 

67 

61 

68 

66 

77 

(u 

70 

82 

84 

85 

83 

81 

70 

71 

721     . . 

72.7 

•  (  Minimum.... 

46 

3(1 

28 

40 

57 

61 

6i 

52 

38 

41 

54 

49 

49 

43 

35 

41 

37 

35 

.59 

(5:1 

49 

40 

50 

62 

62 

63 

60 

51 

42 

381     . . 

47.8 

Leitphfield 

\  Maximum  . . . 

63 

53 

62 

72 

72 

75 

76 

78 

64 

61 

71 

72 

68 

65 

65 

78 

67 

76 

79 

73 

81 

83 

82 

82 

70 

70 

71      .. 

n.2 

■  (  Minimum.... 

41 

30 

29 

39 

55 

61 

58 

58 

37 

38 

52 

50 

50 

41 

35 

41 

37 

36 

36 

59 

51 

51 

62 

58 

60 

57 

51 

44 

ss!    .. 

46.5. 

Lexington'   

,  Maxi)iium  ... 

55 

6(1 

55 

71 

67 

7(- 

6P 

74 

55 

64 

71 

64 

6(i 

59 

62 

78 

57 

75 

79 

82 

61 

68 

82 

83 

85 

85 

82 

■59 

59 

69|     .. 

68.8 

'  Minimum 

42 

33 

32 

37 

55 

55 

55 

45 

38 

37 

56 

48 

52 

45 

41 

43 

37 

39 

54 

58 

41 

40 

51 

60 

59 

62 

59 

50 

43 

381     . . 
68      .. 

46.8. 

Louisville  ' 

(  Maximum  . . . 

52 

59 

59 

72 

73 

77 

72 

74 

57 

67 

72 

53 

65 

52 

65 

78 

59 

77 

81 

56 

83 

84 

85 

83 

80 

63 

61 

69.3 

•  (  Minimum.... 

43 

37 

37 

43 

61 

6( 

.59 

48 

39 

43 

53 

48 

50 

45 

43 

44 

40 

45 

62 

ti4 

46 

45 

54 

67 

06 

64 

63 

54 

48 

44l     .. 

50.5 

Do.  Standiford  Fid 

,  j  Maximum  . . . 

54 

62 

60 

74 

74 

78 

73 

78 

59 

68 

72 

54 

68 

53 

66 

80 

60 

79 

82 

84 

63 

72 

85 

86 

87 

84 

82 

62 

62 

711      .. 

71.1 

(Minimum.... 

41 

34 

31 

40 

60 

6(J 

57 

48 

41 

40 

54 

48 

5(1 

46 

38 

43 

38 

39 

60 

62 

44 

42 

48 

6() 

62 

59 

62 

64 

46 

401      . 

48.4 

Lovelaceville 

)  Maximum  . . . 

58 

65 

75 

77 

82 

S3 

8C 

67 

64 

77 

75 

62 

55 

70 

74 

81 

77 

S3 

fi 

78 

84 

86 

87 

80 

86 

77 

75 

73!     .. 

75.2 

'  '  Minimum 

44 

29 

37 

41 

55 

63 

62 

60 

41 

44 

55 

50 

50 

42 

33 

41 

41 

40 

54 

46 

57 

65 

62 

63 

54 

.55 

46 

42      .. 

48.9 

.Mammotti  Cave  . . . 

\Maxinniin... 

53 

63 

63 

75 

72 

80 

78 

79 

68 

65 

75 

76 

69 

68 

63 

79 

81 

84 

73 

76 

83 

85 

8(1 

85 

82 

68 

72!      .. 

73. » 

•  (  Minimum.... 

44 

26 

24 

38 

55 

61 

56 

51 

37 

33 

49 

52 

50 

42 

33 

35 

37 

31 

54 

60 

44 

34 

45 

61 

57 

56 

53 

52 

42 

33i     . . 

44.8 

Mayfield 

S  Maximum  ... 

65 

64 

65 

72 

7C 

81 

80 

77 

70 

61 

75 

75 

67 

54 

68 

79 

78 

79 

81 

76 

78 

82 

83 

84 

81 

84 

81 

73 

73I     .. 

74.8 

■  1  .Minimum,... 

42 

31 

33 

40 

50 

611 

61 

58 

3" 

51 

48 

46 

38 

4(1 

39 

40 

58 

61 

53 

42 

58 

62 

61 

58 

54 

51 

43 

40|     .. 

47.8- 

Maysville 

\  Maximum  ... 

65 

60 

59 

74 

7(1 

67 

77 

72 

V 

71 

71 

63 

61 

65 

74 

73 

75 

82 

74 

70 

80 

84 

85 

87 

85 

75 

53 

6,5      .. 

71.4 

'  Minimum 

46 

32 

29 

32 

49 

52 

49 

57 

40 

32 

57 

41 

47 

48 

46 

42 

39 

.38 

51 

55 

48 

41 

43 

56 

54 

.56 

61 

52 

48 

45. <» 

.Vliddlesboro  

j  Maximum... 

74 

64 

68 

74 

71 

74 

73 

71 

"0 

68 

77 

85 

81 

65 

72 

81 

78 

79 

80 

80 

80 

83 

86 

87 

88 

88 

81 

65 

74      '. '. 

76.6 

•  /  .Mininuim.... 

48 

48 

31 

3' 

54 

5S 

59 

62 

42 

31 

50 

69 

64 

50 

46 

41 

45 

41 

43 

49 

no 

39 

5(1 

61 

53 

52 

58 

55 

50 

37 

49.3 

Mount  Sterling 

S  Maximum  . . . 

61 

61 

74 

69 

70 

71 

74 

70 

69 

73 

73 

71 

66 

66 

77 

76 

78 

81 

«1 

76 

85 

85 

88 

89 

88 

79 

60 

65 

72  ; ; 

74.3 

■  '  Minimum 

35 

30 

35 

34 

53 

52 

52 

38 

35 

56 

48 

48 

46 

44 

48 

37 

.39 

50 

57 

49 

40 

49 

60 

58 

59 

60 

51 

46 

48 

46.5 

^furray 

S  Maximum  . . . 

(IS 

68 

75 

76 

83 

81 

8(1 

67 

6-1 

76 

77 

72 

54 

70 

81 

80 

S3 

85 

84 

75 

85 

87 

87 

87 

84 

87 

76 

75 

75 

77.0 

(  Minimum 

35 

31 

36 

42 

59 

64 

62 

57 

42 

43 

55 

53 

53 

43 

55 

37 

43 

45 

66 

63 

57 

46 

48 

03 

62 

59 

56 

55 

45 

41 

,50.5 

0\ven.5boro   

J  Maximum  . . . 

60 

57 

66 

70 

73 

80 

75 

71 

59 

59 

72 

71 

61 

51 

62 

75 

70 

77 

81 

82 

74 

81 

82 

83 

82 

80 

70 

67 

67 

70  9 

■  /  Minimum.... 

45 

31 

35 

41 

54 

60 

58 

61 

411 

42 

54 

49 

50 

42 

36 

43 

40 

42 

59 

63 

49 

43 

55 

62 

61 

60 

57 

54 

45 

42 

49.1 

Haduf-ah  §§ 

S  Maximum  . . . 

59 

55 

65 

65 

75 

75 

80 

80 

75 

64 

66 

78 

60 

64 

54 

67 

80 

64 

83 

85 

84 

59 

76 

82 

S7 

85 

82 

85 

73 

75 

72.7 

■  '  Minimum.... 

47 

34 

34 

42 

50 

62 

65 

62 

44 

48 

50 

50 

50 

44 

42 

44 

46 

55 

66 

55 

50 

50 

66 

65 

63 

58 

57 

50 

51 

51.2 

Pikeville' 

>  Maximum  . . . 

78 

65 

(>6 

80 

71 

77 

67 

77 

64 

82 

77 

75 

64 

72 

84 

68 

81 

86 

87 

73 

81 

85 

89 

90 

94 

69 

59 

71 

76.4 

•  '  Minimum.... 

48 

42 

33 

31 

49 

49 

51 

56 

311 

33 

55 

56 

5(1 

.50 

49 

43 

41 

37 

45 

46 

40 

42 

52 

54 

54 

56 

57 

,52 

47 

51 

47.3 

Princeton 

(  .Maximuii]  ... 

64 

65 

67 

75 

75 

Si 

SO 

76 

64 

62 

75 

75 

7" 

51 

69 

m 

81 

81 

84 

83 

74 

80 

81 

84 

85 

8-1 

73 

^C 

71 

74.5 

'    (  .MiililllUMl.  . . , 

46 

27 

32 

37 

45 

69 

54 

61 

41 

38 

55 

50 

50 

41 

32 

48 

36 

40 

55 

63 

54 

39 

51 

55 

55 

.55 

50 

54 

39 
60 

381     . . 

47.0 

Quicksand 

j  .Maxinniiii  ... 

71 

61 

64 

77 

(i4 

77 

70 

77 

71 

71 

78 

79 

78 

64 

68 

76 

65 

83 

»3 

68 

78 

83 

86 

80 

90 

62 

70      .. 

73.5 

■  (  Minimum 

45 

3i; 

23 

36 

34 

38 

37 

.. 

1 

Richmond... 

)Ma:;imum  ... 

62 

6(1 

57 

73 

69 

74 

75 

7(1 

66 

74 

70 

70 

6(1 

62 

75 

69 

77 

79 

82 

69 

71 

82 

83 

8.5 

85 

si 

71 

60 

67!     .. 

■■71.2 

•  (  .Minimum.... 

55 

33 

32 

38 

55 

56 

52 

60 

36 

34 

53 

52 

49 

49 

45 

47 

39 

38 

53 

57 

51 

38 

45 

56 

58 

57 

65 

53 

46 

36      . . 

47.9 

Rnssellvllle  H 

J. Ma.ximum... 

53 

65 

65 

72 

77 

83 

81 

79 

64 

65 

75 

78 

71 

50 

70 

80 

66 

80 

81 

85 

71 

78 

84 

86 

85 

84 

85 

70 

75 

1  Minimum 

46 

30 

31 

39 

50 

60 

64 

62 

41 

41 

46 

55 

55 

45 

37 

39 

39 

43 

49 

60 

56 

42 

47 

61 

65 

58 

55 

41") 

41 

48^9 

St.  John 

j  Maximum  . . . 

70 

62 

60 

72 

76 

75 

77 

71 

64 

70 

72 

67 

67 

64 

77 

76 

76 

79 

83 

78 

71 

82 

83 

85 

S2 

81 

76 

66 

72 

73.6 

■  I  Minimum.... 

41 

29 

28 

36 

.54 

62 

56 

58 

38 

38 

53 

50 

48 

43 

34 

.38 

32 

35 

62 

50 

40 

48 

60 

56 

58 

55 

53 

44 

36 

46.3 

Science  Hill 

1  Maximum  . . . 

62 

60 

63 

74 

70 

77 

75 

74 

70 

65 

75 

81 

71 

61 

67 

78 

81 

70 

77 

83 

84 

86 

8(1 

82 

76 

61 

73.7 

(  Minimum.... 

46 

32 

28 

38 

58 

58 

55 

61 

38 

35 

52 

.59 

55 

44 

44 

40 

40 

36 

52 

52 

40 

47 

61 

55 

56 

60 

52 

48 

36 

47.7 

.Scott.'^ville 

)  Maximum  ... 

71 

64 

65 

75 

75 

80 

84 

81 

68 

62 

79 

82 

70 

67 

68 

79 

66 

81 

84 

76 

79 

83 

86 

87 

84 

84 

72 

72 

72 

75.9 

■  1  Minimum 

48 

31 

30 

40 

59 

63 

64 

61 

42 

35 

56 

60 

57 

45 

38 

41 

39 

36 

56 

57 

59 

40 

49 

52 

61 

58 

57 

,52 

42 

37 

48.8 

Shelbyvillft 

j  Maximum  . . . 

68 

62 

73 

72 

76 

70 

75 

70 

68 

70 

70 

66 

64 

63 

77 

7! 

76 

83 

71 

83 

85 

83 

81 

69 

61 

70 

72.2 

(  .Minimum.... 

43 

30 

28 

35 

50 

59 

52 

57 

37 

34 

54 

48 

48 

47 

34 

40 

37 

35 

53 

56 

46 

38 

46 

58 

72 

57 

58 

52 

46 

34 

46.1 

Williamsburg 

)  Maximum  . . . 

73 

61 

63 

72 

69 

78 

76 

76 

7l! 

67 

77 

84 

81 

68 

66 

79 

76 

76 

78 

84 

79 

78 

83 

80 

86 

85 

78 

62 

75.3 

'  Minimum.... 

46 

36 

30 

33 

53 

57 

55 

61 

40[ 

32 

54 

71 

50 

46 

45 

39 

40 

35 

49 

58 

40 

50 

55 

53 

54 

59 

52 

45 

32 

47.2 

Williamstown    

i  Maximum  . . . 

57 

59 

55 

72 

70 

70 

70 

75 

70 

63 

69 

69 

65 

64 

62 

75 

74 

71 

»1 

83 

80 

67 

85 

84 

88 

89 

83 

76 

55 

68j      . . 

71.6 

(  Minimum.... 

47 

31 

32 

36 

54 

52 

51 

57 

35 

34 

.55 

47 

46 

46 

38 

45 

36 

59 

43 

40 

51 

61 

61 

62 

61 

53 

46 

36      .. 

46.  S 

Wolf  Creek  Dam  '.. 

S  JIaximum  . . . 

62 

64 

65 

751 

69 

78 

80 

75 

641 

66 

79 

86 

73 

62 

70 

80 

67 

80 

83 

79 

84 

86 

87 

80 

_M 

64 

68      .. 

74.6 

'  Minimum.... 

48 

34 

30 

H.i\ 

61 

66 

52 

5-1 

371 

34 

60 

64 

.59 

48 

46 

40 

39 

36 

48 

43 

^_38. 

46 

.56 

56 

53 

54 

45 

3si     .. 

47.1 

DAILY  EVAPORATION  (Inche.)  and  WIND  MOVEMENT  (Mile. 

per 

Hour)  April,  1948. 

Stations. 

!■ 

2       3       4 

'!'!' 

8  1    9  1  10  1  11 

. 

13  1  14 

15 

16 

17 

18 

19     20 

21      22      23      24  1  25      26     27 

28      29      30 

31 

Tota) 

wolf  creek  Dam  lf-Poratio-„i; 

.153 

51 

.330 

169 

.070.15,8.129 

12     29     11 

.061  .177.203 

33!    411     .54 

.175.225.251 
25     44      1( 

.202.1061.135 
50I     73'     26 

.298 

4 

.096 

70 

.232 
18 

.1,56 
62 

.1661.152 
14      49 

.170.141 
53      ,55 

.162 

6( 

.197 

1,53 

.2,30  .362 
20      17 

.252  .049 
62      27 

..308 
20 

.048 
31 

.100 
13 

.172 
26 

.270 
46 

.213 
46 

.200 
11 

.189 
32 

.180.208 
15     33 

.188.106 
22!     4( 

.200 
27 

.110 
48 

1 

.125 
.189 

.109 
16 

.216 
IS 

.220 
34 

.178.210 

71     11 

.234.203 

lol     26 

.204.110.122 
13      43      14 

.171)1.17(1.130 
,501     .54!     34 

5.765 

683 
4.9,56 
1471 

Note;    Evaporation  observations  not  taken  during  the  winter. 

Mln.strument«  are  read  in  the  morning:  the  maximum  temperature  then  road  is  charged  to  the  preceding  day,  on  which  it  almost  alwav.*=  occurs. 

•.»,«,  et<;.  Indicate  respectively  1.  2.  3.  etc..  days  missing  from  record.  'Midnigt  '  -    .      .- 


'Midnight  to  midnight  teinperature.s. 


WHO  Louisville.    5-24-48-1100. 


o 


U.  S.  DEPARTMENT  OF  COMMERCE.  WEATHER  BUREAU 

CLIMATOLOGICAL    DATA 


i 


K  1^:  N  T  U  C  K  Y    S  E  C  T  I  O  N 

E.  E.  UNGER. 


LIII 


Louisville,  Ky.,  May,  1948 


No.  5 


GENERAL  SUMMARY. 

Seastnial  toiuponituros  and  I'miucnt  rains  during  the  first  half 
>!'  tiio  month  were  favorable  on  the  whole  for  rapid  growth  of  all 
.-egetation,  for  softening  the  soil  for  plowing,  and  for  the  gernii- 
lation  of  prcviousl\-  planted  seed.  During  the  last  half  of  the 
nonth  the  need  for  rain  began  to  appear  in  the  southeastern 
sections  and  at  its  close  the  soil  was  very  dry  generally  and  un- 
avorable  for  best  crop  growth  in  all  sections. 

Small  grains  were  in  generally  good  condition.  Winter  wheat 
vas  heading  and  in  advanced  fields  was  beginning  to  ripen. 
iMowing  and  preparation  of  corn  land  were  mostly  completed, 
md  planting  was  in  full  swing  throughout  the  State.  Some  of 
;he  earlier  planted  corn  came  to  good  stands  and  received  first 
niltivation,  but  due  to  dry  weather  later  plantings  were  mostly 
poor.  Tobacco  beds  varied  from  fair  to  good  and  in  some 
iouthwestern  counties  plants  were  about  ready  for  transplanting 
^'arly  in  the  month.  Transplanting  of  tobacco  became  general 
:\s  the  month  advanced  and  in  a  few  counties  was  nearing  com- 
pletion. Pastures  generally  ranged  from  good  to  excellent  but 
gradually  showed  the  effects  of  insufficient  rainfall.  Considera- 
i)le  alfalfa  and  clover  hay  was  made  during  the  dry  period. 
Ciardens  and  early  potatoes  were  mostly  in  fair  condition. 
Peaches  and  apples  ranged  from  fair  to  good  in  the  western 
sections,  while  strawberries  were  fairly  good  witli  picking  and 
marketing  nearing  completion.  •].  F.  .J. 


Rivers:  The  Oliio  Kiver  showed  a  rising  trend  until  about  the 
<Sth  when  stages  began  to  decline.  Toward  the  end  of  the  month 
the  river  was  again  at  pool  stage. 


PRESSURE.  WIND,  HUMIDITY  AND  SUNSHINE. 

Atmospheric  press- 
ure (reduced  to 
sea-level.) 

Wind. 

Relative 
humidity 

•s 

J. 

stations. 

i 

i 

1 

i 

1 

11 

§ 
1 

s 

1 

a 

i 

s 

a 
p. 

i 

ll 

Cairo 

30.31 

19 

29.50 

2 

8.5 

15 

8W. 

2 

80 

54 

80 

•iA 

..Ohio 

30.34 

19 

29. 5S 

2 

5.0 

19 

nw. 

21 

Evansville 

Louisville   

..Ind. 

30.32 

19 

29.54 

2 

7.t 

32 

ue. 

1 

..Ky. 

30.31 

19 

29.57 

2 

7.2 

33 

sw. 

00 

COMPARATIVE  DATA  FOR  MAY. 


TEMPERATURE. 

The  average  temperature  was  64.1°  or  1.2°  below  normal. 
The  first  two  days  and  the  period  from  the  9th  to  12th  were 
fairly  warm,  with  daily  mean  temperatures  ranging  from  5°  to 
l.")'^  above  normal.  The  remainder  of  the  month  was  relatively 
cool.  The  lowest  temperatures  occurred  mostly  on  the  8th, 
when  daily  mean  temperatures  ranged  from  6°  to  9°  below  nor- 
mal generally.  The  extremes  for  the  month  were94°at  Pike- 
villeon  the  11th  and  35°  at  Williamsburg  on  the  8th. 

PRECIPITATION. 

The  average  precipitation  was  3.32  inches,  or  0.G6  inch  below- 
normal.  Rainfall  was  rather  irregularly  distributed,  monthly 
amounts  ranging  from  over  four  inches  in  portions  of  the  eastern, 
central,  and  extreme  western  counties  to  less  than  two  inches 
along  the  middle  northern  and  middle  southern  border.  Moderate 
rains  were  quite  frequent  from  the  1st  to  16th,  with  a  few  heavy 
thundershowers.  During  the  remainder  of  the  month  rains 
were  mostly  light  and  scattered.  Monthly  extremes  were  6.04 
inches  at  Paducah  and  0.94  inch  atTompkinsville.  The  greatest 
24-hour  amount  was  3.50  inches  at  Paducah  on  the  15-lGth. 

MISCELLANEOUS. 

Tornadoes:  A  tornado  crossed  Wayne  and  Clinton  Counties 
between  7:00  p.  ni.  and  8:00  p.  m,  on  Maj^  2  in  a  southeasterly 
path  about  ten  miles  long  and  BOO  yards  wide,  leaving  five  per- 
sons dead  and  more  than  50  injured.  A  church  and  several 
houses  at  Alpha  were  Completely  demolished.  Crops,  farm  build- 
ings, and  equipment  in  the  path  of  the  storm  were  totally  de- 
stroyed.    Damage  to  property  was  estimated  at  about  $200,000. 

Hail :  Light  to  moderate  hail  fell  at  a  number  of  places,  mostly 
in  the  central  and  southeastern  sections,  on  the  1st,  2d,  4th,,6th, 
IGth,  and  17th,  but  no  material  damage  was  reported. 


1899... 
19(X)... 
1901... 
1902... 
1903.., 
1904... 
1906.. 
190(>.. 
1907.. 
1908.. 
1909.. 

1910.. 

1911 . . 

1912.. 

1913.. 

1914 . . 

1915.. 

1916.. 

1917 . . 

1918.. 

1919.. 

1920.. 

1921.. 

19-2:2.. 

1923.. 

1924., 

19'25., 

1926. 

1927. 

1928. 

19-29 . 

1930. 
1931 . 


1932 


6:3.6 
6:3.9 
62.6 
64.6 
63.2 
64.6 
63.9 
72.2 
61.4 
67.6 

66!  3 

6:3.7 
70.0 
68.0 
65.0 


6fi.l 
66.5 
65.2 
67.2 
58.9 


61.2 
66.2 
65.7 
63.2 
64.1 
66.5 
62.7 


66.3 
61.8 
67.7 


92 
94 
106     I 


5.49 
5.59 
3.54 
3.16 
5.34 
3.27 
4.52 
4.79 
3.49 


2.92 
2.16 
6.62 
4.02 
3.43 

6!05 
4.08 
2.45 
3.87 
3.98 
6.04 
2.61 
2.36 
7.44 
3.55 
7.35 


Number  o(  days 


10 

8 

n 

6 

9 

7 

11 

6 

12 

8 

8 

9 

10 

g 

5 

10 

6 

9 

K 

9 

10 

8 

7 

12 

K 

10 

7 

11 

6 

12 

ft 

4 

« 

9 

7 

« 

6 

ft 

g 

14 

9 

8 

H 

11 

7 

8 

14 

7 

U 

teO-Year  average. 
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CLIMATOLOGICAL  DATA  FOR  MAY,  1948. 


Western  Division. 

Beaver  Dam 

Earlington 

Ford's  Ferrv,  Dam  50 

Gilbertsville 

Greenville 2  m  S. 

Hartford  (near) 6  m  N. 

Henderson  4  m  S. 

Hopkiusvllle 2  m  E. 

Lovelaceville 

Maytield 

Murray  

Owensboro 1.5  m  W 

Owensboro.  Dam  46 

Paducah  

Princeton 

Rumsev,  liOck  2t 

RussellVille 

Uniontown,  Dam  49 


Central  Difision. 

Addison,  Dam  45 

Anch(jrage 

Bowling  Green 

Brent 

Brownsville,  Lock  6t... 

Burnside 

Campbellsville 

Carroll  ton,  lock  1 

Clermont 

Danville 

Dix  Dam,  Burgin 

Erlanger  (Grt.  Cin.  Airport) 

Frankfort,  Lock  4 

Gest,  Look  3 

Grant,  Dam  38 

Greensburg 

High  Bridge,  Lock  7 

Trvington    

Lancaster 

Leitciitield 

Lexington 

Little  Hit-kmau.  Lock  8 

Lockport,  Lock  2 

IA)UI.SVII,I,F.     

Do  Standiford  Field 

Mammoth  Cave 

Monticello 

Muufordville 

St.  John 3  111  SW 

Salvisa.  Lock  6 

Science  Hill 

Scottsville 

Shelbyville 2. 5m  W. 

Springfield   

Tompkinsville 

Tyrone.  Lock  5 

Waynesburg 

Williamstown   

Wolf  Creek  Dam 

Woodbury,  Lock  41 


FMHtcrn  Dirisio 
Ashland  (Dam  -"J),  2 

Beuham 

Berea 

College  Hill,  I.ock  r 

Corbin  

Cynthiana 

Falmouth 


Ohio 

Hopkins... 
Crittenden 
Marshall  . . 
Muhlenberg 
Ohio... 
Henderson  . 
Cliristian.. 
Ballard  ... 

Graves 

Calloway  . 

Daviess 

Daviess  — 
McCracken 
Caldwell  . . 
McLean  . . . 

Logan   

Union 


Breckinridge 
Jefferson  . . 

Warren 

Campbell.. 
Edmonson 
Pulaski  ... 

Taylor 

Carroll 

Bullitt  .... 

Boyle. 

JleVcer  .... 

Boone 

Franklin  . . 
Henry  .... 

Boone 

Green 

Jessamine  . 
Breckinridg( 
Garrard  . . . 
Grayson  . . 
Fayette.  ... 
Jessamine  . 

Henry  

Jefferson  . . , 
Jefferson  . . . 
Edmonson  . 

Wavne 

Hart 

Hardiu   .... 

Mercer 

Pulaski   

.\llen 

Shelby  .... 
Washington 

Monroe 

.\ndersou. .. 

Lincoln 

Grant 

Russell 

Butler 


Flemingsburg   

Ford,  Lock  10 

Greenup,  Dam  30 

Hazard 

Headquarters 

Heidelberg.  Lock   14 

Jackson   

Louisa 

Maysville,  Dam  33  ..3  m  E, 

Middlesboro 

Mount  Sterling , 

Oneonta,  Dam  35   

Palntsville , 

PikeviUe 

Quicksand  

Ravenna,  Lock  12 

Richmond 

Vallev  View.  Lock  9 

Vanceburg,  Dam  32 

Williamsburg 

Willow,  Lock  13 


Hurlau... 
,  Ma.Uson... 
I  Mu.lisou.., 

Whitley  . . , 

Harrison  . . 

Pendleton 

Rowan  • . . , 

Fleming  .. 

Clark   

Greenup  . . 

Perry  

Nicholas  . . 

Lee   

Breathitt . . 

Lawrence  . 

Mason  . . . . 


State  averages  and  extreme? 


Montgomery 
Campbell  . 
Johnson  . . 

Pike  

Breathitt   . 

Estill    

Madison... 

Clay  

Lewis 

Whitley  ... 
Lee   


Temperature,  in  degrees  Fahr. 


Precipitation  in  inches. 


64.11-  1.2     94 


2.03 

-0.37 

0.99 


+0.83 
-0.42 
+0.23 


+0.61 
O.O'.I 

+  0.24 
2.46 


3.52 


-0. 


0.62 


^  2.1' 

-1.33 

-0,14 
2  91J-0.99    1 
4.751  +  1,06    2 
4.221-0,38    1,:« 
2,09-1.581  0.55 
5.39+l.ir,!  2,67 
3,25-0.361  0,66 

3.32-0,66   3.50 


Number  of  days 


IS 


E.  G.  Young. 

Brick  South  worth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson,  Sr. 

Frank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Ralph  B,  Wear, 

Virgil  P.  Clark. 

Lockmaster. 

U.  S.  Engineers. 

Alton  M.  Harvill. 

Lockmaster. 

Dr.  Samuel  S.  McReynolds. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Sarah  E.  Lewis. 

Alva  McKinley. 

Lockmaster. 

Bernheim  Foundation. 

K.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Lockmaster. 

U.  S.' Weather  Bureau. 

Lockmaster. 

Lockmaster. 

Mrs.  Mell  M.  Lingle. 

Lockmaster. 

Floyd  G.  Robbins. 

Kentucky  Utilities  Co. 

George  D.  Litsev. 

U,  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Granville  B.  Liles. 

E.  O.  Cooper. 

Ardana  B,  Rife. 

Sister  Stephen  Marie  G'sell. 

Ijockmaster. 

William  H.  Dobbs. 

Noble  Allen. 

Willa  S.  A.  Ratta. 

John  P.  Eider. 

.Vlioe  H.  Hale. 

Lockmaster. 

Frank  Hoeck. 

Miss  Nettie  B.  Simpson. 

Frank  L.  Bloodworth. 

Lockmaster. 


Ixjckm  aster. 

C.  C.  Whiteaker. 

James  A,  Grossman. 

Lockmaster. 

U.  S,  Weather  Bureau. 

Marshall  Hill. 

Jessie  Oldham. 

Mrs.  Cora  C.  Stamper 

Maurice  0,  Carpenter. 

Lockmaster. 

Lockmaster. 

H.  A,  Bailej 

L.  M.  Ga/Iia 

Ix)ckmaster. 

Robert  Robertson. 

Russell  T,  Wheeler. 

Lockmaster. 

Hugh  Allen. 

Fred  Cartmill. 

Lockmaster. 

Jesse  Fairchild. 

U.  S.  Weather  Bureau. 

R.  W.  Jones. 

Lockmaster. 

Eastern  Teachers  College. 

Lockmaster. 

Lockmaster. 

Charles  B.  West. 

Lockmaster. 


All  temperature  data  are  taken  from  self-registering  thermometers. 

„    ^  Z   1  ^^P*!^"''^*     °^  normal  temperatures  and  precipitation  are  computed  only  for  stations  that  have  ten 

used  In  deteniiining  section  or  division  means.  iRumsey,  Brownsville  and  Woodbury  are  Locks  on  the  G 

Reference  letters.  •,  ^  •,  appearing  In  the  table  Indicate  number  of  davs  missing;  for  example,  b  represents 

T.^iso  on  otiier  dates.       ttKeceived  too  late  to  be  included  in  means  and  summaries.         T.  Precipitation  is 


or  more  years  of  record,  but  all  complete  reports  are 
•ecu  Kiver;  other  Locks  are  on  the  Kentucky  River. 


than  0,01  inch  rain  or  melted  snow. 


^n^iM 


.\Uv,   IDIS 


n.lMA  lOl.oCU'AI,   DA'IW:    KKNTUCKY  ShXmoN 


DAILY  PRECIPITATION  FOR  MAY,  194«. 

Day  of  iiioiitli 


12       3       4       6      AM       8 


HVs(»T)i  Dii'hion. 

Heiiver  Dam 

Kiirlluytou" 

Kords  Ferrv.  Dam  60« 

GllbertsvUle' 

Cireouville 

Uurlforil 

lliMulorsou 

Iloi'kiiisville* 

U.v.'huovllle 

MuMK'l.i 

Muiniy 

Owfusboro'  

U«(U!;l)oro.  Dam  4G'' 

I'.uUKivh'   

I'riinftou 

Uuiusev.  Lock  No.  2' 

Kus^ollviUe* 

Inioutowu.  Dam  -Jit' 


Cciitml  DiviDloi). 

AiicUsou.  Dam  45" 

Amhorage 

Honiinp  Green" , 

Howlinsr  Greeu.  No.  i* 

lirout.  t)am  36'  

linnvusville.  Lock  0^ 

lUinisi.lo* 

Ciiiupliellsville 

CiinoUton,  Loi'k  1' 

Clerniont 

Dauville' 

Dix  Dam,  BurRiu- 

Krianger 

Frankfort.  Lock  4« 

Gest.  Lock  3« 

Grant,  Dam  38'' 

Greensburg'''   

High  Bridare.  Lock  7- 

Irviugton 

Lancaster* 

Leitchlield^ 

Lexingtoul"* 

Little  Hickman,  Lock   S''\ . 

Lockport.  Lock  2- 

LoiTlsvil.l.K,  'i 

Do.  Standilord  Field  ... 

Mammoth  Cave- 

Monticello'    

Muufordville' 

St.  John' 

Salvisa,  Lock  6M 

Science  Hill 

Sciittsville 

.Shclt.vvill.>  - 

Spiiuatield 

Toinpkiusville 

Tyrone,  Lock  5'' t  

Waynesburg  

\ViUiiim.«to\vn  - 

Wolf  Creek  Dam 

Woodbury,  Lock  4'^ 


K. 

.':Vl, 
,  :',r,, 

K. 

'...n 

.OS 

K 

.i»l 

K. 

.ill! 

(). 

04 

(■;. 

K. 

T.  •■> 

0(i 

K. 

....   . 

(, 

Oil 

K 

771 

K. 

K. 

,l'.l 

O. 

'sii. 

(4. 

T.  ! 

(). 

(i. 

■■\ 

S. 

M 

.K. 

.19' 

.C. 

.1(1 

.(t. 

.s 

.31 

s. 

:« 

<i 

.K. 

.■28, 

,35:   .50 

,(Xlj 


Ecwiem  Division. 

Ashland" O 

LSenham  * C 

Berea  K 

"    Lock  11»    K 


L'oUege  Hill 

Corbiu  *• 

Cyuthiana*    

Falmouth''' 

Farmers* 

Flemingsburg*    

Ford,  Lock  W* 

Greenup, Dam  30* 

Hazard*    

Headquarters* 

Heidelberg,  Lock  14* 

Jackson* 

Louisa*    

Mavsville,  Dam  33*  . . 

Middlesboro 

Mount  Sterling 

Oneonta  Dam  35* 

Paiutsville*   

Pikeville" 

Quicksand* 

Ravenna.  Lock  12*  . . 

Kichiiioiid  ■-  

Valley  VieAv,  Lock  9* 
VanceDurg,  Dam  32*. 

Williamsburg* 

Willow,  Lock  13*  .... 


.90    .04 
1.52 
.30 


2.W> 
4.G6 
4.17 
S.'Jfi 
•2.74 
3.1» 
8.2-2 
8.41 
4.69 
3.79 
3.39 
3.46 
6.04 


3.37 
3.17 
4.69 
3.09 


3.82 
3.94 

4;58 
2.98 
3.24 
3.50 
4.63 
2.59 
3.39 
3.41 
3.56 
4.12 
2.66 
2.61 

3!59 
1.94 
3.99 
4.00 
3.92 
1.74 
1.72 
3.23 
4.72 
0.94 
4.20 
8.59 
3.28 
1.51 


3.11 
3.90 
4.. 54 
3.13 
2.83 
3.53 


2.33 
4.15 
2.84 
4.01 
4.10 
3.14 
2.32 
3.47 
3.52 
2.98 
5.77 
2.45 
4.08 
2.91 


E.'ccept  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  24  hours  ending  at  time  of 
observation.  'First-order  Weather  Bureau  station:  precipitation  is  for  the  24-hour  period,  midnight  to  midnight  unless  otherwise  indicated.  'Precipitation 

measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  ^Precipitation  measured  with  recording  gage.  •Included  m  the  next  fol- 

lowing measurement.  T.  Trace  of  precipitation,  less  than  0.01  inch.  tPost  office  address  as  follows:    Lock  5,  Lawrenceburg,  ky.:  Lock  6,  Versailles,  Ky.; 

Lock  8,  Nicholasville    Kv.:  Lock  10,  Red  House,  Kv.:  Oneonta    California,  Ky.  River  drainage  area  in  which  station  is  located   is  indicated  as  follows:  (B) 

Bi"  Sandy;  (LI  Licking;  (K)  Kentucky:  (S)  Salt:  (O)  Green:  (C)  Cumberland:  (T)  Tennessee:  (O)  Ohio;  (M)  Mississippi. 
°  "Airport  Station.    Data  for  24  hours  endinsr  at  12.:!0  a.  m.  9Qth  meridian  time  adjust.ed  to  day  they  occur. 
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DAILY  TEMPERATURES  FOR  MAY,  194«. 


A"0hor..e !$^f^™: 

A^'"-'^ \^^IZ^.: 

Beaver  Dam !  Mhdmu  ™  ' 

Benhan.?§ !i{?S=; 

B-a IJSur.: 

BowliuK  Green. \^SSZ.: 

'^"^-pbellsviHe \^SS^: 

-'e^o"^ 151S=: 

c-^-' iMf5=: 

n-invillp  S  Maximum  . 

"•^"""® (Miuimum.. 

»-Dam ]^^!^^:, 

E-^i-«to„ i;;{s™: 

E^i-^-- 1^11^^=.: 

^^^^ ]mS:SZ:. 

Ford's  Ferry  IJJi^^Zr; 

i^-' ^'°« lJlf,^=: 

G-en^burg jJIfSS": 

«— "'e lJ{f:^=: 

H-'^'^-"- \^^.: 

H-'lelberg I^r™^: 

H-'^-- lJir,^=; 

Hopkinsville  j  ;\{f,f/n";;™  ' 

I---'- iMh^ZT:: 

Leitchfiel.i LMfnimum  ■' 

i-"'"^-' !i{?,^=:: 

•^--"•e- iMi^=:: 

Do.  Standlford  Fid.'  }  J{f,f/°;;'°  ' ' 
•^-elaoevn.e ikS^^': 

«--°'"C^-« )Mhu=.:: 

^''^^''^"^ !^lf,^=:: 

viMVQvillp  \  Maximum  . . 

^'''^^""'^ f  Minimum... 

Middlesboro  \  Hf^l^^^  '  [ 

Mount  Sterling j  j{f,fi3^'-- 

^'"-^ ljlr,^=:: 

"— -™ ^MSn":: 

Paduruh§§ (Mfnimim" '■ 

Pikeville' 1  l;{fnimum  ' ' 

•'^'"-'- SJSi:: 

^--'=-"i ]m1\^=:: 

R-^--'^ liSr.;; 

RnosellviUe  S§ ^Mhfhmm  ■" 

^^■'^^- U{?,^^r;: 

^'•'--"'" !MSm^:: 

•''-^'•-"'^ lMf,^i'=.;: 

«►-"•>->"« lJ{f,fi=.:: 

w""''">^''urg iMfSm.:: 

^^'"""'"^'°^^»    iMrnimum.:: 

Wolf  Creek  Dam  • ...  j  [vlf^^'i™^^  •  • 


50 

52 

m 

67 

ol 

49 

(iK 

Bl 

52 

5.S 

71 

fi:i 

5:j 

rt'^ 

7/ 

7( 

49 

5e; 

50|    5n 


72 

70 

5;J 

5:^ 

7': 

fir, 

51 

50 

77 

71 

52 

47 

72     79 
50     58 


62      76 

46 
65! 


12     13     14     16     16     17     18     19 


70[     70 


78  74 
46  54 
681     78 


53  46 
80  79 
56     52 


59j    54 


50 

82     80 

49      65 


82 

76 

85 

54 

4K 

45 

74 

83 

48 

4.') 

46 

77 

78 

84 

49 

48 

51 

71 

7(1 

X( 

47 

47 

51 

51.3 
77.0 
49.2 
76.9 


77.0 
50.3 
73.2 
52.7 
77.7 
51.6 
77.2 
52.3 
72,3 
50.9 
77.7 
47.5 
77.1 
54.7 
78.0 
52.0 
77.1 


75.4 
54.0 
75.9 


51.9 
72.8 
51.8 
74.3 
55.9 
76.3 
53.9 
78.fi 
52.9 
76.2 
48.2 
77.3 
52.7 


77.5 
51.5 
79.6 
55.6 


50.4 
79.6 
51.9 


: 1; 

DAILY  EVAPORATION  (Inch 

Bi)  and  WIND  MOVEMENT  (Miles 

p.r  Ho«r)  May,  1948. 

Stations. 

l|2 

' 

4 

a|. 

'!• 

' 

10 

11      12 

.. 

14      15      16      17      18      19      20      21      22      23      24      25      26 

27 

28 

29 

30 

., 

Total 

^'^D- !^irr!^.Lm:: 

^"•'C-reeVDam!^-P-t^-„i;. 

.188  .0:16 

9       8 

.176.200 

n!   40 

.270 

4r 

.255 
65 

.070 

.3031.131 

171      8 
.099'  124 

37I     12 

.0.31  .161 
11      39 

,098.071 
33I    40 

.180 
21 

.221 
37 

.220 
12 

.221 
29 

.242.1961.128 
161     10!       5 

.232,189  ,107 
15'     22I       8 

.112.124  .128 

16      11        7 

.071  .149.111 

31 1     1 8l     28 

.064  .210 
11      14 

,092  ,249 
on     25 

,16. 

.226 
24 

.178.212.206.190 

3l     1.5      16       3 

.2111.220.230.226 

•2V     22'     .301     23 

,206.268 

4-i 

.076 

1 

,234 

32 

,295 

4 

,227 

15 

,140 

.136 
20 

.082 

0 

.113 

.138 
3 

.075 
9 

.226 
26 

5.157 

.331 

5.125 

774 

Note:    Evaporation  observations  not  taken  during  the  winter. 
iSIn'ftruments  are  road  in  the  morning:  the  maximum  temperature  then  read 
'.  ',  •.  etc.  Indlrate  rp.spectlvel.v  1.  2.  3.  etc..  days  niis.sinjr  from  rpoord 
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KENTUCKY  -  JUNE  1948 

E.  E.  Unger,  Section  Director  -  Louisville 

GENERAL  SUMMARY 

The  average  temperature  for  June  was  slightly  below  normal.   However, 
asonably  warm  weather  prevailed  throughout  the  month  with  the  exception  of 
le  short  period  of  rather  cool  weather,  and  no  period  of  excessive  heat. 

Precipitation  was  somewhat  below  normal  in  all  but  the  extreme  western 
stricts   and  in  some  areas  of  Central  Kentucky  lack  of  moisture  was  becom- 
ig  acute',  and  drought  conditions  were  beginning  to  set  in.   Monthly  amounts 
tried  considerably,  even  in  sections  in  close  proximity  to  each  other. 

The  development  of  crops  reflected  sectional  and  even  local  moisture 
mditions,  and  depended  mainly  on  the  frequency  and  intensity  of  local 
lowers.   In  the  extreme  western  counties  crops,  on  the  whole,  made  better 
lan  average  growth,  but  in  other  sections  of  the  State  the  retarding  effect 
:  too  little  rainfall  was  becoming  increasingly  evident. 

Scattered  harvesting  of  wheat,  barley,  and  rye  began  early  in  the  month 
1  the  southern  and  western  counties,  and  this  work  was  in  full  swing  through- 
it  the  State  about  the  middle  of  the  month  and  nearing  completion  at  its  close. 
le  final  condition  of  the  grain  crops  ranged  from  fair  to  good,  though  in 
)me  sections  heads  were  not  as  well  filled  as  expected,  and  some  damage  had 
sen  caused  by  rust  in  a  few  counties. 

Early  corn  maintained  generally  good  condition  ,  with  plants  over  four 
-et  high  in  advanced  fields  at  the  end  of  the  month.   Later  planted  corn 
inged  from  fair  to  poor,  depending  on  sectional  weather  conditions.   In  parts 
f  the  western  counties  washing  rains  interfered  with  cultivation,  whereas  in 
ther  sections  the  soil  was  too  hard  and  dry  for  this  work. 

Tobacco  in  fields  ranged  from  fairly  good  to  dried  up  condition.   There  was 
till  a  little  tobacco  transplanting  going  on  during  the  last  week.   Quite  a 
limber  of  fields  in  the  drier  sections  had  to  be  replanted. 

Pastures  were  fairly  good  in  some  sections  and  very  dry  in  others,  but  all 
ere  considerably  improved  by  the  rains  of  the  last  week.   Potato  stands  looked 
airly  good,  but  tubers  were  not  forming  well  on  account  of  insufficient  soil 
oisture.   Some  early  potatoes  were  harvested,  and  planting  of  late  potatoes  was 
egun  where  soil  conditions  permitted. 

The  Ohio  River  was  at  pool  stage  throughout  the  month,  with  the  exception  of 
wo  or  three  days  in  the  upper  districts  about  the  middle  of  the  month. 

TEMPERATURE 

The  average  temperature  was  TS.S^'or  0.1°  below  normal.   The  warmest  ^period  .was 
rom  the  21st  to  28th  when  daily  mean  temperatures  ranged  from  5   to  12  above 
lormal.   There  were  but  two  days,  1st  and  9th,  on  which  daily  mean  temperatures 
rere  five  or  more  degrees  below  normal.   The  highest  temperature  of  the  month  was 
)9°    at  Wolf  Creek  on  the  21st,  and  the  lowest  37°  at  Farmers  on  the  1st. 
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PRECIPITATION 

The  average  precipitation  was  3.27  inches,  or  0.88  inch  below  normal. 
Monthly  amounts  ranged  from  over  four  inches  in  the  western  counties  and  the 
Bluegrass  region  to  less  than  two  inches  in  a  few  counties  along  the  Ohio 
River  and  the  south-central  border.   The  largest  monthly  amount  was  8.21 
inches  at  Hopkinsville,  and  the  smallest  1.06  inches  at  the  Louisville  upper 
river  gage  station.   The  greatest  24-hour  amount,  4.14  inches,  fell  at 
Hopkinsville  on  the  19th. 
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TABLE     1 
COMPARATIVE    DATA 


KENTUf;KY 

.IDNI    riti', 


YEAR 


1889 
1890 
1891 
1892 
1893 

1894 
1895 
1896 
1897 
1898 

1899 
1900 
1901 
1902 
1903 

1904 
1905 
1906 
1907 
1908 

1909 
1910 
1911 


TEMPERATURE 


70.6 
78.4 
77.1 
75.8 
73.3 

75.6 
75.9 
73.5 
73.4 
76.2 

76.1 
73.9 
75.6 
73.4 
68.6 

73.2 
74.8 
73.9 
70.2 
73.4 

74.5 
70.0 
75.2 


1912 

70.2 

1913 

75.0 

1914 

78.3 

1915 

71.7 

1916 

70.1 

1917 

70.9 

1918 

73.6 

99 

101 
97 

101 
97 

102 
104 
98 
101 
101 

100 
100 
104 
101 
96 

99 

106 

99 

95 

102 

99 
99 

106 
95 

107 

108 

95 

99 

100 

104 


38 
51 
51 
48 
48 

35 
47 
46 
41 
45 

44 

40 
42 
39 
37 

48 
45 
42 
41 
43 

43 
36 
45 
38 
38 

45 
42 
45 


PRECIPITATION 


5.27 
4.96 
4.48 
4.23 
4.64 

2,69 
3.63 
4.64 
3.61 
3.90 

2.80 
6.14 
3.97 
4.75 
3.61 


UJ  o 

>  z 


5.03 
5.20 
4.06 
3.48 
2.87 

2.30 
4.79 
4.94 
4.30 
3.63 


en  s 


11 

10 

11 

10 

11 
11 

7 

14 
10 
10 
10 

7 

5 
12 
11 
10 


YEAR 


TEMPERATURE 


1919 
1920 
1921 
1922 
1923 

1924 
1925 
1926 
1927 
1928 

1929 
1930 
1931 
1932 
1933 

1934 
1935 
1936 
1937 
1938 

1939 
1940 
1941 
1942 
1943 

1944 
1945 
1946 
1947 
1948 
PERIOD 


76.7 
71.9 
77.8 
75.4 
73.8 

74.2 
77.0 
70.9 
70.4 
69.5 

71.7 
73.1 
75.3 
74.8 
76.5 

77.4 
70.5 
76.1 
74.3 
71.8 

75.1 
73.1 
74.7 
74.7 
77.5 

77.6 
71.6 
73.1 
72.0 
73.8 
73.9 


103 
100 
100 
100 
99 


105 
98 
98 
93 

97 
104 
106 
103 
105 

105 
96 

110 
99 
95 

97 
100 
103 

98 
100 

107 
98 


99 
110 


51 
44 
46 
44 
42 

42 
48 
42 
42 
45 

37 
38 
39 
40 
39 

50 
44 
40 
46 
45 

47 
44 
41 
41 
46 

40 
37 
38 
40 
37 
35 


PRECIPITATION 


4.39 
3.90 
3.45 
4.13 
10.88 

4.11 
1.76 
2.80 
4.88 
1.57 

4.58 
7.50 
0.81 
4.52 
3.93 

6.01 
3.39 
4.67 
5.54 
4.04 

1.70 
5.32 
4.16 
4.73 
3.27 
4.15 


UJ  o 

>  z 


PRESSURE,   WIND,    HUMIDITY,    SUNSHINE,    DEGREE     DAYS 


14 

3 

10 

11 

14 
11 
11 
12 
10 

6 
11 

8 
10 

9 
10 


STATIONS 

SEA    LEVEL    PRESSURE 
EXTREMES-INCHES 

WIND 

RELATIVE  HUMIDITY 
AVERAGES 

SUN- 
SHINE 
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a' 
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UJ 
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a 

UJ 

1- 

1- 
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UJ 
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lO 
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Ul 
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o 

ro 
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Ul 

0. 

1- 
UJ 
Q. 
O 
ro 

-^ 
UJ    ? 

O    if) 

a:   (n 

UJ    O 

a.  a. 

LOUISVILLE   AIRPORT 

30.19 

1 

29.63 

8 

7.4 

38 

SW 

28 

77 

80 

46 

52 

82 

0 

SEE  REFERENCE  NOTES  FOLLOWING  STATION  INDEX 
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KENTUCKY 
JUNE  1948 


TABLE    2 
CLIMATOLOGICAL    DATA 


STATION 


WESTERN  DIVISION 

BEAVER   DAM 

DUNDEE  BARRETTS  FORD  BR 

EARLINGTON 

EDDYVILLE  LOCK  F 

FORDS  FERRY  DAM  50 

GREENVILLE   2  W 
HARTFORD   6  N 
HENDERSON  4  SW 
90PKINSVILLE   2  E 
KENTUCKY  DAM 

LOVELACEVILLE 
MADISONVILLE   1  SE 
MAYFIELD   2  S 
MURRAY 
OWENSBORO 

OWENSBORO  DAM  46 
PADUCAH  USE  RESERVATION 
PRINCETON 
RUMSEY  LOCK  2 
RUSSELLVILLE 

UNIONTOWN  DAM  49 

DIVISION 


CENTRAL  DIVISION 

ADDISON  DAM  45 
ADDISON  DAM  45  LG 
ADOLPHUS   1  N 
ANCHORAGE 
BOWLING  GREEN 

BOWLING  GREEN  WB  AP 
BRENT  DAM  36 
BROWNSVILLE  LOCK  6 
BURGIN  DIX  DAM 
BURNS IDE 

CAMPBELLSVILLE 
CARROLLTON  LOCK  1 
CLERMONT  BERNHIEM  FOUND 
COVINGTON  WB  AIRPORT 
DANVILLE 

EDMONTON 
FRANKFORT  LOCK  4 
FRANKLIN  WATER  WORKS 
GEST  LOCK  3 
GLASGOW 

GRANT  DAM  38 

GREENSBURG 

GREENSBURG  HI WAY  61  BR 

HIGH  BRIDGE  LOCK  7 

IRVINGTON 

KEENE      2    N 
LANCASTER    ICE   PLANT 
LEITCHFIELD 


TEMPERATURE,    IN    DEGREES   FAHRENHEIT 


71.4 
74.7 
74.9 


75.6 
72.8 


74.3 
76.4 
76.0 


76.1 
73.1 


71.8 
75.6 
73.4 

73.1 

71.9 
72.4 
73.9 

74.2 


74.5 
74.3 

74.2 


<r  < 

<  5  5 

a  o  q: 

iij  a:  o 

Q  li.  2 


-3.1 
-1.2 


-1.1 
-2.6 


+    .4 

-1.2 
+1.1 
+1.8 


-1.0 
-2.4 


-0.7 

-0.4 
-0,5 
-1.3 

+1.4 


+0.7 


2H 
2H 

54 


23 

124 

28 

21 

21 
23 


4h      48 
124      46 


5-i  52 
21  46 
2H      50 


46 


NO.    OF 
DAYS 


10 


iH  19 


PRECIPITATION,   IN    INCHES 


3.41 
3.54 
3.30 
4.09 
2.28 

2.94 
2.07 
2.21 
8.21 
3.18 

3.32 
2.06 
3.95 
4.43 
1.96 

2.14 
3.09 
4.70 
2.19 
1.60 

2.57 

3.20 


1.41 
1.41 
4.11 
2.56 
2.05 

3.60 
3.15 
2.18 
3.47 
3.54 


2.50 
5.11 
3.74 
2.77 

2.15 
5.44 
2.05 
3.09 
2.55 

3.81 
3.48 
3.68 
3.50 
3.55 

1.80 
4.33 
2.64 


q:  < 

<  2  Z 

Q.  o  o: 

(u  q:  o 

o  u.  z 


-1.51 
-    .15 


h  .22 
h  .40 
-1.98 

-2.04 
-  .97 
t-  .62 
-1.68 
-1.85 

-1.21 

■    .93 


-2.50 
+2.50 

-1.28 
-1.79 

-  .24 
-1.08 
-2.02 

-  .98 


-1.41 

-2.09 
+1.47 
-1.90 

-  .93 
-1.25 

+  .19 

-  .99 

-  .79 

-  .76 

-  .54 


■    .31 
•  1.53 


2.33 
2.05 
1.04 
1.62 
.53 

.60 

.70 

.58 

4.14 

1.07 

.95 
.85 
1.97 
.90 
.75 

.93 
.48 
2.95 
.55 
.35 

.70 

4.14 


.40 
.40 
1.31 
.96 
.65 

1.63 

.90 

.89 

1.20 

1.52 


.55 

1.95 

.88 

.97 

.44 

1.83 

.84 

.85 

1.28 

.85 
.63 
.99 
.59 
1.33 

.62 
1.03 
1.03 


19 
6 
26 
19 
16 

6 
29 
15 
15 
13 

29 
29 
19 

7 
19-4 


SNOWFALL 
(UNMELTED) 


uJa.o 
Kiua: 


NO.    OF 
DAYS 


?   O 

o  q: 
-:  O 


SEE  REFERENCE    NOTES    FOLLOWING   STATION    INDEX 
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CLIMATOLOGICAL 

DATA 

KLNTUCKY 

.Mjrif    i'j"in 

TEMPERATURE     IN    DEGREES   FAHRENHEIT                          PRECIPITATION,   IN    INCHES                        j 

STATION 

z 

u 

k 

aJ    (E   O 
□    11.    Z 

ill 
5 

I 

til 

1- 

t- 

Ui 

-J 

^ 

0.    OF 
DAYS 

UJ 

o: 

i    i 
ill 

UJ    K    O 
O    U.    Z 

>- 

UJ 
UJ 

SNOWFALL 
(UNMELTED) 

NO.    OF 
DAYS 

• 

0 
UJ 

t-     > 

UJ       i 

■  <     a 
EOXC 

I  i 

c      o 

UJ 

t- 
< 
o 

TOTAL 

GREATEST 
DEPTH   ON 
GROUND 

DATE 

'      01    INCH 
OR    MORE 
.25    INCH 
OR  MORE 
1.00    INCH 
OR  MORE 

LEXINGTON   WB    AIRPORT 

LIBERTY 

LITTLE    HICEMAN   LOCK   8 

LOCKPORT  LOCK   2 

LOUISVILLE   STAN  WB  AP 

73.6 
75.2 

+1.4 
+1.7 

93 
96 

21+ 
23 

46 
51 

1 
1 

9 
10 

2.26 
4,62 
3.25 
2.82 
2,03 

-1.79 

-1.32 
-1.72 
-1.79 

,54 
1.25 
1.03 
1,17 

,62 

29 
30 
30 
30 
30 

11 
14 
7 
11 
10 

4 
7 
4 
3 
3 

1 
1 
1 

LOUISVILLE   UPPER   GAGE 
LOUISVILLE   WB   CITY 
MAMMOTH  CAVE   PARK 
MIDWAY      2   S 
MONTICELLO 

75.2 
73.2 

+0.5 
+0.2 

93 
97 

23 
23 

56 
41 

1 
1 

9 

11 

1.06 
1.15 
2.56 
3.79 
4.96 

-2.67 
-1.84 

+    .58 

,41 

.24 

.96 

1.20 

2.32 

6 

6 

29 

27 

7 

8 
9 
8 
8 
8 

1 

3 
4 
6 

1 

2 
2 

PLEASUREVILLE      2   S 
ST   JOHN  BETHLEHEM  ACAD 
SALVISA  LOCK  6 
SCIENCE   HILL 
SCOTTSVILLE 

74.1 

72.9 
75.8 

+1.3 
+1.0 

98 

95 
95 

23 

21 
23 

45 

46 
40 

1 

2 

1 

9 

8 
16 

2,00 
2.34 
3.33 
3.70 
3.18 

-  .86 
-1.21 

-  .41 

.80 
.79 
.59 
1.55 
.87 

7 
28 

8 
21 
21 

5 

9 

12 

11 

9 

3 
2 
6 
3 
5 

2 

SHELBYVILLE      2   W 
SPRINGFIELD 
TYRONE   LOCK   5 
WAYNESBURG      6   E 
WILLIAMSTOWN 

73.3 
74.1 

+0.1 

+1.5 

93 
94 

21+ 
23 

48 
51 

1 
9 

8 
12 

3.96 
2.98 
4.26 
4.91 
2.55 

-  .32 
-1.27 

-  .04 

-1.36 

1.03 

.80 

1.38 

1.40 

.80 

30 
22 
27 
7 
16 

11 
9 
10 
12 
11 

5 
6 
6 
6 
5 

1 

1 
2 

1 

WOLF  CREEK  DAM 
WOODBURY  LOCK  4 

76.3 

99 

21 

42 

1 

17 

3.63 
1.57 

-2.60 

1.20 
.48 

7 
7 

9 
10 

4 
2 

1 

DIVISION 

74.0 

+0.4 

99 

21 

39 

1 

10 

3.07 

-1,05 

1.95 

28 

10 

4 

1 

EASTERN  DIVISION 

ASHLAND  DAM   29 

BENHAM 

BEREA  COLLEGE 

BEREA  WATER  WORKS 

COLLEGE   HILL   LOCK   11 

73.4 
71.3 
73.0 

+0.1 
-0.1 

95 
96 
95 

23 
26 
21 

43 
46 
41 

1 
1 

1 

9 
9 

5 

1.72 
3.64 
3.89 
4.63 
3.39 

-2.49 

-  .74 
0.00 

-  .68 

1.06 

.88 

1.20 

2.20 

.76 

16 
22 
22 
22 
7 

9 

13 

10 

9 

9 

1 
4 
5 
3 
5 

1 

2 
2 

CORE IN 

CYNTHIANA 

FALMOUTH 

FARMERS 

FLEMINGSBURG 

72.8 
71.2 

-0.6 

94 
94 

23 
23 

46 
37 

2 

1 

8 
11 

3.88 
1.91 
2.02 
5.59 
2.72 

-1,52 
-2.09 
+1.20 
-1.81 

1.01 
.73 
,87 

1.32 
.79 

27 
30 
16 
19 
28 

14 
8 
11 
13 
11 

5 
2 
3 

6 
4 

1 

2 

FORD   LOCK   10 
GRAYSON 
GREENUP   DAM   30 
HAZARD 
HEADQUARTERS 

4.11 
2.00 
5.24 
4.15 
4.27 

-  .13 

+1.52 

-  .60 

1.78 

1.20 

1.26 

.95 

.80 

21 
16 
16 
7 
29 

8 
10 
12 
11 
10 

6 
2 
6 
8 
7 

1 
1 
2 

HEIDELBERG  LOCK   14 
HINDMAN  SETTLEMENT   SCH 
LOUISA  LOCK   3 
MAYSVILLE   DAM   33 
MIDDLESBORO 

71.4 
69.8 

72.4 
73.4 

-1.3 

-0.£ 
+0.£ 

94 
93 

95 
95 

23 
24 

28 
24 

42 
44 

40 
44 

4 
4 

5 
8 

3.63 

3.82 
4.00 
3.84 

-  .8S 

-  .41 
+    .01 

-  .72 

2.0C 

.4C 

1.4C 

1.4' 

.      1.3£ 

7 

16 

16 

16 

)      7 

8 
11 

7 
12 

7 

4 
4 
4 
5 
4 

1 
1 

MOUNT   STERLING 
ONEONTA   DAM   35 
PAINTSVILLE 
PIKEVILLE 
QUICKSAND 

74.7 
74.0 

+i.e 
-i.( 

95 
97 

24 
23 

46 
48 

12 
h   14 

4,22 
2.45 
2.7f 
5.5£ 
4.0£ 

-    .4] 

-1.78 

-1.2' 

)      +1.2] 

)      -    .1( 

L         .62 
}         .8( 

r     i.6( 

L      3.0 
)      1.6 

I   27 
5   16 
)    16 
I   15 
J   16 

12 
12 

11 

.      7 
>      3 

I      3 
L      4 
J      £ 

1 

1 
1 

RAVENNA  LOCK   12 
RICHMOND   TEACHERS   COL 
VAT.LFY  VIEW   LOCK   9 
VANCEBURG   DAM   32 
WEST   LIBERTY   WATER   WKS 

72.6 

-o.< 

)      93 

21- 

H      42 

7 

4.3( 
3,2. 

3.3 

2.4 

5      -    .0' 
>      -    .9' 

5      -    .5 
2 

1      1.4 
3      1.1 

1      1.5 
1.2 

3      7 
0   22 

B    16 
7    16 

i 

1 

1 

5      I 

L    : 

2 
1 

\      1 
}|     1 

SEE  REFERENCE  NOTES  FOLLOWING  STATION  INDEX 
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KENTUCKY 
JUNE  1948 


TABLE   2  -Continued 
CLIMATOLOGICAL    DATA 


STATION 


TEMPERATURE,  IN  DEGREES  FAHRENHEIT 


NO.    OF 
DAYS 


So 

ODrouj 


PRECIPITATION,   IN    INCHES 


(E  < 

<  s  s 

Q.  o  q: 

uj  q:  o 

o  u.  z 


SNOWFALL 
(UNMELTED) 


NO.  OF 
DAYS 


5^ 


£  o 
o  a: 


WILLIAMSBURG 
WILLOW  LOCK  13 


DIVISION 
STATE 


72.2 


72.5 
73.8 


-1.8 


-0.4 
-0.1 


95 


3.53 
3.14 


3.58 
3.35 


-1.25 


.47 
1.24 


3.02 
4.14 


SEE  REFERENCE  NOTES  FOLLOWING  STATION  INDEX 


TABLE    3 
DAILY    PRECIPITATION 


KENTUCKY 
JUNE  1948 


ux)u<m)s    \ 


BENHAM 

BERS»  COIXKOE 

BKRKA  WATER  WO 


BOWLING  CRKEN  WB  AP 

BRENT  DAM  36 
BROWNSVILLE  LOCK  6 
BURGIN  DIX  DAM 
BURNS  IDE 
CAMPBELLSVILLE 

CARROLLTON  LOCK  1 

CLERMONT  BERNHIEM  FOUND 

COLLEGE  HILL  LOCK  11 

CORBIN 

COVINGTON  WB  AIRPORT 

CYNTHIANA 

DANVILLE 

DUNDEE  BARRETTS  FORD  BR 

E ARLINGTON 

EDDYVILLE  LOCK  F 


FORDS  FERRY  DAB  5 
FRANKFORT  LOCK  4 
FRANKLIN  WATER  WORKS 
GKST  LOCK  3 
GLASGOW 

GRANT   DAM    38 


DAY    OF    MONTH 


GREENSBURG 

GREENSBURG  HIWAY  61  BR 

GREENUP  DAM  30 


HAZARD 
HEADQUARTERS 

IDELBERG  LOCK  14 

HENDERSON   4  SW 
HIGH  BRIDGE  LOCK  7 
HIKDHAN  SETTLEMENT  SCH 
HOPKINSVILLE   2  E 
IRVINGTON 

KEENE   2  N 
KENTUCKY  DAM 
LANCASTER  ICE  PLANT 
LEITCHFIELD 
LEXINGTON  WB  AIRPORT 

,  I  BERT? 

LITTLE  HICKMAH  LOCK  8 
LOCKPORT  LOCK  2 

A  LOCK  3 
LOUISVILLE  STAN  WB  AP 

VILLE  UPPER  GAGE 
LOUISVILLE  WB  CITY 
LOVELACEVILLE 
HADISONVILLE   1  SE 
MAMMOTH  CAVE  PARK 

MAYFIELD   2  S 
MAYSVILLE  DAM  33 
IIDDLESBORO 
MIDWAY   2  S 
MONTICELLO 

MOUNT  STERLING 
MUNFORDVILLE 

MURRAY 

ONEONTA  DAM  35 
OWENSBORO 

OWENSBORO  DAM  46 
PADUCAH  USE  RESERVATION 

INTSVILLE 
PIKEVILLE 
PLEASUREVILLE   2  S 

PRINCETON 
QUICKSAND 
RAVENNA  LOCK  12 
RICHMOND  TEACHERS  COL 
RUMSEY  LOCK  2 


RUSSELLVILLE 
ST  JOHN  1 
SALVISA  LOCK  6 
SCIENCE  HILL 


SHELBYVILLE   2  W 
SPRINGFIELD 
TYRONE  LOCK  5 
UNIONTOWN  DAM  49 
VALLEY  VIEW  LOCK  9 

VANCEBUBG  DAM  32 

WAYNE3BURG   6  E 

WEST  LIBERTY  WATER  WKS 

WILLIAMSBURG 

WILLIAMSTOWN 


2T 


2.42 
3.53 

2.55 


SEE  REFERENCE  NOTES  FOLLOWING  STATION  INDEX 


KENTUCKY 
JUNE  1948 


TABLE    3 -Continued 
DAILY    PRECIPITATION 


STATION 


•  ILLOW  LOCK  13 
WOLF  CREEK  DAM 
WOODBURY  LOCK  4 


DAY    OF    MONTH 


19     20     21      22     23     24     25     26     27     28     29     30      31 


SEE  REFERENCE  HOTEB  FOLLOWIKG  STATION  INDEX 


I 


x"v<: 


m 


TABLE   5 
DAILY    TEMPERATURES    (°  FAHRENHEIT ) 


KtNTUCKY 
JUNL   t')4f- 


STATION 


SHLAMD   DAM   29 

XAVSK   DAM 

XNHAM 

JSRKA   COU.BGK 

OILING   CRKBN   WB    AP 

DRGIM   DIZ   DAM 

AMPBBLLSVIIXE 

axRuoirr  bkrhhikm  foomd 

»RBIH 

:OVIHGTOK  WB  AIRPORT 

)AHVILLK 

SARLINGTON 

fARKERS 

ftODS  FERRT  DAM   5 

?RAJiKFOKT  LOCK   4 

aKERSBDRG 

IRKEHVILLE   2  W 

BSIDELBERG  LOCK  14 

HENDERSON   4  SW 

HINDMAN  SETTLEMEIT  SCHOOL 

HOPKINSVILLE   2  E 

IRVINGTON 

LEITCHFIELD 

LEXINGTON  WB  AIRPORT 

LOUISVILLE  STAN  WB  AP 

LOUISVILLE  WB  CITY 

LOVELACKVILLB 

MAMMOTH  CAVE  PARK 

MATPIELD   2  S 

MA7SVILLE  DAM  33 

MIDDLE  SBORO 

MOUNT  STEELING 

MURRAY 


DAY  OF  MONTH 


89 

55 

86 
58 

89 

57 

92 

89 
50 

86 
65 

92 
62 

91 
66 

81 

47 

86 
52 

88 
59 

90 

54 

94 
58 

90 
61 

91 
61 

89 

61 

89 
60 

86 
62 

94 
58 

84 
69 

90 
64 

81 
69 

92 
54 

94 
61 

89 
52 

88 
52 

90 

55 

92 
61 

91 

5C 

83 

58 

8- 
4£ 

87 
56 

9C 
5 

88 
64 

9 
6 

i     94 
5   63 

84 
59 

80 
62 

86 
64 

85 
62 

82 
64 

81 
64 

77 
65 

77 
63 

85 
62 

83 
61 

81 
59 

74 
63 

82 
66 

83 
65 

84 
56 

88 
62 

81 
61 

83 
60 

80 

65 

81 
61 

81 
63 

81 
60 

79 
65 

77 
63 

76 
66 

82 
64 

75 
67 

81 
64 

90 

65 

91 
64 

78 
64 

83 
60 

89 
62 

88 
60 

86 
62 

80 
62 

86 
57 

78 
64 

85 
64 

77 
62 

9     10     II     12     19     14     15     16 


8    19    20    21    22   23   24  25   26   27    28  29   30    3 


58 

91 
63 

89 

65   65 

82   84 


59 

64 

82 
58 

91 
67 

88 
61 

92 
68 

87 
55 

96 
56 

84 
60 

90 
68 

84 
58 

89 
57 

87 
66 

94 
60 

87 
58 

93 

61 

85 
70 

70 

87 
61 

87 
61 

85 
61 

87 
62 

SEE  REFERENCE  NOTES  FOLLOWING  STATION  INDEX 
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KENTUCKY 
JUNE  1948 


TABLE    5  — Continued 
DAILY    TEMPERATURE    ^FAHRENHEIT) 


STATION 


DAY  OF  MONTH 


PADDCAH  USE  RESERVATION 

PIKEVILLB 

PRINCETON 

RICBIiOND  TEACHERS  COLLEGE 

RUSSELLVILLE 

ST  JOHN  BETHLEHEM  ACADEMY 

SCIENCE  HILL 

SCOTT SVILLE 

SHELBYVILLE   2  W 

WILLIAMSBURG 

WILLIAMSTOWN 

WOLF  CREEK  DAM 


20  21  22  23  24  25  26  27  28  29  30  31 


57 

59 

89 
63 

90 
69 

86 
53 

97 
62 

86 
57 

95 
59 

88 
61 

94 

64 

85 
55 

93 
61 

87 

62 

94 
68 

86 

92 

87 
70 

88 
68 

90 
65 

88 
70 

89 

66 

90 
65 

95 
76 

90 
70 

85 
68 

96 
72 

92 
68 

95 
63 

89 
70 

90 
65 

91 
64 

91 
72 

94 
65 

94 

66 

89 
71 

90 
64 

92 
64 

92 

91 

92 

60.0 
85.1 


SEE  REFERENCE  NOTES  FOLLOWING  STATION  INDEX 


TABLE    6 
DAILY  EVAPORATION  (INCHES)   AND  WIND  MOVEMENT  (MILES) 


KtNTUCKY 
JUNt   I'J4H 


_ 











1 

DAY    OF   MONTH 

TOTAL 

^ 

STATION 

~ 

e 

} 

' 

5 

6 

7 

8 

9 

10 

H 

12 

IJ 

,4 

19 

16 

17 

18 

19 

80 

21 

22 

25 

24 

29 

28 

27 

28 

29 

50 

91 

DUMIN  OIX  DAM 
WOLF  CRKKK  DAM 

BVAP 
WIND 

.lit. 

30 

.188 

5 

.370 

•"? 

3 

.470 
36 

.090 
8 

.143 
» 

.170 
8 

.ao7 

31 

.300 
13 

.138 

1 

49 

.102 

.330 
21 

10 

.370 
17 

.308 
24 

.176 
2 

.354 

.380 

.058 
38 

13 

.198 
3 

.240 
30 

.306 

.189 
39 

.150 
34 

.198 

.188 

.198 
.337 

as 

13 

.280 
38 

.344 
21 

.373 

.249 
21 

.244 
19 

'^18 

.483 
37 

24 

.287 
38 

.284 
18 

384 

e.039 
710 

TABLE    7 
DAILY    RIVER    STAGES    (FEET) 




















r 

r 

r 

1 

3u 

DAY    OF    MONTH 

ii 

2 

1 

s 

RIVER   AND    STATION 

ii 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

26 

26 

27 

28 

29 

30 

31 

LEV  ISA   FORK 
PIKEVILLE 

PAINTSVILLE 

BIG   SANDY 

LOUISA   LOCK    3 

SOUTH   FORK 

LICKING 
FARMERS 
FALMOUTH 

NORTH   FORK 

KENTtICK\- 

HEIDKLBURG   LOCK   14 
FORD      LOCK    10 
HIGHER  I DCE    LOCK    7 
FR.\NKFORT   LOCK   4 

BOWLING   GREEN 

ROUGH 

DUNDEE   BABHETTS   FOBD   BR 

GREEN 

MUNFORDVILLE 
BROWNSVILLE      LOCK   6 
WOODBURY  LOCK   4 
RUHSET   LOCK   2 

CUMBERLAND 

WILLIAMSBURG 
BURNS  IDE 
EDDYVILLK   LOCK  F 

OHIO 

ASHLAND   DAM    29      UG 
ASHLAND   DAM    29      LG 
MATSVILLE   DAM   33      UG 
MATSVILLE   DAM   33      LG 
ONEONTA   DAM   35           UG 
ONEONTA   DAM   35           LG 
GRANT   DAM   38                UG 
GRANT   DAM    38                LG 
LOUISVILLE                     UG 
LOUISVILLE                     LG 
ADDISON   DAM   45           UG 
ADDISON   DAM   45           LG 
OWENSBOBO  DAM   46      UG 
OWENSBORO   DAM   46      LG 

UNIONTOWN   DAM    49      LG 
FORDS    FERRY   DAM   50      UG 
FORDS   FKRHT  DAM    50      LG 

36 

45 

20 

28 

20 

30 
30 
30 
31 

25 
28 

19 
50 
50 

51 
28 

3 
3 

3.0 
1.2 

5.1 

3.1 
7.1 
7.3 
6.6 

15.4 
13.8 

|;' 

\2. 
18. 
12. C 

1.9 

4.3 

2.6 
1.2 

lo!2 
9.7 
7.3 

3.3 

7!3 

3!2 

13.6 

I12!; 
114.9 
lie.  8 
.15.6 
,13.9 
17.6 
12.8 

13;; 
19.' 

2.8 
7.9 
4.3 

1.0 

9.3 
10.0 
9.6 
7.1 

4.0 
3.2 

7!3 

6.6 

1.0 
3.0 
13.9 

13!2 
115.3 

f:-\ 

115.6 
1I2.9 

12! 
18. 

1.5 
7.8 

2.2 
1.5 

1.0 

5.0 
3.9 

7!2 
7.3 
6.6 

1.0 

15.3 
13.6 
,15.2 
1I2.3 
115.4 

12! 
■  18. 

'isl 

13. 

1.5 

2.3 

2.2 

1.5 

9.8 
9.6 
7.0 

5.0 

3.1 
7.1 
7.2 

6.6 

2A 
13.9 

15.2 
12.0 

I12! 

12! 
17. 

f; 
12! 

1.4 

2.2 
7.8 
4.2 

9.0 
9.7 

9.6 
6.9 

3.3 
3.0 

2'.5 
13.7 

lio!; 

,12.3 
17.. 
12. 

19! 
11. 

1.0 

9.3 

9.7 
9.5 

4.2 

1315 
115.1 

111.' 

Ii2;i 

19. 
12. 

1.8 

2.8 

7.6 

4.2 

2.0 
1.1 

1.0 

9.3 

5.0 

3.3 
7.2 
7.1 
6.6 

13!! 

15.7 
12.5 
■  15.3 
112. 2 

17! 

10. 
117. 
ilO. 

2.2 
2.6 

4.2 

2.3 
1.0 

9.3 
10.1 
9:8 
7.0 

3.0 
7.4 

6!6 

2!8 
13.6 

15.3 

;■! 

111.2 
115.7 

'17!: 
12.: 

ll!l 
1I8.O 

19!: 
11.. 

2.0 
4.2 

1.0 

9.3 
10.0 

4.9 

5.8 

1.3 
2.9 
13.6 

114.9 
112. 5 

17.2 

'is! 

13. 
19. 
12. 

1.8 
2.8 

7.6 

2.5 

1.0 

9.2 
9.9 

4.9 

4.6 

I'.'i 
7.4 
6.8 

1.1 

15.0 
13.1 

13! 

I12: 
17. 

1.5 
2.5 

4.2 

2.3 
1.0 

1.0 

9.2 
9.9 
9.4 
7.2 

4.9 
3.2 

7.: 
i'.i 

14.7 

17! 

13. 
■  18. 
,12. 

1.4 
2.4 

4.2 

2.2 
1.5 

1.0 

9.1 
9.8 
8.7 
7.2 

3.9 
3.0 

.8 
2.6 
13.6 

,13.; 

[12! 

15.. 
17. 
17!' 

;| 

w'. 

13. 

2!2 
7.4 

9!? 
3.8 

B.: 

.8 
2.5 

15!; 

a3'.4 

116.0 
17. 

I12! 
19; 

2.2 
2.2 

7.3 

2.0 
1.2 

1.0 

3.8 

7.0 
6.6 

13;: 

15.5 
13.9 
115.2 

,13. C 

2.9 
2.4 

7.3 

2.0 
1.2 

9.2 
9.6 
9.3 
7.0 

3.8 

2.8 

6.9 
7.0 

14;: 

16.0 
17.2 

le!' 
13:' 

3.9 

5.6 

9.1 
9.6 
9.3 
6.9 

3.7 
2.8 

2!. 
14.1 

13.3 
14. f 

,17'. 

17'. 
13. 

3.3 

5.4 

8.0 
4.1 

1.0 

9.1 
9.7 
9.2 
7.0 

4.8 

3.9 

.4 

15.1 
14.5 
,15.4 
,13.4 
13.1 

21I7! 
12! 

3.2 

1.0 

1.0 

s'.i 

4.7 
3.8 

els 

6.8 
6.3 

1316 

15.4 
15.8 
,15.0 

17!- 
13. c 

,18. 

,12. 
19. 

2.2 
3.9 

2.8 

9)7 
9.3 

6.9 
4.9 

2.8 
7.1 
6.9 

2)4 
14.8 

'au: 

16.8 
17:6 
11817 

14!: 
18.9 
12.9 

2.6 
3.4 

4.1 

2.5 
1.9 

1.0 

9.0 
9.7 
9.4 

6.8 

3.8 

6.8 

.3 
2.3 
17.7 

14.6 

12.8 

14.5 

16.9 
13.8 

'is!' 
14. 
18. C 
12.1 

2.4 
8.8 

2.5 
1.9 

1.0 

9.0 
9.9 
9.4 
6.9 

3.7 
.3 

2.: 

17.9 
17.1 
14.5 

13.7 
,18.6 
112. 0 

8.5 

2.3 
1.7 

9!9 

5.6 
3.8 

712 
7.1 
6.4 

17.6 
17.0 

lela 

13.7 

iia.6 
112.4 

17! 
12. 

1.9 
2.9 

8.2 

2.2 
1.4 

1.0 

5.5 

3.5 
7.4 

7.5 

6.5 

.2 
2.4 
13.5 

15.3 
13.9 

14.8 

17.0 

17.7 
16.1 

2.4 
2.9 

7.9 

4.0 

2.2 
1.4 

8.9 
9.8 
9.3 
7.0 

3.5 
3.5 

.5 
2.4 
14.0 

14!: 
114.8 

ll4'.: 
111. 8 

17.5 

'is'.: 

14. S 

1.9 
2.8 

3.9 

1.0 

8.9 

9.7 
9.3 
6.9 

5.0 

3.5 

7!: 
6.6 

.5 

15.0 
14.8 
114.5 
■  13.0 
114.9 

12!' 
17. 
15. 
1I8. 

'19; 

Ii 

3.9 

l!2 
1.0 

il 

5.0 

4.2 
7.0 
7.0 

6.6 

14.5 

17. C 
12. 
17. 
13 
■  18. 

is! 

13. 

2.1 
1.0 

8.9 
9.6 
9.2 
6.9 

5.1 

7!o 
7.0 

2!3 

14.7 

14.3 
17.2 

,17.1 

'i7!a 

13.2 
17.9 

2!8 

2.2 
1.1 

1.0 

8.9 
9.6 
9.2 
6.9 

3.6 
4.0 

2.3 
12.3 

13!l 
15.1 

■  15.1 

■  15.0 

■  11.8 

13!  3 
,18.1 

■  12. C 
18.0 

2!8 

4.0 
2.0 

8.9 
9.6 
9.3 
7.0 

5.5 

3.6 

7!f 
6.6 

.8 

15.7 
13.2 
14.9 

17! 

lis! 
12! 

8.92 

4.30 

3.21 
1.90 

1.00 

9!80 
7.30 

i7.00 

2.78 
7.50 

1.78 
4.20 
17.70 

12!3C 
17.  OC 

17!7C 
16.1 

L9!3 
15.6 
19.4 

7 
7 

1 
9 

20< 

9* 
2 

10+ 

13 

5 
10 
24 

24 

!5 
!6 

3.929 
2.015 

V%1 

9.0    8 
6.821 

3.3^8 

.224 
2.2184 

14.429 
12.0    5 
13.8  28+ 
10.5    6 
12.4  28 
10.^6 

12.0 1 

17.4!5 
11.4    6 

The  tollowi 


Obstructea  by  rough  Ice 
FrozCD  but  open  at  gage 
Upper  surface  ol  smooth 


rge  belo.  gage 


be  published 


Floating  Ice 
Pool  stage 
Dry  at  gage 
Interpolated 


KENTUCKY 
JUNE  1948 


STATION     INDEX 


STATION 


ADDISON  DAK  45 
ADOLPHUS   1  N 
ANCHORAGE 
ASHLAND  DAM  29 
ASHLAND  DAJl  29   LG 

BEAVER  DAM 

BENHAM 

BEREA  COLLEGE 

BEREA  WATER  WORKS 

BOWLING  GREEN 

BOWLING  GREEN  WB  AP 
BRENT  DAM  36 
BRENT  DAM  36   LG 
BROWNSVILLE  LOCK  6 
BURGIN  DIX  DAM 

BURNS  IDE 
CAMPBELLSVILLE 
CARROLLTON  LOCK  1 
CLERMONT  BERNHEIM  FOUND 
COLLEGE  HILL  LOCK  11 

CORBIN 

COVINGTON  WB  AIRPORT 

CYNTHIANA 

DANVILLE 

DUNDEE  BARRETTS  FORD  BR 

EARLINGTON 
EDDYVILLE  LOCK  F 
FALMOUTH 
FARMERS 
FLEMINGSBURG 

FORD  LOCK  10 
FORDS  FERRY  DAM  50 
FORDS  FERRY  DAM  50   LG 
FRANKFORT  LOCK  4 
FRANKLIN  WATER  WORKS 

GEST  LOCK  3 
GLASGOW 
GRANT  DAM  38 
GRANT  DAM  38   LG 
GRAYSON 

GREENSBURG 

GREENSBURG  HIWAY  61  BR 
GREENUP  DAM  30 
GREENVILLE   2  W 
HARTFORD   6  N 

HAZARD 

HEADiJUARTERS 
HEIDELBERG  LOCK  14 
HENDERSON   4  SW 
HIGH  BRIDGE  LOCK  7 

HINDMAN  SETTLEMENT  SCHOOL 
HOPKINSVILLE   2  E 
IRVINGTON 
KEENE   2  N 
KENTUCKY  DAM 

LANCASTER  ICE  PLANT 

LEITCHFIELD 

LEXINGTON  WB  AIRPORT 

LIBERTY 

LITTLE  HICKMAN  LOCK  8 

LOCKPORT  LOCK  2 
LOUISA  LOCK  3 
LOUISVILLE  LOWER  GAGE 
LOUISVILLE  STAN  WB  AP 
LOUISVILLE  UPPER  GAGE 

LOUISVILLE  WB  CITY 
LOVZLACEVILLE 
MADISONVILLE   2  SE 
MAMMOTH  CAVE  PARK 
MAYFIELD   2  S 

MAYSVILLE  DAM  33 
•"YSVILLE  DAM  33   LG 
MIDDLESBORO 
MIDWAY   2  S 
MONT  I  CELLO 

MOUNT  STERLING 
MUNFORDVILLE 
HURRAY 

ONEONTA  DAM  35 
ONEONTA  DAM  35 


LG 


OWENSBORO 

OWENSBORO  DAM  46 

PADUCAH  USE  RESERVATION 

PAINTSVILLE 

PIKEVILLE 


0031 
0043 
0155 
0254 
0259 


0909 
0978 
0983 
1046 
1127 

1156 
1256 
1345 
1611 
1704 

1801 
1855 
1998 
2040 
2358 

2407 
2445 
2775 
2791 
2903 

2953 
2961 
2966 
3028 
3036 

3203 
3241 
3358 
3363 
3391 

3430 
3435 
3443 
3451 
3652 

3709 
3722 
3741 
3762 
3837 

3899 
3994 
4165 
4369 
4414 

4620 
4703 
4746 
4755 
4825 

4857 
4943 
4953 
4954 
4955 

4956 
4967 
5067 
5097 
5232 

5243 
5248 
5389 
5407 
5524 

5640 
5684 
5694 
6033 
6038 

6091 
6096 
6122 
6136 
6353 


COUNTY 


BRECKINRIDGE 

ALLEN 

JEFFERSON 

BOYD 

BOYD 

OHIO 

HARLAN 

MADISON 

MADISON 

WARREN 

WARREN 

CAMPBELL 

CAMPBELL 

EDMONSON 

MERCER 

PULASKI 
TAYLOR 
CARROLL 
BULLITT 
MADISON 

WHITLEY 

KENTON 

HARRISON 

BOYLE 

OHIO 

HOPKINS 

LYON 

PENDLETON 

ROWAN 

FLEMING 

CLARK 

CRITTENDEN 

CRITTENDEN 

FRANKLIN 

SIMPSON 

HENRY 
BARREN 
BOONE 
BOONE 
CARTER 

GREEN 
GREEN 
GREENUP 


DRAINAGE 


OHIO 

PERRY 

NICHOLAS 

LEE 

HENDERSON 

JESSAMINE 

KNOTT 

CHRISTIAN 

BRECKENRIDGE 

JESSAMINE 

LIVINGSTON 

GARRARD 

GRAYSON 

FAYETTE 

CASEY 

JESSAMINE 

HENRY 

LAWRENCE 

JEFFERSON 

JEFFERSON 

JEFFERSON 

JEFFERSON 

BALLARD 

HOPKINS 

EDMONSON 

GRAVES 

MASON 

MASON 

BELL 

WOODFORD 

WAYNE 

MONTGOMERY 

HART 

CALLOWAY 

CAMPBELL 

CAMPBELL 

DAVIESS 

DAVIESS 

MCCRACKEN 

JOHNSON 

PIKE 


OHIO 
GREEN 
OHIO 
OHIO 
OHIO 

GREEN 

CUMBERLAND 

KENTUCKY 

KENTUCKY 

GREEN 

GREEN 
OHIO 
OHIO 
GREEN 
KENTUCKY 

CUMBERLAND 

GREEN 

KENTUCKY 

SALT 

KENTUCKY 

CUMBERLAND 

OHIO 

LICKING 

KENTUCKY 

GREEN 

OHIO 

CUMBERLAND 

LICKING 

LICKING 

LICKING 


KENTUCKY 

GREEN 

OHIO 

OHIO 

OHIO 

GREEN 
GREEN 
OHIO 
GREEN 
GREEN 

KENTUCKY 

LICKING 

KENTUCKY 

OHIO 

KENTUCKY 

BIG  SANDY 

CUMBERLAND 

GREEN 

KENTUCKY 

TENNESSEE 

KENTUCKY 

GREEN 

KENTUCKY 

GREEN 

KENTUCKY 

KENTUCKY 
BIG  SANDY 
OHIO 
OHIO 
OHIO 

OHIO 

MISSISSIPPI 

GREEN 

GREEN 

MISSISSIPPI 

OHIO 

OHIO 

CUMBERLAND 

KENTUCKY 

CUMBERLAND 

LICKING 

GREEN 

TENNESSEE 

OHIO 

OHIO 

OHIO 

OHIO 

OHIO 

BIG  SANDY 

BIG  SANDY 


< 

_l 

o     r 


38  27 

37  25 

36  58 

37  34 
37  34 
37  00 

36  58 

39  03 
39  03 

37  12 
37  48 

36  59 

37  20 

38  41 
37  56 

37  47 

36  57 

39  04 

38  23 

37  39 
37  33 

37  16 

37  03 

38  40 
38  09 
38  25 

37  53 

37  28 

37  28 

38  13 

36  43 

38  25 

37  00 

38  59 
38  59 
38  19 

37  16 


37  32 

37  15 

38  24 
37  33 
37  47 
37  49 

37  20 

36  52 

37  53 
37  58 
37  01 

37  37 

37  29 

38  02 
37  21 


86  34 
86  16 

85  33 
82  36 
82  36 

86  52 
82  57 
84  18 
84  16 
86  26 

86  26 
84  25 
84  25 
86  16 
84  43 

84  37 

85  21 
85  11 
85  40 
84  06 

84  06 
84  40 
84  18 
84  46 


TIME  OF       YEARS  OF 
OBSERVATION      RECORD 


EST 
EST 

684   CST 

955 

430   CST 


84  53 

85  40 
84  49 

84  49 
82  57 

85  30 

85  30 

82  51 
87  12 

86  54 

83  12 

84  07 

83  46 

87  37 

84  43 

82  59 

87  27 
86  17 
84  38 

88  16 

84  35 
86  18 
84  36 
84  55 
84  36 


38  26 

84  58 

38  07 

82  37 

38  17 

85  48 

38  11 

85  44 

38  17 

85  48 

38  15 

85  45 

36  58 

88  50 

37  19 

87  29 

37  12 

86  06 

36  42 

88  38 

38  38 

83  42 

38  38 

83  42 

36  37 

83  43 

38  07 

84  41 

36  50 

84  51 

38  03 

83  57 

37  16 

85  53 

36  37 

88  20 

38  58 

84  18 

38  58 

84  18 

37  46 

87  09 

37  47 

87  08 

37  04 

88  35 

37  49 

82  48 

37  29 

82  31 

HID 
HID 
):30A 


459  CSl 

479  CSl 

435  CS': 

800  CST 
364 


7A 


CS14:30I4:30I 


OBSERVER 


REFER 

TO 
TABLES 


CS16:30I7;30i  53 

CSl 

CST 

CSI 


CS^ 

cs: 
cs'; 
cs 

CS' 

CSl 

EST 

CSl 

CS';  HID 

CSl 


75 

76 

21 

23 

14 

14 

35 

36 

53 

52 

52 

57 

7 

12 

56 

59 

2] 

23 

23 

27 

53 

52 

20 

29 

66 

16 

13 

44 

LOCnuSTEB 
IDELL  H  DEARING 
C  E  BARRET 
LOCKHASTEB 
LOCKMASTKR 

E  G  YDUNG 
C  C  WHITEAKEB 
JAMES  A  GROSSMAN 
MRS  LAURA  B  GAFFARD 
JAMES  R  EDWARDS 

US  WEATHER  BUREAU 

LOCKHASTEB 

LOCKHASTER 

LOCKMASTER 

C  W  WILLIAMS 

SARAH  E  LEWIS 
ALVA  MCKINLEY 
LOCKHASTER 
BERNHEIM  FOUNDATION 
LOCKHASTEB 

US  WEATHER  BUREAU 
US  WEATHER  BUREAU 
MARSHALL  HILL 
R  P  COLD  IRON 


BRICK  SOUTHWOHTH 
THOMAS  SHITH 
JESSIE  OLDHAH 
HRS  CORDA  C  STAHPEB 
ilAURICE  O  CARPKNTEH 

LOCKHASTER 
LOCKHASTEB 
LOCKHASTER 
LOCKHASTEB 
HERMAN  D  NEAL 

LOCKHASTEB 
OS  A  L  FOLLIS 
LOCKHASTER 
LOCKHASTER 
SHIRLEY  I  STATEN 

HRS  HELL  H  LINGLE 

KENNETH  STOTTS 

LOCKHASTER 

C  H  LOVELL 

W  R  CARSON  SR 


2  3   5   7 


H  A  BAILEY 
L  H  GRIFFIN 
LOCKHASTER 


LOCKHASTEB 

ELIZABETH  WATTS 

W  K  HORBIS 

FLOYD  G  BOBBINS 

HABIOK  W  HAKIN 

TENN  VALLEY  ADTH0BIT1 

KENTUCKY  DTILTIKS  CO 
GEORGE  D  LITSEY 
US  WEATHER  BUREAU 
PALLIA  L  HAHKLA 


LOCKHASTEB 

BUSSELL  T 

US  ENGINEEBS 

US  WEATHER  BUBEAU 

US  ENGINEEBS 

US 

BLAINE 

J  W  HCCOY 

GRANVILLE  B  LILES 

HRS  JOE  PAYNE 

LOCKHASTEB 
LOCKHASTER 
HUGH  ALLEN 
JOHN  B  NUGENT 
E  O  COOPER 

FRED  CARTHILL 
ARDANA  B  RIFE 
RALPH  B  WEAR 
LOCKHASTER 
LOCKHASTER 

VIRGIL  P  CLARK 

LOCKHASTER 

H  SONGER 

JESSE  FAIRCHILD 

US  WEATHER  BUREAU 


^:'^ 


STATION    INDEX -Continued 


KENTUCKY 
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^ 

T 

IME 

OF 

YEARS  OF 

d 

OBSERVATION 

RECORD 

REFER 

Z 

O 

STATION 

X 

COUNTY 

DRAINAGE 

y- 

z 

> 

UJ 

a: 

O.' 

OBSERVER 

TO 

LU 
Q 

< 

—1 

o 

—1 

Ul 

2 

o 

UJ 

Q. 

UJ 

Q. 

< 

TABLES  1 

_l 

o 

UJ 

q: 

cc 

> 

Z 

o     r 

o     r 

UJ 

M 

a. 

H 

a. 

PLEASUREVILLK   2  S 

PRINCETON 

QUICKSAND 

RAVENHA  LOCK  12 

RICHKONB  TEACHERS  COLLEGE 

6435 
6575 

SHELBY 
CALDWELL 

KENTUCKY 
CUMBERLAND 

38  20 
37  06 

85  07 
87  53 

882 
529 

CST 
C8T 

5P 

6A 
5P 

46 

7 
50 

E  B  MORGAN 
ALTON  M  HARVILL 

2 
2 

3 

3   5 

6624 

BREATHITT 

KENTUCKY 

37  32 

83  21 

732 

CST 

7A 

23 

23 

R  W  JONES 

2 

3 

6679 
6805 

KSTILL 
MADISON 

KENTUCKY 
KENTUCKY 

37  40 
37  44 

83  57 

84  18 

631 
1000 

CST 
CST 

7A 
7A 

57 

32 
61 

L0CKMA3TER 

EASTERN  TEACHERS  COL 

2 
2 

3   7 
3   5 

RUMSEY  LOCK  2 

RUSSELLVILLE 

ST  JOHN  BETHLEHEM  ACADEMY 

SALVISA  LOCK  6 

SCIENCE  HILL 

7039 
7049 
7091 
7121 
7202 

MCLEAN 
LOGAN 
HARDIN 
MERCER 
PULASKI 

GREEN 

GREEN 

SALT 

KENTUCKY 

CUMBERLAND 

37  32 

36  51 

37  42 
37  56 
37  11 

87  16 
86  53 
85  59 
84  49 
84  39 

384 
590 
777 
520 
1065 

CST 
CST 
CST 
CST 
CST 

7A 
4P 

6P 

6A 
7A 
7A 
7A 
6P 

37 
52 

5 

31 
40 
52 
36 
5 

LOCKMASTER 

DR  SAMUEL  MCREYNOLDS 

SISTER  STEPHEN  CSELL 

LOCKMASTER 

WILLIAM  H  DOBBS 

2 
2 
2 
2 
2 

3   7 
3   5 
3   5 
3   7 
3   5 

SCOTTSVILLE 
SHELBYVILLE   2  W 
SPR I NGF I ELD 

7215 
7324 
7604 

ALLEN 
SHELBY 
WASHINGTON 

GREEN 
SALT 
SALT 

36  45 
38  13 

37  41 

86  12 
85  16 
85  14 

770 
825 
738 

CST 
CST 
CST 

6P 
5:301 

6P 
5:15/ 
8A 

2 
58 
7 

2 
60 
7 

NOBLE  ALLEN 
WILLA  S  A  RATTA 
JOHN  P  ELDER 

2 

2 
2 

3   5 
3   5 
3 

TYRONE  LOCK  5 
UNIONTOWN  DAM  49 

8179 
8197 

ANDERSON 
UNION 

KENTUCKY 
OHIO 

38  02 
37  46 

84  51 
87  57 

524 
357 

CST 
CST 

7A 
6A 

31 
20 

LOCKMASTER 
LOCKMASTER 

2 
2 

3 

3   7 

UNIONTOWN  DAM  49   LG 
VALLEY  VIEW  LOCK  9 
VAJ4CEBUKG  DAM  32 

8202 
8246 
8259 

UNION 
CLAY 
LEWIS 

OHIO 

KENTUCKY 

OHIO 

37  46 

37  51 

38  38 

87  57 
84  26 
83  21 

571 
525 

CST 
CST 
EST 

6A 
7A 
7A 

36 
35 

LOCKMASTER 
LOCKMASTER 
LOCKMASTER 

7 
3 
2 

7 
3   7 

VANCEBURG  DAM  32   LG 
WAYNESBURG   6  E 

8264 
8486 

LEWIS 
LINCOLN 

OHIO 
CUMBERLAND 

38  38 
37  22 

83  21 

84  34 

525 
1215 

EST 
CST 

7A 
7A 

7 

LOCKMASTER 
FRANK  HOECK 

7 
2 

3 

WEST  LIBERTY  WATER  WORKS 

WILLIAMSBURG 

WILLIAMSTOWN 

WILLOW  LOCK  13 

WOLF  CREEK  DAM 

8551 
8706 
8714 
8724 
8807 

MORGAN 

WHITLEY 

GRANT 

LEE 

RUSSELL 

LICKING 

CUMBERLAND 

LICKING 

KENTUCKY 

CUMBERLAND 

37  55 

36  44 

38  38 

37  36 
36  53 

83  15 

84  10 

84  34 
83  50 

85  08 

939 
943 
646 
610 

CST 
EST 
CST 
CST 
CST 

6P 
5:30) 

MID 

6:30 
7A 
7A 
7A 
8A 

52 
46 

1 

61 
46 
30 

1 

CHARLES  B  WEST 

MISS  NETTIE  SIMPSON 

LOCKMASTER 

FRANK  L  BLOODWORTH 

2 
2 
2 
2 
2 

3 

3   5 

3   5 

3   7 

3   5   6  7 

WOODBURY  LOCK  4 

8824 

BUTLER 

GREEN 

37  11 

86  38 

504 

CST 

7A 

52 

LOCKMASTER 

2 

3   7 

111  be  no  dupllcatl 


n  of  the  Station  Index  are  assigned  on  a  State  basis.   ' 

Delayed  data  and  corrections  will  be  carried  only  In  the  June  and  December  Issues  of  this  bulletin. 

Data  in  Tables  3,  5  and  6  are  for  the  24  hours  ending  at  time  of  observation.   See  the  Station  Index  for  observation  time. 

No  record. 
+  And  also  on  later  dates. 

*  Amount  included  in  following  measurement,  time  distribution  unknown. 

//  Gage  is  equipped  with  a  windshield. 

6  Precipitation  measured  at  6-hourly  intervals,  no  recording  gage. 

a,b,c,  through  i   Number  of  days  missing.   a  indicates  one  day  missing,  b  indicates  two  days  missing,  etc. 
ar  This  entry  in  time  of  observation  column  in  Station  Index  means  after  rain. 

k  Total  includes  snow  which  accumulated  in  collar  of  the  gage  during  previous  period,  and  fell  into  gage  for  this 

measurement, 
r  Station  equipped  with  recording  gage  only.   All  amounts  in  Table  3  are  for  the  non-recording  gages,  except  for 

stations  with  this  reference, 
z  Hourly  amounts  from  recording  gage  at  the  same  site  nay  be  found  in  Table  4. 

temperature  entered  on  date  of  occurence. 
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GENERAL  SUIOIARY 


Thermal  and  moisture  conditions  during  July  were  both  favorable  for  all  staple  crops, 
particularly  corn.   The  arrival  of  timely  rains  affected  renewed  growth,  and  at  the  close  of 
the  month  in  most  sections  crops  had  fully  recovered  from  the  setback  resulting  from  the 
prolonged  dry  weather  of  the  preceding  month.   However,  in  a  few  sections,  mostly  in  the 
northern  and  eastern  district,  more  rain  was  still  needed. 

Early  corn  made  good  to  excellent  progress  in  the  western  and  central  counties  and  had 
about  reached  the  milk  stage  at  the  close  of  the  month.   In  the  eastern  counties  growth  was 
less  satisfactory,  and  the  general  condition  of  the  crop  could  not  be  rated  better  than  fair. 
The  late  crop  ranged  from  good  to  fair.   Most  of  it  was  tasseling  and  had  received  its  last 
cultivation  before  the  month  ended. 

The  condition  of  tobacco  was  rather  spotted,  ranging  from  very  good  to  occasionally 
poor.   Topping  and  priming  began  in  the  southern  and  western  counties  about  the  middle  of 
the  month  and  gradually  became  general  in  these  sections.   In  the  northern  and  eastern 
counties,  however,  this  work  was  only  just  beginning  during  the  last  week. 

Pastures  improved  considerably,  and  ranged  from  fair  to  excellent.   Considerable  grass 
and  clover  hay  was  made  during  the  dry  period  early  in  the  month,  but  much  hay  that  was  cut 
later  did  not  cure  well  or  was  damaged  by  frequent  showers.   Early  potato  digging  yielded 
only  a  fair  crop.   Soy  beans,  where  planted,  were  in  good  condition.   In  the  western  fruit 
districts  picking  and  marketing  of  a  fairly  good  peach  crop  was  in  progress. 

A  small  squall  at  Louisville  during  the  late  afternoon  of  the  4th  overturned  two  small 
planes,  injured  three  persons,  and  caused  other  damage  along  the  waterfront,  amounting  to 
about  $10,000. 

The  Ohio  River  remained  at  pool  stage  throughout  the  month,  except  for  a  few  days  toward 
the  end  of  the  month  when  dams  were  partly  lowered  in  some  of  the  upper  districts.   Dams 
were  again  all  up  at  the  end  of  the  month. 

TEMPERATURE 

The  average  temperature  was  77.1°  or  0.1°  above  normal.   Temperatures  were  unusually 
moderate  for  July  with  but  one  short  period  during  which  daily  mean  temperatures  were  much 
more  than  5°  above  normal  and  maxima  above  95°.   On  the  other  hand,  there  were  but  a  few  days 
of  comparatively  cool  weather.   The  extremes  for  the  State  were  103°  at  Benham  on  the  5th, 
and  46°  at  Beaver  Dam  on  the  2nd, 

PRECIPITATION 

The  average  precipitation  was  5.04  inches,  or  0.89  inch  above  normal.   Rainfall  was  very 
unevenly  distributed,  monthly  amounts  ranging  from  over  ten  inches  in  portions  of  McLean  and 
Hopkins  Counties  to  less  than  two  inches  in  Boyd  County.   There  was  practically  no  rain  until 
after  the  10th,  when  showers  became  frequent,  with  some  heavy  to  excessive  rains  in  portions 
of  the  northwestern  counties  and  in  parts  of  the  Bluegrass  region.   The  extreme  monthly  amount 
for  the  State  were  12.09  inches  at  Rumsey  and  1.90  inches  at  Ashland.   The  greatest  24  hour 
amount  was  4.60  inches  at  Rumsey  on  the  14th. 
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TABLE     1 
COMPARATIVE    DATA 


KENTUCKY 

JULY  1'MH 


YEAR 


1889 
1890 
1891 
1892 
1893 

1894 
1895 
1896 
1897 
1898 

1899 
1900 
1901 
1902 
1903 

1904 
1905 
1906 
1907 
1908 

1909 
1910 
1911 
1912 
1913 

1914 
1915 
1916 
1917 
1918 


TEMPERATURE 


75.1 
73.0 
74.0 
76.5 
78.8 

76.2 
75.2 
77.4 
77.8 
77.8 

77.3 
77.9 
81.7 
78.1 
77.5 

75.2 
75.9 
75.2 
78.1 
76.9 

74.8 
76.2 
75.8 
76.8 
79.9 

78.8 
75.7 
78.6 
75.3 
73.8 


98 
101 

91 
100 
101 

105 
99 
103 
107 
102 

100 
101 
112 
107 
104 

99 
102 
100 
102 
100 

99 

96 

105 

100 

109 

109 
102 
102 
100 
103 


50 
44 
47 
48 
50 

43 
49 
47 
50 
48 

47 
50 
48 
48 
49 

46 
52 
51 
40 
50 

48 
51 
42 
53 
48 

43 
49 
52 
50 
46 


PRECIPITATION 


5.62 
2.66 
4.08 
3.30 
3.48 

2.03 
5.75 
7.44 
4.79 
4.71 

3.78 
4.91 
1.72 
1.91 
3.53 

3.40 
5.93 
6.02 
4.71 
3.94 

6.01 
8.63 
2.28 
5.50 
2.54 

3.20 
5.30 
4.17 
4.38 
3.28 


ui  o 
>  z 

<  <n 


YEAR 


1919 
1920 
1921 
1922 
1923 

1924 
1925 
1926 
1927 
1928 

1929 
1930 
1931 
1932 
1933 

1934 
1935 
1936 
1937 
1938 

1939 
1940 
1941 
1942 
1943 

1944 
1945 
1946 
1947 
1948 
PERIOD 


TEMPERATURE 


79.5 
75,2 
81.1 
76.4 
76.8 

73.7 
76.7 
77.6 
75.7 
77.0 

76.7 
80.5 
79.9 
78.5 
77.0 

81.2 
78.8 
81.4 
75.6 
77.2 

76.5 
75.5 
76.5 
78.1 
77.8 

77.5 
75.2 
76.1 
71.6 
77.1 
77.0 


104 

99 

106 

102 

99 

99 
105 
107 
101 
100 

101 
114 
104 
103 
106 

110 
103 
113 
102 
100 

102 
102 
106 
101 
102 

103 
104 
100 
102 
103 
114 


PRECIPITATION 


50 
44 
52 
47 
44 

45 
46 
43 
45 
50 

46 
45 
51 
49 
47 

57 
55 
46 
41 
52 

50 
46 
51 
48 
48 

45 
46 
45 
40 
46 
40 


2.10 
3.83 
2.65 
4.77 
3.59 

3.63 
3.93 
4.36 
3.71 
4.07 

3.97 
1.25 
3.85 
4.31 
6.05 

4.36 
5.16 
3.78 
3.04 
7.27 

4.83 
2.68 
5.71 
4.71 
4.21 

1.93 
3.33 
4.23 
3.84 
5.04 
4.15 


en  * 

UI  o 

>  z 

<  </) 


*  o 


PRESSURE     WIND.    HUMIDITY,    SUNSHINE,    DEGREE     DAYS 


STATIONS 

SEA    LEVEL    PRESSURE 
EXTREMES-INCHES 

WIND 

RELATIVE  HUMIDITY 
AVERAGES 

SUN- 
SHINE 

O   UJ 

O    0 
UI    lO 

o  to 

(/) 

UJ 

X 

I 

UJ 
< 

UJ 

o 

_1 

UJ 

< 
O 

si 

<  o 

on    UJ 
UI    UJ 
>    Q. 

<  (/) 

I 
a: 

IS 

X    UJ 
<    Q. 

z 
o 

o 

UI 

a: 
o 

UJ 

< 

t- 

V) 

UJ 

< 

O 

V) 
UI 

< 
o 

ro 

UI 
Q. 

\- 
</) 

UJ 
Q. 

o 

O 
1-    ^ 

£s 

O    CD 
QC    (/) 
UJ    O 

a.   a. 

LOUISVILLE   AIRPORT 

30.28 

2 

29.69 

22 

6.1 

31 

SW 

17 

84 

85 

55 

59 

70 

0 

KENTUCKY 
JULY  1948 


TABLE    2 
CLIMAT0L06ICAL    DATA 


STATION 


WESTERN  DIVISION 

BEAVER  DAM 

DUNDEE  BARRETTS  FORD  BR 

EARLINGTON 

FORDS  FERRY  DAM  50 

GREENVILLE  2  W 

HARTFORD  6  N 
HENDERSON  4  SW 
HOPKINSVILLE  2  E 
KENTUCKY  DAM 
LOVELACEVILLE 

MAYFIELD  2  S 

MURRAY 

OWENSBORO 

OWENSBORO  DAM  46 

PADUCAH  USE  RESERVATION 

PRINCETON 
RUMSEY  LOCK  2" 
RUSSELLVILLE 
UNIONTOWN  DAM  49 

DIVISION 


CENTRAL  DIVISION 

ADDISON  DAM  45 
ADOLPHUS  1  N 
ANCHORAGE 
BASS  3  SW 
BOWLING  GREEN 

BOWLING  GREEN  WB  AP 
BRENT  DAM  36 
BROWNSVILLE  LOCK  6 
BURGIN  DIX  DAM 
BURNS IDE 

CAMPBELLSVILLE 
CARROLLTON  LOCK  1 
CLERMONT  BERNHIEM  FOUND 
COVINGTON  WB  AIRPORT 
DANVILLE 

EDMONTON 
FHANKFORT  LOCK  4 
FRANKLIN  WATER  WORKS 
GEST  LOCK  3 
GLASGOW 

GRANT   DAM   38 

GREENSBURG 

GREENSBURG   HIWAY   61    BR 

IRVINGTON 

KEENE    2   N 


TEMPERATURE,    IN    DEGREES   FAHRENHEIT 


<  s  s 

a.  o  c 

uj  a:  o 

Q  li.  2 


76.6 

78.1 

78.4m 

78.8m 


77.8 
76.0 

78.8 

77.0 

78.6 

79.3m 

77.2 

79.6 

78.0 


75.4 

77,9 
77.1 

76.4 

76.2 
75.5 
76.8 


-1.5 
-0.9 
+1.0 

-1.7 
-3.1 

-0.8 

-2.1 

+    .7 

-1.1 

-1.4 

+1.4 

-0.9 


1.5 
-1.0 


78.0 
76.9 


+1.1 
+1.0 


+1.1 
0.8 


46 


12 

49 

10 

57 

12 

3+ 

53 

4+ 

51 

51 

52 
50 

51 

49 
51 
55 

54 


■JO.   OF 
DAYS 


2  19 
23 
24 

15 


PRECIPITATION,   IN    INCHES 


o  ir 

(E    O 


8.05 
5.82 
10.26 
5.79 
6.32 

7.33 
6.34 
5.43 
3.36 
4.94 

4.82 
3.40 
4.69 
4.55 


5.18 

12,09 

4.78 

3.91 

5.95 


6.48 
5.25 
4.47 
6,69 
6.22 

5.97 
3.79 
5.07 
4.81 
3.52 


+4.39 

+6.56 
+3,04 
+2,52 


+3.13 
+1.47 

+2.27 

+1.64 
+  .14 
+1.39 
+1.70 


+1.71 
+9.09 
+  .50 
+    .50 

+2.67 


+3.08 
,29 


6.27 
3.15 
5.46 
3.55 
4.67 

7.01 
4.77 
2,55 
3.05 
7.21 

6.07 
5.92 
5.38 
4.77 
3,82 


1.70 
.17 

+1.16 
.65 

-1.18 


-    .33 


+    .28 

+2.23 

68 

-1.48 

1.25 

+2.19 

+2.68 
+1.83 


2,23 
1.45 
2.38 
1.18   14 
2.00   20 


1.73 
1.49 
1.21 
1.48 
1.48 

1.35 

.65 

1.76 

1.18 


1.64 

4.60 

1.09 

.92 

4.60 


13 
21 
14 
14 
14 

14 
24 
22 
21 
31 

14 
15 
23 
28 
13 

21 
12 
12 
22 
19 


SNOWFALL 
(UNMELTED) 


£0 

UJQ.O 

<so<s 


NO.    OF 
DAYS 


15 
14 
12 
5 
13 

14 
13 
13 
11 
11 

10 
13 
12 
13 
14 

10 
17 
7 
13 
13 

15 
10 
9 
12 
14 


SEE   REFERENCE   NOTES   FOLLOWING   STATION    INDEX 


TABLE   2  —  Continued 
CLIMATOLOGICAL    DATA 


KENTUCKY 

■  J  Jl  Y  ■.■■\,: 


TEMPERATURE 

,    IN    DEGREES    FAHRENHEIT 

PRECIPITATION,    IN    INCHES 

^0.    OF 

SNOWFALL 

NO.    OF 

STATION 

^ 

^        ^ 

1- 

DAYS 

UJ 

q: 

^        _. 
CC   _   < 

< 

o 

(UNMELTEO) 

DAYS 

UJ 

Si 

_i 

£°o 

XUJ 

oa: 
zo 

?  o 

z 

4   S  S 

UJ 

UJ 

UJ 

UJ 

< 

OQ 

< 

<J  s  z 

< 

UJ 

< 

;j| 

UJ 

-s 

_  z 

< 

UJ 

Q.    O  CC 
lij  cc  o 

X 

1- 
< 

1 

< 

4  0: 

?q: 

o 

Q.  o  a: 

UJ    CK    o 

CC 

t- 

o 

< 

5"^ 

^'^ 

o 
o  a: 

Z 

oUlz 

X 

o 

-) 

Q 

SO 

EO 

•" 

O    U.    2 

o 

Q 

t- 

5SS 

Q 

-"o 

^o 

-  o 

LANCASTER    ICE   PLANT 

7.48 

+2.98 

1.50 

13 

9 

8 

4 

LEITCHFIELD 

76.7 

-0.6 

96 

4 

52 

2 

16 

7.88 

+4.16 

1.92 

16 

17 

8 

3 

LEXINGTON  WB   AIRPORT 

76.6 

+    .7 

96 

5 

56 

25 

8 

3.57 

-    .08 

.81 

22 

15 

6 

LIBERTY 

5.32 

.89 

31 

14 

9 

LITTLE   HICKMAN   LOCK   8 

7.86 

+3.71 

2.26 

31 

10 

8 

3 

LOCKPORT  LOCK  2 

2.72 

-1.22 

.93 

18 

15 

3 

LOUISVILLE    STAN   W   B   AP 

78.0 

+    .4 

98 

4 

55 

2 

9 

3.74 

+    .04 

.92 

22 

13 

4 

LOUISVILLE   UPPER   GAGE 

5.26 

1.40 

22 

14 

6 

2 

LOUISVILLE   WB   CITY 

78.3 

-0.3 

97 

4 

62 

2+ 

9 

5.17 

+1.37 

1.69 

22 

13 

6 

1 

HAMMOTH  CAVE   PARK 

75,4m 

-0.8 

94 

31 

51 

1 

14 

6.88 

+2.57 

2.32 

14 

14 

7 

1 

MIDWAY   2    S 

3.13 

.80 

23 

10 

5 

MONTICELLO 

3.82 

-    .25 

1.53 

16 

8 

4 

1 

PLEASUREVILLE    2   S 

2.04 

.70 

18 

6 

4 

ST   JOHN  BETHLEHEM  ACAD 

76.9 

+    .3 

98 

5 

51 

2 

12 

4.59 

+    .96 

.97 

13 

10 

6 

SALVISA   LOCK   6 

3.03 

-1.03 

.95 

23 

13 

5 

SCIENCE   HILL 

76.2 

+1.0 

98 

4 

50 

2 

9 

6.36 

+2.25 

1.23 

13 

13 

10 

1 

SCOTTSVILLE 

78.5 

98 

4 

50 

2 

22 

4.28 

1.34 

19 

13 

6 

1 

SHKLBYVILLE   2   W 

75.9 

-1.0 

96 

4 

52 

2 

11* 

2.88 

-1.10 

.38 

184 

16 

7 

SPRINGFIELD 

5.04 

+1.25 

1.02 

144 

9 

7 

2 

TYRONE  LOCK  5 

3.63 

-    .49 

1.40 

18 

11 

3 

1 

WAYNESBURG   6  E 

10.81 

2.50 

14 

13 

12 

4 

WILLIAMSTOWN 

76.7 

-0.1 

96 

5 

56 

2 

8 

6.27 

+2.49 

1,90 

14 

If: 

6 

2 

WOLF   CRKRK  DAM 

77.7 

98 

44 

55 

2 

18 

6.90 

2.69 

14 

15 

6 

2 

WOODBURY  LOCK  4 

7.36 

+3.73 

2.16 

16 

12 

8 

3 

DIVISION 

76.9 

-0.1 

98 

34 

49 

2 

12 

5.14 

+1.05 

2.69 

14 

12 

6 

1 

EASTERN  DIVISION 

ASHLAND  DAM  29 

78.0 

+1.3 

98 

5 

54 

2 

17 

1.90 

-2.28 

.97 

31 

8 

3 

BKNHAM 

76.3 

103 

5 

48 

2 

13 

3.47 

.42 

17 

14 

7 

BEREA  COLLEGE 

76.2 

-0.2 

93 

31 

49 

2 

10 

6.27 

+1.54 

.96 

12 

15 

9 

BEREA   WATER   WORKS 

5.70 

1.15 

21 

14 

8 

2 

COLl.Fr.E   HILL   LOCK   11 

8.64 

+4.17 

2.52 

31 

11 

7 

3 

CORBIN 

76.2 

99 

5 

53 

25 

14 

4.18 

.85 

13 

17 

6 

CYWTHIANA 

3.88 

+    .35 

1.93 

23 

12 

4 

1 

FALMOUTH 

2.49 

-1.42 

.55 

23 

14 

5 

FARMERS 

96 

3 

10 

4.82 

+    .08 

1.16 

31 

13 

7 

1 

FLEMINGSBURG 

4.36 

+    .10 

1.10 

15 

13 

6 

1 

FORD   LOCK  10 

4.68 

-    .37 

.90 

23 

15 

7 

GRAYSON 

4.04 

1.32 

31 

14 

5 

1 

GREENUP  DAM  30 

3.15 

-1.17 

1.22 

31 

15 

3 

1 

HAZARD 

2.94 

-2.34 

.85 

15 

11 

5 

HEADQUARTERS 

3.41 

.78 

12 

13 

4 

HEIDELBERG   LOCK   14 

76.3 

+    .1 

97 

44 

51 

2 

g 

4.30 

-    .75 

1.69 

28 

14 

6 

1 

HINDMAN   SETTT.EMENT   SCH 

75.4 

97 

6 

50 

2 

9 

4.73 

1.06 

18 

15 

7 

1 

JACKSON 

3.88 

-1.13 

1.13 

14 

10 

8 

1 

LOUISA   LOCK   3 

4.64 

+    .72 

MAYSVILLE   DAM   33 

76.3 

-0.6 

94 

44 

53 

2 

11 

2.36 

-2.09 

1.00 

23 

13 

2 

1 

SEE  REFERENCE  NOTES  FOLLOWING  STATION  INDEX 


KENTUCKY 

JULY  1948 


TABLE  2 -Continued 
CLIMATOLOGICAL    DATA 


STATION 


TEMPERATURE,  IN  DEGREES  FAHRENHEIT 


2  S 

o  c 
q:  o 


NO.   OF 
DAYS 


PRECIPITATION,  IN    INCHES 


<  s  S 

Q.  o  a: 

uj  q:  o 

o  u.  z 


SNOWFALL 
(UNMELTED) 


uao 
ceujo: 


NO.    OF 
DAYS 


O 

1  O 

o  = 

o  a: 

-  o 


MIDDLESBORO 
MOUNT  STERLING 
ONEONTA  DAM  35 
PAINTSVILLE 
PIKEVILLE 

QUICKSAND 
RAVENNA  LOCK  12 
RICHMOND  TEACHERS  COL 
VALLEY  VIEW  LOCK  9 
VANCEBURG  DAM  32 

WEST  LIBERTY  WATER  WORKS 

WILLIAMSBURG 

WILLOW  LOCK  13 

DIVISION 

STATE 


77.3 

77.7 


76.1 


+1.8 
+1.3 


76.5 
77.1 


-2,2 


+0.1 
+0.1 


103 
103 


3.53 
6.56 
4.35 
6.55 
4.94 

3.47 
4.73 
5.99 
3.74 
2.66 

5.93 
4.53 
4.23 

4.40 
5.04 


-1.45 
+1.62 
+  .38 
+1.66 
+  .34 

-1.86 

-  .22 
+1.66 

-  .92 
-1.71 


-  .51 

-  .27 


-0.23 
+0.89 


1. 

1.38 

1.00 


1.96 

2.88 

1.14 

.55 

1.09 
1.20 
1.02 

2.88 
4.60 


SEE  REFERENCE  NOTES  FOLLOWING  STATION  INDEX 
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TABLE    3 
DAILY    PRECIPITATION 


KENTUCKY 
JULY  1948 


STATION 


DAY    OF    MONTH 


ADDISON  DAM  4S 

ADOLWllS    \    M 
ANCHORAGE 


BBAVBR  DAN 

BCNMAN 

BBRSA  COLLtCi; 

BERKA  WATER  WORKS 

BOWLING  GREEN 

BOWl,lNr.  GREEN  WB  AP 
BRENT  DAM  36 
BROWNSVILLE  LOCK  • 
BURG  IN  DIX  DAH 


CAMPBELLSVILLE 
CARROLLTON  LOCK  1 
CLERMONT  BERNHIEU  FOUND 
COLLEGE  HILL  LOCK  11 
CORBtN 


DANVILLE 

DUNDEE  BARRETTS  FORD  BR 

EARLINGTON 

EDOYVILI.E    LOCK    F 

EnyONTON 

FALMOUrn 

FARMERS 

FLEMINCSBUHC 

FORD  LOCK  1 
FORDS  FERRY  DAM  5 
FRANKFORT  LOCK  4 
FHANK1,1N  WATER  WORKS 
GEST  LOCK  3 


CREF.mjP  DAM  30 
GREENVILLE  2  W 
HARTFORD  6  N 
HAZARD 
HEADQUARTERS 

HEIDELBERG  LOCK  14 
HENDERSON  4  SW 
HIGH  BRIDGE  LOCK  7 
HINDMAN  SETTLEMENT  SCH 
HOPKINSVILLE  2  E 

IRVINGTON 
JACKSON 
KEENK  2  N 
KENTUCKY  DAM 
LANCASTER  ICE  PLANT 

LEITCHFIELD 

LEXINGTON  WB  AIRPORT 

LIBERTY 

LITTLE  HICKMAN  LOCK  8 

LOCKPORT  LOCK  2 

LOUISA  LOCK  3 
LOUISVILLE  STAN  WB  AP 
LOUISVILLE  UPPER  GAGE 
LOUISVILLE  WB  CITY 
LOVELACEVILLE 

MAMMOTH  CAVE  PARK 
MAY7IELD  2  S 
MATSVILLE  DAM  33 
MIDDLESBORO 
MIDWAY  2  S 

MONT  I  CELLO 

HOCNT  STERLING 

MURRAY 

ONEONTA  DAM  35 

OWENSBORO 

OWENS 

OWENSBORO  DAM  46 

PADUCAH  USE  RESERVATION 

PAINTSVILLE 

PIKEVILLE 

PLEASUREVILLE2  S 


LOCK  12 
RICHMOND  TEACHERS  COL 
RUMSEY  LOCK  2 

RUSSELLVILLE 

ST  JOHN  BETHLEHEM  ACAD 

SALVISA  LOCK  6 

SCIENCE  HILL 

SCOTTSVILLE 

SHELBYVILLE  2  W 
SPRINGFIELD 
TOMPKINSVILLE  TEL  OFF 
TYKONE  LOCK  5 
UNIONTOWN  DAM  49 


27 

22 

97 

79 

07 

12 

IS 

46 

IH 

.37  I 


k.Ol 


SEE  RSFERENCE  NOTES  FOLLOWING  STATION  INDEX 


KENTUCKY 
JULY  1948 


TABLE    3  -Continued 
DAILY    PRECIPITATION 


DAY    OF    MONTH 


■ILLIAMSTOWN 
»ILLO»  UXK    13 
WOLF  CREEH  DAM 
tOOOBDRY  LOCK  * 


M 


SEE  REFERENCE  NOTES  FOLLOWING  STATI 


TABLE    5 
DAILY    TEMPERATURES    (°  FAHREN  HEIT  ) 


KENTUCKY 
JULY  1948 


STATION 

DAY  OF  MONTH 

1 

Z 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29  30 

31 

ANCHOKAGK 

MAX 
IdIN 

83 
52 

86 
51 

89 
55 

97 
61 

92 
67 

92 
64 

85 
59 

83 
61 

92 

66 

93 
69 

86 
64 

85 
69 

79 
G8 

89 
70 

88 
68 

87 
70 

93 
67 

88 
67 

89 
67 

75 
69 

)0 
69 

78 
69 

75 
69 

81 
54 

82 
54 

78 
66 

90 
63 

88 
65 

90 
65 

92 
69 

85 
66 

86 .  S 
64.2 

ASHUUm  DAy  29 

MAX 
UIN 

82 
64 

82 
54 

95 
59 

97 
59 

98 

65 

91 
65 

89 
66 

87 
61 

90 
68 

90 
65 

89 
70 

90 
72 

90 
71 

84 
72 

87 
70 

89 
70 

93 
69 

92 
68 

90 
70 

90 
72 

92 
71 

91 
65 

89 
71 

85 
62 

85 
56 

84 
62 

84 
68 

93 
72 

96 
68 

96 
70 

83 
69 

89.5 
66.5 

BKAVKR  DAM 

MAX 

MIN 

83 
52 

91 
46 

97 
51 

99 
61 

97 
65 

94 

65 

92 
61 

59 

96 
65 

93 
62 

85 
63 

92 
67 

82 

67 

88 

92 
65 

90 
65 

91 
67 

93 

65 

91 
65 

91   94 
65   68 

94 

60 

80 

65 

81 

56 

82 
53 

87 
64 

89 
65 

90 
63 

93 
67 

95 
69 

86 
66 

90.4 
62.7 

BENHAM 

MAX 
MIN 

61 

80 
48 

94 

54 

98 

57 

103 
63 

99 

64 

89 
65 

88 
56 

89 
63 

89 
60 

85 
67 

82 

71 

88 
66 

85 
68 

84 

68 

87 
67 

90 

89 

65 

65 

90  '  92 
64   67 

92 
69 

94 
67 

85 
65 

80 
52 

90 
58 

94 
63 

85 
66 

86 
62 

94 
64 

95 
66 

89.5 
63.1 

BKRKA  COLLEGE 

MAX 

MIN 

80 
57 

88 
49 

92 
59 

94 

61 

95 
65 

95 

67 

82 
60 

89 
59 

90 

69 

87 
65 

84 
69 

85 
68 

84 

68 

86 
67 

88 
67 

86 
68 

80 
68 

87 

67 

85 
65 

88   90 
67   69 

87 
75 

83 
69 

88 
58 

81 
52 

90 
62 

88 
69 

89 
67 

92 

66 

92 
70 

93 
68 

87.7 
64.7 

BOWLING  GREEN  WB  AP 

MAX 
MIN 

83 
59 

92 
52 

98 
58 

98 

71 

92 
70 

90 
68 

90 
69 

92 

64 

92 
73 

67 

77 
70 

94 
69 

84 
72 

88 
71 

89 
68 

90 
71 

89 
72 

91 
69 

90 
68 

72 

91 
71 

91 
70 

8] 
62 

80 
59 

85 
55 

89 
64 

85 
71 

89 

67 

93 
68 

94 
67 

84 
64 

89.0 
66.7 

BURGIN  blX  DAM 

MAX 

MIN 

82 
57 

88 
50 

95 

56 

97 
61 

97 
69 

93 

67 

92 
60 

91 
59 

92 
69 

93 

66 

67 

86 
70 

86 
69 

87 
68 

89 
67 

89 
70 

91 

68 

89 
67 

88 

65 

8.'i 

67 

92 
71 

89 
71 

89 
69 

80 
58 

85 
53 

86 
63 

85 
68 

89 
66 

90 
65 

93 
68 

85 
70 

89.2 
64.9 

CAMPBELLSVILLE 

MAX 
MIN 

82 
58 

87 
51 

94 

58 

97 
64 

95 
71 

92 
65 

89 
61 

94 
60 

92 
70 

91 
64 

83 
69 

89 
69 

84 
69 

85 
70 

88 

66 

88 
68 

88 
68 

88 
68 

87 
67 

87 
57 

90 
70 

90 

74 

84 
64 

81 
59 

84 
53 

84 
59 

85 
62 

88 

65 

91 
65 

90 

67 

84 
67 

Gl'.l 

CLERMONT  BKRNBIEM  FODN 

MAX 
MIN 

82 
52 

88 
49 

93 

51 

96 
60 

95 

68 

93 
64 

85 
59 

89 
57 

89 
65 

91 
67 

88 
66 

69 

82 

87 
70 

89 
66 

87 
70 

92 
67 

90 
68 

87 
70 

85 
67 

92 
70 

89 
75 

82 
70 

81 
58 

85 
51 

84 
65 

89 
64 

88 
65 

90 

65 

93 
68 

85 
67 

88.2 
64.2 

CORE IN 

MAX 
MIN 

79' 
58 

85 
56 

89 
60 

92 

65 

99 
64 

90 
62 

84 
64 

88 
60 

66 

86 
63 

83 
67 

91 
68 

86 

80 

86 
69 

90 
70 

91 
68 

91 
68 

90 
67 

92 
68 

92 

63 

94 
70 

85 
65 

78 
58 

85 
53 

91 
60 

78 
68 

89 

66 

92 
65 

94 
67 

81 
70 

87.7 
64.7 

MAX 
MIN 

79 
58 

85 
51 

92 
59 

94 
63 

91 
73 

89 
67 

83 
62 

86 
60 

91 
67 

92 
70 

67 

79 
70 

83 
70 

85 
69 

89 
63 

84 
72 

87 
68 

88 
66 

86 
69 

80 
69 

87 

651 

79 
69 

79 

62 

82 
55 

82 
58 

77 
69 

87 

65 

87 
67 

89 
68 

89 
71 

64 

85.5 
65.4 

DANVILLE 

MAX 
MIN 

79 
59 

84 

55 

91 
62 

94 
67 

94 
72 

91 
69 

89 
64 

88 
62 

90 
70 

88 
68 

83 
69 

84 
70 

83 
70 

84 
70 

84 
70 

86 
70 

89 
70 

88 
67 

84 
68 

86 
70 

90 
70 

88 
75 

84 
69 

76 
61 

82 
56 

84 
66 

82 
70 

87 
69 

69 

90 
71 

69 

86.4 
67.2 

EARLINGTON 

MAX 
MIN 

81 
53 

90 
49 

93 
55 

92 
65 

94 

92 
69 

91 
68 

92 
64 

93 

66 

92 
64 

85 
65 

95 
71 

87 
70 

88 
72 

93 
69 

92 

68 

89 
70 

91 
69 

89 
67 

90 
68 

93 
70 

92 
72 

92 
68 

91 
65 

87 
64 

85 
60 

85 
67 

87 
65 

92 
71 

92 
74 

85 
68 

90.0 
66.2 

FARMERS 

MAX 

MIN 

81 

84 

96 

95 

94 

91 

92 

90 

90 

85 

86 

86 

87 

83 

85 

88 

80 

89 
63 

90 

6£ 

37 

80 

89 

85 

84 

84 

84 

83 

89 

91 

91 

85 

87.2 

FORDS    FERRY  DAM  5 

MAX 
MIN 

58 

82 
58 

89 
57 

93 

94 

91 
67 

90 
70 

91 

65 

64 

95 

64 

92 

64 

87 

71 

93 
71 

87 
73 

89 
71 

93 
69 

92 
69 

91 
70 

93 
69 

(i7 
69 

93 
72 

94 
72 

92 
68 

78 
60 

80 
59 

87 
68 

84 
68 

89 
68 

91 
71 

93 
75 

93 
65 

89.7 
67.1 

FRANKFORT  LOCK  4 

MAX 
MIN 

83 
56 

54 

^5^ 

98 
62 

97 
69 

95 
67 

91 
62 

90 

61 

92 
67 

91 
69 

89 
68 

88 
72 

89 
70 

86 

90 
69 

90 
70 

90 
69 

92 
67 

91 
69 

it5 
■59 

92 
71 

91 
74 

89 
71 

83 
60 

85 
57 

88 
65 

87 
67 

91 
71 

93 
66 

95 
68 

90 
71 

90.1 
66.2 

GREENSBURG 

MAX 
MIN 

83 
60 

87 
53 

92 
60 

97 
66 

96 
73 

92 
68 

89 
65 

91 
61 

92 
71 

91 
67 

86 
70 

86 
71 

86 
71 

83 
72 

86 
68 

88 
70 

90 
71 

89 

88 
69 

87 
70 

92 
70 

91 
75 

88 
70 

79 
62 

84 
57 

88 
64 

83 

71 

90 
69 

92 
68 

93   89 
69   68 

88.6 
67.3 

GREENVILLE  2  W 

MAX 
MIN 

89 

91 

94 

94 

94 

94 

90 

90 
61 

94 
69 

92 
65 

88 
67 

69 

81 
70 

90 
73 

95 
69 

92 
69 

92 
68 

90 
69 

89 
67 

89 
69 

92 

70 

90 
70 

79 
69 

79 

60 

85 
55 

86 
69 

88 
69 

88 
65 

91 
70 

92 

79 

67 

89.7 
67.8 

HEIDELBERG  LOCK  14 

MAX 
MIN 

8? 

63 

86 
51 

95 
57 

97 
58 

97 
64 

92 
63 

87 
62 

89 

58 

90 
65 

87 
64 

83 
68 

85 
67 

84 

67 

83 
70 

86 
70 

89 
69 

91 
67 

86 
68 

86 

68 

89 
67 

91 

68 

73 

72 

80 
61 

85 
54 

87 

85 
69 

87 

90 
66 

91 
67 

84 
71 

87.6 
64.9 

HENDERSON  4  SW 

MAX 

MIN 

82 
53 

88 
56 

94 
54 

94 

70 

94 
69 

92 
69 

91 
64 

91 
63 

92 
67 

91 

88 
66 

94 
63 

84 
72 

90 
72 

92 

69 

92 
70 

89 
74 

92 
70 

88 
68 

87 
68 

71 

92 
73 

78 
68 

80 
57 

84 
72 

82 
68 

88 
64 

90 
65 

90 
68 

91 
73 

83 
65 

88.9 
66.7 

HINDMAN  SETTLEMENT  SCH 

MAX 
MIN 

84 

64 

81 
50 

84 
57 

92 
58 

96 
60 

97 

88 
64 

83 
56 

87 
59 

90 
58 

86 
66 

83 
63 

89 
67 

85 
69 

78 
70 

86 
68 

89 
66 

89 
65 

89 
67 

88 
67 

68 

90 
71 

91 
68 

83 
66 

80 
55 

86 
57 

90 
66 

78 
67 

86 
66 

92 
65 

92 
69 

87.1 
63.6 

HOPKINSVILLE  2  E 

MAX 
MIN 

79 
58 

85 
51 

91 
57 

93 

91 
69 

88 
65 

88 
68 

88 
63 

91 
70 

91 
63 

85 

66 

92 

65 

85 
68 

86 

91 
67 

89 
67 

89 
68 

87 
66 

88   90 
64   68 

91 
69 

90 
71 

78 
66 

77 
56 

84 
54 

85 
64 

86 
65 

87 
63 

91 
65 

93 
68 

80 
65 

37.4 
64.5 

IRVINGTON 

MAX 
MIN 

81 
54 

l\ 

95 
55 

97 
64 

94 
70 

93 
67 

61 

89 
62 

91 

67 

92 
68 

82 

67 

87 
71 

81 
71 

90 

71 

89 
69 

88 
70 

90 
71 

89 
70 

90   80 
68   68 

91 

70 

89 
70 

66 

81 
59 

84 
55 

85 
69 

89 
65 

87 
65 

68 

92 
72 

88 
69 

87.9 
65.8 

LEITCHFIELD 

MAX 

MIN 

82 
54 

82 
52 

94 
57 

96 
65 

92 

93 

64 

91 
62 

91 
60 

90 
60 

90 
65 

81 
68 

90 
69 

83 
70 

88 
70 

90 
68 

89 
68 

90 
68 

91 
68 

89   89 
67   68 

92 
70 

92 
68 

89 
67 

80 

60 

84 
56 

86 
66 

86 
68 

88 
65 

90 

67 

91 
68 

84 

64 

88.5 
94.3 

LEXINGTON  WB  AIRPORT 

MAX 
MIN 

78 
57 

86 
57 

91 
62 

95 
67 

96 
72 

92 
67 

82 
62 

87 
61 

89 
70 

90 

67 

85 
70 

87 
71 

68 

85 
69 

87 
69 

87 
70 

87 

89 

66 

88   85 
69   70 

90 
71 

85 

71 

82 
65 

78 
59 

84 
56 

83 
65 

83 
68 

88 
69 

90 
68 

92 

71 

85 
66 

86.7 
66.4 

LOUISVILLE  STAN  WB  AP 

MAX 
MIN 

83 
58 

88 
55 

96 
58 

65 

95 
70 

96 
70 

85 
66 

89 
65 

92 
69 

93 
71 

84 
68 

88 
71 

82 
71 

88 
71 

90 

89 
71 

91 
68 

92 
68 

91 
69 

80 
71 

<)1 

91 
69 

81 
68 

81 
61 

85 
58 

84 
71 

90 
66 

90 
66 

90 
68 

92 
74 

88 
71 

88.8 
67.3 

LOUISVILLE  WB  CITY 

MAX 
MIN 

81 
64 

87 
62 

94 
64 

97 
70 

93 
72 

94 
71 

84 
66 

89 
66 

89 
71 

92 
73 

73 

85 
73 

73 

85 
73 

88 
71 

87 
72 

89 
69 

90 
70 

86 
70 

79 
71 

91 
72 

90 
70 

79 
67 

80 

83 
62 

82 
72 

89 
70 

87 
68 

88 
72 

92 
75 

83 

71 

87.1 
6S.5 

LOVBLACEVILLE 

MAX 
MIN 

84 
54 

i  90 
51 

94 

56 

95 
67 

96 
67 

91 
68 

93 
71 

89 
65 

92 
66 

91 
67 

90 
65 

92 
66 

84 
71 

90 
71 

93 

70 

92 

94 
71 

91 
70 

90 
70 

92 
70 

94 
75 

70 

82 
70 

83 
57 

91 
56 

88 
70 

93 
67 

92 
70 

95 
71 

93 
72 

90 
65 

90.9 

56.6 

MAMMOTH  CAVE  PARK 

MAX 

MIN 

81 

51  !  45 

53 

92 
60 

92 

64 

93 
62 

92 
62 

87 
57 

90 
62 

92 
62 

89 
62 

78 
68 

92 

68 

83 

70 

86 
63 

88 
67 

90 
69 

89 
61 

90 
64 

92 
67 

89 

93 
71 

92 
65 

78 
56 

79 

86 

87 

85 

89 

91 

94 

88.3 
62.4 

MATFIELD  2  S 

MAX 
MIN 

82 

56 

88 
52 

94 
56 

95 
68 

93 
67 

92 
65 

91 
70 

88 
62 

92 
65 

91 
65 

89 
64 

90 
65 

68 

90 
68 

92 

66 

92 
67 

94 
69 

90 
65 

89 
65 

92 
68 

92 
71 

93 
65 

81 
66 

82 
54 

87 
55 

87 
67 

92 
66 

87 
63 

91 
69 

92 
69 

86 
63 

89.: 
64.4 

B-i^ySVILLE  DAM  33 

MAX 
MIN 

80 
55 

82 
53 

94 
56 

97 
59 

97 
66 

65 

89 
61 

87 
58 

90 
63 

91 

65 

85 
67 

87 
69 

88 
68 

86 
69 

90 
67 

87 

88 
68 

89 
66 

89 
67 

86 
71 

91 

90 
69 

86 
71 

81 
57 

85 
55 

84 
61 

87 
65 

91 
67 

93 

63 

94 
67 

88 
68 

88.4 
64.: 

MIDDLESBOBO 

MAX 
MIN 

84 
63 

89 

54 

94 
60 

96 
62 

97 
64 

93 
63 

89 
66 

91 
60 

91 
66 

88 
72 

81 
67 

89 
70 

86 
69 

79 
70 

88 
70 

91 

91 
70 

88 
67 

87 
66 

90 
68 

67 

93 
71 

90 
69 

84 

87 
56 

91 

86 
69 

68 

91 

66 

91 

66 

89 
72 

89. ( 
65.= 

MOUNT  STERLING 

MAX 

83 
60 

86 
54 

98 
61 

99 
64 

98 
71 

92 
64 

93 
64 

89 
61 

90 
68 

90 
69 

86 
69 

72 

86 
69 

87 

88 
69 

88 
70 

89 

% 

92 
67 

89 
70 

90 
70 

89 
72 

85 
69 

81 
60 

85 
55 

85 
63 

81 
69 

68 

92 
65 

94 
70 

88 
71 

89.1 
66.: 

MURRAY 

MAX 
MI^ 

83 

89 

96 

95 

94 

92 

95 

93 

93 

92 

85 

95 

82 

90 

93 



94 

95 

M 

92 

95 

95 

97 

81 

86 

89 

92 

91 

90 

95 

97 

87 

91.: 

SEE  REFERENCE  NOTES  FOLLOWING  STATION  INDEX 


KENTUCKY 
JULY  1948 


TABLE    5  — Continued 
DAILY    TEMPERATURE    ^FAHRENHEIT) 


STATION 


OWENSBORO 

PADUCAH  USE  RESERVATION 

PIKEVILLE 

PRINCETON 

RICHUOND  TEACHERS  COL 

RUSSELLVILLE 

ST  JOHN  BETHELEHEM  ACAD 

SCIENCE  HILL 

SCOTTSVILLE 

SHELBYVILLE    2   W 

WILLIAMSBURG 

WILLIAMSTOWN 

WOLF  CREEK  DAM 


DAY  OF  MONTH 


9  20  21  22  23  24  25  26  27  28  29  30  3 


SEE  REFERKNCE  NOTES  FOLLOWING  STATION  INDEX 


. <- .v;-  Ai; 


TABLE    6 
DAILY  EVAPORATION  (INCHES)   AND  WIND  MOVEMENT  (MILES) 


KENTUCKY 
JULY  194fl 








DAY    OF   MONTH 

TOTAL 

i=L 

STATION 

~ 

2 

J 

4 

S 

6 

7 

a 

9 

,. 

" 

■• 

■• 

" 

'• 

1^ 

L:l 

19 

eo 

tl 

a 

«5 

24 

29 

26 

27 

29 

29 

SO 

51 

BUMIIN    DIX    DAM 
TOU   CMKI    DAM 

•  im 

KVAl 

wiin 

2: 

.293 
33 

.2Si 
.233 

.234 

.32' 

.28! 

.273 
22 

.220 
.283 

IS 

.211     .210     .246       238     .176                  .172       188 
IS          18            1            «            9            3             7            2 

.273     .134     .183     .    29     .173                  .110 

.,       ....     ..     „     ..      . 

.199    .189 
31          14 

.238 

5 

313 
13 

.362 
9 

23 

.330 

47 

15 

1.4 

.340 

7 
89 

e 

.30» 

188 

6 

185 
.200 

13 
.262 

289 
8.98* 

TABLE    7 
DAILY    RIVER    STAGES    (FEET) 


RIVER  AND   STATION     §■ 

DAY    OF    MONTH 

i! 

|i 

, 

2 

3 

4 

5 

6 

7 

8 

9 

10 

M 

12 

13 

14 

15 

16 

17 

IS 

19 

20 

21 

22 

23 

24 

25 

26 

27 

26 

29 

30 

31 



LEV  ISA    rOM 

PIIEVILLE                                        3 
PAINTSVILLI                                   4 

-; 

3.4 

2.4 
3.9 

11 

3.0 

2.3 

2.7 

2.6 

29 

I* 

2.0 
3.0 

I'.i 

- 

2.3 

1.5 

3;i 

1:1 

3.0 
4.0 

3.0 

M 

2.3 

3.9 

2.0 

2.0 

5^3 

2.1 

2.C 

3:! 

2.1 

3.1 

3.0 

:!( 

2!. 

3.3(    2 
S.3<23 

1.4   28 
2.3   13 

BIG    SANDY 

LOUISA    LOCK    3                              4 

7.2 

7.; 

7.4 

7.. 

7.5 

7.3 

5.4 

6.0 

S.l 

5.9 

5.9 

6.0 

6.4 

7.1 

7.5 

8.3 

7.4 

12.2 

8.5 

7.7 

7.1 

6.< 

6.. 

6.: 

6.. 

«.• 

SOUTH    rORK 

CYNTHIANA                                        2 

4.3 

4.3 

4.2 

4.2 

4.2 

4.: 

4.2 

4.2 

4.1 

4.1 

4.: 

4: 

4.2 

4.. 

4.2 

4.. 

4.4 

4.3 

4.3 

43 

4.3 

4.4 

4.3 

4.3 

'■•■ 

4.. 

*■■ 

*■' 

*■■ 

4.; 

4.6(17 

4.1    10. 

FARMERS                                              3 
FALMOUTH                                           2 

1^3 

1.4 

1.8 

'll 

\:\ 

1.9 
1.1 

i.a 

'■.I 

'■.I 

1.7 

.8 

1.7 

'a 

'1 

;■; 

1.6 

1:1 

2.4 

2.6 

1:6 

2^4 

2.6 

11 

2:3 

^2:: 

3.8 

2.; 

l.'f 

2.' 

\'\ 

\'\ 

2.! 
i.i 

4.6(24 
3.1(25 

'.8      8 

NORTH    FORK 

HAZARD                                                2 

1.0 
2.2 

2^1 

1.0 

2:0 

1.0 

1.0 
1.8 

1.0 

\.l 

1.5 

1.0 
1.5 

I:" 

\° 

l:'. 

I.O 
2.9 

3:2 

1.0 
2.9 

1.0 
4.0 

1.0 

\:l 

1.0 
3.5 

1.0 
3.2 

1.0 

1.0 
3.0 

1.0 
3.0 

1.0 

2.3 

2.0 

\\ 

2.: 

2.2 

i.( 

1.0( 
4.4( 19 

1.0 

KENTUCKY 

HEIDELBURO    LOCK    14                 3 
FORD    LOCK    10                                3 
FRANKFORT    LOCK    4                      3 

8.9 
9.6 

9.1 
9.6 
6.9 

6^9 

6.9 

9.0 
9.7 

8.9 
6'9 

6^9 

9.5 

8.8 
9.5 
6.8 

8.7 
6^8 

6!e 

9.4 

8.7 
9.3 

8.9 
7'.0 

6.9 

9.8 
10.4 

9.8 
10   7 
7.2 

lois 

9.8 
11.0 

9.9 
10.9 
7.6 

9.7 
7!6 

10.6 
7.6 

9.4 
10.6 

9.4 
10.3 

'W 

io!o 

9.1 
9.1 

1.: 

9.i 

8.9 
9.9 

8.i 
6!! 

ll!o(19 
7.6(20 

*    9.3    13^ 
<    6.7    12 

BOWLING   GREEN                              2 

5.4 

5.3 

5.2 

6.0 

6.0 

4.8 

6.0 

4.8 

4.7 

4.8 

4.6 

4.6 

5.5 

6.3 

7.7 

7.0 

6.2 

5.8 

6.5 

7.4 

6.2 

5.6 

5.6 

5.4 

5.3 

5.1 

5.0 

6.< 

5.2 

5.i 

5.: 

7.7(1 

4.6    llH 

DUNDEE   BAKHETTS    FORD   BR    2 

5      3.8 

3.9 

3.9 

3.5 

3.3 

3.4 

3.5 

3.4 

3,3 

4.8 

3.6 

3.7 

7.0 

6.5 

5.4 

6.0 

,.S 

6.0 

7.0 

5.6 

7.2 

10.8 

19.0 

20.0 

13.4 

6.1 

5.: 

4.7 

4.^ 

10.0 

10.! 

20.0C2 

3.3      5- 

WOODBURY   LOCK    4                         3 
RUMSEY    LOCK   2                              3 

3      7^1 

7.8 
7.6 

7.6 

7.4 
8^0 

7^4 

7.0 
7.1 

6.9 

6.9 
6!4 

S.S 

6.7 
6.7 

6.6 

6.7 
6.2 

6.1 

7.0 

9.3 
7]2 

12.6 
9.3 

14^3 
11.^ 

11.5 

11.0 
12.5 
12.9 

10 '.7 
11.6 

9.0 
10.7 

i!:o 

9^8 
12.8 

9!' 

8.7 
9.2 

io!i 

7.7 

8.6 

s 

7^3 
8.3 

7^6 
7.6 

7.( 

8.: 

12.4(1 

6.6   13 
6.2   in 

CUKBERLAIID 

WILLIAMSBORG                                1 
BURNS  IDE 

9         .9 

2.5 

2!6 

1.0 

2:1 

2.6 

.5 
2.5 

2.3 

2.1 

2^2 

.3 
2.2 

.2 

2:1 

3^3 

5.9 

1:1 

1:1 

4^8 

1.1 
4.0 

4:6 

4:0 

1.5 

\:l 

3.6 

3^2 

.a 
2.9 

2.1 

.5 
2.6 

.8 
2.« 

-' 

2.i 

1.5(2 
5.9(1 

^^      .2  12 

00 , 

->?   4 

?.?.    4 

22.4 

22. 

22.3 

22. 

22.5 

22. 

22. 

22.1 

22.5(i2 

5,21.8   10 

KENTUCKY    DAM    UG 

0    22.4 

22.2 

22.3 

22.2 

21.8 

21.8 

21.9 

■ 

ASHLAND   DAM    29    LG 
MAYSVILLE   DAM    33    UG 
MAYSVILLE   DAM    33    LG 
ONEONTA   DAM    35    UG 
ONEONTA  DAM    35    LG 
GRANT  DAM    38    UO 
GRANT   DAM    38    LG 
LOUISVILLE    UG 

i 

1 10. 
'12! 

28.17. 

15.4 
15.3 

i 

12. 

15.2 
lis. 

lis! 
12. 

,15^5 
112. 2 

lis. 
.17! 

12^; 

'15! 
10. 

115. 

15.. 
15! 

1 

15.4 

il3^ 

,15! 
13. 

15.7 

bl5. 

.14/ 

'is'.i 

11. 

ae. 

12'.! 

'15' 

1I5. 
13. 

15.2 

\\l'.3 

15.9 

ue'c 

15. 
■  16. 

10. 
117! 

15.7 
13.4 

"10: 
15. 

10! 

IS. 

1I8. 

18. 

is! 
10. 

15.7 

!i2: 
,15! 

17. 

.18 '. 
9. 

19. 

15. 

.12. 
12' 

.15. 

hie. 

is!c 

hlS.C 

'15! 

1.15. 

,17. 

17^ 
12. 

18. 

12. 

15.1 

i 

14.4 

.15.0 
,13.8 

.15. 

13. 

12 '.5 
,15.8 

12. 

.17. 

15.8 

13. 

15.1 

,14.0 
.13. 

14. 
.17. 
13. 

14.8 

,15. 
.17. 

22. 

19. 
15. 

bl6. 

24. 

18. 
15'. 

23.1 
23. 

21. 

hl6. 
18. 

22. 
20. 

hl7. 

14.3 
12. 

17. 

18. 

15. 

11! 

17! 

19! 
19. 

15'. 
hl7. 

14! 

15! 
11. 

13! 
hl7. 

24.6(2 
2.3(2 
2.0.2 

22.3(2 

2!oi2 
19.0(2 

5  14.3    28 

6  14.2   29 

7  12.7    23 

7  15.2      2 

9    16.7    24 

8  9.8    14 

9  14.9    31 

ADDISON    DAM    45    Ufi 
ADDISON  DAM  45   LG 
OWESSBORO   DAM    46   00 
OWENSBORO   DAM   46    LG 
DNIONTOWN   DAM    49    UG 

47    17. 
12. 

37    18. 

16. 
12. 

11'. 

1I7' 

4    12! 
1I8. 

12! 
19' 

12. 

'12! 
19. 

lis. 

12. 
■  18. 

12. 
19! 

10. 
19. 

lis'. 

11. 

1I8! 

10. 
118. 

18' 

IS. 

.18! 

13. 
18. 

13. 
'12! 

12. 
15. 

15. 

le! 

16. 
16. 

hl7! 

17! 
18. 

17. 
18. 

19. 

16. 
X9. 

16. 

19. 

20. 

hl6. 
19. 

19.5(1 

19. 3( 
20.2(3 

8    14.2    27 

6J16.3    24 
0,10.9    14 

UNIONTOWN  DAM    49    LG 
FORDS    FERRY  DAM    50    UG 
FORDS   FERRY  DAM   50   LG 

34   19'. 

IS. 

19. 

13. 
18. 
12. 

IK 

18. 

18. 

11. 

18. 

[ 

I 

13! 

18. 

18. 

16. 

16. 

17. 

18. 

Frozen  but  open  at  gage 
Upper  Burface  of  smooth 
Ice  gorge  above  gage 
Ice  gorge  below  gage 


g  Floating  Ice 
h  Pool  stage 
1   Dry  at  gage 


KENTUCKY 
JULY   1948 


STATION     INDEX 


STATION 


ADDISON  DAM  45 

ADOLPHUS   1  N 
ANCHORAGE 

ASHLAND  DAM  29 

ASHLAND  DAM  29   LC 

BEAVER  DAM 

BENHAM 

BEREA  COLLEGE 

BEREA  WATER  WORKS 

BOifLING  GREEN 


BURNS IDE 
CAMPBELLSVILLE 
CARROLLTON  LOCK  1 
CLERMONT  BERNHEIM  FOUND 
COLLEGE  HILL  LOCK  11 

CORE  IN 

COVINGTON  WB  AIRPORT 

CYNTHIANA 

DANVILLE 

DUNDEE  BARRETTS  FORD  BR 

EARLINGTON 
EDDYVILLE  LOCK  F 
FALMOUTH 
FARMERS 
FLEMINGSBURG 

FORD  LOCK  10 
FORDS  FERRY  DAM  50 
FORDS  FERRY  DAM  50   LG 
FRANKFORT  LOCK  4 
FRANKLIN  WATER  WORKS 

GEST  LOCK  3 
GLASGOW 
GRANT  DAM  38 
GRANT  DAM  38   LG 
GRAYSON 

GREENSBURG 

GREENSBURG  HIWAY  61  BR 
GREENUP  DAM  30 
GREENVILLE   2  W 
HARTFORD   6  N 

HAZARD 

HEADQUARTERS 
HEIDELBERG  LOCK  14 
HENDERSON   4  SW 
HIGH  BRIDGE  LOCK  7 

HINDMAN  SETTLEMENT  SCHOOL 
HOPKINSVILLE   2  E 
IRVINGTON 
KEENE   2  N 
KENTUCKY  DAM 

LANCASTER  ICE  PLANT 

LEITCHFIELD 

LEXINGTON  WB  AIRPORT 

LIBERTY 

LITTLE  HICKMAN  LOCK  8 

LOCKPORT  LOCK  2 
LOUISA  LOCK  3 
LOUISVILLE  LOWER  GAGE 
LOUISVILLE  STAN  WB  AP 
LOUISVILLE  UPPER  GAGE 

LOUISVILLE  WB  CITY 
LOVELACEVILLE 
MADISON-VILLE   1  SE 
MAMMOTH  CAVE  PARK 
HAYFIELD   2  S 

MAYSVILLE  DAM  33 
MAysviLLE  DAM  33   LG 
MIDDLESBORO 
MIDWAY   2  S 
MONTICELLO 

MOUNT  STERLING 
MUNFORDVILLE 
MURRAY 

ONEONTA  DAM  35 
ONEONTA  DAM  35 


0031 
0043 
0155 
0254 
0259 


1156 
1256 
1345 
1611 
1704 


COUNTY 


BRECKINRIDGE 

ALLEN 

JEFFERSON 

BOYD 

BOYD 

OHIO 

HARLAN 

MADISON 

MADISON 

WARREN 


PULASKI 
TAYLOR 
CARROLL 
BULLITT 
MADISON 


DRAINAGE 


1801 

WHITLEY 

1855 

KENTON 

1998 

HARRISON 

2040 

BOYLE 

2358 

OHIO 

2407 

HOPKINS 

2445 

LYON 

2775 

PENDLETON 

2791 

ROWAN 

2903 

FLEMING 

2953 

CLARK 

2961 

CRITTENDEN 

2966 

CRITTENDEN 

3028 

FRANKLIN 

3036 

SIMPSON 

3203 

HENRY 

3241 

BARREN 

3358 

BOONE 

3363 

BOONE 

3391 

CARTER 

LG 


OWENSBORO 

OWENSBORO  DAM  46 

PADUCAH  USE  RESERVATION 

PAINTSVILLE 

PIKEVILLE 


3430 
3435 
3443 
3451 
3652 

3709 
3722 
3741 
3762 
3837 

3899 
3994 
4165 
4369 
4414 

4620 
4703 
4746 
4755 
4825 

4857 
4943 
4953 
4954 
4955 

4956 
4967 
5067 
5097 
5232 

5243 
5248 
5389 
5407 
5524 

5640 
5684 
5G94 
B033 
G038 

6091 
6096 
6122 
6136 
6353 


GREEN 

GREEN 

GREENUP 

MUHLENBERG 

OHIO 

PERRY 

NICHOLAS 

LEE 

HENDERSON 

JESSAMINE 

KNOTT 

CHRISTIAN 

BRECKENRIDCE 

JESSAMINE 

LIVINGSTON 

GARRARD 

GRAYSON 

FAYETTE 

CASEY 

JESSAMINE 

HENRY 

LAWRENCE 

JEFFERSON 

JEFFERSON 

JEFFERSON 

JEFFERSON 

BALLARD 

HOPKINS 

EDMONSON 

GRAVES 

MASON 
MASON 
BELL 
WOODFORD 

WAYNE 

MONTGOMERY 

HART 

CALLOWAY 

CAMPBELL 

CAMPBELL 

DAVIESS 
DAVIESP 
MCCRACKEN 
JOHNSON 


OHIO 
GREEN 
OHIO 
OHIO 
OHIO 

GREEN 
CUMBERLAND 
KENTUCKY 
KENTUCKY 


CUMBERLAND 

GREEN 

KENTUCKY 

SALT 

KENTUCKY 

CUMBERLAND 

OHIO 

LICKING 

KENTUCKY 

GREEN 

OHIO 

CUMBERLAND 

LICKING 

LICKING 

LICKING 

KENTUCKY 

OHIO 

OHIO 

KENTUCKY 

GREEN 

KENTUCKY 

GREEN 

OHIO 

OHIO 

OHIO 

GREEN 
GREEN 
OHIO 
GREEN 
GREEN 

KENTUCKY 

LICKING 

KENTUCKY 

OHIO 

KENTUCKY 

KENTUCKY 
CUMBERLAND 
GREEN 
KENTUCKY 
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and  cooperative  weather  stations,  this  bulletin  series  contains  records 
from  Hydroclimatic  Network  Stations  which  were  formerly  reproduced 
in  the  Hydrologic  Bulletin  Series.  The  Hydroclimatic  Network  is  a  nation- 
wide net  of  rain  gages --  mostly  of  the  recording  type  which  produce  con- 
tinuous records  of  precipitation.  It  was  established  in  1939  at  the  request 
of  the  Corps  of  Engineers,  Department  of  the  Army,  to  supplement  exist- 
ing precipitation  stations  in  order  to  provide  records  of  rainfall  intensity 
which  were  essential  to  the  planning  of  flood  control  and  related  works  by 
the  Corps  of  Engineers.  This  Network,  now  numbering  about  2,000  re- 
cording, and  1,000  non- recording  rain  gages,  has  been  maintained  by 
the  Weather  Bureau  through  working  funds  transferred  annually  to  the 
Weather  Bureau  by  the  Corps  of  Engineers.  These  transfers  averaged 
about  $250,000  per  year  between  1940  and  1944,  and  nearly  $375,000 
since  that  date.  For  the  years  1940-42,  the  Department  of  Agriculture 
transferred  about  $100,000  per  year  to  provide  data  required  in  its  work, 
and  since  1947  the  Bureau  of  Reclamation  has  transferred  about  $25,000 
per  year  to  meet  the  increasing  needs  of  their  program  in  the  Western 
States. 

Previous  to  the  introduction  of  this  bulletin  series,  data  from  Hydro- 
climatic Network  stations  were  presented  in  bulletins  (Hydrologic  Bulle- 
tins) which  were  issued  monthly  for  each  of  8  drainage  areas  embracing 
the  entire  United  States,  but  since  the  Network  was  established  to  meet 
the  internal  requirements  of  the  Federal  agencies  referred  to  above, 
no  provision  was  made  for  public  dissemination  of  the  data,  distribution 
being  limited  to  cooperating  agencies  and  to  certain  public  repositories. 
A  list  of  locations  where  reference  copies  of  the  Hydrologic  Bulletin 
Series  are  available  for  inspection  may  be  obtained  upon  application  to 
Chief,  U.S.  Weather  Bureau,  Washington  25,  D.C 

Many  other  records  published  in  this  bulletin  have  been  made  available 
through  the  cooperation  of  various  public  offices,  private  agencies,  and 
individuals  as  listed  in  the  Station  Index. 
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KENTUCKY  -  AUGUST,  1948 

E.  E.  Unger,  Section  Director  -  Louisville 

GENERAL  SUMMARY 

The  average  temperature  for  August  was  slightly  below  normal.   A  week  of 
unseasonably  cool  weather  at  the  beginning  of  the  month  was  ^PP^^^^^J^^^Jy  «"f  * 
by  an  equal  period  of  unseasonably  hot  weather  near  the  end  of  the  month   Pre- 
cipitation was  somewhat  below  normal.   As  monthly  amounts  were  determined  largely 
by  the  frequency  and  intensity  of  local  showers,  distribution  of  rainfall  over 
the  state  was  very  uneven.   However,  moisture  generally  was  sufficient  for  crop 
growth  and  farm  work  except  over  the  northeastern  and  portions  of  the  extreme 
Southwestern  sections.   Excessive  rains  fell  over  portions  ^^  ^^^^i^ ^^2^''" 
the  4th  and  over  portions  of  Edmonson,  Hart,  and  Grayson  Counties  on  the  12th. 

Under  these  conditions  all  crops  made  about  seasonal  progress.   Early  corn 
reached  the  milk  or  denting  stage  early  in  the  month  and  at  its  close  was  Practi- 
cally all  matured  in  good  to  excellent  condition.   Late  corn  maintained  generally 
good  condition,  excepi  in  the  drier  northeastern  districts  where  its  condition 
ranged  from  fair  to  occasionally  good,  with  some  poor  and  firing  on  slopes  and 
unrltentive  soils.   Deterioration  was  most  rapid  during  the  hot,  dry  period  near 
the  end  of  the  month. 

Tobacco  varied  in  condition  from  excellent  to  poor  even  in  the  same  sections 
of  the  state.   Topping,  suckering,  and  priming  began  during  the  first  week  and 
became  more  general  as  the  month  advanced.   Cutting  and  housing  began  about  the 
third  week  and  was  well  under  way  at  the  end  of  the  month. 

Pastures  continued  in  fairly  good  condition  but  were  gradually  becoming  dry. 
A  considerable  quantity  of  good  hay  of  all  kinds  was  made,  but  m  some  south- 
western  counties  the  hay  cured  badly  or  was  damaged  by  frequent  showers  early  in 
the  month.   Gardens  still  averaged  fair  but  were  failing  fast.   Late  potatoes, 
where  planted,  were  mostly  fair.   In  the  western  fruit  districts  peaches  and 
apples  were  fairly  good  and  picking  and  marketing  of  peaches  were  in  progress. 

The  Ohio  River  remained  at  pool  stage  in  the  lower  districts  throughout  the 
month,  and  in  the  upper  districts  on  all  but  a  few  days  following  fairly  heavy 
rains  on  the  4th. 

TEMPERATURE 

The  mean  temperature  for  the  state  was  74.9''  which  is  O.g''  below  normal.   The 
monthly  mean  temperatures  ranged  from  79.3°  at  Murray  to  71.9   at  Benham.   The 
highest  temperature  recorded  in  the  state  was  105°  at  Owensboro  on  the  25th,  and 
the  lowest  47*  at  Beaver  Dam  on  the  6th. 

PRECIPITATION 

The  average  monthly  precipitation  for  the  state  was  2.13  inches,  which  is  1.56 
inches  below  the  normal  for  August.  The  total  amounts  recorded  at  various  stations 
ranged  from  5.33  inches  at  Brownsville  and  Millerstown  to  0.51  inch  at  Madisonville. 
The  heaviest  rainfall  reported  in  any  one  day  was  3.58  inches  at  Brownsville  on  the 
12th. 
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1943 

78.1 

106 

42 

1.32 

0 

4 

1914 

76.0 

100 

49 

5.94 

0 

14 

1944 

76.3 

104 

43 

5.45 

0 

10 

1915 

71.3 

100 

42 

6.29 

0 

9 

1945 

75.5 

103 

40 

2.47 

0 

6 

1916 

77.0 

101 

47 

4.25 

0 

8 

1946 

70.7 

96 

36 

4.42 

0 

8 

1917 

73.9 

100 

42 

3.49 

0 

7 

1947 

79.6 

106 

53 

3.89 

0 

9 

1918 

80.2 

111 

50 

3.18 

0 

8 

1948 
PERIOD 

74.9 
75.8 

105 
113 

47 
37 

2.13 
3.69 

0 
0 

5 
8 

PRESSURE,   WIND,    HUMIDITY,    SUNSHINE,    DEGREE    DAYS 


STATIONS 

SEA    LEVEL    PRESSURE 
EXTREMES-INCHES 

WIND 

RELATIVE  HUMIDITY 
AVERAGES 

SUN- 
SHINE 

CO 

O  UJ 
UJW 

UJ  ^ 

a:  <n 

UJ 

X 

X 

Ul 

(- 
< 

1- 

UJ 

3 

UJ 

o 

i 

UJ^ 

<  Q 

ac  UJ 

UJ    UJ 

<  </) 

X 

q; 

?* 

s  o 

—    Ul 

<    Q. 
2    OT 

z 

O 

H 
O 
UJ 
(T 
O 

UJ 

i 

1- 
w 

Ul 

< 
o 

</> 

UJ 

< 
o 

ro 

<n 

UJ 
0. 

o 
to 

1- 
<n 

UJ 

a. 
o 

lO 

u  ? 
o  <n 
CE  <n 
UJ   o 
Q.    Q. 

LOUISVILLE   AIRPORT 
LEXINGTON 

30.23 
30.26 

28 
28 

29.76 
29.86 

18 
18 

4.6 

34 

NW 

30 

83 
81 

87 
86 

44 
51 

52 
61 

79 

0 

2 

>:^:^^^^ 


TABLE    2 
CLIMATOLOGICAL    DATA 


KENTUCKY 

AlJfiUST   I'tiH 


STATION 


TEMPERATURE,    IN    DEGREES   FAHRENHEIT 


WESTERN  DIVISION 

BEAVER  DAM 

BENTON      1    SW 

CLINTON 

DUNDEE   BARRETTS   FORD   B 

DUNMOR 

EARLINGTON 
EDDYVILLE  LOCK  F 
FORDS  FERRY  DAM  50 
GREENVILLE   2  W 
HALEYS  MILL 

HARTFORD   6  N 
HENDERSON   4  SW 
HOPKINSVILLE   2  E 
KENTUCKY  DAM 
LOVELACEVILLE 

MADISONVILLE   1  SE 

MAYFIELD   2  S 

MURRAY 

OLNEY 

OWENSBORO 

OWENSBORO  DAM  46 
PADUCAH  NO  5  FIRE  STA 
PADUCAH  SCS  NURSERY 
PRINCETON 
RUMSEY  LOCK  2 

RUSSELLVILLE 
SEBREE  WATER  WORKS 
UNIONTOWN  DAM  49 


CENTRAL  DIVISION 

ADDISON  DAM  45 
ADOLPHUS   1  N 
ANCHORAGE 
BARDSTOWN 
BASS   3  SW 

BOWLING  GREEN 
BOWLING  GREEN  WB  AP 
BRENT  DAM  36 
BROWNSVILLE  LOCK  6 
BURGIN  DIX  DAM 

BURNS IDE 
CAMPBELLSVILLE 
CARROLLTON  LOCK  1 
CLERMONT  BERNHEIM  FOUND 
COLUMBIA  LW  COLLEGE 

COVINGTON  WB  AIRPORT 

DANVILLE 

EDMONTON 

FRANKFORT  LOCK  4 

FRANKLIN  WATER  WORKS 


76.4 
75.1 


75.3 
74.8m 


76.3m 
79.3m 


76.7 


78.4ml 
75.3 


76.2 

73.9 

76.0 

75.6 

72.2m 
73.8 


74.2 
73.4 


-2.8 


■2.4 
-1.5 


.3.1 
-3.3 


■1.7 
1.3 


-1.1 
-2.3 

-0.3 


-2.2 
-1.7 


-1.3 
0.0 


99 


100 
105 


99 
100 


99 


29        50 
23+      51 


NO.    OF 
DAYS 


27 

26H- 


PRECIPITATION,   IN    INCHES 


z  z 

O    (T 

a:  o 


2.19 
1.04 
.85 
2.64 
1.01 

1.51 
.85 
2.67 
1.57 
1.23 

1.64 

1.18 

.66 

.75 

2.55 

.51 
1.53 

.82 
4.87 

.78 

.81 

.88 

1.10 

1.24 

2.11 

1.'37 
2.76 
2.24 


1.40 
2.28 
2.87 
2.51 
2.85 

1.52 
1.83 
2.19 
5.33 
2.43 

3.34 
2.81 
3.41 
1.12 
1.51 

1.96 
1.95 
1.48 
2.27 
.96 


-    .02 
-1.92 


-1.90 
•  2.71 


-1.03 


-1.95 
-2.50 


-2.54 


-2.58 


-1.81 


.97 
.82 
.18 
1.30 
.53 

.60 
.23 
.96 
1.00 
.44 


■  .77 

■  1.34 


.1.91 
-1.31 
1.09 
-1.43 

-    .78 


■  1.25 


.99    11 
.56    14 


SNOWFALL 
■(UNMELTEO) 


.26 

.30 

1.02 

.41 
.71 
.45 
2.53 
.30 

.36 
.42 
.68 
.79 
.92 

.94 
1.21 
1.63 


.61 
1.85 
1.35 
1.36 
2.00 

1.05 
1.17 
1.49 
3.58 
1.05 

1.15 
.90 

1.15 
.45 
.62 

1.34 
.57 
.93 
.72 
.82 


NO  OF 
DAYS 


£  O 

O  a: 


REFERENCE  NOTES  FOLLOWING  STATION  INDEX 


KENTUCKY 
AUGUST  194 


TABLE   2  -Continued 
CLIMATOLOGICAL    DATA 


TEMPERATURE,  IN  DEGREES  FAHRENHEIT 

PRECIPITATION,  IN  INCHES 

NO.  OF 

SNOWFALL 

NO.  OF 

STATION 

I 

^ 

hi 

1- 

lij 

I 
o 

X 

UJ 

I- 

UJ 

t 

-J 

UJ 

t- 

DAYS 

-I 
o 

UJ 

u 

a.  o  a: 

< 
o 

1- 

10 
UJ 

1- 
< 

UJ 

UJ 

t- 
2 

(UNMELTED) 

DAYS 

^1 

is 

1- 

ill 

Ul 

< 
o 

il 

5^ 

2g 

GEORGETOWN  WATER  WORKS 

GEST  LOCK  3 

GLASGOW 

GREENSBURG 

GREENSBURG  HI WAY  61  BR 

74.4 

-1.3 

97 

29 

52 

6 

10 

1.82 
1.18 
3.43 
3.45 
3.06 

-  ,76 

-  ,64 

.54 

.84 

2.97 

1.10 

1.00 

4 

5 

12 

4 
4 

5 
3 

5 

7 
7 

4 
2 
2 
3 
4 

1 
1 
1 

HIGH  BRIDGE  LOCK  7. 
HODGENVILLE  NAT  PARK 
IRVINGTON 

LANCASTER  ICE  PLANT 
LEITCHFIELD 

75.4 
74.4 

-0.8 
-1.6 

98 
95 

25 
29 

49 
52 

6 
6 

15 
8 

1,86 
2.45 
2.84 
1.76 
4.19 

-1.85 

-  ,44 

-2,19 

.60 

.79 
1.28 
1.91 
1.05 
2.04 

5 
12 
12 
11 
11 

6 
4 
5 
5 
6 

2 
3 
2 
3 
3 

1 
1 
1 
1 

LEXINGTON  WB  AIRPORT 

LIBERTY 

LITTLE  HICKMAN  LOCK  8 

LOCKPORT  LOCK  2 

LOUISVILLE  BOWMAN  FIELD 

99 

26 

51 

6 

8 

2.61 
3.36 
2.05 
1.45 
1.33 

-2.43 

1.22 

1.36 

1.25 

.59 

.72 

11 

4 

12 

12 

4 

6 
7 
7 
4 
5 

4 
4 

2 
2 

1 
1 

LOUISVILLE  STAN  WB  AP 

LOUISVILLE  UPPER  GAGE 

LOUISVILLE  WB  CITY 

LUCAS 

MAMMOTH  CAVE  PARK 

76.2 
77.7 
72.6m 

0.1 

0.7 

-3.5 

100 
98 

25+ 
25+ 

54 
59 

6 
5+ 

16 
14 

1.34 

.93 

.92 

1.24 

4.31 

-2.08 
-2.50 
-  .13 

.85 
.45 
.45 
.54 
3.50 

4 

5 

4 

11 

12 

8 
5 
5 

4 
4 

1 
2 
1 
2 
2 

1 

MIDWAY   2  S 
MILLERSTOWN 
MONTICELLO 
PLEASUREVILLE   2  S 
RAYWICK 

1.90 
5.33 
1.85 
2.40 
1.42 

-2.11 

.72 
3.29 

.70 
1.60 

.90 

12 
30 
1 
12 
11 

5 
2 
5 
3 
5 

3 
2 

4 
2 
2 

2 

1 

SADIEVILLE  WATER  WORKS 
ST  JOHN  BETHLEHEM  ACADEMY 
SALVISA  LOCK  6 
SCIENCE  HILL 
SCOTTSVILLE 

74.0 

72.9 
76.1 

-1.2 
-1.4 

100 

97 
100 

26 

26+ 
28 

49 

50 
49 

6 

6 
6 

13 

9 
13 

1.52 
3.02 
2.56 
1.24 
2.81 

-  .66 
-1.30 
-2.86 

1.11 
1.05 
1.02 
.70 
1.33 

30 
11 
12 
11 
14 

5 
4 
6 
6 
5 

1 

4 
3 
1 
3 

1 
1 
2 

1 

SHELBYVILLE   2  W 
SMITHFIELD   4  S 
SOMERSET  HIWAY  DEPT 
SPRINGFIELD 
STEARNS 

75.1 

-0.3 

101 

25+ 

49 

6 

14 

2.23 
2.66 
2.41 
2.60 
3.42 

-1.29 
.51 

.85 
1.18 
1.82 

.63 
1.72 

5+ 
29 
11 

5 
12 

6 
6 
5 
7 
6 

2 
4 

1 
6 
3 

1 
1 

1 

TATHAM  SPRINGS 
TOMPKINSVILLE 
TOMPKINSVILLE  TEL  OFF 
TYRONE  LOCK   5 
WAYNESBURG   6  E 

,54 
4,11 
2.11 
1.88 
2.97 

-1.95 

.44 
1.72 
1.10 
1.07 
1.43 

11 
3 
12 
12 
12 

3 

7 
4 
4 

7 

1 
4 
2 
2 
5 

2 

1 
1 
1 

WILLIAMSTOWN 
WOLF  CREEK  DAM 
WOODBURY  LOCK  4 

75.8 
74.9 

0.8 

101 
98 

27 
29 

55 
53 

6 
6 

12 
11 

2.46 
2.17 
1.63 

-1.25 

1.72 
.72 
.70 

31 
11 
14 

5 
5 
6 

2 
3 
3 

1 

DIVISION 

74.7 

-1.0 

102 

25 

48 

6 

11 

2.33 

-1.21 

3.58 

12 

5 

3 

1 

EASTERN  PIVISION 

ALLEN 

ASHCAMP 

ASHLAND  DAM  29 

BAXTER  HARLAN  WATER  WORKS 

BENHAM 

75,5 
71.9m 

-0.1 

102 
99 

28 
27 

51 
49 

7 

7 

13 

8 

1.55 
2.98 
1.85 
2.58 
3.42 

-1.82 

.71 
1.00 

.43 
1.35 

.86 

1 
4 
4 
3 
4 

8 
6 
8 

7 
11 

1 
4 
4 
3 
5 

2 

1 

BEREA  COLLEGE 
BEREA  WATER  WORKS 
COLLEGE  HILL  LOCK  11 
CORE IN 

72.8 
72.6 

-2,2 

98 
98 

26 
29 

48 
48 

6 
7 

9 
10 

2.05 
2.00 
2.22 
1.08 

-2.12 
-1.92 

1,01 

1,31 

1.00 

.52 

11 

12 

12 

4 

6 

7 
5 
5 

2 
2 
4 
2 

1 
1 

1 

SEE  REFERENCE  NOTES  FOLLOWING  STATION  INDEX 


TABLE   2  —  Continued 
CLIMATOLOGICAL    DATA 


KENTUCKY 
AUGUST  101H 


TEMPERATURE,    IN    DEGREES   FAHRENHEIT 


STATION 


CORBIN  WATER  WORKS 

CYNTHIANA 

DAVELLA 

DEMA 

FALMOUTH 

FARMERS 
FLEMINGSBURG 
FLEMINGSBURG  POST  OFFICE 
FRENCHBURG   1  SW 
GRAYSON 

GREENUP  DAM  30 

HAZARD 

HEIDELBERG  LOCK  14 

HINDMAN  SETTLEMENT  SCH 

HTDEN 

JACKSON 

JENKINS  WATER  WORKS 

JEREMIAH 

LAURA 

LOG  LICK   1  S 

LONDON  POST  OFFICE 
MAYSVILLE  DAM  33 
MC  KINNEYSBURG 
MIDDLESBORO 
MILLERSBURG 

MOREHEAD  STA  TEACH  COL 
MOUNT  STERLING 
OLIVE  HILL 
ONEONTA  DAM  35 
PAINTSVILLE 

PIKEVILLE 
PINEVILLE 
QUICKSAND 
RAVENNA  LOCK  12 
SALYERSVILLE 

STILLWATER 

VALLEY  VIEW  LOCK  9 

VANCEBURG  DAM  32 

WEST  LIBERTY  WATER  WORKS 

WILLIAMSBURG 

WILLOW  LOCK  13 

DIVISION 

STATE 


<  z  z 

Q.  o  cr 

ixj  q:  o 

Q  U.  2 


1.3 


73.1 
74.1m 


73.8 
74.5 


75.4 


73.7 
74.9 


1.6 
0.0 


1.6 


NO.  OF 
DAYS 


Si 


1.4 
0.9 


102 
105 


PRECIPITATION,  IN  INCHES 


<  z  z 

a  o  ir 

uj  q:  o 

o  u.  z 


2.24 
1.39 
1.05 
2.36 
1.29 

1.52 
1.50 
1.47 
2.16 
1.73 

2.33 
2.74 
3.06 
2.17 
1.51 

1.28 
2.72 
2.61 
2.66 
1.49 

1.87 
3.37 
2.60 
2.76 
3.94 

3.26 
1.66 
1.81 
2.47 
2.04 

.91 
3.85 
1.76 
2.51 

.66 

.66 
3.63 
2.16 
1.28 
5.15 

3.06 

2.21 


-2.37 


-2.94 
-2.88 


-1.05 
-1.25 


.64 
1.41 


■  1.10 
-2.22 


-3.28 


2.48 
■  2.26 


.    .39 
•  1.86 

.43 

-    .93 

-1.81 

-1.56 


.32 

1.10 

.46 

.73 
.51 
.50 
.70 


1.05 
1.35 
1.30 


.50 
.99 
.98 
1.76 
.91 

1.07 
1.84 
lc53 
1.44 
3.15 


.77 

.66 

1.19 

.48 

.34 
2.11 

.70 
1.46 

.32 

.20 

1.13 

.72 

.54 

1.85 

1.38 

3.15 

3.58 


SNOWFALL 
(UNMELTEO) 


ao 

(90(9 


NO  OF 
DAYS 


£  O 

O  CE 
O 


SEE  REFERENCE  NOTES  FOLLOWING  STATION  INDEX 


KENTUCKY 

AUGUST  1948 


TABLE    3 
DAILY    PRECIPITATION 


DAY    OF    MONTH 

STATION 

< 

1 

2 

3 

4 

5 

6 

7 

B 

9 

10 

II 

12 

13 

14 

IS 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

o 

ADDISON   DAM   <5         Z 

04 

.61 

.45 

T 

.12 

1.40 

ADOLPHUS      IN         H    // 

1.85 

.05 

.38 

.18| 

ALLBN 

.71 

.03 

.23 

.14 

.03 

.14 

.24 

.03 

2.28 
1.55 
2.87 
2.98 

ANCHORACB 

1.3£ 

.11 

1.23 

ASBCAMP 

.53 

l.OC 

1.00 

.10 

.25 

.10 

.09j     .„, 

ASHLAND  DAM    29 

.05 

.43 

.25 

.02 

.10 

.39 

.19 
.04 
.09 

.42 

1.85 
2.51 

BARDSTOm 

.52 

1.36 

.48 

.11 

BASS      3    S» 

.05 

.70 

2.00 

.01 

BAXTER   HARLAN  WATER  WKS 

t 

1.35 

.11 

.08 

.30 

.08 

.06 

2;58 
2.19 

BEAVER   DAM 

.le 

T 

.97 

.48 

.13 

.43|     - 

BENHAM 

.71 

.01 

.86 

.54 

.02 

.06 

.31 

.22 

.02 

.63 

3.42 
1.04 
2.05 
2.00 
1.52 

BENTON      1   SW          R 

.13 

.07 

04 
.04 

BEREA   COLLEGE         Z 

.61 

.06 

.11 

1.01 

.18 

BEREA    WATER   WORKS 

.25 

.03 

.03 

.20 

.05 

1.31 

.13 

.uo 

T 

BOWLING   GREEN 

T 

.06 

1.05 

.36 

.05 

BOWLING   GREEN   WB   AP         Z 

T 

.02 

1.17 

T 

T 

.39 

.04 

!l( 
1.48 

1.83 
2.19 
5.33 
2.43 
3.34 

BRENT  DAM   36 

1.49 

.01 

.30 

T 

.12 

BROWNSVILLE   LOCK  6 

!l] 

8URCIN   DIX   DAM 

.43 

'.6' 

i!o; 

.09 

.06 

BURNS  IDE 

.28 

.05 

.78 

.11 

.97 

1.15 

T 

CAMPBELLSVILLE 

.09 

.34 

.61 

.90 

.29 

.05 

!4: 

2.81 
3.41 
1.12 
0.85 
2.22 

CARROLLTON   LOCK    1         Z 

1.15 

.80 

CLERMONT  BERNHEIM  FOUND 

.45 

.30 

.37 

1.03 

CLINTON           R 

.10 

.03 

.18 

.02 

.12 

COLLEGE    BILL   LOCK    11 

.02 

.28 

.36 

T 

1.00 

.56 

COLUMBIA    LW   COLLEGE 

T 

.62 

.02 

.30 

.57 

1.51 
1.08 
2.24 
1.96 
1.39 

CORBIN 

.52 

.03 

.40 

.02 

T 

CORBIN    WATER   WORKS 

.90 

.16 

'.5' 

T 

.56 

.08 

COVINGTON   WB   AIRPORT 

1.34 

.06 

.23 

T 

T 

T 

05 

22 

CYNTHIANA 

.86 

.06 

T 

.04 

■ 

!21 

.22 

DANVILLE 

.06 

.57 

.48 

.39 

.15 

1.95 
1.05 

DAVELLA         R 

.19 

.06 

!l2 

.32 

.03 

.01 

.27 

!o5 

DELPHIA 

.30 

.40 

.50 

.40 

DEHA 

1.10 

.32 

.35 

.37 

.22 

2.36 
2.64 

DUNDEE    BARRETTS    FORD   BR 

.12 

.85 

.05 

1.30 

.11 

.13 

.08 

DUNMOB 

05 

.20 

.06 

.53 

.10 

.07 

1.01 

EARLINGTON 

!l8 

.15 

ieo 

.27 

.05 

T 

EDDYVILLE    LOCK   F 

.11 

.01 

.02 

.23 

.15 

.15 

'.It 

0   85 

EDMONTON         R 

.10 

.30 

.15 

.93 

FALMOUTH 

.46 

.01 

.04 

.43 

.35 

1129 

FARMERS 

.73 

.20 

.01 

.17 

.03 

.38 

1.52 

FLEMINGSBURC 

.46 

.41 

.12 

.51 

1.50 
1.47 
2.67 

FLEMINGSBURG  POST  OFF      R 

.43 

.45 

FORDS   FERRY   DAM    50         Z 

.29 

T 

.04 

.60 

.04 

.96 

T 

.10 

'.3'i 

i27 

FRANKFORT  LOCK      4 

.38 

.16 

.72 

T 

.32 

.49 

2.27 

FRANKLIN   WATER    WKS         R 

.82 

.14 

T 

T 

FRENCHBURG      1   SW 

.40 

.64 

.42 

GEORGETOWN  WATER  WORKS 

.54 

.27 

.48 

.12 

.41 

■ 

l!82 

GEST   LOCK      3         Z 

.84 

.05 

.29 

T 

T 

GLASGOW 
GRAYSON 

. 

.53 

.15 

T 

.01 

2.97 
.04 

.07 
.70 

.15 

.02 
.16 

.36 

3;43 
1.73 

GREENSBUEG 

T 

1.10 

.80 

.20 

.93 

.12 

.15 

.15 

3.45 

GREENSBUHG    HIWAY   61    BR 

1.00 

.91 

.35 

.60 

.05 

.13 

.02 

3.06 

GREENUP   DAM   30 

.05 

.40 

.02 

.24 

.35 

.22 

1.05 

2.33 

GREENVILLE      2  W 

.27 

.02 

T 

.11 

.09 

T 

1.00 

.08 

1.57 

HALEYS    MILL         H 

.23 

.06 

.33 

.44 

.03 

.04 

.10 

1.23 

HARTFORD      6    N 

.09 

T 

.04 

.99 

!33 

.16 

.03 

1.64 

HAZARD           Z 

.09 

1.35 

.10 

.18 

.50 

2.74 

HEIDELBERG   LOCK    14      Z 

.20 

1.30 

.25 

T 

T 

.82 

!06 

.43 

3.06 

HENDERSON      4    SW 

.24 

T 

.15 

.56 

.17 

.06 

1.18 

HERNDON         R 

.01 

_ 

.10 

.01 

.30 

HIGH   BRIDGE   LOCK      7 

.02 

.79 

.20 

.65 

T 

.06 

1.86 

HINDMAN   SETTLEMENT   SCH 

.86 

.05 

.35 

.01 

2.17 

!34 

.80 

1128 

.03 

2.45 

HOPKINSVILLE      2  E 

T 

.26 

.11 

T 

.29 

0.66 

HYDEN 

.41 

.60 

.50 

1.51 

IRVINGTON 

.09 

.7! 

.04 

.08 

2.84 

JACKSON 

.30 

.32 

.50 

.12 

.04 

1.28 

JENKINS    WATER   WORKS      R 

.99 

.94 

.08 

.28 

.28 

.08 

.07 

2.72 

JEREMIAH 

.84 

.45 

.34 

.98 

2.61 

KENTUCKY   DAM 

.18 

.06 

.19 

.02 

.30 

0.75 

LANCASTER    ICE   PLANT 

.35 

1.05 

.31 

.02 

.03 

1.76 

.17 

.03 

1.76 

.51 

.05 

2.66 

LEITCHFIELD 

.10 

.05 

2!o4 

.13 

T 

.96 

4.19 

LEXINGTON   WB   AP         Z 

.36 

1.22 

!o5 

T 

T 

.46 

.03 

!52 

2.61 

LIBERTY        R  // 

.06 

.04 

1.36 

.63 

.70 

.50 

.07 

3.36 

LITTLE    HICKMAN   LOCK      8   2 

.42 

!l9 

1125 

.05 

ios 

.06 

2.05 

LOCKPORT  LOCK      2 

.51 

.59 

LOG  LICK      13        R   // 

.13 

.13 

.91 

.32 

l!49 

LONDON  POST  OFFICE      R 

.35 

.17 

.27 

1.07 

.01 

1.87 

LOUISA   LOCK      3           Z 

.37 

.35 

.30 

.OA 

.11 

.33 

LOUISVILLE    BOWMAN   FLD      F 

.72 

i25 

.2- 

.07 

.05 

1.33 

LOUISVILLE    STAN   WB   AP   Z 

.85 

.o: 

.18 

.05 

.05 

LOUISVILLE    UPPER   GAGE 

.45 

T 

!3( 

.01 

T 

T 

!09 

.08 

oigs 

LOUISVILLE    WB   CITY        R 

.45 

T 

T 

T 

.09 

.08 

0.92 

LOVELACE V I LLE 

.15 

.37 

.71 

.05 

.25 

1.02 

2.65 

LUCAS         R 

.02 

.5' 

.2( 

1.24 

MADISONVILLE      1   BE 

.41 

.11 

0.51 

HAMKOTB  CAVE    PARK 

.57 

3.5( 

.07 

.17 

4.31 

MATFIELD      2    S 

.19 

T 

T 

.Of 

.2! 

T 

.31 

.71 

1.53 

MAYSVILLE  DAM  33        Z 

.a: 

.o: 

.o: 

J, 

.6( 

1.84 

3.37 

MC   KIKKEYSBimC      R   // 

.81 

1.5; 

.2; 

2. 60 

MIDDLESBORO 

l.H 

1.0( 

2.76 

MIDDLESBORO  CITY   HALL      I 

.** 

izo 

.07 

MIDWAY      2   3 

.4! 

.1( 

.7; 

.50 

.13 

1.90 

MILLERS8URC         R    // 

,53 

.02 

.13 

.01 

.10 

3.15 

3.94 

MILLERS TOWN 

3.29 

5.33 

MONTICELLO 

.70 

.40 

.32 

!2( 

.15 

1.85 

MOREHEAD   STA   TEACH  COL  R 

.45 

.03 

.20 

.57 

1.88 

.02 

3.26 

MOUNT  STERLING 

J! 

.36 

NOTES  FOLLOWING  STATION  INDEX 


TABLE    3  -  Continued 
DAILY    PRECIPITATION 


KENTUCKY 
AUGUST  1948 


MURRAY 

OLIVK    HlLt.         H 

OLKKY 

ONKONTA  DAM  35 


PIKEVILLE    Z 
PINSVIUJE 

PLEASUREVILLE   2  S 
PRINCETON 
QUICKSAND 

RAVENNA  LOCK  12 

RAYWICK   R 

RUMSEY  LOCK  2    Z 

RUSSELLVILLE 

SADIKVILLK  WATER  WORKS  R 

ST  JOHN  BETHLEHEM  ACAD 
SALVISA  LOCK  6 
SALVERSVILLE    R   // 
SCIENCE  HILL 
SCOTTSVILLE 

SEBREE  WATER  WORKS 
SKELBYVILLE   2  W 
SMITKFIELD   4  S    R 
SOMERSET  HIWAY  DEPT  R 
SPRINGFIELD 

STEARNS   R 
STILLWATER 
TATHAM  SPRINGS   R 
TOMPKINSVILLE   R 
TOMPKINSVILLE  TEL  OFF 

TYRONE  LOCK  5 
UNIONTOWN  DAM  49   Z 
VALLEY  VIEW  LOCK  9 
VANCEBURG  DAM  32 
WAYKESBimC   6  E 

WEST  LIBERTY  WATER  WKS 

WILLIAMSBURG 

WILLIAMSTOWN 

WILLOW  LOCK  13 

WOLF  CREEK  DAM    R 


WOODBURY  LOCK  4 


DAY    OF    MONTH 
5     (6 


22    23     24     29    26     27     28     29     30 


SEE  REFERENCE  NOTES  FOLLOWING  STATION  INDEX 


KENTUCKY 
AUGUST  1948 


TABLE    4 
HOURLY    PRECIPITATION 


A.   M.    HOUR   ENDING 

P. 

M. 

HOUR    ENDING 

< 
1- 

STATION 



1 

^ 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

' 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

o 

1- 

-3cl- 

BAXTER  HARLAH  WATER  WKS 

.01 

.36 

.63 

.15 

.15 

.02 

.01 

.01 

.01 

1.35 

BESEA  COIXSGB 

.25 

.28 

.06 

.01 

.60 

CORBIN                  6 

• 

•       • 

•    •    • 

.04 

•   • 

• 

• 

• 

.42 

* 

» 

• 

» 

* 

.06 

.52 

DAVKLLA 

.01 

.02 

.01 

.07 

.04 

.03 

.01 

.19 

EDMONTON 

.12 

.01 

.32 

.01 

.01 

.01 

.48 

FORDS  FERRY  DAM  50 

.02 

.02 

HAZARD 

// 

.02 

.05 

.10 

.03 

.01 

.21 

HEIDELBERG  LOC?  14 

// 

.02 

.05   .03 

1.07 

.07 

.01 

1.25 

JENKINS  WATER  WORKS 

.60 

.32 

.07 

.99 

LIBERTY 

// 

.05 

1.23 

.05 

.01 

.03 

1.37 

LITTLE  HICKMAN  LOCI  8 

// 

.36 

.36 

LOG  LICK  1  S 

// 

.06 

.01 

.01 

.03 

.02 

.12 

LONDON  POST  OFFICE 

.02   .05 

.08 

.07   .03 

.02 

.03 

.03 

.02 

.35 

LOUISA  LOCK  3 

.17 

.06 

.09 

.01 

.02 

.35 

MIDDLESBORO  CITY  HALL 

.01   .05 

,13 

.07 

.05 

.04 

.02 

.04 

.01 

.02 

.44 

.28   .07 

.07 

.03 

.45 

OLIVE  HILL 

.31   .30 

.02 

.01 

.64 

PIKEVILLE 

.01 

.01 

.01 

.03 

.12 

.18 

RAYWICK 

.05 

.03 

.08 

SALYZRSVILLE 

// 

.01 

.02 

.04 

.01 

.08 

SOMERSET  HIWAY  DEPT 

.01 

.03 

.13 

.01 

.18 

STEARNS 

.07 

.04 

.06 

.03 

.01 

.01 

.01 

.01 

.24 

TOMPKINSVILLE 

.10 

.02 

1.28 

.30 

.02 

1.72 

WOLF  CREEK  DAM 

.01 

.05 

.03 

.34 

-4 

hr- 

.06 

.49 

ADOISON  DAM  45 

// 

.04 

.01 

.05 

BATrra  HARLAH  WATBl  WB 

.06 

.02 

.02 

.01 

.11 

BENTON  1  SW 

.11 

.02 

.13 

BEREA  COLLEGE 

.03 

.03 

.05 

.11 

CARROLLTON  LOCK  1 

// 

.60 

.02 

.30 

.19 

.03 

.02 

.01 

.02 

1.19 

CLINTON 

.08 

.02 

.10 

CORBIN                    6 

• 

• 

* 

• 

t 

« 

.05   •     • 

*     «     » 

DAVELLA 

.06 

.06 

DUNDEE  BARRETTS  FORD  BR 

.04 

.01 

.05 

.10 

FLEMINGSBURG  POST  OFF 

.03 

.06 

.14 

.15 

.05 

.43 

FORDS  FERRY  DAM  50 

.01 

.01 

.17   .17 

.36 

GEST  LOCK  3 

.48 

.20 

.07 

.01 

.01 

.03 

.80 

HALEYS  MILL 

.15 

.08 

.23 

HAZARD 

// 

.10 

.02 

.01 

HEIDELBERG  LOCK  14 

// 

.01 

.16 

.02   .01 

!20 

HERNDON 

.01 

.01 

HODGENVILLE  NAT  PARK 

.04 

.30 

.34 

JENKINS  WATER  WORKS 

.01   .10   .08 

.06 

.66 

.02 

.01 

.94 

LEXINGTON  WB  AIRPORT 

.11 

.21 

.02   .02 

.36 

LIBERTY 

// 

.57 

.01 

.01 

.59 

LITTLE  HICKMAN  LOCK  8 

// 

.15 

.15 

LOG  LICK  1  S 

// 

.03 

.03 

.06        .01 

.13 

LONDON  POST  OFFICE 

.11 

.06 

.17 

LOUISA  LOCK  3 

.12 

.06   .06   .01 

.25 

LOUISVILLE  BOWMAN  FLD 

.63 

.04 

.04 

.01 

.72 

LOUISVILLE  STAN  WB  AP 

.81 

.03 

.01 

.85 

LOUISVILLE  WB  CITY 

.02 

.42 

.01 

.45 

LUCAS 

.02 

.02 

MAYSVILLE  DAM  33 

// 

.35 

.03 

.07 

.07 

.08 

.03 

.63 

MC  KINWETSBUaG 

// 

.01 

.39 

.11 

.1] 

.14 

.05 

.81 

MIDDLESBORO  CITY  HALL 

.02   .05 

.01 

.01 

.08   .03 

.03 

.20 

MILLERSBURG 

.07 

.28 

.15 

.01 

.01 

.01 

.53 

MOREHEAD  STA  TEACHERS  COL 

.01 

.01   .08 

.01 

.11 

OLIVE  HILL 

.02 

.05   .01   .01 

.03 

.12 

OWENSBORO  PAM  46 

.01 

.09 

.01 

.11 

PADUCAH  SCS  NURSERY 

.04 

.04 

PIKEVILLE 

.03 

.02 

.28 

.33 

RAYWICK 

.24 

.02 

.06 

.32 

RUMSEY  LOCK  2 

.o: 

.10 

.02 

.17 

SADIEVILLE  WATER  WORKS 

.06 

.11 

.02 

.19 

SALYERSVILLE 

// 

.01 

.06 

.07 

SMITHFIELD  4  S 

.15 

.08 

.12 

.04 

.01 

.40 

SOMERSET  HIWAY  DEPT 

.17 

.17 

STEARNS 

.06 

.18 

.11 

.35 

TATHAM  SPRINGS 

.02 

.02 

.01 

.01 

.01 

.07 

TOMPKINSVILLE 

.71 

.71 

UNIONTOWH  DAM  49 

// 

.27  .o; 

.01 

.31 

WOLF  CREEK  DAM 

.17 

.14 

.23 

.54 

WOODBURY  LOCK  4 

.03 

.02 

.05 

CORBIN                  6 

.06 

-5th- 

.06 

DAVELLA 

.01 

.01   .0« 

.01 

.02 

.01 

.  12 

HAZARD 

// 

.03 

.02   .03 

.08 
.02 
.08 
.05 
.02 
.03 
.01 
.05 

HEIDELBERG  LOCI  14 

// 

.01 

.01 

JENKINS  WATER  WORKS 

.01   .06   .01 

LOUISA  LOCK  3 

.02 

.03 

MILLERSBURG 

.02 

MOREHEAD  STA  TEACH  COL 

.01 

.01 

.01 

OLIVE  HILL 

.01 

PIKEVILLE 

.01 

.01 

.01 

.02 

CLINTON 

CORBIN                  6 

DUNDEE  BARRETTS  FORD  BR 

-10 

th- 

.47 

. 

. 

. 

, 

. 

.03 

.17   .01 

.18 
.03 
.47 
.06 
.05 
.03 
.01 
.27 
.02 
.11 

FORDS  FERRY  DAM  SO 
GEST  LOCI  3 

.01 

.01   .01   .02 
.05 

.01 

HAZARD 

HEIDELBERG  LOCK  14 

// 
// 

.01 

.02 

.01 

LONDON  POST  OFFICE 

.27 

LOUISVILLE  STAN  WB  AP 

.02 

RUMSEY  LOCK  2 
SADIEVILLE  WATER  WORKS 

.09 

.02 

.05   .02 

SOMERSET  HIWAY  DEPT 

.  14 

.07 
.14 
.05 
.58 
.06 
.18 

TOMPIIRSTILLE 

OS 

UNIONTOWN  DAM  49 
WOLF  CREEK  DAM 

// 

■ 

.06 

.10   .40   .07 

.01 

WOODBURY  LOCK  4 

.12 

.05 

.01 

SEE  REFERENCE  NOTES  FOLLOWING  STATION  INDEX 


TABLE    4  — Continued 
HOURLY    PRECIPITATION 


KENTUCKY 
AUGUST  1948 


STATION 


A.   M.    HOUR   ENDING 


AOnlSOH  DAM  45 

BAXTER  HARLAN  WATKR  WORKS 

BEREA  COLLEGE 

BOWLING  GREEN  WB  AP 

CARROLLTON  LOCK  I 

CL 1 NTON 

CORBIN  6 

PAVELLA 

PUNDEE  BARRETTS  FORP  BR 

EPMONTON 

FORDS  FERRY  PAM  50 

GEST  LOCK  3 

HALFYS  yiLL 

HA7ARP 

HEIDELBERG  LOCK  14 

HERNDON 

HODGENVILLE  NAT  PARK 

JENKINS  WATER  WORKS 

LEXINGTON  WB  AIRPORT 

LIBERTY 

LITTLE  HICKMAN  LOCK  8 

LOG  LICK  I  S 

LONDON  POST  OFFICE 

LOUISA  LOCK  3 

LOUISVILLE  BOWMAN  FLD 

LOUISVILLE  STAN  WB  AP 

LOUISVILLE  WB  CITY 

LUCAS 

MIDPLESBORO  CITY  HALL 

MILLERSBURG 

MOREHEAD  STA  TEACH  COL 

OLIVE  HILL 

OWENSBORO  DAM  46 

PIKEVILLE 

RAYWICK 

RUMSEY  LOCK  2 

SALYERSVILLE 

SMITHFIELD  4  S 

SOMERSET  HIWAY  DEPT 

STEARNS 

TATHAM  SPRINGS 

TOMPKINSVILLE 

UNIONTOWN  DAM  49 

WOLF  CREEK  DAM 
WOODBURY  LOCK  4 


BAXTER  HARLAN  WATER  WKS 

DUNDEE  BARRETTS  FORD  BR 

EDMONTON 

FORDS  FERRY  DAM  50 

GEST  LOCK  3 

HALEYS  MILL 

HAZARD 

HERNDON 

HODGENVILLE  NAT  PARK 

JENKINS  WATER  WORKS 

LEXINGTON  WB  AIRPORT 

LIBERTY 

LOUISVILLE  BOWMAN  FLD 

LOUISVILLE  STAN  WB  AP 

LOUISVILLE  WB  CITY 

RUMSEY  LOCK  2 

SADIEVILLE  WATER  WORKS 

SMITHFIELD  4  S 

SOMERSET  HIWAY  DEPT 

STEARNS 

WOLF  CREEK  DAM 


FLEMINGSBURG  POST  OFF 

FRANKLIN  WATER  WORKS 

LOUISVILLE  STAN  WB  AP 

MAYSVILLE  DAM  33 

MC  KINNEYSBUKG 

MILLERSBURG 

MOREHEAD  STA  TEACH  COL 

OLIVE  HILL 

TOMPKINSVILLE 


BAXTER  HARLAN  WATER  WKS 

BOWLING  GREEN  WB  AP 

CLINTON 

CORBIN  6 

DUNDEE  BARRETTS  FORD  BR 

FORDS  FERRY  DAM  50 

FRANKLIN  WATER  WORKS 

HALEYS  MILL 

HERNDON 

LOUISA  LOCK  3 

LOUISVILLE  STAN  WB  AP 

LUCAS 

MIDDLESBORO  CITY  HALL 

OLIVE  HILL 

OWENSBORO  DAM  46 

RUMSEY  LOCK  2 

TOMPKINSVILLE 

WOODBURY  LOCK  4 


JENKINS  WATER  WORKS 


P.  M.  HOUR  ENDING 


-nth- 


.24   .42   .05 


.06   .03   .02 


.03   .02   .01 


.01        .04 


.02   .67   .12 


.04   .12   .09 


.10   .18   .02 

-12th- 


.08   .12   .12 


.03   .15   .35 


.05        .02 


1.22 

1.04 

1.17 

.91 


-13th- 


.01   .07 

-14th- 


.21   .02 

.31   .07   .01 


-16th- 


SEE  REFERENCE  NOTES  FOLLOWING  STATION  INDEX 


KENTUCKY 
AUGUST  1948 


TABLE    4-Continued 
HOURLY    PRECIPITATION 


STATION 


^ODISOK   DAM   45 

BAXTER  HARLAN  WATER  WKS 

BENTON  1  SW 

BEREA  COLLEGE 

CARROLLTON  LOCK  1 

DAVELLA 

DUNDEE  BARRETTS  FORD  BR 

FORDS  FERRY  DAM  50 

HALEYS  MILL 

HAZARD 

HEIDELBERG  LOCK  14 

HERNDON 

JENKINS  WATER  WORKS 

LEXINGTON  WB  AIRPORT 

LIBERTY 

LITTLE    HICKMAN    LOCK    8 

LOG  LICK  1  S 

LOUISA  LOCK  3 

MILLERSBURG 

OWENSBORO  DAM  46 

PADUCAH  SCS  NURSERY 

PIKEVILLE 

RAYWICK 

RUMSEY  LOCK  2 

SALYERSVILLE 

SMITHFIELD  4  S 

UNIONTOWN  DAM  49 

WOODBURY  LOCK  4 


BENTON  1  SW 

CLINTON 

FORDS  FERRY  DAM  50 

PADUCAH  SCS  NURSERY 


ADDISON  DAM  45 

BENTON  1  SW 

CARROLLTON  LOCK  1 

CLINTON 

DAVELLA 

DUNDEE  BARRETTS  FORD  BR 

FLEMINGSBURG  POST  OFF 

FORDS  FERRY  DAM  50 

HALEYS  MILL 

HERNDON 

HODGENVILLE  NAT  PARK 

LEXINGTON  WB  AIRPORT 

LITTLE  HICKMAN  LOCK  8 

LOUISA  LOCK  3 

LOUISVILLE  BOWMAN  FLD 

LOUISVILLE  STAN  WB  AP 

LOUISVILLE  WB  CITY 

MAYSVILLE  DAM  33 

MC  KINNEYSBURG 

MIDDLESBORO  CITY  HALL 

OLIVE  HILL 

OWENSBORO  DAM  46 

PADUCAH  SCS  NURSERY 

RAYWICK 

SADIEVILLE  WATER  WORKS 

SMITHFIELD  4  S 

STEARNS 

TATHAM  SPRINGS 

UNIONTOWN  DAM  49 

WOODBURY  LOCK  4 


BAXTER  HARLAN  WATER  WORKS 

BEREA  COLLEGE 

BOWI.ING  GREEN  WB  AP 

CARROLLTON  LOCK  1 

CLINTON 

DAVELLA 

FLEMINGSBURG  POST  OFF 

FORDS  FERRY  DAM  50 

GEST  LOCK  3 

HALEYS  MILL 

HEIDELBERG  LOCK  14 

LEXINGTON  WB  AIRPORT 

LITTLE  HICKMAN  LOCK  8 

LONDON  POST  OFFICE 

LOUISA  LOCK  3 

LOUISVILLE  BOWMAN  FLD 

LOUISVILLE  STAN  WB  AP 

LOUISVILLE  WB  CITY 

LUCAS 

MAYSVILLF  DAM  33 

MC  KINNEYSBURG 

MILLERSBURG 

MOREHEAD  STA  TEACH  COL 

OLIVE  HILL 

SADIEVILLE  WATER  WORKS 

SMITHFIELD  4  S 

STEARNS 


A.   M.    HOUR    ENDING 


P.   M.    HOUR    ENDING 


■18th- 


-28th- 


.20       .17 
.50       .18 

•29th- 


5    I    6 


7        8 


01 

.25 

.01 

0.5 

.01 

01 

.03 

.05 

.14 

.10 

.02 

01 

.01 

.01 

.01 

10 

.01 

.02 

.01 

-30th- 


.24       .20       .09 


SEE  REFERENCE  NOTES  FOLLOWING  STATION  INDEX 


DAILY  TEMPERATURES 


KENTUCKY 
AUGUST  1W48 


ASHLAND 


MAX  '   85  I  88 


BKAVER   DAU 

BENHAU 

BEREA   COLLEGE 

BOITLINC   GREEN   WB   AP 

BURGIN  DIX  DAU 

CAUPBELLSVILLE 

CLERMONT  BERNHEIM  FOUND 

CORBIN 

COVINGTON  WB  AIRPORT 

DANVILLE 

EARLINGTON 

FARMERS 

FORDS  FERRY  DAM  50 

FRANKFORT  LOCK  4 

GREENSBURG 

GREENVILLE   2  W 

HEIDELBERG  LOCK  14 

HENDERSON   4  SW 

HINDMAN  SETTLEMENT  SCH 

HOPKINSVILLE   2  E 

IRVINGTON 

LEITCHFIELD 

LEXINGTON  WB  AIRPORT 

LOUISVILLE  STAN  WB  AP 

LOUISVILLE  WB  CITY 

LOVELACEVILLE 

MAMMOTH  CAVE  PARK 
MAYFIELD   2  S 
MAYSVILLE  DAM  33 
HIDDLESBORO 
MOUNT  STERLING 
MURRAY 


HIN 

64 

60 

HAX 
MIN 

It 

89 
58 

HAX 

HIN 

65 

84 
60 

HAX   88   88   83   81 

HIN  58   56   64   58 


HAX  86   87   89  I  78 
HIN  60   59   67  '  61 


HAX   86   89   88 
HIN  57  ;  57  1  62 


HAX  85   88  84 
HIN  59   57  I  65 


56  I  58  59 


85   87   77 


B7  '  87  76  87 
56  58  63   57 


65  68  62  67   62 


88  79   86   82 

57  67   62  55 

77  86  89   84 

64  66  I  63  I  67 

88  93  i  94   85 

69  69  67  71 


88  1 
56 

86  1 

65 

89   88 

55  61  1 

85  1  88 
54  1  61 

85  82 
55  64 

88  89 

58  j  64 

92 
65 

90 
63 

50 

85 
60 

88 

55 

85 
62 

86  88 

55  1  55 

86  78 

85 
59 

82 

66  1 

89 
57 

89  1 
65 

84 
54 

83 
58 

89 

62 

88 
66 

89  96   92 


'°  I 
74 


86 
66 

92 
65 

93 
64 

88 
71 

91 
70 

92 
74 

87 
72 

87 
70 

90 
65 

84 
67 

88 
64 

90 
64 

90  92  1  84 


Se«  relerenc*  notM  following  Station  Index. 


aO  21  I  22  I  23  I  24 


B7  90  90  I  95   98 

52  55  I  57   60  63  i  62 


2S  26  :  27  I  28 


28  I  30 

\ ' 


94  95  96  95  |  M 

65  65   67  '  62  60 


91  95  96  97  100  JOl  102  101   93  '  81 
60  60  61   63  65  66  64   66  63  65 


95  97  97  97   97  98 


93   85   89.1 


56   61   62   64 


83  I  86  85  89  90  |  93  94 


64   64   62   60 


96   98   99   94 


58.5 
85.9 


53  I  55   57   60  60  I  57   58   58   59   61   56   63 


88  91  I  93  94   96  98  97 


97  85   85 


52   54  1  56 


59  62  62  66   64   64   59   59 


98  97   98 


67   68   67   69   66   63   62.7 


90   92   95   97   98  100   98  100   98   93   85 


65  63   64   65   70 


54  57   56  60   60 

90  93  95  96  97 

51  55   57  60   61 

87  90  92  92 

55  56   60  ,  60 

90  92  j  96  96 

57  64  I  66  66 


82   86   88   94   92 
56   60   62   64   64 

85   89   93   96   99 
54   58  j  61  I  64 

85  I  90   91  93 
53   55   57  I  57 


72 

69 

68 

70 

62 

63 

65 

64 

97 
61 

99 
62 

95 
64 

96 

65 

96 
62 

95 
62 

95 
64 

98 
64 

98 

99 

96 

92 

64   63   59 


94   80   86.4 
63   61   58.9 


67  69   69   68  69  66  |  60 

94  95  94   95  94  91   81 
66   66   68   69  69  65   63 

98   98   98   98  97  91   84 

64   67   68   68  66  63   64 

95  I  95  i  98  I  97  95  90  80 


84.6 
62.3 

88.9 
61.5 

86. S 


60  !  61  j  61  61  67  60  58.1 

86   89   93   96   97   96   97  '  97   93  94  90  83  88. 

65   66   66   68   72   71  70  66  67  64. 

93   94   97   98  1102  101  101  101  99  95  83  90. 

.-_    ^^        ..»    /.n    ^1        t:^        cc    en  CC  tii^  a'i  Rfi 


54  57  ;  59   60  j  62 

85   88  I  91  1  94  I  95 

55  57  58  62  62 


57   53   62 


64  65   65  66   65   63 

96  I  96  95  97  I  92  83 

65  I  66   67  I  67  66  62 

95  98  97  96   90   85 

56   54   58   61   64  '  64   66   68   67   65   63   65 

86   88   88   89   90  1  95   95   96   95   95   90   80 
54   57   57   59   60 

85  88  91   94  I  96 
56  i  55   60   63  I  64 

84   85  86  91  '  91 
54  56  57   59   57 


62  64 
95  1  96 


64   64   64 


98  j  92  I  86 


66  I  75  ]  75  I  69  I  66  I  64   64  . 

94  94  97  97  97  96   93 
55   58   59   61   62   58   63 


96 

96 

96 

64 

63 

67 

95 

97 

98 

60 

62 

64 

87   90   92   94   93 

63   56   57   59   61   63   65 


95  96  96  90 

64  66   66  63 

97  '  97  96  96 

65  I  67  1  67  I  68 

'  92  I  94 


63   56   61.4 


86  81  i  83  84   88  89  93 


66  67  66  63 


99   96  97  93  91 


64 
86 

60 
86 

65 

59 

84 

84 

71 

68 

88  91  94 
55  58  59 


87   90   94 


68  :  66   69   67   69 


62  i  67   68  ;  69  :  71 


100 

100 

66 

67 

98 

98 

74 

73 

90   90  I  91 


91  93   90 


93 
56 

97 
63 

99 
64 

99 
63 

98 
66 

86 
53 

89 
55 

93 
59 

94 
60 

61 

97 
61 

99 
64 

99 
63 

98 
65 

86 
57 

59 

95 
60 

98 
60 

97 
62 

88 
57 

90 
64 

93 
64 

93 
60 

94 
64 

90 
57 

92 
60 

95 
62 

s 

98 
66 

95 
52 

99 
70 

100 

1? 

98 
67 

92 
54 

95 
58 

97 
60 

100 
63 

105 
66 

89 
59 

93 
59 

96 
66 

99 
67 

100 
68 

89 
61 

93 
62 

93 
63 

96 
63 

98 
61 

91 
53 

94 
57 

98 
59 

99 
61 

99 
59 

90 
55 

91 
57 

94 
61 

98 
65 

101 
70 

91 
54 

93 
56 

96 
59 

95 
59 

97 
60 

69  68  64 
95 


64 

64 

i 
65 

97 
67 

95 
67 

97 

66 

02 
65 

101 
64 

96  1 

65  1 

95 
61 

98 

63 

98 

64  1 

98 
67 

100 
68 

97  1 
68 

98 
70 

97 
74 

To 

99 
68 

100 
67 

96 
67 

97 
70 

99 
70 

97 
70 

102 
67 

101 
65 

102 
66 

97 
66 

97 
66 

96 
65 

97 
70 

99 
71 

98 
74 

99 
64 

98 
64 

94 
65 

64 

66 

94 
71 

88 
68 

89 
64 

84 
66 

97 
69 

92 
68 

96 
63 

85 
58 

92 
62 

86 
65 

98 
68 

93 
65 

94 
62 

84 
62 

61.5 

89.3 
61.4 


DAILY  TEMPERATURES 


KENTUCKY 
AUGUST  1948 


xana  HiiiL 

SCOTTSYILLB 
SBZLBTTILLE   2  ¥ 


¥ILLIA«STOWlr 
lOLF  CSKEK  DAM 


10      11      12      13     14      15      16      17      18 


57  I  59  I   59 


25     26  !  27  I  28 


98  |lO 


TABLE    6 
DAILY  EVAPORATION  (INCHES)   AND  WIND  MOVEMENT  (MILES)    AurujsT  ,948 


"1 

DAY    OF   MONTH 

TOTAL 

' 

itm 

STATION 

-n 

e 

s 



s 

6 

8 

9 

10 

M 

12 

IS 

,4 

IS 

16 

17 

le 

19 

20 

ei 

ez 

ti 

24 

29 

26 

27 

28 

29 

SO 

31 

BimOlH   Dll   MU 

•ra-r  cii»«  0A« 

KVAP 
»IND 

.178 
.078 

.104 

.172 

.173 
16 

.202 

.126 

.120 
S 

.3B0 
22 

.J 

.138 

9 

.184 

5 

.136 

.186 

7 
.154 

.OBB 
10 

21 

••ii 

.17B 

.198 
2 

.207 
9 

.198 

.149 
12 

.308 

2 

20 

.238 

3 

.208 

.080 

.100 
8 

.212 

2 

.211 

A 

.208 

.199 
12 

.214 

.227 
24 

.212 
.299 

.224    .23J     .224    .280    .098      6.470 

.080    .198    .171    .223    .197      6.229 
■3-24           4         28         li 

TABLE    7 
DAILY    RIVER    STAGES    (FEET) 


RIVER  AND  STATION  S< 


LBV ISA  FORK 
PIKKVILLI! 
PAINTSVILLK 


LOUISA  LOCK 
SOUTH  FORK 


LICKING 
FARKERS 

FALMOUTH 


KSNTUCKY 
HEIDBLB£RG  LOCK 
HIGH  BRIDCK  LOCK 
FRANKTORT  LOCK  4 


IIUNFORDV ILLE 
BROWNSVILLE  LOCK 
WOODBUBY  LOCK  4 
RUIISEY  LOCK  2 

CUMBERLAND 
WILLIAMSBURG 
BURNSIDB 


OHIO 
ASHLAND  DAM  29   UO 
ASHLAND  DAM  29   LC 
MAVSVILLE  DAM  33   UG 
MAVSVILLE  DAM  33   LG 
ONEONTA  DAM  35   UG 
ONEONTA  DAM  35   LG 
LOUISVILLE    UG 
LOUISVILLE    LG 
ADDISON  DAM  45   UG 
ADDISON  DAM  45   LG 
OWENSBORO  DA 
OWENSBORO  DA 
UNIONTOWN  DAM  49   UG 
UNIONTOWS  DAM  49   LG 
FORDS  FERRY  DAM  50   DC 
FORDS  FERRY  DAM  50   LG 


be  published 


KENTUCKY 
AUGUS  r    1M48 


STATION     INDEX 


STATION 


ADDISON  DAM  45 
ADDISON  DAM  45   LG 
ADOLPHUS   1  N 
ALLEN 
ANCHORAGE 

ASHCAMP 

ASHLAND  DAM  29 
ASHLAND  DAM  29   LG 
BARBOURVILLE  WATER  WORKS 
BARDSTOWN 

BASS   3  SW 

BAXTER  HARLAN  WATER  WORKS 

BEAVER  DAM 

BENHAM 

BENTON   1  SW 

BEREA  COLLEGE 
BEREA  WATER  WORKS 
BOWLING  GREEN 
BOWLING  GREEN  WB  AP 
BRENT  DAM  36 

BROWNSVILLE  LOCK  6 
BURGIN  DIX  DAM 
BURNS IDE 
CAMPBELLSVILLE 
CARROLLTON  LOCK  1 

CENTRAL  CITY   IE 

CLERMONT  BERNHIEM  FOUND 

CLINTON 

COLEMAN  POST  OFFICE 

COLLEGE  HILL  LOCK  11 

COLUMBIA  LW  COLLEGE 

CONSTANTINE 

CORBIN 

CORE IN  WATER  WORKS 

COVINGTON  WB  AIRPORT 

CYNTHIANA 

DANVILLE 

DAVELLA 

DELPHIA 

DEMA 

DUNDEE  BARRETTS  FORD  BR 

DUNMOR 

EARLINGTON 

EDDYVILLE  LOCK  F 

EDMONTON 

FALLS  OF  ROUGH 

FALMOUTH 

FARMERS 

FLEMINGSBURG 

FLEMINGSBURG  POST  OFFICE 

FORD  LOCK  10 
FORDS  FERRY  DAM  50 
FORDS  FERRY  DAM  50   LG 
FRANKFORT  LOCK  4 
FRANKLIN  WATER  WORKS 

FRENCHBURG   1  SW 

GEORGETOWN  WATER  WORKS 

GEST  LOCK  3 

GLASGOW 

GODMAN  AFBU  FT  KNOX 

GRANT  DAM  38 

GRANT  DAM  38   LG 

GRAYSON 

GREENSBURG 

GREENSBURG  HIWAY  61  BR 

GREENUP  DAM  30 
GREENVILLE   2  W 
HALEYS  MILL 
HARTFORD   6  N 
HAZARD 

HEADQUARTERS 

HEIDELBERG  LOCK  14 

HENDERSON   4  SW 

HERNDON 

HIGH  BRIDGE  LOCK  7 

HINDMAN  SETTLEMENT  SCHOOL 

HODGENVILLE  NAT  PARK 

HOPKINSVILLE   2  E 

HYDEN 

IRVINGTON 

JACKSON 

JENKINS  WATER  WORKS 

JEREMIAH 

KEENE   2  N 

KE>mjCKV  DAM 


0031 
0036 
0043 
0095 
0155 

0246 
0254 
0259 
0381 
0389 

0438 
0450 
0490 
0595 


0624 
0904 
0909 
0978 

1046 
1127 
1156 
1256 
1345 


COUNTY 


DRAINAGE 


BRECKINRIDGE 

BRECKINRIDGE 

ALLEN 

FLOYD 

JEFFERSON 

PIKE 
BOYD 
BOYD 
KNOX 
NELSON 


MADISON 

MADISON 

WARREN 

WARREN 

CAMPBELL 

EDMONSON 


PULASKI 
TAYLOR 
CARROLL 


1439   MUHLENBERG 

1611 

1631 

1691 

1704   MADISON 

ADAIR 

BRECKINRIDGE 

WHITLEY 

WHITLEY 

KENTON 


3358 
3363 
3391 
3430 
3435 

3443 
3451 
3539 
3652 
3709 

3722 
3741 
3762 
3798 
3837 

3899 
3929 
3994 
4093 


4196 
4241 
4255 
4369 


1998 

HARRISON 

2040 

BOYLE 

2053 

MABTIN 

2131 

PERRY 

2139 

KNOTT 

2358 

OHIO 

2366 

MUHLENBERG 

2407 

HOPKINS 

2445 

LYON 

2469 

METCALFE 

2767 

GRAYSON 

2775 

PENDLETON 

2791 

ROWAN 

2903 

FLEMING 

2908 

FLEMING 

2953 

CLARK 

2961 

CRITTENDEN 

2966 

CRITTENDEN 

3028 

FRANKLIN 

3036 

SIMPSON 

3052 

MENIFEE 

3194 

SCOTT 

3203 

HENRY 

3241 

BARREN 

3280 

HARDIN 

GREEN 
BIG  SANDY 
OHIO 

BIG  SANDY 

OHIO 

OHIO 

CUMBERLAND 

SALT 

GREEN 

CUMBERLAND 

GREEN 

CUMBERLAND 

TENNESSEE 

KENTUCKY 
KENTUCKY 
GREEN 
GREEN 


GREEN 

KENTUCKY 

CUMBERLAND 

GREEN 

KENTUCKY 

GREEN 
SALT 

MISSISSIPPI 
BIG  SANDY 
KENTUCKY 

GREEN 

GREEN 

CUMBERLAND 

CUMBERLAND 

OHIO 

LICKING 
KENTUCKY 
BIG  SANDY 
KENTUCKY 
BIG  SANDY 

GREEN 

GREEN 

OHIO 

CUMBERLAND 

GREEN 

GREEN 

LICKING 

LICKING 

LICKING 

LICKING 

KENTUCKY 
OHIO 
OHIO 
KENTUCKY 


BOONE 
BOONE 
CARTER 
GREEN 
GREEN 

GREENUP 

MUHLENBERG 

CHRISTIAN 

OHIO 

PERRY 

NICHOLAS 

LEE 

HENDERSON 

CHRISTIAN 

JESSAMINE 

KNOTT 

LARUE 

CHRISTIAN 

LESLIE 

BRECKENRIDGE 

BREATHITT 

LETCHER 

LETCHER 

JESSAMINE 

LIVINGSTON 


LICKING 
KENTUCKY 
KENTUCKY 
GREEN 


OHIO 
OHIO 
OHIO 
GREEN 
GREEN 

OHIO 
GREEN 
GREEN 
GREEN 
KENTUCKY 

LICKING 

KENTUCKY 

OHIO 

CUMBERLAND 

KENTUCKY 

KENTUCKY 

GREEN 

CUMBERLAND 

KENTUCKY 

GREEN 

KENTUCKY 
BIG  SANDY 
KENTUCKY 
KENTUCKY 
TENNESSEE 


< 

o     r 


37  55 
37  55 

36  39 

37  35 

38  16 

37  16 

38  27 

38  27 

36  52 

37  48 

37  19 

36  51 

37  25 
36  58 

36  51 

37  34 
37  34 
37  00 

36  58 

39  03 

37  12 
37  48 

36  59 

37  20 

38  41 

37  18 
37  56 

36  41 

37  30 
37  47 


38  23 
37  39 
37  48 
37  02 
37  25 

37  33 

37  05 

37  16 

37  03 

37  00 

37  35 

38  40 
38  09 
38  25 
38  25 

37  53 
37  28 

37  28 

38  13 

36  43 

37  57 

38  12 
38  25 
37  00 

37  54 

38  59 
38  59 
38  19 


38  37 
37  12 
37  03 
37  32 
37  15 


38  24 
37  33 
37  47 

36  44 

37  49 


37  32 

36  52 

37  10 
37  53 


37  10 
37  58 
37  01 


86  34 
86  16 
82  43 
85  33 

82  26 
82  36 

82  36 

83  53 
85  28 

85  10 

83  20 

86  52 
82  57 
88  22 

84  18 
84  16 
86  26 
86  26 
84  25 

86  16 
84  43 

84  37 

85  21 
85  11 


84  06 

85  17 

86  14 
84  06 
84  06 
84  40 

84  18 
84  46 

82  32 

83  07 
82  48 


43 


85  37 

86  34 
84  20 
83  33 
83  43 

83  44 

84  15 
88  06 
88  06 
84  52 
86  34 

83  39 

84  33 

84  53 

85  40 
85  58 


84 

49 

84 

49 

82 

57 

85 

30 

85 

30 

82 

51 

87 

12 

87 

20 

86 

54 

83 

12 

84 

07 

83 

46 

87 

37 

87 

34 

84 

43 

82 

59 

85 

44 

87 

27 

83 

22 

86 

17 

83 

23 

82 

38 

82 

56 

84 

38 

88 

16 

TIME  OF 
OBSERVATION 


1070  CST 

1100  CST 

536  CST 

536  CST 

489  EST 


YEARS  OF 
RECORD 


OBSERVER 


REFER 

TO 
TABLES 


CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 
IDFiL  M  DEARING 
NANNIE  AUXIER 
C  E  BARRET 

MARY  S  RATLIFP 
CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 
JOHN  R  WHARTON 
MRS  POPE  8ISC0 

CLAUDE  CAVE  tc   R  KILBY 

CYRDS  S  LAYSOK 

E  G  YOUNG 

C  C  WHITEAKKR 

NANCY  C  MORSE 

JAUES  A  GROSSMAN 
MRS  LAURA  B  GAFFARD 
JAMES  R  EDWARDS 
US  WEATHER  BUREAU 
CORPS  OF  ENGINEERS 

CORPS  OF  ENGINEERS 
C  W  WILLIAMS 
SARAH  E  LEWIS 
ALVA  MC  KINLEY 
CORPS  OF  ENGINEERS 

MARION  STAPLES 
BEHNHSIM  FOUNDATION 
WOODSON  D  FRANKLIN 
FRANK  STUMP 
CORPS  OF  ENGINEERS 

JAMES  E  NANRIVELL 
MRS  GLENNIE  L  SHARP 
US  WEATHER  BUREAU 
G  F  HAUSHAN 
US  WEATHER  BUREAU 

MARSHALL  HILL 
R  P  COLD IRON 
BERTHA  DE  LONG 
PARIS  CRESS 
HATTIE  B  BARNEY 


J  L 


BRICK  SODTHWMtTH 
THOMAS  SMITH 
JOHN  E  MORAN 

ROBERT  HARL 
JESSIE  OLDHAM 
MRS  CORDA  C  STAMPER 
MAURICE  0  CARPENTER 
MAURICE  0  CARPENTER 

CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 
CORPS  OP  ENGINEERS 
HERMAN  D  NEAL 

JEROME  HIERONYMDS 
JOE  W  ATKINS 
CORPS  OP  ENGINEERS 
OS  A  L  POLL  IS 
US  AIR  FORCE 

CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 
SHIRLEY  I  STATEN 
MRS  HELL  M  LINGLE 
KENNETH  STOTTS 

CORPS  OF  ENGINEERS 
C  R  LOVELL 
CLEATUS  E  BRINKLEY 
W  R  CARSON  SR 
H  A  BAILEY 

L  M  GAFFIN 

CORPS  OP  ENGINEERS 

FRANK  STREET 

C  W  KEATTS 

CORPS  OF  ENGINEERS 

ELIZABETH  WATTS 

C  C  SELF 

W  K  MORRIS 

MRS  FOREST  F  CAMPBELL 

FLOYD  G  ROBBINS 

ROBERT  ROBERTSON 
KENTUCKY  WATER  CO 
MRS  SUSAN  F  I SON 
MARION  W  MAHIN 
TENN  VALLEY  AUTHORITY 


2  3  4 
2  3 
2  3 


2  3 

2  3  4 

2  3   5 

2  3 

2  3    5 

2  3 

2  3    5 

2  3  4 

2  3 

2  3 

2  3  4 

2  3 

2  3   5 

2  3 

2  3  4 

2  3 

2  3 

2  3   5 

2  3 


2  3  4 
2  3 
2  3  4 


2  3 
2  3 

3  4 
2  3 
2  3  4 

2  3 


STATION    INDEX  -Continued 


KENTUCKY 
AUGUST  \'JAH 


STATION 


LANCASTBR  ICS  PLANT 

LAURA 

LKITCHFIKLD 

LEXINGTON  WB  AIRPORT 

LIBERTY 

LITTLE  HICmAN  LOCK  8 
LOCKPORT  LOCK  2 
LOG  LICK   1  S 
LONDON  POST  OFFICE 
LOUISA  LOCK  3 

LOUISVILLE  BOmiAN  FIELD 
LOUISVILLE  LOWER  GAGE 
LOUISVILLE  STAN  WB  AP 
LOUISVILLE  UPPER  GAGE 
LOUISVILLE  WB  CITY 


LOVELACEVILLE 
LUCAS 

MADISOKVILLE 
HADISONVILLE 
MAMIOTH  CAVE   PARK 


SE 


liATFIELD   2  S 
MAYSVILLE  DAM  33 
MAYSVILLE  DAM  33   LG 
MC  KINNEYSBURG 
MIDDLESBORO 

MIDDLESBORO  CITY  HALL 
MIDWAY   2  S 
MILLERSBURG 
IIILLERSTOWN 
MONTICELLO 

MOREHEAD  STA  TEACH  COL 

MOUNT  STERLING 

MUNTORDVILLE 

MURRAY 

OLIVE  HILL 

OLNEY 

ONEONTA  DAM  35 

ONEONTA  DAM  35    LG 

OWENSBORO 

OWENSBORO  DAM  46 

OWENSBORO  DAM  46   LG 
PADUCAH  NO  5  FIRE  STATION 
PADUCAH  SCS  NURSERY 
PADDCAH  JEFFERSON  ST 
PAINTSVILLE 

PIKBVILLE 
PINEVILLE 

PLEASUREVILLE   2  S 
PRINCETON 
QUICKSAND 

RAVENNA  LOCK  12 

RAYWICK 

RICHMOND  TEACHERS  COLLEGE 

RUMSEY  LOCK  2 

RUSSELLVILLE 

SADIBVILLE  WATER  WORKS 
ST  JOHN  BETHLEHEM  ACADEMY 
SALVISA  LOCK  6 
SALYERSVILLE 
SCIENCE  HILL 

SCOTT  SVILLE 
SEBREE  WATER  WORKS 
SHELBYVILLE   2  W 
SIBERT 
SMITHFIELD   4  S 

SOMERSET  HIWAY  DEPT 
SPRINGFIELD 
STEARNS 
STILLWATER 
TATHAM  SPRINGS 

TOMPKINSVILLE 
TOMPKINSVILLE  TEL  OFF 
TYRONE  LOCK  5 
UNIONTOWN  DAM  49 
UNIONTOWN  DAM  49   LG 

VALLEY  VIEW  LOCK  9 

VANCEBURG  DAM  32 

WAYNESBURG   6  E 

WEST  LIBERTY  WATER  WORKS 

WILLIAMSBURG 

WILLIAMSTOWN 
WILLOW  LOCK  13 
WOLF  CREEK  DAM 
WOODBURY  LOCK  4 


4620 
4642 
4703 
4746 
4755 

4825 
4857 
4882 


4951 
4953 
4954 
4955 
4956 

4967 
5002 
5062 
5067 
5097 

5232 
5243 
5248 
5301 
5389 

5394 
5407 
5430 
5438 
5524 

5555 
5640 
5684 
5694 
6012 

6020 
6033 
6038 


COUNTY 


GARRARD 
MARTIN 
GRAYSON 
FAYETTE 
CASEY 


CLARK 
LAUREL 
LAWRENCE 

JEFFERSON 
JEFFERSON 
JEFFERSON 
JEFFERSON 
JEFFERSON 

BALLARD 
BARREN 
HOPKINS 
HOPKINS 
EDMONSON 

GRAVES 

MASON 

MASON 

PENDELTON 

BELL 

BELL 

WOODFORD 
BOURBON 
GRAYSON 

WAYNE 

ROWAN 

MONTGOMERY 

HART 

CALLOWAY 

CARTER 

HOPKINS 
CAMPBELL 
CAMPBELL 
DAVIESS 
DAVIESS 

DAVIESS 
MC  CRACKEN 
MC  CRACKEN 
MC  CRACKEN 


6353 
6384 
6435 
6575 
6624 

6679 
6691 
6805 
7039 
7049 

7074 
7091 
7121 
7129 
7202 

7215 
7234 
7324 
7369 
7473 

7507 
7604 
7677 


8065 
8179 
8197 
8202 

8246 
8259 
8486 
8551 
8706 

8714 
8724 
8807 
8824 


SHELBY 

CALDWELL 

BREATHITT 

ESTILL 
MARION 
MADISON 
MC  LEAN 
LOGAN 

SCOTT 

HARDIN 

MERCER 

MAGOFFIN 

PULASKI 

ALLEN 

WEBSTER 

SHELBY 

CLAY 

HENRY 

PULASKI 
WASHINGTON 
MC  CREARY 
WOLFE 
WASHINGTON 

MONROE 

MONROE 

ANDERSON 

UNION 

UNION 

CLAY 

LEWIS 

LINCOLN 

MORGAN 

WHITLEY 

GRANT 
LEE 

RUSSELL 
BUTLER 


DRAINAGE 


KENTUCKY 
BIG  SANDY 
GREEN 
KENTUCKY 
GREEN 

KENTUCKY 
KENTUCKY 
KENTUCKY 
CUMBERLAND 
BIG  SANDY 

OHIO 
OHIO 
OHIO 
OHIO 
OHIO 

MISSISSIPPI 

GREEN 

GREEN 

GREEN 

GREEN 

MISSISSIPPI 

OHIO 

OHIO 

LICKING 

CUMBERLAND 

CUMBERLAND 

KENTUCKY 

LICKING 

GREEN 

CUMBERLAND 

LICKING 

LICKING 

GREEN 

TENNESSEE 

OHIO 

OHIO 
OHIO 
OHIO 
OHIO 
OHIO 

OHIO 
OHIO 
OHIO 
OHIO 
BIG  SANDY 

BIG  SANDY 

CUMBERLAND 

KENTUCKY 

CUMBERLAND 

KENTUCKY 

KENTUCKY 

SALT 

KENTUCKY 

GREEN 

GREEN 

KENTUCKY 

SALT 

KENTUCKY 

LICKING 

CUMBERLAND 

GREEN 

GREEN 

SALT 

KENTUCKY 

SALT 

CUMBERLAND 

SALT 

CUMBERLAND 

KENTUCKY 

SALT 

GREEN 
GREEN 
KENTUCKY 
OHIO 


KENTUCKY 

OHIO 

CUMBERLAND 

LICKING 

CUMBERLAND 

LICKING 
KENTUCKY 
CUMBERLAND 
GREEN 


37  29 

38  02 
37  21 

37  45 

38  26 
37  51 


36  53 

37  20 
37  19 


38  38 
38  38 
38  36 
36  37 


38  58 
38  58 
37  46 
37  47 


O 

Z 

o 

_J 

o  r 


84  35 
82  26 
86  18 
84  36 
84  55 

84  35 
84  58 
84  02 

84  05 

82  37 

85  40 
85  48 
85  44 
85  48 

85  45 

88  50 

86  02 

87  30 

87  29 
86  06 

88  38 

83  42 

83  42 

84  16 
83  43 

83  44 


83  26 
83  57 
85  53 
88  20 

83  11 

87  47 

84  18 
84  18 
87  09 
87  08 


TIME  OF 
OBSERVATION 


37  47 

87  08 

37  05 

88  37 

37  04 

88  35 

37  05 

88  36 

37  49 

82  48 

37  29 

82  31 

36  45 

83  42 

38  20 

85  07 

37  06 

87  53 

37  32 

83  21 

37  40 

83  57 

37  33 

85  26 

37  44 

84  18 

37  32 

87  16 

38  23 
37  42 
37  56 
37  45 
37  11 


36  45 

37  36 

38  13 

37  07 

38  20 

37  07 
37  41 

36  42 

37  45 

37  52 

36  42 

36  42 

38  02 

37  46 
37  46 

37  51 

38  38 
37  22 

37  55 

36  44 

38  38 

37  36 

36  53 

37  11 


380  CST 

497  EST 

497  EST 

420  CST 

404  CST 


84  32 

85  59 
84  49 

83  04 

84  39 


86  12 

87  32 
85  16 

83  48 
85  16 

84  35 

85  14 
84  29 


84  51 
87  57 
87  57 

84  26 

83  21 

84  34 


777 
520 
900 
1065 

770 
360 
825 
930 
862 

873 
738 
1420 
1000 


571 
525 
1215 


CST 
CST 
CST 

EST 

EST 
EST 
CST 
CST 
CST 

CST 
CST 
CST 
CST 
CST 

CST 
CST 
CST 

EST 
CST 

CST 
CST 
CST 
CST 
CST 

CST 
CST 
CST 
CST 
CST 

CST 
CST 
CST 
CST 
CST 

CST 
EST 
CST 
CST 
EST      6P 


YEARS   OF 
RECORD 


CST 


6P 


OBSERVER 


REFER 

TO 
TABLES 


KENTUCKY  UTILITIES  CO 
JAMES  A  FIELD 
GEORGE  D  LITSEY 

WEATHER  BUREAU 
PALLIA  L  HANKLA 

CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 
MRS  II  BURGIIER 
K  W  MC  NASSER 
RUSSELL  T  WHEELER 

US  WEATHER  BUREAU 

US  ENGINEERS 

US  WEATHER  BUREAU 

US  ENGINEERS 

US  WEATHER  BUREAU 

BLAINE  MALONE 
CECIL  H  BR ITT 
BRASHER  C  BACON 
J  W  MC  COY 
GRANVILLE  B  LILES 

MRS  JOE  PAYNE 
CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 
AMANDA  A  AULICK 
HUGH  ALLEN 

CITY  OF  MIDDLESBORO 
JOHN  B  NUGENT 
MRS  AMY  L  POTTS 
MRS  0  M  LAWLER 
E  O  COOPER 

H  C  HAGGAN 

FRED  CARTMILL 

FOWLER  S  CHAIN 

RALPH  B  WEAR 

MRS  WALDO  F  FULTZ  JR 

ART  D  WILLIAMS 
CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 
VIRGIL  P  CLARK 
CORPS  OF  ENGINEERS 

CORPS  OF  ENGINEERS 
CAPTAIN  F  F  WILLIAMS 
SOIL  CONSERVATION  SER 
BILLY  JOE  MANLEY 
JESSE  FAIRCHILD 

US  WEATHER  BUREAU 
F  PART IN 
E  B  MORGAN 
ALTON  M  HARRILL 
R  W  JONES 

CORPS  OF  ENGINEERS 

J  H  EDELEN 

EASTERN  TEACHERS  COL 

CORPS  OF  ENGINEERS 

DR  SAMUEL  S  MCREYNOLDp 

E  W  MULBERRY 
SISTER  S  MARIE  GSELL 
CORPS  OF  ENGINEERS 
J  M  MAY 
WILLIAM  H  DOBBS 

NOBLE  ALLEN 
SEBREE  WATER  WORKS 
WILLA  S  A  RATTA 
CARL  G  YOUNG 
F  W  SIMPSON 

LR  SUTHERLAND 
JOHN  P  ELDER 
E  CHITWOOD 
MRS  BESSIE  E  HOLLAND 
R  C  DEDMAN 

JAMES  TURNER  PHILPOTT 
MRS  ALICE  H  HALE 
CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 

CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 
FRANK  HOECK 
JOHN  W  TURNER 
CHARLES  B  WEST 

MISS  NETTIE  B  SIMPSON 
CORPS  OF  ENGINEERS 
FRANK  L  BLOODWORTH 
CORPS  OF  ENGINEERS 


2  3  4 

2  3  4 

2  3  4 

2  3  4  5 

2  3 

2  3  4  5 

2  3    5 

2  3  4 


2  3 
2  3 
2  3  4 


KENTUCKY 
AUGUST  1948 


The  four  digit  identification  numbers  in  the  index  number  column  of  the  Station 
Index  are  assigned  on  a  State  basis.   There  will  be  no  duplication  of  numbers 
within  a  State. 

Delayed  data  and  corrections  will  be  carried  only  in  the  June  and  December 
issues  of  this  bulletin. 

Stations  appearing  in  the  Index,  but  for  which  data  are  not  listed  in  the  tables, 
are  either  missing  or  received  too  late  for  inclusion  in  this  issue. 

Data  in  Tables  3,  5  and  6  are  for  the  24  hours  ending  at  time  of  observation. 
See  the  Station  Index  for  observation  time. 


T 
X 

Z 
// 


No  record. 

And  also  on  later  dates. 

Amount  included  in  following  measurement.   Time 

distribution  unknown. 

Precipitation  measured  at  6-hourly  intervals,  no 

recording  gage. 

Total  includes  snow  which  accumulated  in  collar  of 

the  gage  during  previous  period,  and  fell  into  gage 

for  this  measurement. 

One  or  more  days  of  record  missing.   See  Table  5  for 

detailed  daily  record. 

Station  equipped  with  recording  gage  only.   All 

amounts  in  Table  3  are  for  the  non-recording  gages, 

except  for  stations  with  this  reference. 

Trace,  an  amount  too  small  to  measure. 

Daily  totals  are  for  the  24  hours  ending  at  1:30  A.  M. 

CST  of  the  following  day. 

Hourly  amounts  from  recording  gage  at  the  same  site 

may  be  found  in  Table  4. 

Gage  is  equipped  with  wind  shield. 


Subscription  Price:   15^  per  copy;   $1.50  a  year.   (yearly  subscription  includes 
Annual  Summary.   Correspondence  regarding  subscriptions  should  be  addressed  to 
the  Weather  Records  Processing  Center,  1300  U.  S.  Court  House,  Chicago  4, 
Illinois) . 

Table  4  data  were  formerly  published  in  Hydrologic  Bulletins  for  Ohio  River 
District.   Amounts  in  this  table  are  from  recording  gages.   Traces  are  not  shown, 

Figures  and  letters  following  a  station  name  indicate  the  distance  in  miles  and 
direction  from  the  post  office  of  the  same  name. 
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In  addition  to  the  climatological  data  from  some  6,000  Weather  Bureau 
and  cooperative  weather  stations,  this  bulletin  series  contains  records 
from  Hydroclimatic  Network  Stations  which  were  formerly  reproduced 
in  the  Hydrologic  Bulletin  Series .  The  Hydroclimatic  Network  is  a  nation- 
wide net  of  rain  gages --  mostly  of  the  recording  type  which  produce  con- 
tinuous records  of  precipitation.  It  was  established  in  1939  at  the  request 
of  the  Corps  of  Engineers,  Department  of  the  Army,  to  supplement  exist- 
ing precipitation  stations  in  order  to  provide  records  of  rainfall  intensity 
which  were  essential  to  the  planning  of  flood  control  and  related  works  by 
the  Corps  of  Engineers.  This  Network,  now  numbering  about  2,000  re- 
cording, and  1,000  non-recording  rain  gages,  has  been  maintained  by 
the  Weather  Bureau  through  working  funds  transferred  annually  to  the 
Weather  Bureau  by  the  Corps  of  Engineers.  These  transfers  averaged 
about  $250,000  per  year  between  1940  and  1944,  and  nearly  $375,000 
since  that  date.  For  the  years  1940-42,  the  Department  of  Agriculture 
transferred  about  $100,000  per  year  to  provide  data  required  in  its  work, 
and  since  1947  the  Bureau  of  Reclamation  has  transferred  about  $25,000 
per  year  to  meet  the  increasing  needs  of  their  program  in  the  Western 
States. 
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Previous  to  the  introduction  of  this  bulletin  series,  data  from  Hydro- 
climatic Network  stations  were  presented  in  bulletins  (Hydrologic  Bulle- 
tins) which  were  issued  monthly  for  each  of  8  drainage  areas  embracing 
the  entire  United  States,  but  since  the  Network  was  established  to  meet 
the  internal  requirements  of  the  Federal  agencies  referred  to  above, 
no  provision  was  made  for  public  dissemination  of  the  data,  distribution 
being  limited  to  cooperating  agencies  and  to  certain  public  repositories. 
A  list  of  locations  where  reference  copies  of  the  Hydrologic  Bulletin 
Series  are  available  for  inspection  may  be  obtained  upon  application  to 
Chief,  U.S.  Weather  Bureau,  Washington  25,  D.C. 

Many  other  records  published  in  this  bulletin  have  been  made  available 
through  the  cooperation  of  various  public  offices,  private  agencies,  and 
individuals  as  listed  in  the  Station  Index. 


KENTUCKY  -  SEPTEMBER  1948 

E.  E.  Unger,  Section  Director  -  Louisville 

GENERAL  SUMMARY 

ThP  averaee  temperature  for  September  was  somewhat  below  normal.   Daily  mean 
temneraturelwlre  generally  well  above  the  daily  normals  until  the  last  decade,  when  a 
ner?od  o?  cLrwealher  set  in  and  continued  until  the  end  of  the  month    During  this 
period  temperatures  below  forty  were  recorded  at  a  number  of  places  in  the  eastern  dx- 
vision. 

The  average  precipitation  was  also  somewhat  below  normal  for  the  state  as  a  whole, 
and  dlc!ded!y  below  normal  over  most  of  the  Bluegrass  region   Fairly  heavy  ^ains  fell 
over  tSe  exireme  western  sections  on  the  5th  and  oyer  *^^^-*^^"^!,^^^f  ^;;,^f  ^J^Ias? 
th^  6th  and  8th   Thereafter  rainfall  over  the  state  was  insignificant  until  the  last 
f':  days!  Precipitation  was  again  very  unevenly  distributed  ^^^  ^^^^^^^^^^^^f i^rious 
differences  in  monthly  amounts  were  reflected  in  the  condition  of  crops  in  the  various 
sections  of  the  state. 

The  earlv  corn  crop  was  about  matured  and  cutting  and  shocking  began  in  the 
southern  Ind  wes?e?n  coSnties  during  the  first  week  and  were  in  full  swing  throughout 
?he  state  by  the  middle  of  the  month.   The  warm,  dry  weather  was  favorable  for  drying 
corn  in  shock  and  much  of  it  was  cribbed.   Most  late  corn  was  fully  matured  at  the  end 
of  ?he  month  except  in  the  eastern  and  northern  counties  where  it  had  not  developed 
much  beyond  ihedeSting  stage.   Some  late  corn  was  seriously  damaged  by  the  continued 
hot,  dry  weather. 

Tobacco  cutting  and  housing  were  practically  finished  before  the  month  ended.   The 
dry  weather  favored  rapid  curing  and  some  of  the  earliest  cut  was  about  ready  for 
stripping. 

Pastures  were  dry  in  all  but  the  extreme  western  sections,  but  were  still  furnish- 
ing sufficient  lo^age'^except  in  the  Bluegrass  and  adjacent  areas.   In  these  sections 
wafer  supplies  also  were  becoming  critically  low,  and  in  some  places,  cattle  were  sold 
before  Se?ng  ready  for  market  to  avoid  the  labor  and  expense  of  water  hauling  and  crib 
feeding. 

Plowing  and  seeding  of  winter  grains  were  fairly  active  in  the  western  counties 
where  enoigh  rain  had  flllen  to  condition  the  soil  and  to  germinate  seeds  already  sown. 
In  the  cental  and  eastern  sections  however,  tais  work  had  to  ^^f  *  ^^f^^f  |^*^°^1^°^^ 
favorable  moisture  conditions.   Some  late  clover  hay  was  cut  with  cuttings  generally 
good  but  rather  short. 


The  Ohio  River  remained  at  pool  stage  throughout  the  month. 


TEMPERATURE 

The  mean  temperature  for  the  state  was  69.5°,  which  is  0.9°  below  norinal.   The 
monthly  mean  temperatures  ranged  from  72.0°  at  Burgin  Dix  Dam  to  65.7  at  Headquarters. 
The  highest  temperature  recorded  in  the  state  was  98°  at  Williamsburg  on  the  21st,  and 
the  lowest  36°  at  Hindman  on  the  25th  and  26th. 

PRECIPITATION 

The  average  monthly  precipitation  for  the  state  was  2.09  inches  which  is  0.80 
iach  below  the  normal  for  September.   The  total  amounts  recorded  at  the  various  sta- 
tions ranged  from  4.70  inches  at  Murray  to  0.27  inch  at  Williamstown.   The  heaviest 
rain  recorded  in  any  one  day  was  2.42  inches  at  Benham  on  the  10th. 
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TABLE     1 
COMPARATIVE    DATA 


TEMPERATURE 

PRECIPITATION 

TEMPERATURE 

PRECIPITATION           | 

YEAR 

z 

< 

UJ 

2 

tn 

UJ 

X 

o 

I 

(0 

UJ 

1 

UJ 

o 

< 

Ul 

_l 
UJ    -1 

n 

UJ    O 

q 

X 
1-   UJ 

o  o 

YEAR 

z 
< 

UJ 

2 

W 
UJ 

X 

o 

X 

1- 
(0 
UJ 

3 

Ul 

< 

Ul 

_l 

UJ    J 

S2 

(E  » 
<   W 

o 

f   UJ 

1889 

72.1 

101 

36 

1.23 

1924 

65.3 

97 

35 

4.49 

0 

8 

1890 

67.0 

95 

36 

2.71 

- 

- 

1925 

77.2 

110 

45 

2.83 

0 

10 

1891 

69.5 

97 

42 

1.89 

_ 

_ 

1926 

73.5 

98 

40 

3.78 

0 

9 

1892 

68.5 

93 

38 

2.68 

_ 

_ 

1927 

72.2 

103 

30 

2.87 

0 

6 

1893 

69.6 

99 

35 

3.24 

- 

- 

1928 

65.5 

99 

24 

0.81 

0 

3 

1894 

71.7 

98 

37 

2.71 

_ 

_ 

1929 

69.5 

97 

35 

4.69 

0 

11 

1895 

73.4 

101 

27 

1.10 

0 

_ 

1930 

72.6 

101 

38 

2.46 

0 

8 

1896 

68.6 

100 

80 

3.77 

0 

3 

1931 

75.1 

103 

36 

2.74 

0 

5 

1897 

72.8 

105 

31 

0.21 

0 

1 

1932 

69.5 

103 

34 

3.66 

0 

8 

1898 

73.4 

103 

42 

4.36 

0 

1 

1933 

74.3 

98 

40 

5.03 

0 

9 

1899 

68.7 

105 

27 

1.66 

0 

9 

1934 

69,2 

95 

39 

4.82 

0 

10 

1900 

74.6 

102 

35 

2.25 

0 

5 

1935 

68.3 

99 

31 

2.75 

0 

5 

1901 

68.1 

98 

33 

3.57 

0 

6 

1936 

74,4 

101 

41 

3.57 

0 

7 

1902 

67.3 

97 

29 

4.01 

0 

6 

1937 

67,8 

98 

29 

1.84 

0 

5 

1903 

69.1 

100 

32 

0.91 

0 

10 

1938 

70,3 

101 

37 

3.52 

0 

8 

1904 

71.1 

99 

34 

2.58 

0 

4 

1939 

74.5 

105 

39 

1.26 

0 

3 

1905 

70.2 

95 

36 

2.61 

0 

8 

1940 

66.7 

100 

24 

1.97 

0 

3 

1906 

73.0 

95 

45 

6.15 

0 

6 

1941 

73.1 

99 

34 

1.16 

0 

5 

1907 

69.1 

102 

35 

3,00 

0 

13 

1942 

67.5 

96 

36 

3.24 

0 

8 

1908 

71.6 

101 

30 

1.03 

0 

6 

1943 

66,4 

104 

33 

2.58 

0 

8 

1909 

67.7 

97 

32 

2.51 

0 

3 

1944 

68,8 

96 

38 

3.88 

0 

9 

1910 

71.8 

99 

38 

4.41 

0 

6 

1945 

72,5 

101 

43 

3.44 

0 

9 

1911 

74.3 

99 

46 

3.71 

0 

9 

1946 

68.4 

95 

36 

2.52 

0 

5 

1912 

71.0 

103 

33 

2.80 

0 

10 

1947 

70.1 

103 

33 

3.04 

0 

7 

1913 

69.6 

106 

29 

2.49 

0 

7 

1948 

69.6 

98 

36 

2.09 

0 

6 

1914 

67.8 

97 

36 

2.96 

0 

9 

PERIOD 

70.4 

110 

24 

2.89 

0 

7 

1915 

70.7 

99 

32 

3.32 

0 

6 

1916 

67.2 

98 

32 

3.48 

0 

7 

1917 

67.7 

98 

34 

2.56 

0 

6 

1918 

62.8 

92 

30 

2.94 

0 

5 

1919 

71.5 

102 

40 

1.69 

0 

8 

1920 

70.8 

96 

38 

3.30 

0 

4 

1921 

75.5 

99 

45 

5.37 

0 

9 

1922 

72.7 

103 

39 

2.22 

0 

13 

1923 

69.8 

94 

30 

2.87 

0 

5 

P 

RESSURE, 

WIND,    HUMIDITY, 

SUNSHINE, 

DEGREE 

DAYS 

SEA    LEVEL    PRESSURE 
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SUN- 
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w 
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Ui 
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UJ 
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o 

Ul 
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1- 

< 
O 
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o 
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ro 
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< 

I 

O 

_l 

Q 

<  m 

2  y) 

a 

o 

— 
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— 

N 

Q.  a. 

O   U) 

LOUISVILLE  AIRPORT 

30.38 

17 

29.74 

22 

6.7 

20 

NE 

25 

75 

83 

48 

55 

62 

24 

LEXINGTON  AIRPORT 

30.42 

17 

29.73 

22 

78 

85 

50 

62 

46 

BEAVCR  DAM 

EARLINGTON 
FORDS  FERRY  DAM  50 
GRKENVILLK   2  W 
HENDERSON    4  SW 

HOPKINSVIIXE   2  E 
LOVELACKVILLE 
HAYFIKLD   2  S 
MURRAY 
OWENSBORO 

PADUCAH  NO  5  FIRE  STATION 

PRINCETON 

RDSSKLLVILLK 


CENTRAL  DIVISION 

ANCHORAGE 

BOWLING  GREEN  WB  AP 

BURGIN  DIX  DAB 

COVINGTON  WB  AIRPORT 

DANVILLE 

FRANKFORT  LOCK  4 


IRVINGTON 
LEITCHFIELD 
LEXINGTON  WB  AIRPORT 

LOUISVILLE  STAN  WB  AP 

LOUISVILLE  WB  CITY 

ST  JOHN  BETHLEHEM  ACADEMY 

SCIENCE  HILL 

SCOTTSVILLE 

SHELBYVILLE   2  W 
WILLIAMSTOWN 
WOLF  CREEK  DAM 


EASTERN  DIVISION 

ASHLAND  DAM  29 

BENBAM 

BEREA  COLLEGE 

CORBIN 

FARMERS 

HEADQUARTERS 
HEIDELBERG  LOCK  14 
HINDMAN  SETTLEMENT  SCHOOL 
MAYSVILLE  DAM  33 
MIDDLESBORO 

MOUNT  STERLING 

PIKEVILLE 

RICHMOND  TEACHERS  COLLEGE 

WILLIAMSBURG 


68.4 

-3.9 

70.7 

-1.0 

69.7 

-2.4 

69.  In 

-2.8 

70.8 

O.b 

72.0 
68.6 
70.0 


69.9 
70.3 
68.4 
68.9 


70 

2 

fi7 

2m 

69 

.3m 

68 

9 

67 

9 

65 

7ra 

68 

2 

67 

7 

71.0 
68.0 
67.9 

68.5 

69.5 


CLIMATOLOGICAL  DATA 


KKKTtll  KV 
194H 


3.38 
2.56 
3.36 
3.04 
3.43 

2.23 
3.27 
4.18 
4.70 
3.63 

3.26 

1.92 

3.25 


1.47 
1.27 
2.66 
2.63 


1.32 
.45 


-2.61 

-1.80 
-    .85 


-1.64 
-1.89 
-2.34 


2.30 


1.50 
-1.15  .64 

2.30 


-2.10 
-1.10 


.55 
1.36 
1.24 

.80 


1.05 
.11 

1.26 
.32 

1.00 


2.42 
2.42 


Snow,  8lM«,  Hail 


I   ! 


i  foilovfing  Station  Index 


DAILY  PRECIPITATION 


KENTUCKY 
SEPTEMBER  1948 


Day  ol  Month 

1 

Q».t4r>n           i            ..... 

btanpn        j 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

1 
ADDISON  DAU  4S          Zl 

.88 

.10 

1.00 

.30 

.35 

.07 

2.70 

ADOLPmS   1  N         R// 

.33 

.24 

.52 

.38 

.10 

.67 

.10 

2.34 

ALLEN 

.01 

.60 

.20 

.90 

.03 

.35 

.03 

.05 

2.17 

ANCHORAGE 

T 

.09 

T 

.04 

T 

.02 

.13 

.03 

1.02 

ASHCAMP 

.26 

.38 

2.15 

.35 

.40 

.20 

ASHLAND  DAU  29            1 

T 

.97 

.02 

.11 

.05 

1.72 

.12 

.17 

3.22 

BARBOURVILLE  WATER  »KS  Rl 

.05 

.24 

.08 

.05 

.04 

BARDSTOWN 

.42 

.81 

.06 

1.29 

.67 

1.11 

1.78 

BAXTER  HARLAN  WATER  WKS R 

.15 

.02 

.20 

.37 

.72 

.20 

• 

.05 

BEAVER  DAM 

1.40 

.27 

.05 

1.53 

.13 

3  38 

BE>-HA1! 

.09 

.05 

.34 

2.42 

.03 

.03 

.02 

.02 

.10 

3^35 

BEREA  COLLEGE            Z 

T 

.06 

T 

.58 

.02 

.06 

T 

T 

T 

0.86 

BEREA  WATER  WKS 

.11 

.13 

.22 

.08 

.05 

T 

.17 

0.  76 

BOWLING  GREEN 

.10 

.23 

.85 

1.53 

.04 

.02 

.05 

1.15 

.05 

4.02 

BOWLING  GREEN  WB  AP     Z 

.09 

.11 

.75 

1.18 

.51 

T 

T 

.90 

.04 

3.58 

BRXNT  DAM  36 

T 

.16 

T 

.01 

.47 

T 

T 

BHOS'>'SVILLE  LOCK  6 

.07 

.09 

.50 

.28 

.31 

.13 

2.06 

BURGIN  DIX  DAM 

.03 

.44 

.34 

!o4 

!l7 

BURNS IDE 

T 

.62 

.64 

T 

l!26 

CAMPBELLSVILLE 

.19 

1.05 

.50 

T 

T 

1  74 

CARROLLTON  LOCK  1       Z 

.05 

.75 

.30 

CENTRAL  CITY   1  E       R 

.43 

.46 

.57 

1.20 

.08 

2!74 

CLINTON                R 

.01 

.21 

2.40 

.07 

.37 

.29 

.69 

.25 

COLLEGE  HILL  LOCK  11 

.43 

.41 

o!84 

COLUMBIA  LW  COLLEGE 

.25 

.31 

1.20 

.83 

70 

30 

3.59 

CORBIN 

T 

T 

.02 

.20 

.19 

.09 

.03 

T 

.06 

.05 

!oi 

0.65 

CORBIN  WATER  WKS 

T 

.34 

.14 

T 

COVINGTON  WB  AIRPORT 

T 

T 

T 

.48 

T 

T 

T 

T 

.80 

.01 

.40 

T 

T 

T 

1169 

CYNTHIANA 

.19 

.40 

.11 

.16 

.25 

T 

T 

DANVILLE 

T 

.05 

.52 

1.02 

T 

T 

.02 

T 

T 

.37 

T 

1.98 

DAVELLA                  R 

.20 

.02 

.51 

.37 

.55 

.44 

isi 

.17 

2.57 

DELPHIA 

.40 

T 

.50 

.20 

.10 

1  1.20 

DEMA 

.08 

.18 

.16 

.17 

DUNDEE  BARRETTS  FORD  BRR 

.30 

.65 

.20 

.16 

.76 

.12 

DUKMOR 

.04 

.32 

.48 

.06 

.10 

.04 

1.08 

02 

2.14 

EARLINGTON 

!05 

.67 

.33 

.18 

.02 

.08 

1.08 

!l5 

2.56 

EDMONTON               R 

.17 

.62 

.66 

.15 

.05 

.05 

.05 

FALMOUTH 

.18 

.09 

.05 

.04 

.01 

.05 

0:42 

FARMERS 

.03 

.23 

.50 

.51 

.19 

.07 

.02 

.02 

1.57 

FLEMINGSBURG 

.43 

.23 

T 

.01 

0.67 

FORDS  FERRY  DAM  50      Z 

.26 

.45 

1.22 

.17 

.04 

T 

T 

1.01 

.21 

3.36 

FRANKFORT  LOCK  4 

.18 

.42 

.50 

.12 

1.43 

FRANKLIN  WATER  WORKS    R 

.14 

.90 

.28 

.22 

.20 

2.42 

FRENCBBURG  1  SW 

T 

.20 

.59 

T 

T 

GEORGETOWN  WATER  WKS 

.37 

.81 

.23 

.26 

1.67 

GEST  LOCK  3             Z 

.20 

.22 

.08 

.10 

GLASGOW 

.69 

.33 

.23 

.52 

1.03 

.30 

.08 

.22 

.09 

3.49 

GRANT  DAM  38 

T 

.15 

.33 

T 

T 

T 

GRAYSON 
GREENSBURG 

.07 

.15 

.06 
1.30 

.06 

.02 

.03 

T 

.33 

.31 

.15 

.23 

T 

T 
.12 

.02 

1.28 

GREENSBURG  HIWAY  61  BR 

.18 

.60 

.14 

i;26 

GREENUP  DAM  30 

T 

.18 

.66 

.67 

.21 

GREENVILLE   2  W 

.44 

.02 

.70 

.02 

.05 

T 

.88 

.28 

T 

3.04 

HALEYS  MILL              R 

.54 

.13 

.58 

!44 

.68 

.16 

2.53 

HARTFORD   6  N 

.02 

1.10 

.43 

T 

.05 

T 

1.44 

.17 

T 

3.21 

HAZARD                  Z 

T 

.27 

!o5 

0.44 

HEADQUARTERS 

.02 

.04 

.54 

1.05 

.37 

.03 

2.05 

HEIDELBERG  LOCK  14      Z 

.02 

.10 

.08 

.06 

.09 

.11 

0.46 

HENDERSON   4  SW 

T 

.85 

.95 

T 

1.18 

.45 

3.43 

HEHNDON                R 

.06 

.23 

.76 

.26 

.12 

.29 

.41 

.16 

2  29 

HIGH  BRIDGE  LOCK  7 

.28 

.02 

.20 

o!93 

HINDMAN  SETTLEMENT  SCH 

.01 

.03 

!06 

.17 

1.26 

.25 

.01 

.23 

2.02 

HODGEVILLE  NAT  PARK     R 

1.50 

.90 

.35 

.18 

2.96 

.21 

.49 

.77 

T 

.23 

T 

.07 

.44 

.02 

2.23 

HYDEN 

, 

.30 

.24 

_ 

T 

_ 

T 

.33 

.21 

.30 

1.22 

JENKINS  WATER  WORKS     R 

.19 

!03 

.20 

.64 

1.34 

.76 

.13 

.18 

.18 

3.65 

JEREMIAH 

.06 

.31 

.18 

.19 

1.78 

KEENE   2  N 

.01 

.40 

.70 

.10 

.04 

.55 

T 

.04 

T 

1.84 

KENTUCKY  DAM 

.55 

.62 

1.46 

.22 

.05 

.21 

.01 

.45 

.18 

3.75 

LANCASTER  ICE  PLANT 

1.08 

1.40 

LAURA 

.05 

.49 

.17 

.21 

.26 

.05 

.04 

1.27 

LEITCHFIELD 

.34 

.33 

.52 

.39 

T 

.03 

.46 

.22 

2.29 

LEXINGTON  WB  AIRPORT    Z 

.18 

.59 

.43 

.02 

.84 

T 

T 

2.06 

LIBERTY              R// 

.60 

.68 

.02 

.03 

.04 

.25 

1.62 

LITTLE  HICKMAN  LOCK  8   2 

.16 

.84 

.02 

LOCKPORT  LOCK  2 

.03 

.27 

.87 

.23 

1.54 

LOG  LICK   1  S          R// 

.14 

.09 

.14 

.05 

.39 

0.81 

LONDON  POST  OFFICE      R 

.05 

.70 

.35 

.05 

.14 

.21 

1.50 

LOUISA  LOCK  3           Z 

1.00 

T 

.30 

.67 

.15 

T 

2.12 

LOUISVILLE  STAN  WB  AP   Z 

T 

.02 

.34 

.86 

T 

T 

.05 

.20 

T 

1.47 

LOUISVILLE  UPPER  GAGE 

T 

.01 

.27 

.36 

.55 

T 

T 

T 

T 

.02 

.06 

1.27 

LOUISVILLE  WB  CITY      R 

.01 

.18 

.45 

T 

T 

.02 

.06 

T 

1.27 

LOVELACEVILLE 

1.61 

.17 

.38 

.31 

.66 

■ 

3.27 

LUCAS                    R 

.80 

.24 

.76 

.50 

.06 

.64 

3.08 

MADISONVILLE   1  SE 

.75 

.35 

.51 

!l8 

.10 

.05 

1.05 

.13 

3.12 
2.89 

MAMMOTH  CAVE  PARK 

.03 

.22 

.48 

1.48 

.15 

.05 

.35 

.13 

MAYFIELD   2  S 

.34 

.06 

1.95 

.10 

.41 

.55 

.48 

.06 

.23 

4.18 

MAYSVILLE  DAM  33        Z 

.26 

.32 

.06 

.02 

.11 

T 

.17 

.07 

.16 

1.17 

MC  KINNEYSBURG       R  // 

.02 

.50 

.06 

.64 

1.22 

MIDDLESBORO 

.30 

.16 

1.00 

MIDDLESBORO  CITY  HALL   R 

.15 

.18 

- 

lisg 

.58 

.80 

.38 

MILLERSBURG          R  // 

.06 

.16 

.80 

.80 

.07 

MILLERSTOWN 

.19 

.89 

.29 

.11 

.27 

.07 

1.82 
2.53 

MONTICELLO 

.93 

.70 

.37 

.42 

.01 

.10 

KOREHEAD  STA  TEACH  COL  R 

.03 

.32 

.22 

.01 

.01 

.23 

.16 

.07 

.24 

1.29 

MOUNT  STERLING 

T 

.14 

.34 

.02 

.25 

.03 

.04 

2^20 

MUNFORDVILLE            Z 

• 

* 

2.20 

MURRAY 

.40 

.33 

2.30 

.18 

.42 

.15 

.75 

.11 

.06 

4.70 
1.36 
3.08 
0.86 
3.63 

OLIVE  RILL             R 

OLKEY 

ONEONTA  DAM  35 

T 

" 

.05 
.07 

.31 
1.59 

T 

.59 

.19 

.10 

.55 

.29 
.13 

T 

.04 

.47 
.90 
T 
1.53 

.01 
.06 

OWENSBORO 

.83 

.92 

.29 

T 

' 

OWENSBORO  DAM  46       Z 

.59 

.94 

.49 

1.22 
.68 
.07 

.19 

3.43 
3.26 
2.91 

PADUCAH  NO  5  FIRE  STA 

.10 

.48 

1.50 

.20 

.25 

.05 

PADUCAH  SCS  NURSERY    R 

.06 

.01 

1.52 

.30 

.22 

.04 

PAINTSVILLE 

.34 

.20 

.37 

.75 

.15 

.03 

PIKEVILLE              Z 

T 

T 

.73 

.10 

.14 

.19 

T 

.05 

1.24 

PINEVILLE 

.47 

.23 

.17 

.42 

.01 

.10 

.03 

.21 

T 

.04 

T 

T 

1.58 
0.55 

PLEASUREVILLE   2  S 

.45 

.10 

.05 

1.02 

.65 

.61 

.06 

RAVENNA  LOCK  12 

.49 

.09 

.14 

RAYWICK                 R 

.65 

.42 

.03 

DAILY  PRECIPITATION 


ibl«  3-CoDtlnu*< 


SHEIJIYVUXK      2  » 
SUITIirirLD      4   S 
SOUKBSKT  IIIIIAY   DEPT 
5PRINCKIKLD 

STFARNS 

STIl.LWATKR 
TATIIAU  SPRINGS 
roMPKlNSVILLK 
lOMPKINSVILLE  TKL  OW 
UNIONTOWN  DAM  *9 

VALLEY  VIE*  LOCK  9 
VANCE8URG  DAU  33 
HAYTIKSBURG   6  E 
WEST  LIBERTY  WATER  WKS 
WILLIAMSBURG 

WILLIAMSTOWN 
WILLOW  LOCK  13 
WOLF  CREEK  DAM 
WOODBURY  LOCK  4 


I  Month 

16       17       18 


28 

2V 

1,20 

T 

.94 

.0« 

.19 

.16 

.31 

.14 

1 

1 

.4» 

.30 

.02 

.la 

.12 

.17 

1.27 

.07 

.07 

■t 

.28 

.35 

.08 

T 

1.20 

.11 

0.»7 

2.7» 

1.82 

2.04 

2.M 

..23 

1.84 

2.«3 

2.38 

3.78 

0.27 

1.39 
2.6S 


I  iollowliio  SutioD  Indax- 


KKNTDcrr 

SEPTEMBER  1948 


TABLE    4 
HOURLY    PRECIPITATION 


STATION 


A.   M.    HOUR    ENDING 


P.   M.    HOUR    ENDING 


ADDISON  DAK  45 

BOWLIHG  GRKKN  WB  AP 

CENTRAL  CITT   IB 

CLINTON 

"LSIIINGSBURG  POST  OJFICB 

Y0KC2    h   FKRRT  DAM  50 

HALEYS  MILL 

HAZARD 

HERNDON 

JENKINS  WATES  WORKS 

KENTUCKY  DAM 

LONDON  POST  OFFICE 

LODISVILLE  WB  CITY 

LDCAS 

PADOCAH  SCS 

PIKEVILLE 

RUMSEY  LOCK  2 

SOMERSET  HI WAY  DE 

STBRANS 

TOMPKINSVILLI 

UNIONTOWN  DAM  49 

WOLF  CREEK  DAM 

WOODBURY  LOCK  4 


ADDISON  DAM  45 

BOWLING  GREEN  WB  AP 

CLINTON 

EDMONTON 

FORDS  k   FERRY  DAM   50 

FRANKLIN  WATER  WORKS 

HALEYS  MILL 

HEIDELBERG  LOCK  14 

HERNDON 

KENTUCKY  DAM 

LEXINGTON  WB  AIRPORT 

LOG  LICK   1  S 

LOUISVILLE  8TAK  WB  AP 

LOUISVILLE  WB  CITY 

LUCAS 

OWENSBORO  DAM  46 

PADUCAH  SCS  NURSKBY 

SMITHFIELD   4  S 

STSARHS 

TOMPKINSVILLE 

WOLF  CREEK  DAM 


ADDISON  DAM  45 

BARBODRVILLE  WATER  WKS 

BAXTER  HARLAH  WATER  WKS 

BERKA  COLLEGE 

BOWLING  GREEN  WB  AP 

CARROLLTOH  LOCK  1 

CENTRAL  CITY   IE 

CLINTON 

CORBIN 

DUNDEE  BARRETTS  FORD  BR 

EDMONTON 

FORDS  Sl   ferry  DAM  50 

FRANKLIN  WATER  WORKS 

GEST  LOCK  3 

HALEYS  MILL 

HEIDELBERG  LOCK  14 

HERNDON 

HODGENVILLE  NAT  PARK 

KENTUCKY  DAM 

LEXINGTON  WB  AIRPORT 

LIBERTY 

LITTLE  HICKMAN  LOCK  8 

LOG  LICK  1  8 

LOUISVILLE  STAN  WB  AP 

LOUISVILLE  WN  CITY 

LDCAS 

MC  KINNEYSBURC 

MIDDLESBORO  CITY  HALL 

MILLERSBURG 

MOREHEAD  STA  TEACH  COL 

OLIVE  HILL 

OWENSBORO   DAM   46 

PADUCAH   SCS    NURSERY 

RAYWICK 

RUMSEY    LOCK    2 

SADIEVILLE  WATER  WORKS 

SMITHFIELD      4    S 

STEARNS 

TATHAM  SPRINGS 

TOMPKINSVILLE 

UKIOKTOWN  DAM  49 

WOLF  CREEK  DAM 

WOODBURY  LOCK  4 


ADDISON  DAM  45 
BARBOURVILLE  WATER  WKS 
BAXTER  HARLAH  WATER  WORKS 
BEREA  COLLEGE 
BOWLING  GREEN  WB  AP 
CARROLLTON  LOCK  1 


.02   .01   .10 


.13   .44   .52 


.01   .11   .05 


.02   .04   .16 


.02   .32   .09 


-3d- 


-4th- 


-5th- 


.01   .01 

.02 

.03   .03 


.01   .01 

.03 

.03   .04 


.01   .02 
.01   .34 


-6th- 


.12   .16 
.03   .01 


.08   .01 
.07   .02 


.06   .03   .04 


.02   .33   .22 


.10   .11   .01 


.03   .30   .04 


.10   .03 

.02   .70   .06 

.01 
.06   .02 

.09   .07   .04 


.03 

.01 

.02 

.01 

.14 

.18 

.02 

12 

.02 
.32 

.02 
.34 
.01 

.01 

01 

.01 

.01 

.01 

02 

.05 

.01 

.02 

.01 
.07   .08   .04 


SEE  REFERENCE  NOTES  FOLLOWING  STATION  INDEX 


STATION 


■KNTKAl.    CITY       1    K 

■LINTON 

DRDIN 

UNDKE    nARRKTTS    FORI)    BR 

DMONTON 

LKMINGSDURG  POST  OKKICE 

ORDS  6  FBRRY  DAM  50 

RANKLIN  WATER  WORKS 

EST  LOCK  3 

ALEYS  MILL 

AZARD 

EIDELDERG  LOCK  14 

ERNHON 

ODGENVILLE    NAT    I'ARK 

ENKINS  WATER  WORKS 

ENTUCKY  DAM 

KXINGTON   WB   MRi'ORT 

IBERTY 

ITTLE  HICKMAN  LOCK  8 

OG  LICK   1  S 

ONDON  POST  OFFICE 

.OUISVILLE    STAN    WB    AP 

lOUISVILLE    WB    CITY 

lUCAS 

lAYSVILLE  DAM  33 

IC  KINNEYSBURG 

IIDDLESBORO  CITY  HALL 

IILLERSBURG 

lOREHEAD  STA  TEACH  COL 

)LIVE  HILL 

)WENSBORO  DAM   46 

>ADUCAH   SCS   NURSERY 

lAYWICK 

lUMSEY   LOCK    2 

5ADIEVILLE    WATER   WORKS 

iMITHFIELD      4    S 

SOMERSET    HI WAY   DEPT 

STEARNS 

PATHAM    SPRINGS 

rOMPKINSVILLE 

JNIONTOWN    DAM    49 

«OLF   CREEK  DAM 

SOODBURY  LOCK  4 


BARBOURVILLE  WATER  WORKS 

BAXTER  HARLAN  WATER  WORKS 

BEREA  COLLEGE 

BOWLING  GREEN  WB  AP 

CLINTON 

CORBIN 

DAVELLA 

DUNDEE  BARRETTS  FORD  BR 

EDMONTON 

FLEMINGSBURG  POST  OFFICE 

FORDS  t  FERRY  DAM  50 

HAZARD 

HEIDELBERG  LOCK  14 

HERNDON 

JENKINS  WATER  WORKS 

KENTUCKY  DAM 

LEXINGTON  WB  AIRPORT 

LITTLE  HICKMAN  LOCK  8 

LOG  LICK   1  S 

LONDON  POST  OFFICE 

LOUISA  LOCK  3 

LUCAS 

MAYSVILLE  DAM  33 
KINNEYSBURG 

MIDDLESBORO  CITY  HALL 

MILLERSBURG 

MOREHEAD  STA  TEACH  COL 

OLIVE  HILL 

PADUCAH  SCS  NURSERY 

PIKEVILLE 

RArWICK 

RUMSEY  LOCK  2 

SADIEVILLE  WATER  WORKS 

SALYERSVILLE 

SMITHFIELD   4  S 

SOMERSET  HIWAY  DEPT 

STEARNS 

TOMPKINSVILLE 

WOLF  CREEK  DAM 

WOODBURY  LOCK  4 


BAXTER  HARLAN  WATER  WORKS 

CLINTON 

DAVELLA 

FLEMINGSBURG  POST  OFFICE 

JENKINS  WATER  WORKS 

KENTUCKY    DAM 

MAYSVILLE  DAM  33 


BAXTER  HARLAN  WATER  WKS 

BEREA  COLLEGE 

CORBIN 

DAVELLA 

HAZARD 

HEIDELBERG  LOCK  14 


TABLE    4  — Continued 
HOURLY    PRECIPITATION 


tlKHTiKKf 
»4il 


A.   M.    HOUR    ENDING 

7  1   8   1    9 


.02       .16       .06 
.21      .01      .03 


.20       .03       .01 

.08      .35 
.02      .01 


.02      .02 
.05      .02 


.13      .01      .01 
.03      .02 

.03      .07 


.02  .01 
.20  .01 
.04       .17       .31 


.06      .03      .03 


P.    M.    HOUR    ENDING 
8       9 


,02      .02 
.22 


.19 
.59      .18 


.01 
.16      .12   I   .01 


.02      .03      .02      .04 

.09      .08      .08 

.15      .25 


.25       .02  .03 

.07  .01  .07 

.08       .20  .06  .02 

.01  .05*  .02 


■7th- 


.02       .02 
.03 


.01      .01 
.03      .04 

.12 


.14 


.01 


.02       .02 

.01       .01 
.01      .04 


.47 

-8th 


-9th- 


.95 
.66 
.37 
.48 
.65 
1.02 
.49 
.24 


.93 
.10 
.03 


.01      .45      .04 
.02 


SEE  REFERENCE  NOTES  FOLLOWING  STATION  INDEX 


KENTUCKY 
SEPTKJtDER  1948 


TABLE    4  — Continued 
HOURLY    PRECIPITATION 


STATION 


A.    M.    HOUR    ENDING 


P.    M.    HOUR    ENDING 


3        4    15        6 


i   10 


JENKINS  WATER  WORKS 
KENTUCKY  DAM 
LEXINGTON  WB  AIRPORT 
LIBERTY 
LOUISA  LOCK  3 

MOM:in;AD  sta  teacii  col 

PMil  CAH  SCS  NURSERY 
PIl  ;  VILLE 
RUHSEY  LOCK  2 
SALYERSVILLE 
SOMERSET  HIWAY  DEPT 
STEARNS 

TATFLXM  SPRINGS 
WOLF  CREEK  DAM 


BARBOURVILLE  WATER  WORKS 

BAXTER  HARLAN  WATER  WORKS 

BEREA  COLLEGE 

CORE IN 

DAVELLA 

HAZARD 

JENKINS  WATER  WORKS 

KENTUCKY  DAM 

LONDON  POST  OFFICE 

LOUISA  LOCK  3 

MIDDLESBORO    CITY    HALL 

MORElffiAD    STA   TEACH  COL 

PIKEVILLE 

SALYERSVILLE 

STEARNS 


CARROLLTON  LOCK  1 

DAVELLA 

FLEMINGSBURG  POST  OFFICE 

GEST  LOCK  3 

HEIDELBERG  LOCK  14 

KERNDON 

JENKINS  WATER  WORKS 

LEXINGTON  WB  AIRPORT 

LOG  LICK   IS 

LOUISA  LOCK  3 

MAYSVILLE  DAM  33 

MC  KIMWIYSBURG 

MILLERSBURG 

MOREHEAD  STA  TEACH  COL 

OLIVE  HILL 

PIKEVILLE 

SADIEVILLE  WATER  WORKS 

SALYERSVILLE 


bardourville  water  wks 
baxter  iwrlan  water  wks 
bov;li!;g  green  wb  ap 
carrollton  lock  1 

DAVELLA 

DUNDEE  BARRETTS  FORD  BR 

FLEi;iKGSBURG  POST  OFFICE 

GEST  LOCK  3 

JENKINS  AATER  WORKS 

LONDON  POST  OFFICE 

RUMSEY  LOCK  2 

SADIEVILLE  WATER  WORKS 

SALYERSVILLE 

STEARNS 


BAXTER  HARLAN  WATER  WKS 

CARROLLTON  LOCK  1 

CORBIN 

DAVELLA 

DUNDEE  BARRETTS  FORD  BR 

EDMONTON 

FLEMINGSBURG  POST  OFFICE 

GEST  LOCK  3 

IIODGECTILLE  NAT  PARK 

LIBERTY 

LOUISA  LOCK  3 

IWYSVILLE  DAM  33 

MILLERSBURG 

MOREHEAD  STA  TEACH  COL 

OLIVE  HILL 

SADIEVILLE    .VATER   WORKS 

SALYERSVILLE 

SllITirFIELD      4    S 

STEARNS 


ADDISON  DAM  45 
BARnoURVILLE  V/ATER  WKS 
P,EREA  COLLEGE 
nOWLIIlC  GREEN  WB  AP 
CARROLLTON  LOCK  1 
CENTRAL  CITY   1  E 
CLINTON 
CORniN 
DAVELLA 


.10   .15   .23 


.09   .05   .04 


-10th- 


.28   .07 

.04 
.10   .02 


.02   .01   .02 


16   .06   .01 
15   .08   .13 


■20th- 


.07 

.18 

.78 

.03 

.39 

.32 

.32 

.01 

.02 

.30   .02 

-21st- 


.22   .51   .10 


-22d- 


-28th- 


SEE  REFERENCE  NOTES  FOLLOWING  STATION  INDEX 


STATION 


DUNDEE  BARRETTS  FORD  nR 

EDMONTON 

FLEMINCSBURC  POST  OFFICE 

FORDS  i  FERRY  DAM  50 

FR.\NKHN  WATER  WORKS 

CEST  LOCK  3 

HALEYS  MILL 

HAZARD 

HEIDELBERG  LOCK  14 

IIERNDON 

IIODGENVILLE  NAT  PARK 

JENKINS  WATER  WORKS 

KENTUCKY  DAM 

LEXINGTON  WB  AIRPORT 

LIBERTY 

LITTLE    HICKMAN    LOCK   8 

LONDON  POST  OFFICE 

LOUISA  LOCK  3 

LOUISVILLE  STAN  WB  AP 

LOUISVILLE  WB  CITY 

LUCAS 

UAYSVILLE  DAM  33 

MOREHEAD  STA  TEACH  COL 

OLIVE  HILL 

OWENSBORO  DAM  46 

PADUCAH  SCS  NURSERY 

PIKEVILLE 

RAYWICK 

RUUSEY  LOCK  2 

S.ADIEVILLE  WATER  WORKS 

SUITHFIELD   4  S 

SOMERSET  HIWAY  DEPT 

TATHAM  SPRINGS 

TOMPKINSVILLE 

UNIONTOWN  DAM  49 

WOODBURY  LOCK  4 


ADDISON  DAU  45 
BOWLING  GREEN  WB  AP 
CENTRAL  CITY   IE 
CLINTON 
CORBIN 

DUNDEE  BARRETTS  FORD  BR 
EDMONTON 

FLEMINGSBURG  POST  OFFICE 
I  FORDS  &  FERRY  DAM  50 
I  FRANKLIN  WATER  WORKS 
I  HALEYS  MILL 

HERNDON 

HODGENVILLE    NAT   PARK 

KENTUCKY    DAM 

LOUISA    LOCK    3 

LOUISVILLE  STAN  WB  AP 
j  LOUISVILLE  WB  CITY 

LUCAS 

MAYSVILLE  DAM  33 

MOREHEAD  STA  TEACH  COL 

OLIVE  HILL 

OWENSBORO  DAM  46 

PADUCAH  SCS  NURSERY 

PIKEVILLE 

RUMSEY  LOCK  2 

UNIONTOWN  DAM  49 

WOLF  CREEK  DAM 

WOODBURY  LOCK  4 


TABLE    4  — Continued 
HOURLY    PRECIPITATION 


KKNTUI  KV 

i:itiiKri  VJiii 


A.    M.    HOUR    ENDING 


.06      .10 
.02      .06 


.03      .01      .02 


.02      .07      .15 


.23       .02 
.02      .10 
.18      .03 


.07      .01      .01 


.03  .01      .17 
.01 

.15  .09 

.02  .01      .02 

.07  .02       .04 
.01 

.07  .01       .01 

.01  .01 

.09  .10 
.02 


.04      .10      .17 

.01 

.04 
.01  .02  .02 
.01       .01 

.01       .02       .01 

.02       .07       .03 

.23 
.02       .02 


.00. 


.02  .02  .05 
.18  .17  .02 
.01       .01 


P.    M.    HOUR    ENDING 


03       .13  .13 

01       .10  .20   i    .20 
19       .01 

07       .09  .04   1    .02 

.01  .01 


18      .04       .02 


.09 


.02 


.05       .03       .02 


-29th- 


^J 


.03       .03  :    .05 


.03  1    .10 

:i9  '   *  I  * 

.03       .02       .01 


.02       .01 
.03 


-30th- 


SEE  REFERENCE  NOTES  FOLLOWING  STATION  INDEX 


Table  5 

DAILY  TEMPERATURES 

KENTUCKY 
SEPTEMBER  1948 

1 

Day  of  month 

i   1 

|l'2;3'4:56;7l8  19 

4 • ! ^— . 1 : , — 

10  j  U   12 

13   14   IS   16J17 

18 

19   20  :  21  j  22 

j  23  24 

1  25  1  26  :  27 

28  1  29 

30  31 

1 

< 

ANCHORAGE 

MAX|  87!  91 '  87 
MINI  52  48  57 

86  1  871  74 j  85  88 
64  65 1  67  68  61 

ill 

1 
80   87 

51   52 

90 
54 

90   85 
56   58 

j  90  95   91 
I  48   49   52 

87 
58 

92 
62 

96 
65 

90 
67 

172 
63 

1 
77;  75 
50  j  45 

|72   71 

1  51!  50 

82 
55 

70 
55 

75 
56 

74 
50  1 

83.2 
56.4 

ASHLAND  DAM  29 

MAxI  81 i  86)  92 
MIN'  51   53   54 

88  86 

65  1  66 

88  1  85   89 
65!  66 j  64 

is 

79   85 

62j  51 

88 
55 

89   83 

55;  61 

j  85 ]  89   91 

50   50   55 

88 
64 

92 
60 

88 
68 

86 
68 

83 
59 

70   69 
49   53 

61 
54 

73 
43 

76 
44 

73 
56 

85 
56 

77 
61 

83.0 
57.5 

BEAVER  DAM 

MAX 
HIN 

86 
52 

94   92  87 

48   59   58 

78 
60 

78 
64 

84 
62 

91 
57 

7. 

1  60 

83!  86 

49  1  50 

90 
51 

90  !  88 
54,  56 

86|  94 

92 
46 

90 
52 

60 

94 
62 

92 
62 

80 
60 

74   73 
49  1  42 

72 
45 

74 
41 

80 
43 

68 

51 

71 
51 

67 
48 

83.6 
52.9 

BENHAM 

MAX 
MIN 

53 

87   87 
53   54 

91 
55 

83 
63 

85 
68 

86 
66 

83 
65 

86 
62 

86 
59 

69 
49 

80 
50 

84   84 

1  85   85 
1  48  49 

88 
50 

88 
49 

86 
51 

86 
53 

89 
54 

88 
61 

86  1  65 

541  40 

69 
39 

59 
38 

67 
42 

75 
46 

73 
57 

82 
56 

81.4 
53.0 

BEREA  COLLEGE 

MAX 
HIN 

87 

49 

90   91 
59 

89 
62 

86 
64 

82  1  86 

64   63 

88 
62 

75 
60 

81 
56 

83 

89 

55 

86   85 
55,  60 

'  88,  95 
45|  47 

90 
59 

87 
62 

1  90 

1  64 

92 
66 

91 
66 

79 

61 

1 
74  I  70 
48   42 

68 
42 

72 
43 

80 
44 

74 
51 

80 
53 

73 
53 

83.4 
55.3 

BOWLING  GREEN  WB  AP 

MAX 

MIN 

86 

1  56 

1  93  93   84 

55  1  62  65 

83 

65 

82 
67 

83 
65 

88 
61 

71 
61 

80 
56 

87 
54 

85  :  90 

1  58j  62 

85 
1  54 

1: 

91 
58 

89 
56 

90 
62 

94 

65 

92 
64 

82 
59 

1 
75   73 
53   48 

71 

74 

44 

i  81 
48 

65 
55 

71 
54 

69 
53 

82.8 
57.1 

BURGIN  DIX  DAM 

MAX 

HIN 

87 
58 

92  93 
55   62 

91 
68 

88 
69 

80 
70 

87 
68 

88 
67 

88 
68 

81 
58 

i  11 

88 
55 

i  87!  86 
:  58  62 

1  90 

50 

94 

55 

91 
56 

1  91 
56 

91 
68 

94 
70 

93 
72 

87 
62 

74   74 
49   43 

70 
50 

74 
48 

80 
49 

77 
60 

79 
55 

73 
54 

85.1 
59.0 

CAMPBELLSVILLE 

MAX 
MIN 

52 

1 
50  t  60 

63 

62 

64 

64 

62 

63 

55 

52 

\tl 

87 
59 

88 

95 
49 

90 
54 

88 
53 

90 
58 

92 
61 

91 
63 

80 
61 

75  71 

48  1  44 

69 
42 

73 
40 

78 
45 

66 
53 

68 
53 

69 

53 

54.9 

CORBIN 

MAX 
HIN 

85 
56 

90 
54 

1  90 
56 

84 
62 

86 
61 

81 
66 

66 

89 

64 

82 
62 

74 
52 

87 
51 

- 

87 
60 

86 

90 
48 

90 

55 

88 
56 

89 
56 

94 

92 
63 

83 

61 

72  i  68 

51  1  44 

65 
43 

70 
44 

77 
46 

82 
55 

80 
55 

70 
50 

82.9 
55.0 

COVINGTON  WB  AIRPORT 

MAX 
MIN 

81 
52 

90 
51 

77 
59 

86 
66 

83 
67 

78 
67 

82 
67 

85 
66 

74 
59 

77 
52 

87 
60 

91 
60 

83 
61 

85 
49 

i  91 
54 

90 
59 

86 
64 

90 
67 

69 

81 
61 

66 
55 

68 
46 

65 
49 

65 
49 

70 
48 

76 
48 

72 
57 

77 
58 

71 
55 

79.8 
57.5 

DANVILLE 

MAX 

MIN 

83 
54 

87 
55 

88 
64 

85 
65 

87 
65 

81 
67 

84 
65 

85 
65 

80 
66 

78 
58 

81 
54 

80 
60 

84 
59 

84 
65 

85 
51 

90 
53 

88 
59 

84 
61 

88 
63 

90 
68 

89 

69 

81 
63 

74 
50 

68 
46 

68 
49 

72 
45 

80 
50 

79 
53 

77 
55 

72 
55 

81.7 
58.4 

EARLINGTON 

MAX 
MIN 

84 
53 

93 
53 

91 
64 

87 
62 

80 
64 

79 
67 

72 
63 

89 
58 

77 
61 

82 
50 

85 
52 

89 

54 

88   88 

56  1  59 

88 
50 

93 
50 

90 
59 

89 
60 

91 
68 

93 
69 

93 
69 

80 
60 

74 
52 

74 
46 

73 
49 

73 
41 

80 
48 

70 
58 

69 

56 

71 
55 

82.8 
56.9 

FARMERS 

MAX 
MIN 

80 
47 

88 
47 

88 
49 

85 
64 

85 
76 

85 
64 

84 
64 

88 
61 

87 
62 

78  82 
58  46 

88 
48 

87   82 

50   58 

84 
48 

88 
78 

90 
48 

86 
47 

90 
54 

89 
66 

59 

84 
58 

70 
43 

69 
40 

66 
49 

71 
39 

76 
40 

71 
48 

79 
50 

74 
53 

82.1 
53.8 

FORDS  FERRY  DAM  50 

MAX 
MIN 

84 
58 

92 
59 

81 
65 

85 
64 

79 
65 

79 
64 

78 

65 

89 
62 

87 
62 

80   85 

55  1  57 

89 
59 

88  84 
611  64 

84 
56 

90 
55 

88 
63 

88 
60 

91 
64 

91 
56 

91 
70 

81 
65 

72 
56 

72 
52 

76 
51 

72 
52 

78 
52 

69 
54 

74 
57 

74 
58 

82.4 
59.4 

FRANKFORT  LOCK  4 

MAX 

MIN 

85 
52 

92 
51 

90 
56 

90 
65 

87 

66 

85 
69 

87 
68 

90 
65 

85 
68 

84 
56 

85 
52 

90 
54 

90   85 
56  59 

90 
48 

94 
49 

93 

51 

89 
59 

93 
60 

94 
68 

91 
65 

85 
63 

73 
52 

70 
46 

69 
52 

73 
50 

78 
50 

75 
60 

78 
56 

76 
53 

84.9 
57.3 

GREENSBURG 

MAX 

MIN 

85 
55 

89 

54 

90 
63 

85 
66 

85 
64 

83 
67 

86 
66 

89 

85 
65 

78 
58 

84 
54 

55 

84   87 

57   61 

86 
50 

92 
50 

88 
55 

83 
55 

89 
60 

92 
62 

92 
61 

83 
65 

73 
54 

71 
49 

67 
44 

72 
40 

77 
48 

74 
57 

71 
55 

72 
54 

82.7 
57.1 

GREENVILLE   2  W 

MAX 
HIN 

85 
55 

91 
54 

90 
64 

85 

80 
64 

80 
67 

88 
65 

88 
59 

80 
62 

81 
54 

53 

92 
53 

86  i  86 
51 1  60 

87 
52 

92 
51 

88 
59 

87 
64 

90 
64 

91 
68 

90 
68 

79 
66 

73 
52 

73 
47 

72 
48 

73 
46 

81 
50 

69 
54 

71 
54 

69 
54 

82.7 
57.4 

HEADQUARTERS 

MAX 
MIN 

79 
60 

78 
53 

73 
60 

81 
60 

81 
60 

74 
55 

83 

55 

80 

66 

75 
56 

74 
62 

75 
60 

75 
55 

78 
55 

80 
55 

80 
60 

83 
60 

82 
60 

86 
60 

84 
55 

78 
58 

78 
50 

64 
52 

57 

62 
55 

66 

56 

72 
52 

70 
52 

66 
52 

64 
54 

75.0 
56.4 

HEIDELBERG  LOCK  14 

MAX 
MIN 

84 
53 

87 
51 

87 
53 

84 
64 

86 
64 

82 

65 

86 
66 

88 
64 

82 
63 

76 
62 

82 
48 

51 

84 
53 

83 
58 

86 
47 

88 
47 

89 

51 

86 
55 

88 
55 

90 
60 

89 
62 

82 
66 

72 
53 

66 
42 

62 
40 

70 
42 

76 
46 

76 
56 

78 
53 

72 
56 

81.6 
54.9 

HENDERSON   4  SW 

MAX 
MIN 

85 
52 

92 
52 

88 
64 

86 
60 

79 
63 

79 
65 

82 
63 

62 

75 
60 

82 
51 

85 
57 

87 
59 

90 
59 

85 

86 
57 

92 
51 

87 
58 

87 
60 

91 
65 

92 
70 

91 
69 

72 
62 

73 
56 

72 
47 

73 

51 

74 
48 

80 
56 

68 
60 

70 
55 

72 
59 

82.1 
58.4 

HINDMAN  SETTLEMENT  SCH 

MAX 
MIN 

51 

85 
49 

49 

92 

58 

87 
62 

87 
63 

90 
62 

85 
66 

88 
62 

85 

75 
50 

81 
49 

82 
52 

84 
57 

84 
48 

86 
45 

90 
49 

90 
55 

86 
51 

88 
58 

90 
62 

90 
64 

77 
54 

70 
38 

67 
36 

68 
36 

71 
40 

11 

75 
51 

85 
55 

82.7 
52.8 

HOPKINSVILLE   2  E 

MAX 
MIN 

90 
55 

86 
62 

82 
60 

80 
64 

83 
63 

77 
62 

87 
61 

77 
59 

77 
52 

86 
50 

84 
55 

87 
57 

82 
51 

87 
58 

85 
53 

90 
52 

86 
57 

86 
53 

88 
59 

90 
65 

11 

83 
63 

73 
50 

71 
47 

70 
47 

71 
43 

1 
79  1  68 
50  53 

66 
52 

68 
48 

81.4 
55.4 

IRVINGTON 

MAX 
MIN 

84 
55 

91 
50 

90 
62 

88 
65 

82 
65 

75 
67 

86 
66 

89 

61 

77 
62 

83 
52 

85 
55 

89 
56 

I'. 

85 
52 

87 
53 

94 
52 

92 
55 

88 
58 

93 
67 

93 
68 

92 
69 

76 
64 

75 
56 

77 
45 

70 
50 

73 
47 

79   68 
53  58 

71 
55 

53 

83.1 
57.6 

LEITCHFIELD 

MAX 
MIN 

84 
54 

53 

64 

83 
63 

82 
62 

78 
65 

84 
65 

85 
61 

77 
62 

78 
53 

82 
54 

86 
55 

85 
57 

85 
61 

84 
51 

88 
52 

86 
58 

86 
56 

11 

90 
64 

88 
64 

76 
61 

73 
50 

71 
45 

69 
47 

71 
44 

77 
49 

69 
55 

53 

67 
50 

80.5 
56.3 

LEXINGTON  WB  AIRPORT 

MAX 
MIN 

80 
55 

88 
54 

89 
61 

86 
65 

86 
68 

76 
64 

83 
67 

86 
62 

72 
61 

78 
57 

82 
55 

86 
59 

86 
62 

81 

84 
52 

90 
54 

90 
63 

85 
60 

90 
65 

92 
67 

87 
65 

66 

69 
48 

67 
46 

64 
49 

68 
47 

74 
50 

70 
55 

78 
56 

70 
52 

80.1 
57.8 

LOUISVILLE  STAN  WB  AP 

MAX 
MIN 

85 

56 

93 
51 

85 
62 

86 
68 

85 
67 

73 

67 

85 
69 

89 

64 

72 
62 

82 
55 

84 
55 

89 
57 

91 
59 

85 
60 

89 
55 

94 

91 
54 

87 
65 

91 
62 

94 
72 

89 
68 

68 
61 

71 

52 

69 
48 

67 
55 

72 
50 

78 
52 

70 
57 

72 
57 

71 
54 

81.9 
58.8 

LOUISVILLE  WB  CITY 

MAX 
MIN 

84 
60 

11 

82 
69 

87 
70 

85 
69 

74 
68 

85 
70 

87 
67 

71 
64 

78 
60 

84 
60 

87 
65 

64 

84 
63 

It 

11 

89 
64 

86 
68 

90 
72 

92 

74 

85 
68 

67 
62 

71 
53 

69 
50 

68 
56 

72 
53 

78 
54 

70 
58 

70 
59 

70 
56 

80.7 
62.4 

LOVELACEVILLE 

MAX 

MIN 

85 
58 

91 
56 

90 

86 
62 

84 
65 

88 
67 

85 
64 

91 
64 

85 
61 

86 
51 

88 
52 

90 

54 

87 
58 

90 
61 

87 

55 

91 
55 

88 
60 

89 
56 

91 
66 

90 

64 

65 

81 
63 

76 
54 

74 
48 

73 
48 

73 
47 

72 
48 

69 
48 

72 
56 

71 
58 

83.8 
57.6 

MAMMOTH  CAVE  PARK 

MAX 

MIN 

51 

51 

59 

62 

62 

65 

66 

59 

60 

55 

51 

84 
51 

82 
54 

84 
59 

81 
47 

87 
48 

87 
54 

87 
54 

89 
59 

92 
64 

89 

62 

76 
63 

72 
48 

69 
55 

67 
56 

70 
52 

76 
48 

64 
54 

69 
55 

.68 
51 

55.8 

HAYFIELD   2  S 

MAX 
MIN 

84 

55 

92 

58 

92 

64 

83 

77 
61 

84 
63 

80 

64 

89 
64 

85 

57 

80 
52 

83 

53 

86 
54 

86 
59 

87 
60 

85 
56 

91 
55 

87 
62 

87 
58 

90 

64 

90 
62 

92 
63 

85 
63 

73 
51 

71 
46 

71 
46 

71 
55 

78 
47 

73 
50 

71 
54 

72 
54 

82.5 
57.0 

MAYSVILLE  DAM  33 

MAX 
MIN 

81 
48 

86 
53 

74 
54 

81 
62- 

85 
64 

84 
65 

82 
66 

88 
63 

82 
67 

78 
55 

84 
49 

89 

54 

89 
55 

57 

86 
47 

89 
50 

93 
53 

87 
61 

91 
61 

89 
69 

85 
66 

77 
52 

69 
46 

67 
45 

66 
51 

71 
40 

75 
43 

72 
50 

77 
53 

70 
54 

81.0 
55.1 

MIDDLESBORO 

MAX 

MIN 

88 
66 

89 
66 

90 
57 

82 
62 

84 
62 

85 
68 

83 
66 

88 
67 

86 
63 

71 
62 

81 
53 

85 
54 

83 
54 

88 
65 

86 
56 

89 
51 

86 
55 

85 
55 

87 
56 

90 
60 

90 
60 

84 
65 

78 
59 

70 
41 

68 
40 

74 
39 

45 

57 

56 

77 
58 

83.2 
57.3 

MOUNT  STERLING 

MAX 
MIN 

89 

90 

92 

88 

87 

85 

88 

89 

85 

80 

84 

89 

89 

84 

88 

93 

93 

87 

90 

94 

91 

85 

75 

69 

68 

71 

78 

74 

86 

80 

84.7 

MURRAY 

MAX 
MIN 

89 

92 

95 
66 

84 
65 

74 
65 

85 
65 

80 
61 

91 
58 

82 
51 

82 
51 

87 
47 

90 

48 

89 

51 

91 

51 

89 

46 

95 

55 

88 
61 

90 
46 

92 
67 

93 
55 

94 
56 

87 
57 

77 
44 

75 
48 

73 
41 

74 
44 

80 

47 

70 

55 

70 
58 

71 
54 

84.3 

54.0 

OWENSBORO 

MAX 

MIN 

85 
56 

94 
51 

90 
62 

89  [ 

63  1 

79 
64 

79 

64 

85 
65 

88 
61 

85 
63 

81 
52 

85 
55 

88 
60 

92 
59 

61 

90 
53 

93 

50 

92 
52 

89 
56 

93 
64 

95 
66 

91 
62 

84 
64 

76 
51 

78 
46 

75 
51 

75 
48 

81 
51 

73 
59 

73 
55 

69 
50 

84.5 
57.1 

PADUCAH  NO  5  FIRE  STA 

MAX 
HIN 

88 

86 
58 

93 

58j 

92 

65  i 

85 

65 

78 
66 

83 

66 

78 
67 

90 
64 

72 
53 

53 

85 
57 

89 
58 

87 
62 

90 

57 

88 

55 

92 
56 

88 
60 

88 
60 

91 

91 
70 

92 
65 

86 
56 

77 
52 

74 
52 

74 
52 

73 
52 

80 

55 

62 
60 

73 
60 

83.6 
59.5 

PIKEVILLE 

HAX 
HIN 

89 
55 

91 
54 

94   88 

66  64 

88 
66 

90 
70 

87 
66 

91 
66 

64 1 

75 
55 

55 

91 
55 

87 
58 

86 
55 

90 
55 

90 
53 

92 
57 

11 

92 
57 

93 
63 

94 
65 

72 
62 

75 

47 

70 
44 

64 
43 

74 
43 

79 
46 

77   87 
53   56 

80 
59 

85.0 
57.0 

PRINCETON 

MAX 
MIN, 

87 
55 

94 

54 

94} 
1  61 

80 
65 

85 
67 

78 
62 

88 
59 

76 
61 

82 
51 

85   88 
50   52 

87 
55 

88 
60 

85 
52 

92 
51 

85  j 
58, 

88 
54 

91 
62 

91 
61 

93 
61 

82 
60 

75 
53 

74 
48 

72 
48 

73 
43 

80 
49 

70   72 
55   58 

70 
58 

82.9 
56.0 

RICHMOND  TEACHERS  COL 

MAX  72 
MIN;  51 

87 
50 

88   84;  86   82 

55|  64:  65  65 

84 
62 

87 
63 

72 
65 

78 
56 

81 1  87 
49   57 

85 
55 

82 
54 

85 
48 

90'  90   85 

481  52   571 

89 
62 

91 
66 

89 
64 

71 
62 

70 
46 

67 
45 

64 
48 

70 
45 

75 
49 

72  80 
57!  52 

1 

72 
53 

80.5 
55.5 

See  reference  notei  following  StAtion  Index. 


DAILY  TEMPERATURES 


KKNTUtKY 
ie4H 


bU  S-Coulimwd 

SUtton 

I9SKLLVILLE 

•    JOIIN    BKTHl^HKll   ACM) 

;iKNCE    HIUL 

xyrrsviLLE 

JELBWILLK   2  W 
IIXIAMSBUKG 
ILLIAMSTOWN 
nU  CRKKK  DAB 


MIN 

MAX 

UIN 


87   57 
89  93 


50  49  I  57  I  66 


I  82  82 
65 


91  92 
60  65 


65  63 

83   86 

66  65 


10   11   12   13  14  18  16  17  18  18  20  21  22  23  |  24 


54  I  56  I 

82  I  83 
62  j  55 

87   89 

60  I  62 

83  89 

51  54 


52  60 
85   88 


60 

S3 

86 
58 

78 
54 

82 
62 

73 
49 

83 
63 

81 

70 
58 

69 

2S  27  28  29 


7 


48  I  49  48  83  !  B6  i  86 


71  78  '  76  77   71 


80  70  I  71  !  70 
46  86  88  I  84 


See  reference  z 


1  followlag  Station  Index. 


m 


KENTUCKY 
SEPTEMBER 


TABLE    6 
DAILY  EVAPORATION  (INCHES)   AND  WIND  MOVEMENT  (MILES) 


STATION 

DAY    OF   MONTH 

rOTAL 

o.«,r- 

" 

2 

3 

* 

5 

6 

7 

S 

9 

10 

" 

12 

" 

,4 

15 

16 

" 

IS 

19 

20 

21 

22 

23 

2. 

25 

26 

27 

28 

29 

30 

31 

WBMaL 

OUROINDIK.AM 

EVAP 

.208 
9 

.192 

.202 

3 

.132 

.122 

.164 

.092 
30 

.102 
3 

.160 
2 

.056 
2 

3 

.168 

.108 

•"1 

.208 

■'11 

■''t 

.170 

.210 
10 

.166 

.096 

.178 

.082 

.118 

.246 

.022 

.106 

1 

4.404 
191 

EVAP 
WIND 

.145 
18 

.197 
31 

_ 

.187 
6 

.167 
27 

' 

.223 
68 

.133 
23 

.098 
9 

• 

.223 
20 

.206 
6 

.136 

.153 
10 

.054 
12 

.175 

.180 

■'" 

■"I 

.163 

■'" 

.152 
20 

38 

44 

.136 
31 

1 

■■■■ 

"" 

-'T. 

4.316 

TABLE    7 
DAILY    RIVER    STAGES    (FEET) 


RIVER   AND   STATION 

P 

DAY    OF   MONTH 

5 

\ 

2 

1 

2 

3 

4 

5 

6 

7 

e 

9 

10 

" 

12 

13 

14 

15 

16 

17 

le 

19 

20 

21 

22 

23 

24 

1" 

F 

17 

T> 

F 

i;; 

F 

pikeville" 
paintsville 

BIG   SANDY 

SOUTH   FORK 
CYNTHIANA 

LICKING 
FARJtERS 
FALMOUTH 

KENTUCKY 
HEIDELBERG    LOCK    14 
HIGH   BRIDGE    LOCK    7 
FRANKFORT   LOCK   4 

BARREN 
BOWLING  GREEN 

ROUGH 
DUNDEE    BARRETTS   FORD   BR 

GREEN 
MUNFORDVILLE 
BROWNSVILLE    LOCK   6 
WOODBURY   LOCK   4 
RUUSEY    LOCK    2 

WILLIAMSBURG 

ONEONTA    DAM    35 
ONEONTA    DAM   35           LG 
GRANT    DAM    38 
GRANT   DAM    38                 LG 
LOUISVILLE    UPPER   GAGE 
LOUISVILLE   LOWER   CAGE 
ADDISON    DAM    45 
ADDISON   DAM    45           LG 
OWENSBORO   DAM   46 

UNIONTOWN    DAM    49 
UNIONTOWN   DAM   49      LG 
FORDS    FERRY   DAM    50 

36 

25 
28 

20 

30 

28 
28 
33 
34 

19 
50 

51 
50 
48 

28 

37 
34 
39 

lio 
lis 

1.0 

8.6 
9.1 

-0.0 
1.9 

115.6 
1    9.6 
115.6 
h9.8 
15.3 
h9.4 

h9!8 

h9:9 
18.3 
h9.5 
18.8 
h9.6 
15.3 

1.0 

3.9 
3.2 

8.5 
9.0 

4.5 

15.8 

1514 
li9.1 
15.2 
h9.4 
15.3 

18:2 

io!o 

15.4 

0.9 
1.6 

3.8 

3.1 

8.5 
9.0 
6.6 

4.6 
-0.9 

hs'.s 

14.9 
h8.8 
15.9 

17^0 
h9.5 

19.0 

18.8 
15^1 

l!5 
3.8 
3.0 
1.5 

8.5 
9.0 
6.6 

4.6 

3.4 

6;8 

15.8 

15!4 

le:? 

h8.9 
17.8 

3.0 

1.5 
0.5 

e'.e 

4.5 

3.5 

2.5 
6.8 
6.8 
6.3 

2!o 
115.8 

h9.5 
15.8 

hgio 

17.6 
9.4 

2.9 

1.5 
0.5 

3.3 

4.5 
6.9 
6.7 
6.4 

0.1 

2.0 

h9;9 
16.2 

hs.'s 

17.7 
18;9 

2.9 

2.8 
0.5 

1.0 

3.3 

4.4 
7.6 
7.0 
6.3 

0.2 
2.1 

15.4 
h9.7 
16.1 

17.3 

19!6 
h9.4 
19.0 
h9.4 
19.2 

1.2 
1.7 

o!5 
1.0 

9'.] 

sis 

8.2 

0.2 
2.0 

15.3 
h9.7 
15.8 
h9.9 

isis 

19  is 
10.0 
19.2 
h9.9 
19.5 

1.2 

8.4 
9.2 

"2!o 

15.7 
h9.7 
15.8 
h9.4 
15.4 
h9.3 
16.0 

19:0 
ll9.1 
19.1 
10.0 
19.3 
h9.8 
16,0 

1^7 
4.6 
3.1 

8.4 
9.3 

6.6 

5.0 

15.5 

1519 
1.9.9 
15.2 
10.2 
16.1 
h9.3 
16.8 
h9.3 

18.3 

19^2 
h9.2 
15.6 

3.C 

3.1 
3.0 

8.3 
9.6 
6.6 

4.9 

4.1 

?!< 

is'.i 

h9.e 
15.9 
10.8 
17.1 
10.0 

h9!6 
15.3 

3.4 

3.0 
0.5 

8.2 

e'.-, 

4.8 
3.6 
2.7 

e'.a 
116.0 

il5!7 

'h9;7 
9.9 

15.9 

3.7 

3.0 
0.5 

1.2 

3.4 

2.6 
6.8 
6.9 
6.5 

1.3 

2.0 

17  il 

n'.8 

9,3 

1.9 

ois 

3.6 

2.6 
6.8 
6.7 
6.3 

1.4 
2.0 

115.3 
16.0 

h9.'4 
15.8 

islg 

10:4 

1.6 
2.4 

3.0 

1.0 

9.0 
9.0 

4.6 
2.8 

6.8 
6.6 
6.3 

0.7 

2.0 

15.0 
10.0 
15.9 

15]9 

16,9 

17^7 
9,4 

18!7 
10,2 

1.5 
2.2 

5.4 

8.8 
9.2 

6!2 

0.5 

2.3 

15.5 
10.0 
15.2 
10.2 
15.4 

9^3 
18.8 

18:2 

19:2 
119.4 
15.6 

5.4 

3.0 

1.0 

8.7 
9.2 

6.5 

4.5 

3.3 

2.4 
6.8 

15.0 

14.9 
h9.0 
15.9 

19.3 
h9.6 
15.8 

3.0 

1.0 

8.7 
9.2 

6.5 

3.2 
2.4 

6.8 
6.5 
6.0 

h9!9 
15.1 
1,9.3 

19:4 
h9.8 
1^ 

1^8 

3.0 
0.3 

1.0 

3.2 

2.4 
6.8 
6.4 
6.0 

0.2 

io!o 
ngii 

17.5 

1.2 
1.8 

5.3 

I:' 

1.0 
9!2 

2.4 
6.8 
6.4 
6.0 

0.2 

2.0 

15.3 
11.0 

17:1 
h9,8 
17.8 
9,6 
19.2 

5.3 

8.7 
9.2 

6.6 

-0.0 
2.0 

14.9 
12.0 
15.4 

119^4 
15.5 

11.6 
17.3 

19:1 
10,0 

10  ,'1 

15.3 

3.1 
0.3 

8.6 
9.3 
6.6 

4.3 

3.2 

15.0 

1418 
10.8 
14.8 
10.5 

12^0 

19:4 
10.3 
18.7 
10.8 
18.9 

1.2 

3.1 
0.3 

8.6 

6.6 

4.3 

3.2 

2.4 
6.8 
6.4 
6.0 

isio 

11.0 
15.7 
12.0 

10.0 
17.7 
11.5 
19.1 
10.3 
15.4 

1.2      1.2      1.2      1.2      1.2      1.2      1.2               3.00I1      0.9      3 
1.7      1.6      1.6      1.6      1.6      1.6      1.6               3.3012      1.5      4 

5.2      5.2      5.2      5.2      5.2                  5.2 

4.0      4.0      3.9      3.9      3.8      3.8      3.7               4.1016+    3.0      4 

3.0      3.0      3.0      3.0      3.0      3.0      3.0               3.1021+    1.5      1 
0.3      0.3      0.3      0.3      0.3      0.3      0.3               1.50    1      0.3    19+ 

1.0      1.0      1.0      1.0      1.0      1.0      1.0               2.8010      1.0      1+ 

9.2  9.1      9!2      9'.!      9'.!      9.2     9!2               9.6011      9.0      2+ 
6.6      6.6      6.5      6.5      6.5      6.5      6.5               6.70    1+    6.5    15 

4.3  4.3      4.2      4.2      4.2      4.3      4.3               5.30    9      4.2    26+ 

3.2  3.2      3.2      3.2      3.2      3.3      3.3               6.20    9      3.2    18 

2.4  2.4      2.4      2.4      2.4      2.4      2.4               4.50    6      2.4    17+ 

6.8  6.8      6.8      6.8      6.8      6.8      6.8               8.50    8      6.8      2+ 

6.3  6.3      6.3      6.3      6.2      6.3      6.4               8.50   9      6.2    28 
6.0      6.0      6.0      6.0      6.0      6.0      6.0               7.4010      6.0    18+ 

-0.0    -0.0    -0.9   -0.8   -0.8  -0.8  -0.8               1.3514    .0.9      3+ 

1.9  1.9      1.8      1.8      1.8      1.8      1.8               2.3016      1.8    26+ 

14. 9il5.1il5. 5115. 7il5.9ll5. 5115.6              16.0012    14.9    24 
12.7112. 9110.6,11. Olio. 5    h9.9iU.4              12,9025      9.2      2 
15. 1115.1,15. 4, 15. 9,15.8, 15. 7115.6               16.20    6+L4.8    22 
IO.O1IO.6UO.O   h9,3    h9.6    h9. 4110.1              11.3020      8.8      3 
15. 2115.7, 15. 6114. 6115.2,15. 3115.2               16.8018    14.6    27 
10.0,11.2,10.2    h9,8    h9,6    h9 , 2    h9.4               U.2025      8.7      4 
15. 4il5,7ll5.Sil5.5ll5.6ll5. 4116.0              56.4016+15.2    20 
11.7lll.2ill,3kl0.5il0.8il0.7    ll9.2               12.0022+    9.1       4 
17. 0il6.5ll5. 8.16.9116.9117, 0117.0               17.20    9     16,5      5+ 
h9.7    h9,4lU.l    h8.8    1,9.7    h9.9    h9.3               11,6021       8.7    IS 
17.0    17,4    17,1    17.1    17.2    17,6    17.8               18,00    1+17.0    24 
10.7    n. 2    1'-, 6    10,0      9.0      9.6      9.7               11,20  21+9,0    28 
19, 0,19. 4, 19. 1,19. 1,18. 7119.3, 18. 7               19,60    7     18,7   68+ 
IO.I1IO.2    h9.9    h9,6    h9,2    h9,6    ll9,5               10,3022      8.5   Ss 
17.8ll8.0.18.8llS.9,18,2ll8.0il8.9               19.20    8    18.0    25+ 
10.6    h9.9,10.3,10.5[h9.9   h9.1   h9 . 2              10.8022      3.3      5 
19.1,18.8ll8.9ll9.21ll9.3il8.8ll8.8               19.50    8     18. S      1  + 
10.2    1,9.9    h9. 9, 10,3,10.1    h9.0    h9 . 1               10,3022+    9.0      5 
15.3,15.4il6.2ll5.7il5.3ll5,5kl5.3              ^6.20    5+15.1       3 

lowing   referenci 


« 


Upper  surf 


1  stage 
at  gage. 


1! 


STATION     INDEX 


KKKTIKKY 
»C,l>ThWl».R    lfl*>f 


STATI'ON 


lODlSON    DAM   •15 
iDDlSON    BAM    45      LO 
iDOl.l'IlUS       1    N 
ILLEN 
INOllORAGE 

I  sue A  MP 

VSfa.ANn   DAM    29 
VSIfLANI)    DAM    1>9      LG 
JARBOURVILLE    WATEH    WORKS 
JARDSTOWN 


WATER  WORKS 


BASS   3  SW 
BAXTER  HARLAN 
BEAVER  DAM 
BENIIAM 
BENTO>:   1  SW 


BEREA  COLLEGE 
BEREA  WATER  WORKS 
BOWLING  GREEN 
BOWLING  GREEN  WB  AP 
BRENT  DAM  36 

BROWNSVILLE  LOCK  6 
BURGIN  DIX  DAM 
BURNS  IDE 
CAMPBELLSVILLE 
CARROLLTON  LOCK  1 

CENTRAL  CITY   IE 

CLERMONT  BERNHIEM  FOUND 

CLINTON 

COLEMAN  POST  OFFICE 

COLLEGE  HILL  LOCK  11 

COLUMBIA  LW  COLLEGE 

CONSTANTINE 

CORBIN 

CORE IN  WATER  WORKS 

COVINGTON  WB  AIRPORT 

CYNTHIANA 

DANVILLE 

DAVELLA 

DELPHIA 

DEMA 

DUNDEE  BARRETTS  FORD  BR 

DUNMOR 

EARLINGTON 

EDDrVILLE  LOCK  F 

EDMONTON 

FALLS  OF  ROUGH 

FALMOUTH 

FARMERS 

FLEMINGSBURG 

FLEMINGSBURG  POST  OFFICE 

LOCK  10 
FORDS  FERRY  DAM  50 
FORDS  FERRY  DAM  50   LG 
FRANKFORT  LOCK  4 
FRANKLIN  WATER  WORKS 

FRENCHBURG   1  SW 

GEORGETOWN  WATER  WORKS 

GEST  LOCK  3 

GLASGOW 

GODMAN  AFBU  FT  KNOX 

GRANT  DAM  38 

GRANT  DAM  38   LG 

GRAYSON 

GREENSBURG 

GREENSBURG  HIWAY  61  BR 

GREENUP  DAM  30 
GREENVILLE   2  W 
MLEYS  MILL 
HARTFORD   6  N 
HAZARD 

HEADQUARTERS 

HEIDELBERG  LOCK  14 

HENDERSON   4  SW 

HERNDON 

HIGH  BRIDGE  LOCK  7 

HINDMAN  SETTLEMENT  SCHOOL 

IIODGENVILLE  NAT  PARK 

HOPKINSVILLF.   2  E 

HYDEN 

IRVINGTON 

JACKSON 

JENKINS  WATER  WORKS 

JKREMIAII 

KEENE   2  N 

KENTUCKY  DAM 


COUNTY 


0259 
03S1 
0389 

0438 
0450 
0490 
0595 


PIKE 
BOYD 
no  YD 
KNOX 

NELSON 

TAYLOR 

HARLAN 

OHIO 

HARLAN 

MARSHALL 


0619   MADISON 


0624 
0904 
0909 
0978 


1439 
1611 
1631 


1722 
1763 
1801 
1806 
1855 

1998 
2040 
2053 
2131 
2139 


2791 
2903 
2908 

2953 
2961 
2966 
3028 
3036 


MADISON 
WARREN 
WARREN 
CAMPBELL 

EDMONSON 

MERCER 

PULASKI 

TAYLOR 

CARROLL 

MUHLENBERG 

BULLITT 

HICKMAN 

PIKE 

MADISON 

ADAIR 

BRECKINRIDGE 

WHITLEY 

WHITLEY 

KENTON 

HARRISON 

BOYLE 

MARTIN 

PERRY 

KNOTT 

OHIO 

MUHLENBERG 

HOPKINS 

LYON 

METCALFE 


ROWAN 

FLEMING 

FLEMING 

CLARK 
CRITTENDEN 
CRITTENDEN 
FRANKLIN 


3052  MENIFEE 

3194  SCOTT 

3203  HENRY 

3241  BARREN 

3280  HARDIN 


BOONE 
BOONE 
CARTER 
GREEN 
GREEN 


3443 
3451 
3539 
3652 
3709 

3722 
3741 
37fi2 
3798 
3837 


GREENUP 

MUHLENBERG 

CHRISTIAN 

OHIO 

PERRY 

NICHOLAS 

LEE 

HENDERSON 

CHRISTIAN 

JESSAMINE 


3899   KNOTT 

LARUE 
3994   CHRISTIAN 
4093   LESLIE 

BRECKENRIDGE 


BREATHITT 

LETCHER 

LETCHER 

JESSAMINE 

LIVINGSTON 


DRAINAGE 


OHIO 
OHIO 
GREEN 

IG  SANDY 
OHIO 

BIG  SANDY 
OHIO 
OHIO 
CUMBERLAND 

SALT 

GREEN 

CUMBERLAND 

GREEN 

CUMBERLAND 

TENNESSEE 

KENTUCKY 

KENTUCKY 

GREEN 

GREEN 

OHIO 

GREEN 

KENTUCKY 

CUMBERLAND 

GREEN 

KENTUCKY 

GREEN 
SALT 

MISSISSIPPI 
BIG  SANDY 
KENTUCKY 

GREEN 

GREEN 

CUMBERLAND 

CUMBERLAND 

OHIO 

LICKING 

KENTUCKY 
BIG  SANDY 
KENTUCKY 
BIG  SANDY 

GREEN 

GREEN 

OHIO 

CUMBERLAND 

GREEN 

GREEN 

LICKING 

LICKING 

LICKING 

LICKING 

KENTUCKY 

OHIO 

OHIO 

KENTUCKY 

GREEN 

LICKING 

KENl'UCKY 
KENTUCKY 
GREEN 


OHIO 
OHIO 
OHIO 
GREEN 
GREEN 

OHIO 
GREEN 
GREEN 
GREEN 
KENTUCKY 

LICKING 

KENTUCKY 

OHIO 

CUMBERLAND 

KENTUCKY 

KENTUCKY 

GREEN 

CUMBERLAND 

KENTUCKY 

GREEN 

KENTUCKY 
BIG  SANDY 
KENTUCKY 
KENTUCKY 
TENNESSEE 


86  34 
86  16 
82  43 
85  33 

82  26 

82  36 

82  36 

83  53 
85  28 

85  10 


TIME  OF     j  YEARS  OF 
OBSERVATION      RECORD 


37  00 
36  58 
39  03 


38  41 

37  18 
37  56 

36  41 

37  30 

37  47 

37  06 

37  40 

36  57 
30  57 
39  04 

38  23 

37  39 
37  48 
37  02 
37  25 

37  33 
37  05 
37  16 


38  09 
38  25 
38  25 


37  57 

38  12 
38  25 
37  00 

37  54 

38  59 
38  59 
38  19 
37  16 

37  15 

38  37 
37  12 
37  03 
37  32 
37  15 


37  20 
37  32 

36  52 

37  10 
37  53 


84  37 

85  21 
85  11 

87  06 
85  40 
89  00 
82  13 

84  06 

85  17 

86  14 
84  06 
84  06 
84  40 

84  18 

84  46 

82  32 

83  07 
82  48 

86  43 

87  00 

87  31 

88  05 

85  37 

86  34 
84  20 
83  33 
83  43 
83  44 


84  15 
88  06 
88  06 
84  52 
86  34 


83  39 

84  33 

84  53 

85  40 
85  58 

84  49 

84  49 
82  57 

85  30 

85  30 

82  51 
87  12 
87  20 

86  54 

83  12 


87  37 
87  34 

84  43 

82  59 

85  44 
87  27 

83  22 


506  CST 

506  CST 

589  EST 

581  CST 
CST 

540  EST 

519  CST 

740  CST 

540  CST 

869  CST 


37    33 

37  10 
37  10 
37    58 


OBSERVER 


REFER 

TO 
TABLES 


CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 
IDELL  M  DEARING 
NANNIE  AUXIEH 
C  E  BARRET 

MARY  S  RATLIFF 
CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 
JOHN  R  WHARTON 
HRS  POPE  SI  SCO 

CLAUDE  CAVE  t.  R  KILBY 

CYRUS  S  LAYSON 

E  0  YOUNG 

C  C  WHITEAKER 

NANCY  C  MORSE 

JAMES  A  GROSSMAN 
MRS  LAURA  B  GA/FARD 
JAMES  R  EDWARDS 
US  WEATHER  BUREAU 
CORPS  OF  ENGINEERS 

CORPS  OF  ENGINEERS 
C  W  WILLIAMS 
SARAH  E  LEWIS 
ALVA  MC  KINLEY 
CORPS  OF  ENGINEERS 

MARION  STAPLES 
BERNHEIM  FOUNDATION 
WOODSON  D  FRANKLIN 
FRANK  STUMP 
CORPS  OF  ENGINEERS 

JAMES  E  NANRIVELL 
MRS  GLENKIE  L  SHARP 
US  WEATHER  BUREAU 
G  F  HAUSMAN 
US  WEATHER  BUREAU 

MARSHALL  HILL 
R  P  COLD IRON 
BERTHA  DE  LONG 
FARIS  CRESS 
HATTIE  B  BARNEY 

J  L  HUFF 
N  D  GIVENS 
BRICK  SOUTHWOBTH 
THOMAS  SMITH 
JOHN  E  MORAN 

ROBERT  HARL 
JESSIE  OLDHAJI 
MRS  CORDA  C  STAMPKR 
BYRON  F  FLEMING 
MAURICE  O  CARPENTER 


CORPS  OF  ENGINEERS 
CORPS  OF  ENGINHSES 
CORPS  OF  ENGINKKEB 
CORPS  OF  ENGINKKKS 
HERMAN  D  NEAL 

JEROME  HIERONTiroS 
JOE  W  ATKINS 
CORPS  OF  ENGINEERS 
OSA  L  FOLLIS 
US  AIR  FORCE 

CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 
SHIRLEY  I  STATEN 
MRS  MKLL  U  LINGLE 
KENNETH  STOTTS 

CORPS  OF  ENGINEERS 
C  R  LOVELL 
CLEATUS  E  BRINKLEY 
W  R  CARSON  SR 
H  A  BAILEY 

L  H  GAFFIN 

CORPS  OF  ENGINEERS 

FRANK  STREET 

C  W  KEATTS 

CORPS  OF  ENGINEERS 

ELIZABETH  WATTS 

C  C  SELF 

W  K  MORRIS 

MRS  FOREST  F  CAMPBELL 

FLOYD  G  ROBBINS 

ROBERT  ROBERTSON 
KENTUCKY  WATER  CO 
MRS  SUSAN  F  ISON 
MARION  W  MAHIN 
TENN  VALLEY  AUTHORITY 


2  3  4 
2  3 
2  3 


2  3  4 


2  3  4 

2  3 

2  3  4 

2  3 

2  3 


2  3 


2  3 

2  3 

2  3 

2  3  4 


2  3 

2  3  4 

2  3 

2  3  4 


2  3  4 

2  3 

2  3  4 

2  3 

2  3  4 

2  3 

2  3 


STATION    INDEX -Continued 


1 


STATION 


LAHCASTKR  ICE  PLANT 

LAURA 

U5ITCHFIKLD 

LKSINGTOK   WB   AIRPORT 

LIBERTY 

LITTLE  HICKMAN  LOCK  8 
LOCKPOHT  LOCI  2 
LOG  LICE   1  S 
LONDON  POST  OFFICE 
LODISA  LOCE  3 

LOUISVILLE  BOWMAN  FIELD 
LOUISVILLE  LOWER  GAGE 
LOUISVILLE  STAN  WB  AP 
LOUISVILLE  UPPER  GAGE 
LOUISVILLE  WB  CITY 

LOVKLACEVILLE 
LOCAS 

MADISONVILLE 
MADISONVILLE   1  SE 
MAJ*OTB  CAVE  PARK 

MAYFIKLD   2  S 
MAYSVILLE  DAM  33 
MAYSVILUB  DAM  33   LG 
MC  KINNEYSBURG 
MIDDLE SBORO 

MIDDLESBORO  CITY  HALL 
MIDWAY   2  S 
MILLERSBURG 
MILLKRSTOWN 
MONTICELLO 

MOREHEAD  STA  TEACH  COL 

MOUNT  STERLING 

MUNFORDVILLE 

MURRAY 

OLIVE  HILL 

OLNEY 

OKEONTA  DAM  35 

ONEONTA  DAM  35    LG 

OWENSBORO 

OWENSBORO  DAM  46 

OWENSBORO  DAM  46   LG 
PADDCAH  JEFFERSON  ST 
PADDCAH  NO  5  FIRE  STATION 
PADDCAH  SCS  NURSERY 
PAINTSVILLE 

PIKEVILLE 
PINEVILLE 

PLEASUREVILLE   2  S 
PRINCETON 
QUICKSAND 

RAVENNA  LOCK  12 

RAYWICK 

RICHMO>fD   TEACHERS   COLLEGE 

RUMSEY   LOCK    2 

RUSSELLVILLE 

SADIEVILLE  WATER  WORKS 
ST  JOHN  BETHLEHEM  ACADEMY 
SALVISA  LOCK  6 
SALYERSVILLE 
SCIENCE  HILL 

SCOTTSVILLE 
SEBREE  WATER  WORKS 
SHELBYVILLE   2  W 
SIBERT 
SMITHFIELD   4  S 

SOMERSET  HIWAV  DEPT 

SPRINGFIELD 

STEARNS 

STILLWATER 

TATHAM  SPRINGS 

TOMPKINSVILLE 
TOMPKINSVILLE  TEL  OFF 
TYRONE  LOCK  5 
UNIONTOWN  DAM  49 
UNIONTOWN  DAM  49   LG 

VALLEY  VIEW  LOCK  9 

VANCEnimO  DAM  32 

WAYNESBURG   6  E 

WEST  LIBERTY  WATER  WORKS 

WILLIAMSBURG 

WILLIAMSTOWN 
WILLOW  LOCK  13 
WOLF  CREEK  DAM 
WOODBURY  LOCK  4 
GILBERTSVILLE 


4620 
4642 
4703 
4746 
4755 

4825 
4857 
4882 
4893 
4943 


4953 
4954 
4955 
4956 


COUNTY 


GARRARD 
MARTIN 
GRAYSON 
FAYETTE 
CASEY 


CLARK 
LAUREL 
LAWRENCE 

JEFFERSON 
JEFFERSON 
JEFFERSON 
JEFFERSON 
JEFFERSON 


4967 

BALLARD 

5002 

5062 

HOPKINS 

5067 

HOPKINS 

5097 

EDMONSON 

5232 

GRAVES 

5243 

MASON 

5248 

MASON 

5301 

PENDELTON 

5389 

BELL 

5394 

BFIJ, 

5407 

WOODFORD 

5430 

BOURBON 

5438 

GRAYSON 

5524 

WAYNE 

5555 

ROWAN 

5640 

MONTGOMERY 

5684 

HART 

5694 

CALLOWAY 

6012 

CARTER 

6020 

HOPKINS 

6033 

CAMPBELL 

6038 

CAMPBELL 

6091 

DAVIESS 

6096 

DAVIESS 

6101 

DAVIESS 

6113 

MC  CRACKEN 

6115 

MC  CRACKEN 

6117 

MC  CRACKEN 

6136 

JOHNSON 

6353 

PIKE 

6384 

BELL 

6435 

SHELBY 

6575 

CALDWELL 

6624 

BREATHITT 

6679 
6691 
6805 
7039 
7049 

7074 
7091 
7121 
7129 
7202 

7215 
7234 
7324 
7369 
7473 

7507 
7604 
7677 
7711 
7924 

8060 
8065 
8179 


8246 
8259 
8486 
8551 
8706 


8724 
8807 
8824 
3218 


ESTILL 
MARION 
MADISON 
MC  LEAN 
LOGAN 

SCOTT 

HARDIN 

MERCER 

MAGOFFIN 

PULASKI 

ALLEN 

WEBSTER 

SHELBY 

CLAY 

HENRY 

PULASKI 
WASHINGTON 
MC  CREARY 
WOLFE 
WASHINGTON 

MONROE 

MONROE 

ANDERSON 

UNION 

UNION 

CLAY 

LEWIS 

LINCOLN 

MORGAN 

WHITLEY 

GRANT 

LEE 

RUSSELL 

BUTLER 

MARSHALL 


DRAINAGE 


KENTUCKY 
BIG  SANDY 
GREEN 
KENTUCKY 
GREEN 

KENTUCKY 
KENTUCKY 
KENTUCKY 
CUMBERLAND 
BIG  SANDY 

OHIO 
OHIO 
OHIO 
OHIO 
OHIO 

5ISSIPPI 
GREEN 
GREEN 
GREEN 
GREEN 

MISSISSIPPI 
OHIO 
OHIO 
LICKING 

CUMBERLAND 

CUMBERLAND 

KENTUCKY 

LICKING 

GREEN 

CUMBERLAND 

LICKING 

LICKING 

GREEN 

TENNESSEE 

OHIO 


OHIO 
OHIO 
OHIO 


OHIO 
OHIO 
BIG  SANDY 

BIG  SANDY 

CUMBERLAND 

KENTUCKY 

CUMBERLAND 

KENTUCKY 

KENTUCKY 

SALT 

KENTUCKY 

GREEN 

GREEN 

KENTUCKY 

SALT 

KENTUCKY 

LICKING 

CUMBERLAND 

GREEN 

GREEN 

SALT 

KENTUCKY 

SALT 

CUMBERLAND 

SALT 

CUMBERLAND 

KENTUCKY 

SALT 

GREEN 

GREEN 

KENTUCKY 

OHIO 

OHIO 

KENTUCKY 

OHIO 

CUMBERLAND 

LICKING 

CUMBERLAND 

LICKING 

KENTUCKY 

CUMBERLAND 

GREEN 

TENNESSEE 


< 

o     r 


37  37 
37  45 

37  29 

38  02 
37  21 

37  45 

38  26 
37  51 

37  08 

38  07 

38  13 


36  58 

36  53 

37  20 
37  19 


38  23 
37  42 
37  56 
37  45 
37  11 

36  45 

37  36 

38  13 

37  07 

38  20 

37  07 


37  52 

36  42 

36  42 

38  02 

37  46 
37  46 

37  51 


84  35 
84  58 
84  02 

84  05 
82  37 

85  40 
85  48 
85  44 
85  48 
85  45 

88  50 


36  42 

88  38 

38  38 

83  42 

38  38 

83  42 

38  36 

84  16 

36  37 

83  43 

36  36 

83  44 

38  07 

84  42 

38  18 

84  09 

37  27 

86  03 

36  50 

84  51 

38  11 

83  26 

38  03 

83  57 

37  16 

85  53 

36  37 

88  20 

38  18 

83  11 

37  13 

87  47 

38  58 

84  18 

38  58 

84  18 

37  46 

87  09 

37  47 

87  08 

37  47 

87  08 

37  05 

88  36 

37  05 

88  37 

37  04 

88  35 

37  49 

82  48 

85  07 
87  53 
83  21 


86  53 

84  32 

85  59 
84  49 

83  04 

84  39 

86  12 

87  32 

85  16 

83  48 
85  16 

84  35 

85  14 

84  29 
83  29 

85  09 


84  26 

83  21 

84  34 


TIME  OF 

OBSERVATION 


777 
520 
900 
1065 


873 
738 
1420 
1000 


CST 
CST 
CST 
EST 

EST 
EST 
CST 
CST 
CST 

CST 
CST 
CST 
CST 
CST 

CST 
CST 
CST 
EST 
CST 

CST 
CST 
CST 
CST 
CST 

CST 
CST 
CST 
CST 
CST 

CST 
CST 
CST 
CST 
CST 

CST 
EST 
CST 
CST 
EST 

CST 
CST 
CST 


YEARS   OF 
RECORD 


OBSERVER 


REFER 

TO 
TABLES 


KENTUCKY  UTILITIES  CO 
JAMES  A  FIELD 
GEORGE  D  LITSEY 
US  WEATHER  BUREAU 
PALLIA  L  HANKLA 

CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 
MRS  H  BURGHER 
K  W  MC  NASSER 
RUSSELL  T  WHEELER 

US  WEATHER  BUREAU 

US  ENGINEERS 

US  WEATHER  BUREAU 

US  ENGINEERS 

US  WEATHER  BUREAU 

BLAINE  MALONE 
CECIL  H  BRITT 
BRASHER  C  BACON 

MC  COY 
GRANVILLE  B  LILES 

MRS  JOE  PAYNE 
CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 
AMANDA  A  AULICK 
HUGH  ALLEN 


2  3  4  5 

2  3 

2  3  4  5 


2  3 


CITY  OF  MIDDLESBORO 

JOHN  B  NUGENT 

MRS  AMY  L  POTTS         2  3  4 

MRS  0  M  LAWLER  2  3 

E  O  COOPER  2  3 


H  C  HAGGAN 

FRED  CARTMILL 

FOWLER  S  CHAIN 

RALPH  B  WEAR 

MRS  WALDO  F  FULTZ  JR 

ART  D  WILLIAMS 
CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 
VIRGIL  P  CLARK 
CORPS  OF  ENGINEERS 

CORPS  OF  ENGINEERS 

LLY  JOE  MANLEY 
CAPTAIN  F  F  WILLIAMS 
SOIL  CONSERVATION  SER 
JESSE  FAIRCHILD 

US  WEATHER  BUREAU 
F  PART IN 
E  B  MORGAN 
ALTON  M  HARRILL 
R  W  JONES 

CORPS  OF  ENGINEERS 

J  H  EDELEN 

EASTERN  TEACHERS  COL 

CORPS  OF  ENGINEERS 

DR  SAMUEL  S  MCREYNOLDfe 


2  3 

2  3 

2  3 

2  3 


2  3 


MULBERRY 
SISTER  S  MARIE  GSELL 
CORPS  OF  ENGINEERS 
MAY 
ILLIAM  n  DOBBS         2  3 


NOBLE  ALLEN 
SEBREE  WATER  WORKS 
WILLA  S  A  RATTA 
CARL  G  YOUNG 
W  SIMPSON 

LR  SUTIfERLAND 
JOHN   P    ELDER 

E  CHITWOOD 
MRS  BESSIE  E  HOLLAND 

C  DEDMAN 

JAMES  TURNER  PHILPOTT 
MRS  ALICE  H  HALE 
CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 

CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 
FRANK  HOECK 
JOHN  W  TURNER 
CHARLES  B  WEST 

ISS    NETTIE    n    .SIMPSON 
CORPS    OV    ENGIWEKliS 
FRANK    \.    BLOODWOIiTH 
CORPS    OF    ENGINEERS 


2    3 


KENTUCKY 
SEPTEMBER  1948 

The  four  digit  identification  numbers  in  the  index  number  column  of  the  Staticn 
Index  are  assigned  on  a  State  basis.   There  will  be  no  duplication  of  numbers 
within  a  State. 

Delayed  data  and  corrections  will  be  carried  only  in  the  June  and  December 
issues  of  this  bulletin. 

Stations  appearing  in  the  Index,  but  for  which  data  are  not  listed  in  the  tables 
are  ei?her  missini  or  received  too  late  for  inclusion  in  this  issue. 

Unless  otherwise  indicated,  dimensional  units  used  in  this  bulletin  are: 

?empera?ire  In  ^F.?  precipitation  and  evaporation  in  inches,  river  stages  in 

feet  and  wind  movement  in  miles. 

When  hourly  precipitation  is  missing  for  several  days,  only  the  first  and  last 

days  are  shown  in  Table  4. 

Data  in  Tables  3,  5  and  6  are  for  the  24  hours  ending  at  time  of  observation. 

See  the  Station  Index  for  observation  time. 


Time 


Z 

// 


No  Record. 

And  also  on  later  dates. 

Amount  included  in  following  measurement 

distribution  unknown. 

Precipitation  measured  at  6-hourly  intervals,  no 

recording  gage. 

Total  includes  snow  which  accumulated  in  collar  oi 

the  gage  during  previous  period,  and  fell  into  gage 

for  this  measurement. 

One  or  more  days  of  record  missing.   See  Table  5  for 

detailed  daily  record. 

Station  equipped  with  recording  gage  only.   All 

amounts  in  Table  3  are  for  the  non-recording  gages, 

except  for  stations  with  this  reference. 

Trace,  an  amount  too  small  to  measure. 

Daily  totals  are  for  the  24  hours  ending  at  1:30  A, 

EST  of  the  following  day. 

Hourly  amounts  from  recording  gage  at  the  same  site 

may  be  found  in  Table  4. 

Gage  is  equipped  with  wind  shield. 


Subscription  Price:  \^i   per  copy;  $1.50  a  year.   (^^^1^  ^^V^^^^P^^^^^^^^i^?^^ 
Annual  Summary.   Correspondence  regarding  subscriptions  should  be  addressed  to 
the  Weather  Records  Processing  Center,  1300  U.  S.  Court  House,  Chicago  4, 
Illinois) . 

Table  4  data  were  formerly  published  in  Hydrologic  Bulletins  for  Ohio  River  Dis- 
trict.  Amounts  in  this  table  are  from  recording  gages.   Traces  are  not  shown. 

Figures  and  letters  following  a  station  name  indicate  the  distance  in  miles  and 
direction  from  the  post  office  of  the  same  name. 
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KENTUCKY  -  OCTOBER,  1948 

E.  E,  Unger,  Section  Director  -  Louisville 

GENERAL  SUHHART 


cold  father  fro.  the  17th  to  the  21st,  -InlSSmSmpoJIIulLSjineJo.  S-  S  IT'?"  °'  """Bo-^MT 
and  below  20°  at  tro  widely  scattered  statloas.    "■■"«^'"«s  lell  below  25  at  most  places  in  the  State 

J^Ur/Te  ?e'ntiL"se*c'??or  laSJ'La^-JarnrJhrin^SLJi'f  ^^  "  Vi°''-  ""»  ^"^""^  ^ore  over 
-LTLafte-ers-JM-A-H^^^^^^^ 

at  the  beginning  of  the  month  and  cured  will    Strinnin;  w«i\   *  ??     °°®*  ^^^''^  tobacco  was  in  barns 


The  Ohio  River  remained  at  pool  stage  throughout  the  month 


TEMPERATURE 


The  mean  temperature  for  the  state  wa«  54.7%  which  is  3.7°  below  normal  for  the  month 


The  monthly  mean 


PRECIPITATION 
The  average  precipitation  for  the  state  was  2.45  inches,  which  is  0.18  inch  below  normal  for  October 

^ri^f-ii  =:?  jLiSir^ep^i^L'aT^rs--  i-rinc^f af is'L*d£i??  L 
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tSir'bille?ln''Ji?««^i:!S+»J*'^^''!^  data  from  some  6,000  Weather  Bureau  and  cooperative  weather  stations. 
In  the  Ridii?.^?^  «,  1?  ?J^^o^  records  from  Hydroclimatic  Network  Stations  which  were  formerly  reproduced 
i?  tie  reford?ni%S^i  ^iJ^^^'^i^^'   The  Hydroclimatic  Network  is  a  nationwide  net  of  rain  gajes  -!  moStly 
thellallTttf^ty.ll'J^''^   produce  continuous  records  of  precipitation.   It  was  established  in  ISsSat 
statloSrJn  oL!J%  ^^  ?5  Engineers,  Department  of  the  Army,  to  supplement  existing  precipitation 
contioJaiS  re?!?  J  wS^^r^H^  It'^^'n^^  ""^   ^^4"^?^^  Intensity  which  were  essential  to  the  planning  o?  flood 
lldlOOoLlllllLlZ       V^  *^®  ^°T   °£  »"Bi«eers.   This  Network,  now  numljering  about  2,000  recording? 
t?f nafe^er?;;If™?w  ?^  ll^\^ft^'    S*^  ^^®°  maintained  by  the  Weather  Bureau  through  working  funds 
$2M  OoS^n^^^r  i^  "^  *^?o!n**^!''.^!f5®""  ^^  ^^^   ^°^^  °*  Engineers.   These  transfers  averafed  about 
fhf VS«^nLr^  between  1940  and  1944,  and  nearly  $375,000  since  that  date.   For  the  years  1940-42 
and  S5ce  !m7  iLSrrlll^TfV^^^tV^^^^^''   $100,000  per  year  to  provide  data  required  in  i?s  wo^k, 
Te,l'Tf\llll   pJog^rin  ?he^;es?:ri's?a?::.*'""^'""^'  ^'°"*  ^'''"""  ^^^  ^^^^  *°  "-*  *^^  Increasing' 

^!ll^L*?  *S*,J°iT°**"^3^°"  ?*  *^^^  bulletin  series,  data  from  Rydroclimaxic  Network  stations  were 

br^rt^  Jhi  ^^Jl^tl^s  (Hydrologic  Bulletins)  which  were  Issued  monthly  for  each  of  8  drainage  IreL  em. 

If   til^l^LlVjf   "f  *^**  States,  but  since  the  Network  was  established  to  meet  the  internal^JeSlJJmlnts 

SLtr!bu?Jon  ieiKJj^ftlH  J"^**  *°  ^J?""^'  °°  Py°^i«i*>°  ^^  made  for  public  dissemination  of  th^data, 
aisxriDution  being  limited  to  cooperatlne  aerencies  and  tn  ft^r-i-ain   r...Ki4<.  w.ow.^^-i+ — 4 a  tj_a  _*  t__2 


to  cooperating  agencies  and  to  certain  public  repositories.  A  list  of  loca- 


«i+«?„!S®''«  reference  copies  of  the  Hydrologic  Bulletin  Series  are"  available  for  inspection  miy'be 
obtained  upon  application  to  Chief,  U.  S.  Weather  Bureau,  Washington  25,  D.  C. 

^rlou^^^nuhnro??/"^^^^*'!**  i°  *^^^  bulletin  have  been  made  available  through  the  cooperation  of 
various  public  offices,  private  agencies,  and  individuals  as  listed  in  the  Station  Index. 
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PRESSURE     WIND,    HUMIDITY,    SUNSHINE,    DEGREE     DAYS 


KENTUCKY 
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STATIONS 

SEA    LEVEL    PRESSURE 
EXTREMES-INCHES 

WIND 

RELATIVE  HUMIDITY 
AVERAGES 

SUN- 
SHINE 
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>- 
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UJ 
Q. 
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rO 

h- 
</} 

UJ 
Q. 
O 

K) 

O    V) 
UJ    O 

Q.  a. 

LOUISVILLE   AIRPORT 
LEXINGTON   AIRPORT 

30.40 
30.44 

24 
24 

29.69 
29.74 

7 
11 

6.3 

27 

SW 

11 

78 
78 

87 
87 

52 
58 

58 
66 

54 

309 
351 

TABLE   1 
COMPARATIVE    DATA 
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TEMPE 

RATU 
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DIVISION       1 
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hi  o 

>-  ~ 
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UJ 
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Ui 

(0 

< 

Ul 

UJ  o 
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D  O 

I 

^ 

UJ 

S 

^1^ 

a  o 

1889 

52.0 

89 

23 

2.33 

- 

- 

1924 
1925 

61.1 
52.9 

91 
88 

24 
13 

0.27 
7.09 

0.0 
3.2 

1 
11 

1890 

55.7 

87 

23 

2.94 

1926 

59.3 

94 

25 

5.96 

T 

11 

1891 

54.8 

92 

21 

0.78 

~ 

1927 

60.7 

92 

27 

2.61 

0.0 

4 

1892 

57.3 

97 

19 

0.51 

~ 

1928 

61.6 

95 

21 

3.93 

0.0 

8 

1893 

56.4 

90 

19 

4.00 

~ 

1894 

58.6 

92 

25 

1.36 

- 

5 
4 
5 
4 
10 

1929 
1930 

56.4 
55.8 

85 
94 

25 
16 

3.65 
1.33 

T 
T 

8 
6 

1895 

52.2 

89 

14 

1.24 

" 

1931 

62.0 

93 

28 

3.01 

0.0 

8 

1896 

55.8 

90 

25 

1.71 

0.0 

T 

1932 

56.8 

85 

24 

3.31 

0.0 

7 

1897 
1898 

63.2 
57.1 

96 
93 

26 
21 

1.10 
4.19 

1933 

57.4 

88 

23 

2.05 

0.0 

6 

1899 
1900 
1901 

61.3 
64.5 
58.1 

93 
94 
93 

26 
29 
25 

2.42 
2.29 
1.57 

0.0 
0.0 
0.0 

T 

T 

5 
5 
4 
5 
5 

1934 
1935 
1936 
1937 

59.5 
59.5 
58.5 
55.7 

88 
91 
88 
93 

22 
22 
24 
17 

0.88 
2.51 
3.47 
4.27 

0.0 

0.0 

0.0 

T 

4 

8 

9 

12 

1902 
1903 

60.1 
57.7 

91 
96 

25 
19 

2.34 
2.22 

1938 

60.1 

95 

24 

0.48 

0.0 

2 

1904 
1905 

57.2 
57.0 

93 
90 

20 
25 

0.52 
4.95 

0.0 
0.0 

T 

T 
0.0 

2 
9 
7 
6 
3 

1939 
1940 
1941 

60.9 
60.4 
64.0 

95 
93 
98 

23 
25 
27 

2.09 
0.74 
4.25 

0.0 
0.0 
0.0 

6 

4 

11 

1906 
1907 
1908 

56.9 
55.5 
57.1 

91 
93 
92 

20 
20 
20 

1.51 
2.97 
0.71 

1942 
1943 

58.7 
56.7 

88 
89 

18 
21 

2.81 
1.67 

T 
T 

8 
7 

1909 
1910 
1911 
1912 
1913 

55.2 
61.4 
59.9 
59.5 
56.9 

94 
96 
94 
92 
97 

18 
17 
27 
25 
23 

2.11 
4.45 
3.71 
1.42 
3.55 

T 

0.1 
0.0 
0.0 

T 

6 
6 
10 
4 
9 

1944 
1945 
1946 
1947 
1948 

57.5 
56.7 
59.6 
64.3 
54.7 

90 
91 
92 
92 

85 

23 
23 
27 
27 
18 

1.31 
2.04 
2.38 
2.20 
2.45 

0.0 
0.0 
0.0 
0.0 
T 

5 
5 
5 
6 
6 

1914 

59.7 

91 

22 

5,10 

0.0 

9 
6 
6 
7 
10 

PERIQ] 

58.4 

98 

13 

2.63 

0.1 

7 

1915 

60.6 

90 

27 

3.40 

0.0 

1916 

57.6 

97 

24 

2.59 

T 

1917 

51.1 

90 

20 

3.18 

1918 

62.3 

91 

32 

3.81 

0.0 

1919 

65.6 

98 

35 

7.99 

0.0 

15 
4 
6 
6 
5 

192C 

61.0 

93 

24 

1.64 

0.0 

1921 

57.1 

90 

24 

2.31 

0.0 
0.0 
0.2 

1922 
1922 

60.2 
56.5 

96 
89 

25 
19 

2.28 
1.68 

- 

CLIMATOLOGICAL  DATA 


Temperature 


WESTERN  DIVISION 

BEAVER  DAM 
FORDS  FERRY  DAB  50 
GREENVILLE   2  W 
HENDERSON   4  SW 
HOPKINSVILLE   2  E 

LOVELACEVILLE 
HATFIELD   2  S 
MURRAY 
OWENSBORO 
PRINCETON 

RUSSELLVILLE 


CENTRAL  DIVISION 

ANCHORAGE 

BOWLING  GREEN  WB  AP 

BURGIN  DIX  DAM 

CAMPBELLSVILLE 

COVINGTON  W  B  AIRPORT 

DANVILLE 
FRANKFORT  LOCK  4 
GREENSBDRG 
IRVINGTON 
LEITCHFIELD 

LEXINGTON  WB  AIRPORT 
LOUISVILLE  STAN  W  B  AP 
MAMMOTH  CAVE  PARK 
ST  JOHN  BETHLEHEM  ACAD 
SCIENCE  HILL 

SCOTTSVILLE 
SHKLBYVILLE   2  W 
WILLIAMSTOWN 
WOLF  CREEK  DAU 


EASTERN  DIVISION 

ASHLAND  DAM  29 

BENEAM 

BEREA  COLLEGE 

CORE IN 

FARMERS 

HEADQUARTERS 
HEIDELBERG  LOCK  14 
HINDMAN  SETTLEMENT  SCH 
MAYSVILLE  DAM  33 
MIDDLESBORO 

MOUNT  STERLING 

PIKZVILLE 

RICHMOND  TEACHERS  COL 

WILLIAMSBURG 


56.6 
55.6 
55.3 

57.0 
57.0 
58.7 
56.1 
55.9 

55.8 


53.6 

56.4 

-3.9 

56.6 

53.6 

53.0 

55.6 

-2.2 

55.4 

-2.2 

55.4 

-2.0 

56.2 

-2.6 

54.7 

-3.8 

53.8 

-3.6 

55.1 

-2.4 

54. 3M 

-2.9 

56.9 

-0.9 

53.7 

-3.6 

56.6 

55.2 

-2.2 

52.  CM 
54.0 
52.7 
51.  IM 


DIVISION 
STATE 


-0.9 
-4.9 
-6.0 


15+ 

19 

1 

15+ 

28 

1 

15+ 

24 

1 

1+ 

26 

!■ 

15 

22 

It 

15+ 

24 

If 

15 

24 

1 

15 

25 

11 

15+ 

25 

If 

14 

24 

If 

2.68 
2.55 
2.83 
2.35 

2.39 
2.55 
3.81 


2.48 
1.93 
2.44 
2.86 


2.86 
2.13 
1.83 

2.34 
1.65 
2.07 
1.87 
1.50 


2.65 

.29 

1.12 

3.93 

1.44 

.92 

2.88 

-  .01 

1.10 

2.02 

-  .77 

1.16 

2.45 

-  .71 

1.00 

3.29 

.70 

1.26 

2,19 

-  .46 

1.12 

1.15 
1.21 
1.24 


1.00 
1.42 
1.13 
1.06 
.95 
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I  following  StaUoD  Index. 


DAILY  PRECIPITATION 


BARBOUKVIIXX  lATXR  WIS  K 


BIREA  COLLXOX 
BSREA  HATER  VORKS 
BOVLINC  GRSEN 

BOWLING  GREEN  IB  AP 
BRENT  DAK  36 
BROWNSVILLE  LOCK  6 
aUHCIN  DIX  DAN 


CAMPBELLSVILLE 

CARROLLTON  LOCK  I 

CENTRAL  CITY   IS 

CLINTON 

COLLEGE  HILL  LOCK 


DAVELLA  R 

DEMA 

DUNDEE  BARRETTS  FORD  BRR 

DUNMOR 

DIWVILLE 

EDDYVILLE  LOCK  F 

EDMONTON  R 

FALMOUTH 

FARMERS 

FLEMINGSBDRG  R 

FLEMINGSBURG  POST  OFT 
FORD  LOCK  1 

FORDS  FERRY  DAM  5  0      Z 
FRANKFORT  LOCK  4 
FRANKLIN  WATER  WORKS    R 


FRENCHBURG  1  SW 

GEORGETOWN  WATER  WORKS 

GEST  LOCK  3 

GLASGOW 

GODMAN  AFBU  FT  KMOX 


HIWAT  61  BR 
GREENUP  DAM  30 

GREENVILLE   2  W 
HALEYS  MILL 
HARTFORD   6  W 
HAZARD 
HEADQUARTERS 

HEIDELBERG  LOCK  14 


HERNDON 

HIGH  BRIDGE  LOCK  7 

HKIDMAN  SETTLEMENT  SCH 

HODGENVILLE  NAT  PARK 
HOPKINSVILLE   2  E 
EYDEH 
IRVINGTON 


LAURA 

LEITCHFIELD 
LEXINGTON  WB  AIRPORT 
LIBERTY        , 
LITTLE  HICKMAN  LOCK  8 


LOCK  2 
LOG  LICK   IS        R  / 
LONDON  POST  OFFICE 
LOUISA  LOCK  3 
LOUISVILLE  BOWMAN  FLD 

LOUISVILLE  STAN  W  B  AP 
LOUISVILLE  WB  CITY 
LOUISVILLE  UPPER  GAGE 
LOVELACEVILLE 
LUCAS 

MADISONVILLE   1  SE 
MAMMOTH  CAVE  PARK 
MATFIELD   2  S 
MAYSVILLE  DAM  33        Z 
MC  KINNEYSBURG       R  // 


MIDDLESBORO  CITY  HALL 
MIDWAY   2  S 
MILLERSBUHG  R 

MILLERSTOWN 


MOREHEAD  STA  TEACH  COL 
MOUNT  STERLING 
MURRAY 
OLIVE  HILL 

OLNEY 

ONEONTA  DAM  35 

OWENSBORO 

OWENSBORO  DAM  46 

PADUCAH  NO  5  FIRE  STA 


0      10      11      12     IS 


1- 


20     21     22     23     24     28     ae     27 


.90  2.45 
2.68 
3.93 


.551  2.65 
2.67 
2.29 


3.15 
2.48 
2.39 


2.31 
2.89 
2.55 
1.87 


.76 

2.43 

.11 

2.29 

.?.f 

1.59 

.5 

2.27 

.3 

2.20 

Table  3-CoBtmued 


DAILY  PRECIPITATION 


OCTOBIE  1948 


PRINCETON 

RAVENNA  lOCK   12 

RAYWICI 

RICHMOND  TEACHERS  COL 

RUHSEY  LOCS  2 


RHSSELLVILLE 
ST  JOHN  1 
SALVISA  LOCK  6 
SALTERSTILLE 
SCIENCE  HILL 

SCOTTSVILLE 
SEBHKE  WATER  WORKS 
SHKLBYVILLE   2  W 
SklTHFIELD   4  S 
SOMERSET  HIWAT  DEPT 


SPRINGFIELD 


STILLWATER 
TATHAM  SPRINGS 
TOMPKINSVILLE 

TTKONE  LOCK  5 
DNIONTOWN  DAM  49 
VALLEY  VIEW  LOCK  9 
VANCEBUHG  DAM  32 
WAYNESBOHG   6  E 

WEST  LIBERTY  WATER  WKS 

WILLIAMSBURG 

WILLIAMSTOWN 

WILLOW  LOCK  13 

WOLF  CREEK  DAM 

WOODBURY  LOCK  4 


.10 

1, 

.22 

.88 

2. 

.9f 

?.. 

.0« 

3, 

.68 

3. 

.95 

2. 

.1{ 

.21 

.68 

3. 

.23 

2.1 

.95 

3.C 

.24 

2.6 

l.f 

.19 

3.3 

1.S 

.04 

.08 

.27 

2.8 

.80 

2.8 

TABLE    4 
HOURLY    PRECIPITATION 


KtNTUCKY 
OCTOBER  1948 


STATION 


^  COLLEGE 
CARROLLTON  LOCK  1 
CORBIN 
EDHONTON 

FLKMINGSBURG  POST  OFFICE 
GKST  LOCK  3 
GODUAN  AF  BU  FT  KNOX 
HODGENVILLE  NAT  PARK 
LEXINGTON  TO  AIRPORT 
LIBERTY 

LITTLE  HICKMAN  LOCK  8 
LONDON  POST  OFFICE 
LOUISVILLE  BOWUAN  FLD 
LOUISVILLE  STAN  W  B  AP 
LOUISVILLE  WB  CITY 
MC  KINNEYSBURG 
MILLERSBURG 
RAYBICK 

SMITHFIELD   4  S 
SOMERSET  HIWAY  DKPT 
TATHAU  SPRINGS 
TOUPKINSVILLE 
WOLF  CREEK  DAM 


CORBIN 

FLEMINGSBURG  POST  OFFICE 

JENKINS  WATER  WORKS 

LEXINGTON  WB  AIRPORT 

LIBERTY 

LONDON  POST  OFFICE 

MAYSVILLE  DAM  33 

MQREHEAD  STA  TEACH  COL 

PIKEVILLE 

SALYERSVILLE 

SOMERSET  HIWAY  DEPT 

TATHAM  SPRINGS 

WOLF  CREEK  DAM 


LITTLE  HICKMAH  LOCK 
LOG  LICK  1  S 
PADUCAH  SCS  NURSERY 


ADDISON  DAM  45 

BARBOURVILLE  WATER  WKS 

BAXTER  HARLAN  WATER  WKS 

BOWLING  GREEN  WB  AP 

CARROLLTON  LOCK  1 

CENTRAL  CITY   IE 

CLINTON 

CORBIN 

DAVELLA 

EDMONTON 

FORDS  FERRY  DAM  50 

FRANKLIN  WATER  WORKS 

GEST  LOCK  3 

GODMAN  AF  BD  FT  KNOX 

HALEYS  MILL 

HAZARD 

HEIDELBERG  LOCK  14 


HODGENVILLE  NAT  PARK 

JENKINS  WATER  WORKS 

LEXINGTON   TO  AIRPORT 

LIBERTY 

LITTLE  HICKMAN  LOCK  8 

LOG  LICK  1  S 

LONDON  POST  OFFICE 

LOUISA  LOCK  3 

LOUISVILLE  BOWMAN  FLD 

LOUISVILLE  STAN  W  B  AP 

LOUISVILLE  TO  CITY 

LUCAS 

MC  KINNEYSBURG 

MIDDLESBORO  CITY  HALL 

MOREHEAD  STA  TEACH  COL 

OLIVE  HILL 

OWENSBORO  DAM  46 

PADUCAH  SCS  NURSERY 

PIKEVILLE 

RAYWICK 

RUMSEY  LOCK  2 

SALYERSVILLE 

SMITHFIELD   4  S 

SOMERSET  HIWAY  DKPT 

STEAKNS 

TATHAM  SPRINGS 

TOMPKINSVILLE 

UNIONTOWN  DAM  49 

WOLF  CREEK  DAM 

WOODBURY  LOCK  4 


A.   M.    HOUR    ENDING 

7       8       9 


// 

.01 
.02 

// 

.02 

.02 

P.  M.    HOUR    ENDING 


■Ist- 


■4th- 


.06      .11      .01 


.01 
.02      .01 


-5th- 


.10 

.09 

.03 

.05 

.24 

.13 

.13 

.27 

.07 

.03 

.15 

.02 

.01 

.05 

.03 

.02 

.01 

.10       .02 

.03       .07 


-6th- 
-7th- 


.05      .03      .01 


IIL! 


.02      .16      .06 


.01    .01        .01 


.02  .01 

.08  .02      .02 

.06  .08      .05 

.05  .01 


SBE  REFBRBHCE  HOTES  FOLLOWING  STATION  INDEX 


KENTUCKY 
OCTOBER  1948 


TABLE 
HOURLY 


4  — Continued 
PRECIPITATION 


STATION 


LEXINGTON  vm  AIRPORT 
LODISA  LOCK  3 
HOREHEAD  STA  TEACH  COL 
PIKEVILLE 
SALYERSVILLE 


BARBOtJRVILLE  WATER  WKS 


ADDISON  DAM  45 

BAHBOURVILLE  WATER  WKS 

CARROLLTON  LOCK  1 

CENTRAL  CITY  1  E 

CORBIN 

DAVELLA 

FORDS  FERRY  DAM  50 

GEST  LOCK  3 

GODUAN  AF  BU  FT  KNOX 

HAZARD 

HODGENVILLE  NAT  PARK 

JENKINS  WATER  WORKS 

LEXINGTON  WB  AIRPORT 

LONDON  POST  OFFICE 

LOUISVILLE  BOWMAN  FLD 

LOUISVILLE  STAN  W  B  AP 

LOUISVILLE  WB  CITY 

HAYSVILLE  DAM  33 

MIDDLESBORO  CITY  HALL 

OLIVE  HILL 

OWENSBORO  DAM  46 

PIKEVILLE 

SMITHFIELD   4  S 

SOMERSET  HIWAY  DKPT 

WOLF  CREEK  DAM 


ADDISON  DAM  45 

BOWLING  GREEN  WB  AP 

CARROLLTON  LOCK  1 

CENTRAL  CITY   1  E 

CLINTON 

FLEMINGSBURG  POST  OFFICE 

FORDS  FERRY  DAM  50 

GEST  LOCK  3 

GODHAN  AF  BU  FT  KNOX 

HALEYS  MILL 

HERNDON 

HODGENVILLE  NAT  PARK 

LEXINGTON  WB  AIRPORT 

LITTLE  HICKMAN  LOCK  8 

LOUISVILLE  BOWMAN  FLD 

LOUISVILLE  STAN  W  B  AP 

LOUISVILLE  WB  CITY 

MAYSVILLE  DAM  33 

MC  KINNEYSBUHG 

MILLERSBURG 

MOREHEAD  STA  TEACH  COL 

OLIVE  HILL 

OWENSBORO  DAM  46 

PADUCAH  SCS  NURSERY 

RAYWICK 

RUMSEY  LOCK  2 

SMITHFIELD  4  S 

TATHAM  SPRINGS 

UNIONTOWN  DAM  49 

WOODBURY  LOCK  4 


ADDISON  DAM  45 

BARBOURVILLE  WATER  WKS 

BAXTER  HARLAN  WATER  WKS 

BEREA  COLLEGE 

BOWLING  GREEN  WB  AP 

CARROLLTON  LOCK  1 

CENTRAL  CITY   1  E 

CLINTON 

CORBIN 

DAVELLA 

EDMONTON 

FLEMINGSBURG  POST  OFFICE 

FORDS  FERRY  DAM  50 

FRANKLIN  WATER  WORKS 

GEST  LOCK  3 

GODMAN  AF  BU  FT  KNOX 

HALEYS  MILL 

HAZARD 

HEIDELBERG  LOCK  14 

HERNDON 

HODGENVILLE  NAT  PARK 

JENKINS  WATER  WORKS 

LEXINGTON  WB  AIRPORT 

LIBERTY 

LITTLE  HICKMAN  LOCK  8 

LOG  LICK   1  S 

LONDON  POST  OFFICE 

LOUISA  LOCK  3 

LOUISVILLE  BOWMAN  FLD 


A.   M.    HOUR   ENDING 


.01 
.03      .01 


.01      .06      .06      .01 


P.  M.    HOUR    ENDING 


-8th 


-10th- 

-11th- 

.01      .01      .01 


.03      .07      .14 


-16th- 


.23      .19      .16 


.55 

-17th- 


.04      .02      .01 


.08  .10 

.19  .10 

.04  .10 

.14  .09 

.02  .13      .20 

.13  .07      .07 


.11 

.09 

.10 

.13 

.05 

.11 

.13 

.16 

.15 

.10 

.09 

09 

.07 

.02 

.05 

.04 

.02 

.03 

.04 

.16 

.16 

.15 

.16 

.15 

.16 

.16 

.17 

.04 

.01 

.11 

.08 

.01 

.06 

.15 

.09 

.10 

.10 

.18 

.10 

.10 

.11 

.16      .10      .06 


.01      .01 
.13 


.20  .02 
.22  .02 
.23      .03 


.06      .05      .02 


1.12 
l-.Ol 
1.13 


1.11 
1.21 
1.35 
1.41 


SEE  RBFKKKNCK  NOTES  FOLLOWING  STATION   INDEX 


STATION 


LOUISVILLB  STAN  W  B  AP 

LOUISVILLE  WB  CITY 

LUCAS 

MAYSVILLE  DAH  33 

yC    KINNKYSBURC 

MIDDLKSBORO  CITY  HALL 

MILLKKSBUBG 

MOREIIKAD   STA   TKACH   COL 

OLIVK    HILL 

OWKNSBORO   DAM    46 

PADUCAH   SCS    NlmSKRY 

PIKEVIIJLK 

RAYWICK 

RUMSEY    LOCK    2 

SALYERSVILLB 

SMITIIFIELD      4    S 

SOBERSKT  HIWAY  DEPT 

STEARNS 

TATHAM  SPRINGS 

TOMPKINSVILLE 

nUIONTOWN  DAM  49 

WOLF  CREEK  DAH 

WOODBUHY  LOCK  4 


CLINTON 

FORDS  &  FERRY  DAM  50 
LOUISVILLE  STAN  W  B  AP 
OWENSBORO  DAM  46 
PADUCAH  SCS  NURSERY 
RUMSEY  LOCK  2 
UNIONTOWN  DAM  49 


ADDISON  DAM  45 

BARBOURVILLE  WATER  WKS 

BEREA  COLLEGE 

BOWLING  GREEN  WB  AP 

CARROLLTON  LOCK  1 

CENTRAL  CITY   1  E 

CLINTON 

CORE IN 

DAVELLA 

EDMONTON 

FRANKLIN  WATER  WORKS 

GEST  LOCK  3 

HALEYS  MILL 

HAZARD 

HERNDON 

HODGENVILLE  NAT  PARK 

LEXINGTON  WB  AIRPORT 

LIBERTY 

LITTLE  HICKMAN  LOCK  8 

LOG  LICK  1  S 

LONDON  POST  OFFICE 

LOUISA  LOCK  3 

LOUISVILLE  BOWMAN  FLD 

LOUISVILLE  STAN  W  B  AP 

LOUISVILLE  WB  CITY 

LUCAS 

MILLERSBUHG 

MOREHEAD  STA  TEACH  COL 

OLIVE  HILL 

OWENSBORO  DAM  46 

PADUCAH  SCS  NVRSERY 

RAYWICK 

RUMSEY  LOCK  2 

SALYERSVILLE 

SMITHFIELD   4  S 

SOMERSET  HIWAY  DEPT 

STEARNS 

TATHAM  SPRINGS 

TOMPKINSVILLE 

UNIONTOWN  DAM  49 

WOLF   CREEK  DAM 

WOODBURY  LOCK  4 


BARBOURVILLE  WATER  WKS 

BAXTER  HARLAN  WATER  WKS 

CORBIN 

HAZARD 

JENKINS  WATER  WORKS 

LITTLE  HICKMAN  LOCK  8 

LOUISA  LOCK  3 

MIDDLESBORO  CITY  HALL 

MOREHEAD  STA  TEACH  COL 


ADDISON  DAM  45 

CARROLLTON  LOCK  1 

CENTRAL  CITY   IE 

CLINTON 

FORDS  FERRY  DAM  50 

GODMAN  AF  BU  FT  KNOX 


TABLE    4  — Continued 
HOURLY     PRECIPITATION 


KENTUCKY 
OCTOBER  1948 


A.  M.    HOUR   ENDING 


.03      .03      .07 


.02 
.01      .03 


.03      .02 
.03      .02 


.05      .09 
.18      .17 


.02 

.04      .07 


.02      .02 
.01      .01 


.01      .01 
.05 


10       II       12 


.12  .12  .12 
.17  .17  .11 
.17      .20      .11 


-18th- 


-21st- 


■22d- 


03 

.01 

.12 

.01 

.02 

01 

01 

.03 

02 
02 

.03 
.02 

.08 

.03 

.02 

P.  M.    HOUR    ENDING 

7       8       9 


23d- 


-30th- 


.07       .08.     .01 


.13      .18      .12 


.04      .03      .04 


.07      .05      .01 
.09      .02 


.01  .10 
.11  .12 
.15      .02 


SEE  REFERENCE  NOTES  FOLLOWING  STATION  INDEX 


KENTUCKY 
OCTOBER  1948 


TABLE    4  — Continued 
HOURLY    PRECIPITATION 


A. 

M. 

HOUR   ENDING 

P. 

M. 

HOUR  ENDING 

_l 
< 

STATION 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

1— 

o 

1- 

HALETS  HILL 

HERNDON 

.05 

.05 

.02 

.12 

OWKNSBORO  DAM  46 

.01 

.01 
.20 
.13 

.02 
.02 
.12 

.04 

PADUCAH  SCS  NURSERY 
RUMSEY  LOCK  2 

.01 

.08 

.22 
.34 

TATHAB  SPRINGS 

.08 

.08 

tmiONTOWN  DAM  49 

// 

.22 

.01 

.01 

WOODBURY  LOCK  4 

.22 

-3] 

st- 

.05 

.34 

.39 

ADDISON  DAM  45 

// 

.03 

.06 

.01 

.03 

.08 

.01 
.30 

.36 
.45 
.14 
.52 

BARBOURVILLK  WATER  WKS 

.01 

.01 

.01 

.02 

.02 

.01 

.07 

i 

f 

, 

, 

BAXTER  HARLAN  WATER  WKS 
BEREA  COLLEGE 

.01 

.03 

.04 

.02 

.01 

.03 

.03 

.09 

.06 

.05 

.03 

.02 

.01 

.04 

.04 
.02 

.01 

.04 

.03 

.02 

BOWLING  GREEN  WB  AP 

.01 

.01 

.05 

.07 

.21 

.15 

.10 

.15 

iio 

!09 

.06 

.09 

.01 

.01 

.04 

.05 

1^20 
.32 
.35 

CARROLLTON  LOCK  1 

// 

.02 

.01 

.04 

.01 

.01 

.03 

.03 

.09 

.05 

.01 

.02 

CENTRAL  CITY   1  E 

.02 

.05 

.02 

.06 

.05 

.01 

.04 

.02 

.01 

.04 

.01 

.02 

CLINTON 

.08 

.03 

.02 

.03 

.05 

.03 

.01 

.03 

.01 

!29 

CORBIN 

6 

» 

* 

.06 

* 

* 

* 

* 

* 

.33 

* 

« 

« 

, 

, 

.02 

DAVELLA 

.01 

.05 

.01 

.03 

.03 

.02 

.03 

.04 

.08 

.06 

.01 

.37 

EDMONTON 

.01 

.04 

.02 

.02 

.15 

.09 

.  05 

.04 

.13 

.13 

.10 

.04 

.03 

.01 

.02 

.15 

.01 

FLEMINGSBURG  POST  OFFICE 

• 

* 

.05 

.07 

.06 

.02 

.01 

.01 

[22 

FORDS  FERRY  DAM  50 

.02 

.04 

.02 

.02 

.10 

FRANKLIN  WATER  WORKS 

.01 

.05 

.11 

.12 

.12 

.02 

.13 

.24 

.12 

.09 

.09 

.03 

.01 

GEST  LOCK  3 

.03 

.04 

.01 

.01 

.01 

.01 

.01 

!l2 

GODMAN  AF  BD  FT  KNOX 

6 

.17 

.14 

.02 

HALEYS  MILL 

.03 

.03 

.07 

.21 

.07 

.05 

.05 

.05 

.03 

.03 

.04 

.02 

.68 

HAZARD 

// 

.02 

.06 

.01 

.03 

.01 

.01 

.01 

.04 

.09 

.02 

.02 

.03 

.35 

HEIDELBERG  LOCK  14 

// 

.01 

.01 

.04 

.05 

.05 

.12 

.03 

.05 

.01 

.01 

.03 

.07 

.02 

.01 

.01 

.01 

.53 

HERNDON 

.05 

.05 

.17 

.21 

.27 

.12 

.08 

.09 

.07 

.07 

.03 

.01 

HODGENVILLE  NAT  PARK 

.14 

.05 

.03 

.04 

.06 

.15 

.02 

.05 

.03 

.03 

.07 

.06 

.07 

.04 

.14 

.24 

.08 

liso 

JENKINS  WATER  WORKS 

_ 

_ 

_ 

_ 

_ 

LEXINGTON  WB  AIRPORT 

.01 

.01 

.02 

.01 

.02 

.01 

.04 

To4 

.10 

.06 

.04 

.10 

.06 

.04 

.05 

.05 

.66 

LIBERTY 

// 

.01 

.03 

.07 

.03 

.05 

.15 

.24 

.03 

.03 

.04 

.12 

.04 

.05 

.03 

.01 

.01 

.94 

LITTLE  HICKMAN  LOCK  8 

// 

.01 

.01 

.02 

.01 

.02 

.03 

.07 

.12 

.06 

.03 

.02 

.15 

.06 

.29 

.03 

.01 

.01 

.01 

.02 

.98 

LOG  LICK   1  S 

// 

.01 

.01 

.03 

.01 

.01 

.04 

.09 

.22 

.26 

.10 

.01 

.04 

.06 

.03 

.05 

.01 

.04 

.15 

1.17 

LONDON  POST  OFFICE 

.02 

.02 

.02 

.05 

.04 

.06 

.02 

.01 

.01 

.01 

.07 

.05 

.12 

.06 

.02 

.58 

LOUISA  LOCK   3 

.02 

.03 

.05 

.06 

.04 

.10 

.03 

.07 

.15 

.04 

.02 

.61 

LOUISVILLE  BOWMAN  FLD 

.03 

.10 

.02 

.01 

.03 

.01 

.01 

.01 

.01 

.01 

.24 

LOUISVILLE  STAN  W  B  AP 

.04 

.14 

.01 

.03 

.03 

.01 

.03 

.02 

.01 

.32 

LOUISVILLE  WB  CITY 

.03 

.07 

.03 

.02 

.06 

.35 

.21 

.77 

LUCAS 

.89 

.89 

MAYSVILLE  DAM  33 

// 

.01 

.03 

.08 

.04 

.01 

.02 

.05 

.05 

.02 

isi 

MC  KINNEYSBURG 

// 

.04 

.01 

.03 

.01 

.05 

.03 

.01 

.01 

.19 

MIDDLESBORO  CITY  HALL 

.01 

.04 

.02 

.01 

.01 

.09 

MILLERSBURG 

.02 

.02 

.01 

.02 

.04 

.04 

.05 

.02 

.07 

.04 

.06 

.01 

.40 

MOREHEAD  STA  TEACH  COL 

.01 

.04 

.03 

.06 

.06 

.14 

.18 

.03 

.12 

.03 

.02 

.03 

.75 

OLIVE  HILL 

.05 

.01 

.04 

.02 

.14 

.19 

.13 

.10 

.01 

.02 

.02 

.03 

.76 

OWENSBORO  DAM  46 

.01 

.01 

.01 

.02 

.03 

.04 

.12 

PADUCAH  SCS  NURSERY 

.15 

.08 

.03 

.01 

.01 

.01 

.01 

.06 

.02 

.38 

PIKEVILLE 

.01 

.03 

.04 

.04 

.04 

.05 

.01 

.22 

RAYWICK 

.08 

.06 

.04 

.06 

.04 

.06 

.04 

.06 

.01 

.01 

.05 

.21 

.01 

.01 

.02 

.13 

.89 

RUMSEY  LOCK  2 

.01 

.04 

.02 

.03 

.01 

.01 

.01 

.01 

.01 

.15 

SALYERSVILLE 

// 

.01 

.01 

.02 

.01 

.03 

.02 

.01 

.07 

.06 

.06 

.01 

.03 

.34 

SMITHFIELD   4  S 

.01 

.01 

.01 

.02 

.02 

.03 

.03 

.01 

.01 

.15 

SOMERSET  HIWAY  DEPT 

.07 

.06 

.02 

.17 

.01 

.07 

.02 

.11 

.07 

.01 

.05 

.66 

STEARNS 

.03 

.03 

.01 

.01 

.01 

.05 

.04 

.01 

.12 

.02 

.01 

.34 

TATHAM  SPRINGS 

.01 

.02 

.05 

.03 

.04 

.05 

.05 

.07 

.02 

.02 

.18 

.02 

.01 

.01 

.58 

TOMPKINSVILLE 

.02 

.05 

.11 

,03 

.02 

.02 

.01 

.12 

.10 

.05 

.31 

.11 

.95 

UNIONTOWN  DAM  49 

// 

.02 

.01 

.02 

.05 

WOLF  CREEK  DAM 

.02 

.01 

.02 

.02 

.19 

.03 

.10 

.06 

.01 

.02 

.22 

.06 

.11 

.10 

.03 

.02 

.07 

1.09 

WOODBURY  LOCK  4 

.01 

.02 

.03 

.07 

.12 

.06 

.03 

.  12 

.05 

.05 

.  05 

.01 

.01 

.63 

DAILY  TEMPERATURES 


Station 

Day  of  month 

1 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

< 

ANCHORAGE 

MAX 
HIN 

78 
49 

78 
50 

70 
42 

59 
48 

69 

74 
44 

69 
54 

55 
43 

75 
45 

76 
43 

65 
45 

62 
38 

75 
37 

72 
40 

77 
34 

79 

46 

65 
34 

50 
20 

65 
26 

62 
26 

57 
33 

66 

45 

69 
41 

64 
24 

49 
24 

65 
39 

78 
30 

75 
40 

80 
34 

70 
37 

60 
56 

68.0 
39.3 

ASHLAND  DAM  29 

MAX 
MIN 

75 
53 

78 
53 

67 
55 

65 
50 

65 
48 

61 
38 

71 
42 

60 
50 

75 
44 

80 
47 

68 
56 

63 
40 

75 
41 

72 
39 

72 
37 

83 
40 

78 
43 

49 
30 

64 

58 
31 

61 
30 

63 
42 

61 
38 

64 
44 

60 
44 

64 
35 

72 
35 

71 

73 
38 

75 
34 

77 
43 

68.4 
41.5 

BEAVER  DAM 

MAX 
MIN 

79 
50 

78 
46 

68 
40 

68 
43 

71 
49 

76 
42 

69 
50 

66 
45 

78 
43 

73 

46 

68 
41 

67 
37 

79 
35 

75 
37 

80 
31 

80 
49 

65 
33 

54 
19 

68 
24 

65 
24 

60 
32 

70 
42 

72 
38 

64 
34 

29 

68 
37 

80 
30 

78 
37 

80 
31 

80 

67 
54 

71.5 

BENRAM 

MAX 
HIN 

49 

69 
48 

78 
47 

59 
54 

70 
47 

59 
44 

71 
42 

64 
45 

63 
43 

71 
40 

73 
45 

67 
38 

60 
37 

69 
39 

70 
27 

76 
30 

75 
45 

70 
30 

48 
25 

59 
28 

58 
25 

63 
27 

54 
33 

63 
44 

58 
35 

58 
29 

71 
28 

77 
30 

76 
32 

76 
31 

75 
38 

66.7 
37.3 

BEREA  COLLEGE 

MAX 

UIN 

78 
49 

80 
49 

70 
SO 

58 
48 

67 
48 

73 
41 

70 
49 

59 
44 

74 
45 

67 
45 

71 
51 

61 
38 

72 
41 

68 
43 

77 
34 

81 
50 

66 
39 

47 
23 

61 
27 

57 
27 

62 
28 

56 
46 

63 

44 

53 
42 

53 
33 

67 
29 

75 
32 

73 
43 

77 
37 

77 
39 

63 
54 

67.1 
40.9 

BOWLING  GREEN  WB  AP 

MAX 
MIN 

76 
50 

80 
51 

47 

66 
49 

69 
49 

75 
47 

67 
47 

65 
49 

76 
49 

70 
52 

66 
43 

66 
40 

77 
38 

74 
43 

80 
36 

81 
58 

71 
29 

52 
27 

66 
29 

62 
32 

65 
39 

64 
44 

69 
41 

64 
41 

66 
35 

68 
41 

75 
35 

77 
42 

79 

77 
41 

64 
58 

70.2 
42.6 

BURCIN  DIX  DAM 

MAX 

MIN 

75 
50 

81 
48 

75 
50 

70 
50 

69 
51 

72 
42 

75 
54 

68 
48 

75 
51 

73 
50 

72 
51 

66 
40 

74 
41 

72 
40 

78 
36 

80 
52 

68 
39 

51 
25 

j64 
30 

63 
30 

60 
32 

60 
49 

67 
44 

60 
43 

60 
39 

68 
38 

77 
38 

73 
44 

79 
37 

79 
42 

68 
56 

70.1 
43.2 

CAMPBELL SVILLE 

MAX 
MIN 

68 
44 

74 
45 

65 
44 

57 
45 

52 

72 
52 

68 
49 

66 
41 

75 
40 

70 
44 

65 
49 

63 

73 
35 

72 

79 
35 

80 
52 

70 
35 

50 
20 

64 
20 

62 
23 

63 
31 

61 
45 

70 
38 

64 
39 

59 
34 

72 
35 

69 
31 

77 
42 

74 
39 

70 
38 

66 
53 

67.8 
39.5 

CORBIN 

MAX 
BIN 

78 
45 

78 
47 

61 
54 

52 

6S 
45 

70 
41 

66 
45 

64 
43 

71 
41 

76 
47 

64 
42 

65 
37 

70 
35 

69 

75 
31 

81 
50 

70 
32 

46 
25 

63 
24 

57 
29 

63 
28 

52 
39 

36 

58 
37 

54 
33 

66 
30 

It 

76 
40 

77 
34 

76 
35 

59 
51 

66.8 
38.6 

COVINGTON  W  B  AIRPORT 

MAX 

MIN 

73 

56 

72 
50 

63 
49 

59 

45 

61 
48 

63 
42 

66 
48 

52 
47 

71 

47 

66 
44 

58 
43 

57 
42 

46 

66 
37 

70 

41 

74 
54 

64 
31 

46 
26 

60 
32 

55 
32 

58 
35 

55 
47 

60 
45 

61 
42 

51 
32 

65 
31 

72 
32 

74 
44 

76 
40 

75 
48 

62 
55 

63.7 
42.3 

DANVILLE 

MAX 
MIN 

76 
50 

71 
51 

70 
50 

64 
49 

68 
50 

73 
43 

73 
49 

63 
43 

73 
47 

71 
51 

65 
50 

61 
40 

72 
41 

72 
46 

79 
37 

81 
59 

68 
38 

50 
25 

64 
28 

60 
31 

62 
33 

47 

68 
40 

61 
44 

53 
35 

68 
33 

78 
35 

75 
46 

80 
41 

79 
43 

65 
55 

68.4 
42.9 

DAILY  TEMPERATURES 


Tabla  S-Cootlnuad 


FAKIIKRS 

FORDS  FKRRY  DAM  5 

FRAiniFORT  LOCK  * 

GREKNSBURO 

GRKENVIIXK   2  W 

HEADQUARTERS 

HEIDELBERG  LOCK  14 

HENDERSON   4  SW 

HINDHAN  SETTLEMENT  SCH 

HOPKINSVILLE   2  E 

IRVINGTON 

LEITCHFIELD 

LEXINGTON  WB  AIRPORT 

LOUISVILLE  STAN  W  B  AP 

LOUISVILLE  WN  CITY 

LOVELACEVILLE 

MAMMOTH  CAVE  PARK 

MAWIELD   2  S 

MATSVILLE  DAM  33 

HIDDLESBORO 

MOUNT  STERLING 

MURRAY 

OWENSBORO 

PADUCAH  NO  5  FIRE  STA 

PIKEVILLE 

PRINCETON 

RICHMOND  TEACHERS  COL 

RUSSELLVILLE 

ST  JOHN  BETHLEHEM  ACAD 

SCIENCE  HILL 

SCOTTSVILLE 

SHELBYVILLE   2  W 

WILLIAMSBURG 

WILLIAMSTOWN 

WOLF  CREEK  DAM 


50 
85 

74 

57 

50 

71 

75 

46 

47 

77 

80 

45 

46 

75 

79 

50 

48 

76 

74 

49 

51 

75 

76 

48 

49 

70 

71 

52 

54 

74 

78 

48 

50 

10   11   12  13  14   IB   le  17  18  19 


MM 


66 
36 

65 
35 

68 
39 

65 
40 

67 
32 

66 
39 

62 
30 

52 
36 

74 
32 

59 
40 

55 
36 

65 
32 

77  77 

261  37 


69   74   72   80   80 
35   33   42   35   34 


70 
39 

87.6 
34.6 

67 
59 

69.2 
44.8 

72 
54 

69.5 
41.3 

7S 
56 

70.1 
40.8 

70 
58 

70. S 
42.4 

34   55   37.8 


TABLE    6 
oct;;er\..8  daily  evaporation  (inches)  and  wind  movement  (MILES) 


KENTUCKY 


STATION 

DAY    OF   MONTH 

TOTAL 

UPIE 
FROK 

_ 

2 

3 

_^ 

5 

6 

_;_ 

8 

9 

10 

M 

12 

13 

,4 

15 

16 

17 

IS 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

BURGIN  DIX  DAH 
WOLF   CREEK   DA»: 

EVAP       • 

\mJD    • 

EVAP    .102 
WIND         30 

19 

"l 

.088 

.043 
.019 

.089 
.022 

J 

■4e 

.054 
.089 

.060 
■"11 

.095 
30 

11 

.105 
13 

.081 

.020 

7 

.043 
6 

11 

.114 
6 

12 

.112 
2 

.069 
23 

.052 

.151 
52 

.088 
.066 

.062 
2 

.092 

.082 
14 

.080 

.238 
2 

.048 
3 

.038 
24 

.056 

.054 
12 

.033 

.052 

1 

.040 

.004 
.069 

.058 
6 

.095 

.080 
8 

.054 

.243 
11 

2.376 
2.435 

' 

' ' 

' 

1 

1 

1 1 

TABLE    7 
DAILY    RIVER    STAGES    (FEET) 


RIVER   AND    STATION 


LEVISA  FORK 
PIKEVILLE 
PAINTSVILLE 


LICKING 
FARMERS 
FALMOUTH 

NORTH  FORK 
HAZARD 
JACKSON 


HEIDELBERG  LOCK  14 
FORD  LOCK  10 
HIGH  BRIDGE  LOCK  7 
FRANKFORT  LOCK  4 


DUNDEE  BARRETTS  FORD  BR 

GREEN 
BROWNSVILLE  LOCK  6 
WOODBURV  LOCK  4 
RHMSEY  LOCK  2 

CUMBERLAND 
WILLIAMSBURG 
BURNS  IDE 

TENNESSEE 
KENTUCKY  DAM 
GILBERTSVILLE 

OHIO 
ASHLAND  DAM  29 
ASHLAND  DAM  29  LG 
MAYSVILLE  DAM  33 
ONEONTA  DAM  35 
ONEONTA  DAM  35  LG 
GRANT  DAM  38 
GRANT  DAM  38  LG 
LOUISVILLE  LOWER  GAGE 
LOUISVILLE  UPPER  GAGE 
ADDISON  DAM  45 
ADDISON  DAM  45  LG 
OWENSBORO  DAM  46 
OWENSBORO  DAM  46  LG 
UNIONTOWN  DAM  49 
UNIONTOTO  DAM  49  LG 
FORDS  FERRY  DAM  50 
FORDS  FERRY  DAM  50  LG 
PADUCAH  JEFFERSON 


DAY  OF  MONTH 


50(115.7  115, 
15.2  116. 
10.2  ilO. 


47  117. 
41  |18. 


ilO.O  1 

115.9 

.7  115.5  1 


.5hl5.6il6.0il6.2il6.0  i 


Lis.gLi 


15.7 115.7  115.7  116 


15.6il5.7i 


15.0115.1  i: 


10  . 8  1  9 . 8  1 


19      20     21      22     23     24     25     26     27     28     29     30     31 


2L15! 


7 115. 8 115. 7 114 


.3  ilO 
.2  1I8.6 
.7  1  9.7i 
18.9 


.6  115. 

.5  ilO. 9)110. 

115.0  1I5. 


.4ilO, 
.0|ll7.0hl7. 

.0117. 

.2il0. 


18.8    19. 

10.2    10. 

.6  115.8  115. 


4.6    4.6522 


16.0il5.4Iil5.( 


5.4ll5.3kil5.dhl5.' 


5.il7.6C19 


tages  will  be  published 


STATION     INDEX 


^ 

T 

ME  OF  1 

YEARS  OF 

6 

z 

X 

UJ 
Q 

COUNTY 

DRAINAGE 

< 

Z 

o 

u. 

observation| 

RECORD 

OBSERVER 

REFER 

TO 
TABLES 

STATION 

> 

1x1 

z 

a.' 

5 

a.' 
o 

a 

a 

Q. 
4 

_l 

o 

UJ 

a. 

(T 

> 

z 

o  r 

o  r 

UJ 

Ol 

1- 

a. 

VmnSON  DAM  45 
VDDISON  DAM  45   l.C 

0031 
003  C 

lUECKlNRIDGK 

IRIXKINHIIXSK 

ALLEN 

FLOYD 

JEFFERSON 

lUIO 

in  10 

",REEN 

UG  SANDY 

)nio 

37  55 
37  55 
36  39 

86  34 
86  34 
86  16 

380 
380 
600 

JST 

:sT 
:ST 

r,A 

7A 

21 
9 

CORPS  OF  ENGINEERS 
C0R1>S  OF  ENGINEERS 
I DELL  U  OKA RING 

3  4      7 
7 
3  4 

VDOU'IRIS   1  N 

\LLEN 

\NCMORAGK 

0043 
0095 
0155 

37  35 
3H  16 

82  43 
85  33 

050 
700 

EST 

:sT 

7P 

HA 
7P 

50 

9 
51 

WNNIK  AUXIEK 
:  E  llARRKT 

3 
2  3    5 

\SHCAMP 

0246 

PIKE 

UG  SANDY 

OHIO 

OHIO 

CUMBERLAND 

SALT 

37  16 

38  27 
38  27 
30  52 
37  48 

82  26 
82  36 

1100 
534 

EST 
EST 

7P 

8A 
7A 

35 

36 

MARY  S  RATLIFF 
CORI'S  OF  ENGINEERS 

3 
2  3    5    7 

\SHLAND  DAM  29 

0254 

lOYD 

82  36 

83  53 
85  28 

EST 

CORPS  OF  ENGINEERS 

7 

\SIILANT)  DAM  29   LG 
BARBOURVILLE  WATEK  WORKS 
BARDSTOWN 

0259 
0381 
0389 

io\ni 

KNOX 

NELSON 

1000 
637 

CST 

CST 

7A 
7A 

3 
9 

JOHN  R  WIWRTON 
MRS  POPE  SI  SCO 

3  4 
3 

BASS   3  SW 

BAXTER  HARLAN  WATER  WORKS 

0438 
0450 

TA\XOR 
IWRLAN 

GREEN 

CUMBERLAND 
GREEN 
CUMBERLAND 

TENNESSEE 

37  19 
3r,  51 
37  25 
3G  58 
36  51 

85  10 
83  20 

86  52 

441 

CST 
EST 

CST 

6P 

«Yd 

6P 

41 

8 
8 
41 

CLAUDE  CAVE  &  R  KILBY 
CYRUS  S  LAYSON 
E  G  YOUNG 

3 

3  4 
2  3    5 

BEA\'ER  DAM 
BENIIAM 
BENTO::   1  SW 

0490 
0595 
0611 

OHIO 

HARLAN 

MARSHALL 

82  57 
88  22 

1580 
380 

EST 
CST 

8A 

8A 

8A 

3 

3 

C  C  WIIITEAKER 
NANCY  C  MORSE 

2  3    5 
3  4 

BEREA  COLLEGE 
BEREA  WATER  WORKS 

0619 
0624 

MADISON 
MADISON 

KENTUCKY 

KENTUCKY 

GREEN 

GREEN 

OHIO 

37  34 
37  34 
37  00 
36  58 
39  03 

84  18 
84  16 

86  26 
84  25 

1070 
1100 
536 

CST 
CST 
CST 

6P 

6P 
7A 
7A 

47 

47 
2 
24 

JAMES  A  GROSSMAN 
MRS  LAURA  B  GAFFARD 
JAMES  R  EDWARDS 

2  3  4  5 
3 
3        7 

BOWLING  GREEN 

0904 

WARREN 

535 
489 

:sT 

lA 

lA 

67 

67 

US  WEATHER  BUREAU 

2  3  4  5 

BOWLING  GREEN  TOAP 
BRENT  DAM  36 

0909 
0978 

WARREN 
CAMPBELL 

EST 

7A 

24 

CORPS  OF  ENGINEERS 

3 

3R0WNSVILLE  LOCK  6 
BURG IN  DIX  DAM 
BURNSIDE 
CAITBELLSVILLE 
CARROLLTON  LOCK  1 

1016 
1127 
1156 
1256 
1345 

EDMONSON 

MERCER 

PULASKI 

TAYLOR 

CARROLL 

GREEN 

KENTUCKY 

CUMBERLAND 

GREEN 

KENTUCKY 

37  12 
37  48 

36  59 

37  20 

38  41 

86  16 
84  43 

84  37 

85  21 
85  11 

410 
770 
705 
777 
480 

CST 
CST 
CST 
CST 
CST 

4P 
6P 

7A 
SA 
7A 
6P 
7A 

4 

32 

64 
4 
45 

CORPS  OF  ENGIIflEERS 
C  W  WILLIAMS 
SARAH  E  LEWIS 
ALVA  MC  KINLEY 
CORPS  OF  ENGINEERS 

3  7 
2  3    5  6 

3  7 
2  3    5 

3  4 

CENTRAL  CITY   IE 

1439 

MUHLENBERG 

GREEN 
SALT 

MISSISSIPPI 
BIG  SANDY 
KENTUCKY 

37  18 
37  56 

36  41 

37  30 
37  47 

87  06 
85  40 
89  00 
82  13 

84  06 

440 
474 

CST 

CST 

5P 

MID 
5P 

9 

13 

MARION  STAPLES 
BERNHEIM  FOUNDATION 

3  4 

CLERMONT  BERNHIEM  FOUND 

CLINTON 

COLEMAN  POST  OFFICE 

COLLEGE  HILL  LOCK  11 

1611 
1631 
1691 
1704 

BULLITT 
HICKMAN 
PIKE 
MADISON 

CST 
EST 
CST 

MID 
7A 
8A 

40 

WOODSON  D  FRANKLIN 

FRANK  STUMP 

CORPS  OF  ENGINEERS 

3  4 

3 

3 

COLUMBIA  LW  COLLEGE 

1722 

ADAIR 

GREEN 

GREEN 

CUMBERLAND 

CUMBERLAND 

OHIO 

37  06 
37  40 
36  57 
3C  57 
39  04 

85  17 

86  14 
84  06 
84  06 
84  40 

300 

CST 
CST 

7A 

9 
8 

JAMES  E  NANRIVELL 
MRS  GLENNIE  L  SHARP 

3 
3  4 

CONSTANTINE 

C0R3IN 

CORE IN  WATEh  WORKS 

COVINGTON  WB  AIRPORT 

1763 
1801 
1806 
1855 

BRECKINRIDGE 
WHITLEY 
WHITLEY 
KENTON 

1178 
1070 
869 

EST 
EST 
EST 

MID 
MID 

MID 
7A 
MID 

5 
2 

5 
9 

2 

US  WEATHER  BUREAU 

G  F  HAUSMAN 

US  WEATHER  BUREAU 

2  3  4  5 

3 
2  3    5 

CYNTHIANA 

DANVILLE 

DAVELLA 

DELPHIA 

DEMA 

1998 
2040 
2053 
2131 
2139 

HARRISON 

BOYLE 

MARTIN 

PERRY 

KNOTT 

LICKING 
KENTUCKY 
BIG  SANDY 
KENTUCKY 
BIG  SANDY 

38  23 
37  39 
37  48 
37  02 
37  25 

84  18 
84  46 

82  32 

83  07 
82  48 

684 
955 

1200 
850 

CST 
CST 
EST 
EST 
EST 

6P 

7A 
7A 
MID 
8A 
8A 

16 

32 
40 

9 

MARSHALL  HILL 
R  P  COLD IRON 
BERTHA  DE  LONG 
FARIS  CRESS 
HATTIE  B  BARNEY 

3        7 
2  3    5 
3  4 

3 

DUNDEE  BARRETTS  FORD  BR 

DUNMOR 

EARLIXGTON 

EDDYVILLE  LOCK  F 

EDMONTON 

2358 
2366 
2407 
2445 
2469 

OHIO 

MUHLENBERG 

HOPKINS 

LYON 

METCALFE 

GREEN 

GREEN 

OHIO 

CUMBERLAND 

GREEN 

37  33 
37  05 
37  16 
37  03 
37  00 

86  43 

87  00 

87  31 

88  05 
85  37 

430 
610 
420 
420 

CST 
CST 
CST 
CST 
CST 

5P 

7A 
7A 
7A 
7A 
7A 

59 

8 
9 

60 

J  L  HUFF 
N  D  GIVENS 
BRICK  SOUTHWORTH 
THOMAS  SMITH 
JOHN  E  MORAN 

3  4 
3 

3        7 
3  4 

FALLS  OF  ROUGH 

FALMOUTH 

FARMERS 

FLEMINGSBURG 

FLEMINGSBURG  POST  OFFICE 

2767 
2775 
2791 
2903 
2908 

GRAYSON 

PENDLETON 

ROWAN 

FLEMING 

FLEMING 

GREEN 

LICKING 

LICKING 

LICKING 

LICKING 

37  35 

38  40 
38  09 
38  25 
38  25 

86  34 
84  20 
83  33 
83  43 
83  44 

500 
600 
668 
870 
750 

CST 
EST 
CST 
CST 
CST 

4P 

4A 
8A 
7A 
7A 

43 

62 
44 
25 

5 

ROBERT  HARL 
JESSIE  OLDHAM 
MRS  CORDA  C  STAMPER 
BYRON  F  FLEMING 
MAURICE  0  CARPENTER 

3 

3        7 
2  3    5    7 
3 
3  4 

FORD  LOCK  10 
FORDS  FERRY  DAM  50 

2953 
2961 

CLARK 
CRITTENDEN 

KENTUCKY 

OHIO 

OHIO 

KENTUCKY 

GREEN 

37  53 
37  28 

37  28 

38  13 
36  43 

84  15 
88  06 
88  06 
84  52 
86  34 

593 
356 
356 

CST 
CST 
CST 

4P 

7A 
6A 

2 

35 
21 

CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 

3        7 
2  3  4  5    7 

7 

FORDS  FERRY  DAM  50   LG 
FRAtlKLCnT  LOCK  4 
FRANKLIN  WATER  WORKS 

2966 
3028 
3036 

CRITTENDEN 

FRANKLIN 

SIMPSON 

504 
691 

CST 
CST 

4P 

6A 
7A 

65 

67 

CORPS  OF  ENGINEERS 
HERMAN  D  NEAL 

2  3    5    7 
3  4 

FRENCHBURG   1  SW 
GEORGETOWN  WATER  WORKS 
GEST  LOCK  3 
GLASGOW 

3052 
3194 
3203 
3241 

MENIFEE 
SCOTT 
HENRY 
BARREN 

LICKING 
KENTUCKY 
KENTUCKY 
GREEN 

37  57 

38  12 
38  25 
37  00 
37  54 

83  39 

84  33 

84  53 

85  40 
85  58 

880 
490 
780 

CST 
CST 
CST 

8A 
8A 
7A 
7A 
MID 

17 

7 
40 
20 

C  JEROME  HIERONYMUS 
JOE  W  ATKINS 
CORPS  OF  ENGINEERS 
OSA  L  FOLLIS 
US  AIR  FORCE 

3 
3 

3  4 
3 
3  4 

GODILAN  AFBU  FT  KNOX 

3280 

HARDIN 

GRANT  DAM  38 

3358 

BOONE 

OHIO 
OHIO 
OHIO 
GREEN 
GREEN 

38  59 
38  59 
38  19 
37  16 
37  15 

84  49 

84  49 
82  57 

85  30 
85  30 

506 
506 
589 
581 

CST 
CST 

6A 

24 

CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 

3        7 
7 

GRANT  DAM  38   LG 

GRAYSON 

GREEKSBURG 

GREENSBURG  HIWAY  61  BR 

3363 
3391 
3430 
3435 

BOONE 
CARTER 
GREEN 
GREEN 

EST 
CST 
CST 

5P 

8A 
7A 
7A 

56 

17 

62 

SHIRLEY  I  STATEN 
MRS  MELL  M  LINGLE 
KENNETH  STOTTS 

3 

2  3    5 

3 

GREENUP  DAM  30 
GREENVILLE   2  W 
[WLEYS  MILL 
HARTFORD   6  N 
HAZARD 

3443 
3451 
3539 
3652 
3709 

GREENUP 

MUHLENBERG 

CHRISTIAN 

OHIO 

PERRY 

OHIO 

GREEN 
GREEN 
GREEN 
KENTUCKY 

38  37 
37  12 
37  03 
37  32 
37  15 

82  51 
87  12 
87  20 
86  54 

83  12 

540 
519 
740 
540 
869 

EST 
CST 
CST 
CST 
CST 

5P 

7A 
5P 
MID 
6P 
7A 

33 

30 
33 
7 

27 

CORPS  OF  ENGINEERS 
C  R  LOVELL 
CLEATUS  E  BRINKLEY 
W  R  CARSON  SR 
H  A  BAILEY 

3 

2  3    5 

3  4 

3  4      7 

HEADOUARTERS 

HEIDELBERG  LOCK  14 

HENDERSON   4  SW 

HERNDON 

HIGH  BRIDGE  LOCK  7 

3722 
3741 
3762 
3798 
3837 

NICHOLAS 

LEE 

HENDERSON 

CHRISTIAN 

JESSAMINE 

LICKING 

KENTUCKY 

OHIO 

CUMBERLAND 

KENTUCKY 

38  24 
37  33 
37  47 

36  44 

37  49 

84  07 

83  46 
87  37 
87  34 

84  43 

800 
663 
382 

CST 
CST 
CST 
CST 
CST 

4P 
6P 

7A 
6A 
6P 
MIE 
6A 

4 
16 
27 

34 
35 

4- 

L  M  GAFF IN 

CORPS  OF  ENGINEERS 

FRANK  STREET 

C  W  KEATTS 

CORPS  OF  ENGINEERS 

3 
2  3  4  5    7 
2  3    5 

3  4 

3        7 

HINDMAN  SETTLEMENT  SCHOOL 

3899 

KNOTT 

KENTUCKY 

GREEN 

CUMBERLAND 

KENTUCKY 

GREEN 

37  20 
37  32 

36  52 

37  10 
37  53 

82  59 

85  44 
87  27 

83  22 

86  17 

CST 
CST 

8A 

8A 
Mil 

ELIZABETH  WATTS 
C  C  SELF 

2  3    5 
3  4 

HODGENVILLE  NAT  PARK 
HOPKINSVILLE   2  E 
HYDEN 
IRVIHGTON 

3929 
3994 
4093 
4165 

LARUE 
CHRISTIAN 
LESLIE 
BRECKENRIDGE 

524 
850 
646 

CST 
CST 
CST 

7P 
7P 

8A 
6P 
7P 

5: 

5 

5 
5 

I 

W  K  MORRIS 

MRS  FOREST  F  CAMPBELL 

FLOYD  G  ROBBINS 

2  3    5 

3 
2  3    5 

JACKSON 

JENKINS  WATER  WORKS 

JEREMIAH 

KEENE   2  N 

KENTUCKY  DAM 

4196 
4241 
4255 
4369 
4414 

BREATHITT 

LETCHER 

LETCHER 

JESSAMINE 

LIVINGSTON 

KENTUCKY 
BIG  SANDY 
KENTUCKY 
KENTUCKY 
TENNESSEE 

37  33 
37  10 
37  10 
37  58 
37  01 

83  23 
82  38 
82  56 

84  38 
88  16 

776 
1600 
1150 
950 
362 

CS 
ES 
CS 
CS 
CS 

r 
r 
r 
r 
r 

7A 
Ml 
7A 
7A 

3 

1 

I 
3 

ROBERT  ROBERTSON 
KENTUCKY  WATER  CO 
MRS  SUSAN  F  ISDN 
MARION  W  MAHIN 
TENN  VALLEY  AUTHORITY 

3        7 

3  4 

3 

3 

3  4      7 
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TABLES 

LANCASTER  ICE  PLANT 

LAinu 

4620 
4642 

MARTIN 

KENTUCKY 
BIG  SANDY 

37  37 
37  45 

84  35 
82  26 

1032 

CSl 
ESI 

8A 
8A 

24 

g 

KENTUCKY  UTILITIES  CC 
JAMES  A  FIELD 
GEORGE  D  LITSEY 
US  WEATHER  BUREAU 
PALLIA  L  HANKLA 

3 

2  3    5 

2  3  4  5 

3  4 

LJBITCHFIELD 
LaXINGTON  WB  AIRPORT 

4703 
4746 
4755 

GRAYSON 
FAYETTE 
CASEY 

GREEN 

KENTUCKY 

GREEN 

37  29 

38  02 
37  21 

86  18 
84  36 
84  55 

fi35 
979 

CSl 
CSl 
CST 

MIE 

8A 
Mil 

7A 

54 
69 

54 
70 

8 

LITTLE  HICKMAN  LOCK  8 
LOCKPORT  LOCK  2 
LOG  LICK   1  S 

4825 
4857 
4882 

JESSAMINE 

HENRY 

CLARK 

KENTUCKY 
KENTUCKY 
KENTUCKY 

37  45 

38  26 
37  51 

84  35 
84  58 
84  02 

560 
485 

CSl 
CST 
CST 

7A 
6A 
8A 

39 
39 

7 

CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 
MRS  H  BURGHER 
K  W  MC  NASSER 
RUSSELL  T  WHEELER 

3  4 
3 

3  4 
3  4 
3  4 

LONDON  POST  OFFICE 

4893 

LAUREL 

CUMBERLAND 

37  08 

84  05 

1250 

CST 

8A 

7 

LOCISA  LOCK  3 

4943 

LAWRENCE 

BIG  SANDY 

38  07 

82  37 

584 

EST 

7A 

45 

7 

LO0I8VILLE  BOWMAN  FIELD 
LOniSVILLE  LOWER  GAGE 

4951 
4953 

JEFFERSON 
JEFFERSON 

OHIO 
OHIO 

38  13 
38  17 

85  40 
85  48 

558 
374 

CST 
CST 

MIB 
6A 

15 

US  WEATHER  BUREAU 

US  ENGINEERS 

US  WEATHER  BUREAU 

US  ENGINEERS 

US  WEATHER  BUREAU 

3  4 

7 
7 

LOUISVILLE  STAN  WB  AP 
LOUISVILLE  UPPER  GAGE 

4954 
4955 

JEFFERSON 
JEFFERSON 

OHIO 
OHIO 

38  11 
38  17 

85  44 
85  48 

485 
403 

CST 
CST 

MID 

HID 
6A 

15 

15 

2  3  4  5 

3 
2  3  4  5 

LOUISVILLE  ¥B  CITY 

4956 

JEFFERSON 

OHIO 

38  15 

85  45 

457 

CST 

7A 

7A 

75 

76 

LOVELACEVILLE 

4967 

BALLARD 

MISSISSIPPI 

36  58 

88  50 

479 

CST 

6P 

6P 

21 

23 

BLAINE  MALONE 

2  3    5 

LUCAS 
ICADI30HVILLE 

5002 
5062 

BARREN 
HOPKINS 

GREEN 
GREEN 

36  53 

37  20 

86  02 

87  30 

400 

CST 
CST 

8A 
8A 

7 
8 

CECIL  H  BRITT 
BRASHER  C  BACON 

3  4 

3  4 

3 

2  3    5 

MADISONVILLE   1  SE 

5067 

HOPKINS 

GREEN 

37  19 

87  29 

435 

CST 

7A 

J  W  MC  COY 
GRANVILLE  B  LILES 

MAMMOTH  CAVE  PARK 

5097 

EDMONSON 

GREEN 

37  11 

86  06 

800 

CST 

8A 

8A 

14 

14 

MATFIELD   2  S 

5232 

GRAVES 

MISSISSIPPI 

36  42 

88  38 

364 

CST 

5P 

5P 

35 

36 

MRS  JOE  PAYNE 

2  3    5 
2  3  4  5 

MATSVILLE  DAM  33 
MATSVILLE  DAM  33   LG 
MC  KINltEYSBURG 

5243 
5248 
5301 

MASON 
MASON 
PENDKLTON 

OHIO 
OHIO 
LICKING 

38  38 
38  38 
38  36 

83  42 

83  42 

84  16 

524 
610 

EST 
EST 
CST 

6P 

6A 
7A 

53 

52 
8 

CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 
AMANDA  A  AULICK 

7 
7 

MIDDLE  SBORO 

5389 

BELL 

CUMBERLAND 

36  37 

83  43 

1128 

EST 

5P 

5P 

52 

57 

HUGH  ALLEN 

2  3    5 

MIDDLESBORO  CITY  HALL 

5394 

BELL 

CUMBERLAND 

36  36 

83  44 

1150 

EST 

MID 

5 

CITY  OF  MIDDLESBORO 

3  4 
3 
3  4 

MIDWAY   2  S 

5407 

WOODFORD 

KENTUCKY 

38  07 

84  42 

805 

CST 

8A 

7 

JOHN  B  NUGENT 

MILLERSBURG 

5430 

BOURBON 

LICKING 

38  18 

84  09 

CST 

8A 

8 

MRS  AMY  L  POTTS 

MILLERS TOWN 

5438 

GRAYSON 

GREEN 

37  27 

86  03 

580 

CST 

8A 

MRS  0  M  LAWLER 

MONTICELLO 

5524 

WAYNE 

CUMBERLAND 

36  50 

84  51 

910 

CST 

7A 

12 

E  0  COOPER 

3 

5555 

ROWAN 

LICKING 

38  11 

83  26 

770 

CST 

8A 

6 

H  C  HAGGAN 

3  4 
2  3    5 

MOUNT  STERLING 

5640 

MONTGOMERY 

LICKING 

38  03 

83  57 

930 

CST 

5P 

5P 

56 

59 

FRED  CARTMILL 

5684 

HART 

GREEN 

37  16 

85  53 

600 

CST 

7A 

21 

FOWLER  S  CHAIN 

7 

MURRAY 
OLIVE  HILL 

5694 
6012 

CALLOWAY 
CARTER 

TENNESSEE 
OHIO 

36  37 
38  18 

88  20 
83  11 

412 
752 

CST 

6P 

6P 
8A 

23 

23 
4 

RALPH  B  WEAR 

MRS  WALDO  F  FULTZ  JR 

2  3    5 
3  4 

OLNEY 

6020 

HOPKINS 

OHIO 

37  13 

87  47 

380 

CST 

8A 

7 

ART  D  WILLIAMS 

3 

ONEONTA  DAM  35 
ONEONTA  DAM  35   LG 

6033 
6038 

CAMPBELL 
CAMPBELL 

OHIO 
OHIO 

38  58 
38  58 

84  18 
84  18 

497 
497 

EST 
EST 

7A 

27 

CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 

3 

7 
7 

OWENSBORO 

6091 

DAVIESS 

OHIO 

37  46 

87  09 

420 

CST 

5P 

7A 

53 

52 

VIRGIL  P  CLARK 

2  3    5 
3  4 

OWENSBORO  DAM  46 

6096 

DAVIESS 

OHIO 

37  47 

87  08 

404 

CST 

7A 

20 

CORPS  OF  ENGINEERS 

7 

OWENSBORO  DAM  46   LG 
PADUCAB  JEFFERSON  ST 
PADUCAH  NO  5  FIRE  STATION 
PADUCAH  SCS  NURSERY 
PAINTSVILLE 

6101 
6113 
6115 
6117 
6136 

DAVIESS 
MC  CRACKEN 
MC  CRACKEN 
MC  CRACKEN 
JOHN-SON 

OHIO 
OHIO 
OHIO 
OHIO 
BIG  SANDY 

37  47 
37  05 
37  05 
37  04 
37  49 

87  08 

88  36 
88  37 
88  35 
82  48 

620 

CST 
CST 
CST 
EST 

7P 

7A 
7A 

16 

CORPS  OF  ENGINEERS 
BILLY  JOE  MANLEY 
CAPTAIN  F  F  WILLIAMS 
SOIL  CONSERVATION  SER 
JESSE  FAIRCHILD 

2  3    5 
3  4 
3 

7 
7 

7 

PIKBVILLE 

6353 

PIKE 

BIG  SANDY 

37  29 

82  31 

686 

EST 

2A 

2A 

13 

44 

US  WEATHER  BUREAU 

2  3  4  5 

7 

PI?JEVILLB 

6384 

BELL 

CUMBERLAND 

36  45 

83  42 

999 

EST 

7A 

8 

F  PARTIN 

3 

PLEASUREVILLE   2  S 

6435 

SHELBY 

KENTUCKY 

38  20 

85  07 

882 

CST 

6A 

7 

E  B  MORGAN 

PRINCETON 

6575 

CALDWELL 

CUMBERLAND 

37  06 

87  53 

529 

CST 

5P 

5P 

46 

50 

ALTON  M  HARRILL 

2  3    5 

QUICKSAND 

6624 

BREATHITT 

KENTUCKY 

37  32 

83  21 

732 

CST 

7A 

23 

23 

R  W  JONES 

RAVENNA  LOCK  12 

6679 

ESTILL 

KENTUCKY 

37  40 

83  57 

631 

CST 

7A 

32 

3 

RATWICK 

6691 

MARION 

SALT 

37  33 

85  26 

CST 

7A 

7 

3  4 
2  3    5 

RICHMOND  TEACHERS  COLLEGE 

6805 

MADISON 

KENTUCKY 

37  44 

84  18 

1000 

CST 

7A 

7A 

57 

61 

EASTERN  TEACHERS  COL 

RUMSEY  LOCK  2 

7039 

MC  LEAN 

GREEN 

37  32 

87  16 

384 

CST 

6A 

31 

CORPS  OF  ENGINEERS 

3  4 

_ 

RUSSELLVILLE 

7049 

LOGAJi 

GREEN 

36  51 

86  53 

590 

CST 

7A 

7A 

37 

40 

DR  SAMUEL  S  MCREYNOLD 

2  3    5 

SADIKVILLE  WATER  WORKS 

7074 

SCOTT 

38  23 

84  32 

890 

CST 

7A 

5 

3  4 
2  3    5 

ST  JOHN  BETHLEHEM  ACADEMY 

7091 

HARDIN 

SALT 

37  42 

85  59 

777 

CST 

4P 

7A 

52 

52 

SISTER  S  MARIE  GSELL 

SAL VISA  LOCK  6 

7121 

MERCER 

KENTUCKY 

37  56 

84  49 

520 

CST 

7A 

36 

CORPS  OF  ENGINEERS 

3 

SALYERSVILLE 

7129 

MAGOFFIN 

LICKING 

37  45 

83  04 

900 

ESI 

7A 

10 

J  H  JIAY 

SCIENCE  HILL 

7202 

PULASKI 

CUMBERLAND 

37  11 

84  39 

1065 

CST 

6P 

6P 

5 

5 

WILLIAM  H  DOBBS 

2  3    5 

7215 

ALLEN 

GREEN 

36  45 

86  12 

770 

CST 

6P 

6P 

2 

2 

NOBLE  ALLEN 

2  3    5 
3 

SEBREE  WATER  WORKS 

7234 

WEBSTER 

GREEN 

37  36 

87  32 

360 

CST 

5P 

8 

SEBREE  WATER  WORKS 

SHELBYVILLB   2  W 

7324 

SHELBY 

SALT 

38  13 

85  16 

826- 

CST 

6P 

5A 

58 

60 

WILLA  S  A  RATTA 

2  3    5 

SIBERT 

7369 

CLAY 

KENTUCKY 

37  07 

83  48 

930 

CST 

7A 

CARL  G  YOUNG 

SMITHFIELD   4  S 

7473 

HENRY 

SALT 

38  20 

85  16 

862 

CST 

7A 

6 

F  W  SIMPSON 

3  4 

SOMERSET  HIWAY  DEPT 

7507 

PULASKI 

CUMBERLAND 

37  07 

84  35 

873 

CST 

7A 

7 

LR  SUTHERLAND 

3  4 

SPRINOTIELD 

7604 

WASHINGTON 

SALT 

37  41 

85  14 

738 

CSl 

8A 

7 

JOHN  P  ELDER 

STEARNS 

7677 

MC  CREARY 

CUMBERLAND 

36  42 

84  29 

1420 

CST 

8A 

8 

C  E  CHITWOOD 

3  4 

STILLWATER 

7711 

WOLFE 

KENTUCKY 

37  45 

83  29 

1000 

CST 

8A 

7 

MRS  BESSIE  E  HOLLAND 

3 

TATHAM  SPRINGS 

7924 

WASHINGTON 

SALT 

37  52 

85  09 

CST 

7A 

6 

R  C  DEDMAN 

3  4 

TOMPKINSVILLE 

8060 

MONROE 

GREEN 

36  42 

85  41 

899 

CST 

MID 

JAMES  TURNER  PHILPOTT 

3  4 

TOMPKINSVILLE  TEL  OFF 

8065 

MONROE 

GREEN 

36  42 

85  41 

899 

CST 

7A 

7 

MRS  ALICE  H  HALE 

TYRONE  LOCK  5 

8179 

ANDERSON 

KENTUCKY 

38  02 

84  51 

524 

CST 

7A 

31 

3 

UNIONTOWN  DAM  49 

8197 

UNION 

OHIO 

37  46 

87  57 

357 

CST 

6A 

20 

CORPS  OF  ENGINEERS 

3  4 

„ 

8202 

UNION 

OHIO 

37  46 

87  57 

CST 

CORPS  OF  ENGINEERS 

7 

VALLEY  VIEW  LOCK  9 

8246 

CLAY 

KENTUCKY 

37  51 

84  26 

571 

CST 

7A 

36 

CORPS  OF  ENGINEERS 

3 

VAHCKBURG  DAM  32 

8259 

LEWIS 

OHIO 

38  38 

83  21 

525 

EST 

7A 

35 

CORPS  OF  ENGINEERS 

3 

WAYNK8BURG   6  E 

8486 

LINCOLN 

CUMBERLAND 

37  22 

84  34 

1215 

CST 

7A 

7 

FRANK  HOECK 

3 

WEST  LIBERTY  WATER  WORKS 

8551 

MORGAN 

LICKING 

37  55 

83  15 

CST 

7A 

JOHN  W  TURNER 

WILLIAMSBURG 

8706 

Whitley 

CUMBERLAND 

36  44 

84  10 

939 

EST 

6P 

7A 

52 

61 

CHARLES  B  WEST 

2  3    5 

7 

WILLIAMSTOWN 

8714 

GRANT 

LICKING 

38  38 

84  34 

943 

CST 

6P 

7A 

46 

46 

MISS  NETTIE  B  SIMPSON 

2  3    5 

WILLOW  LOCK  13 

8724 

LEE 

KENTUCKY 

37  36 

83  50 

646 

CST 

7A 

30 

CORPS  OF  ENGINEERS 

3 

WOLF  CREEK  DAM 

8807 

RUSSELL 

CUMBERLAND 

36  53 

85  08 

610 

CST 

MID 

8A 

1 

2  3  4  5  6 

WOODBURY  LOCK  4 

8824 

BUTLER 

GREEN 

37  11 

86  38 

504 

CST 

7A 

52 

CORPS  OF  ENGINEERS 

3  4 

_ 

GILBERTSVILLE 

3218 

MARSHALL 

TENNESSEE 

37  01 

88  17 

CST 

TENN  VALLEY  AUTHY 

7 

CADIZ  LOCKE 

1206 

TRIGG 

CUBIBERLAND 

36  46 

87  58 

424 

CST 

7A 

CORPS  OF  ENGINEERS 

3 

I 
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REFERENCE  NOTES 

rhe  four  digit  identification  numbers  in  the  index  number  column  of  the  Station 
Index  are  assigned  on  a  State  basis.   There  will  be  no  duplication  of  numbers 
jirithin  a  State. 

Figures  and  letters  following  a  station  name  indicate  the  distance  in  miles  and 
iirection  from  the  post  office  of  the  same  name. 

Stations  appearing  in  the  Index,  but  for  which  data  are  not  listed  in  the  tables, 
are  either  missing  or  received  too  late  for  inclusion  in  this  issue. 

Delayed  data  and  corrections  will  be  carried  only  in  the  June  and  December 
issues  of  this  bulletin. 

Data  in  Tables  3,  5  and  6  are  for  the  24  hours  ending  at  time  of  observation. 
See  the  Station  Index  for  observation  time. 

When  hourly  precipitation  is  missing  for  several  days,  only  the  first  and  last 
days  are  shown  in  Table  4. 

When  hourly  precipitation  is  accumulated  over  a  period  of  3  or  more  calendar 
days,  with  unknown  hourly  or  daily  distribution,  the  first  and  last  days  are 
shown  in  Table  4. 

Unless  otherwise  indicated,  dimensional  units  used  in  this  bulletin  are: 
Temperature  in  °F.,  precipitation  and  evaporation  in  inches,  river  stages  in 
feet  and  wind  movement  in  miles. 


No  record. 

And  also  on  later  dates. 

Amount  included  in  following  measurement.   Time 
distribution  unknown. 
Gage  is  equipped  with  wind  shield. 
No  recording  gage,  precipitation  measured  at  6- 
hourly  intervals. 
Adjusted  to  a  full  month. 

Water  -  equivalent  of  snowfall  wholly  or  partially 
estimated,  using  a  ratio  of  1  inch  water  equivalent 
to  every  10  inches  of  new  snowfall. 

One  or  more  days  of  record  missing.   See  Table  5  for 
detailed  daily  record. 

Station  equipped  with  recording  gage  only.   All 
amounts  in  Table  3  are  for  the  non-recording  gages, 
except  for  stations  with  this  reference. 
This  entry  in  time  of  observation  column  in  Station 
Index  means  sunset. 

Trace,  an  amount  too  small  to  measure. 

Daily  totals  are  for  the  24  hours  ending  at  1:30  A.  M. 
EST  of  the  following  day. 
Z  Hourly  amounts  from  recording  gage  at  the  same  site 

may  be  found  in  Table  4. 

Table  4  data  were  formerly  published  in  Hydrologic  Bulletins  for  Ohio  River 
District.   Amounts  in  this  table  are  from  recording  gages.   Traces  are  not 
shown . 

Subscription  Price:   15^  per  copy;  $1.50  a  year.   (Yearly  subscription  includes 
Annual  Summary.   Correspondence  regarding  subscriptions  should  be  addressed  to 
the  Weather  Records  Processing  Center,  1300  U.  S.  Court  House,  Chicago  4, 
Illinois. 
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CUMATOLOGICAL  DATA 


KENTUCKY 


NOVEMBER  1948 
Volume  JJSLIII    No.  11 


CHICAGO:  1949 


KENTUCKY  -  NOVEMBER  1948 

E.  E.  Unger,  Section  Director  -  Louisville 

GENERAL  SUMMARY 

This  month  was  one  of  the  wettest  Novembers  on  record,  the  monthly  precipitation  average  have  been  exceeded 
twice  since  1889.  The  average  monthly  temperature  was  well  above  the  normal.  With  the  exception  of  two 
cold  periods  of  short  duration  near  the  middle  and  at  the  close  of  the  month,  during  which  minimum  tempera- 
tures fell  below  25  over  practically  the  entire  State.  Daily  mean  temperatures  were  above  normal  with  an 
unseasonably  warm  period  from  the  1st  to  the  9th.  Snowfall  was  confined  to  a  few  widely  scattered' flurries 
mostly  on  the  10th  and  on  the  28th  to  30th  inclusive.  ' 

Weather  conditions  were  generally  favorable  for  growth  of  winter  grains  and  grasses,  but  frequent  rains 
kept  the  soil  much  too  wet  for  plowing.   In  the  west-central  counties  especially  heavy  to  excessive  rains 
on  the  5th  and  again  on  the  19th  completely  saturated  the  ground  and  caused  all  outdoor  work  to  be  suspended 
However,  as  seeding  of  winter  grains  has  been  mostly  finished  during  the  preceding  month,  the  adverse  effects 
of  these  unfavorable  conditions  were  negligible.   Grains  planted  earlier  in  the  fall  came  to  good  stands  and 
grew  well,  plants  generally  having  attained  a  size  of  from  two  to  three  inches.   There  was  still  some  gather- 
ing and  cribbing  of  late  corn,  but  in  most  central  and  western  districts  fields  were  too  soft  to  enter  with 
teams  and  shocks  were  thoroughly  soaked  with  ears  beginning  to  mold.   Tobacco  stripping  was  rushed  in  antici- 
pation of  the  early  opening  of  markets,  and  about  three  fourths  of  the  Bur ley  crop  had  been  sold  before  the 
months  closed.   Pastures  revived  somewhat  under  the  warm,  moist  weather  and  afforded  some  grazing  for  about  a 
week  or  two  early  in  the  month,  but  they  soon  declined  and  by  the  end  of  the  month  stock  feeding  was  fairly 
heavy  in  all  sections.   The  frequent  and  at  times  heavy  rains  replenished  water  supplies  everywhere.   There 
was  some  hog  butchering,  mostly  in  the  northern  sections,  but  temperatures  were  generally  too  high  for  this 
work . 


The  Ohio  River  remained  at  pool  stage  throughout  the  month  except  for  a  few  days  after  the  heavy  rains  of  the 
5th,  when  dams  were  lowered  in  the  districts  below  Louisville. 

A  tornado  in  the  vicinity  of  Cecelia,  Kentucky,  early  in  the  morning  of  the  5th  caused  the  loss  of  one  life 
and  property  damage  to  the  extent  of  $50,000.   Its  path  was  about  one  mile  long  and  fifty  yards  wide.   One 
residence  was  completely  destroyed.   Many  cows,  chickens  and  hogs  were  killed  and  much  corn,  wheat,  and  to- 
bacco stored  in  barns  was  scattered  and  destroyed. 


On  the  same  date  a  tornado  caused  heavy  property  damage 
unroofed  and  the  gymnasium  almost  completely  destroyed, 
loss  of  life.   Total  damage  was  estimated  at  $25,000. 


Ln  the  vicinity  of  Rochester,  Kentucky.   A  school  was 
Crops  were  also  seriously  damaged,  but  there  was  no 


TEMPERATURE 

The  mean  temperature  for  the  state  was  49.7°,  which  is  3.2°  above  normal  for  the  month.   The  monthly  mean 
temperatures  ranged  from  53.4°  at  St.  John  to  44.9°  at  Headquarters.   The  highest  temperature  recorded  in  the 
state  was  87°  at  Pikeville,  on  the  5th,  and  the  lowest  18°  at  Beaver  Dam  on  the  24th. 

PRECIPITATION 

The  average  precipitation  for  the  state  was  7.71  inches,  which  is  4.25  inches  above  normal  for  November.   The 
total  amounts  recorded  at  various  stations  ranged  from  10.97  inches  at  Irvington  to  4.84  inches  at  Pikeville. 
The  heaviest  rainfall  reported  in  any  one  day  was  4.07  inches  at  Hopkinsville  on  the  19th.   The  monthly  aver- 
age of  snowfall  was  a  Trace  or  0.5  inch  less  than  normal.   The  greatest  monthly  amount  was  0.3  inch  at  Cov- 
ington Airport;  the  least  a  Trace  at  scattered  stations.   The  greatest  amount  in  any  one  dgr  was  0.3  inch  at 
Covington  Airport  on  the  10th. 


ACKNOWLEDGMENTS 

In  addition  to  the  climatological  data  from  some  6,000  Weather  Bureau  and  cooperative  weather  stations,  this 
bulletin  series  contains  records  from  Hydroclimatic  Network  Stations  which  were  formerly  reproduced  in  the 
Hydrologic  Bulletin  Series.   The  Hydroclimatic  Network  is  a  nationwide  net  of  rain  gages  —  mostly  of  the  re- 
cording type  which  produce  continuous  records  of  precipitation.   It  was  established  in  1939  at  the  request  of 
the  Corps  of  Engineers,  Department  of  the  Army,  to  supplement  existing  precipitation  stations  in  order  to  pro- 
vide records  of  rainfall  intensity  which  were  essential  to  the  planning  of  flood  control  and  related  works  by 
the  Corps  of  Engineers.   This  Network,  now  numbering  about  2,000  recording,  and  1,000  non-recording  rain  gages, 
has  been  maintained  by  the  Weather  Bureau  through  working  funds  transferred  annually  to  the  Weather  Bureau  by 
the  Corps  of  Engineers.   These  transfers  averaged  about  $250,000  per  year  between  1940  and  1944,  and  nearly 
$375,000  since  that  date.   For  the  years  1940-42,  the  Department  of  Agriculture  transferred  about  $100,000 
per  year  to  provide  data  required  in  its  work,  and  since  1947  the  Bureau  of  Reclamation  has  transferred  about 
$25,000  per  year  to  meet  the  increasing  needs  of  their  program  in  the  Western  States. 

Previous  to  the  introduction  of  this  bulletin  series,  data  from  Hydroclimatic  Network  stations  were  presented 
in  bulletins  (Hydrologic  Bulletins)  which  were  issued  monthly  for  each  of  8  drainage  areas  embracing  the  en- 
tire United  States,  but  since  the  Network  was  established  to  meet  the  internal  requirements  of  the  Federal 
agencies  referred  to  above,  no  provision  was  made  for  public  dissemination  of  the  data,  distribution  being 
limited  to  cooperating  agencies  and  to  certain  public  repositories.   A  list  of  locations  where  reference 
copies  of  the  Hydrologic  Bulletin  Series  are  available  for  inspection  may  be  obtained  upon  application  to 
Chief,  U.  S.  Weather  Bureau,  Washington  25,  D.  C. 

Many  other  records  published  in  this  bulletin  have  been  made  available  through  the  cooperation  of  various 
public  offices,  private  agencies,  and  individuals  as  listed  in  the  Station  Index. 
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11 
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83 

62 

67 
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LEXINGTON   AIRPORT 

30.43 

11 

29.48 
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87 
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TABLE   1 
COMPARATIVE    DATA 


1904 
1905 
1906 
1907 
1908 

1909 
1910 
1911 
1912 
1913 

1914 
1915 
1916 
1917 
1918 

1919 
1920 
1921 
1922 
1923 


TEMPERATURE 


43.1 
48.6 
43.5 
42.8 
44.3 

43.3 
45.8 
49.3 
47.8 
43.2 

49.8 
47.0 
41.8 
53.4 
42.5 


48.6 

54.7 
41.1 
41.6 
45.2 
50.5 

46.9 
49.8 
47.8 
44.3 
46.1 

47.4 
44.7 
49.8 
48.3 
46.4 


PRECIPITATION 


6.04 
4.87 
6.04 
3.85 
3.12 

1.32 
4.29 
5.01 
4.69 
2.79 

2.12 
7.78 
1.52 
4.42 
3.01 

0.89 
3.55 
5.02 
3.49 
2.61 

2.29 
2.04 
4.51 
1.22 
■  3.25 

1.23 
4.80 
1.52 
1.23 
1.90 

7.31 
2.21 
7.96 
1.93 
3.65 
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T 
0.5 

T 
1.0 

T 
0.3 
2.0 

T 

T 
2.3 
0.1 
0.2 

T 

T 
0.8 
0.2 
0.9 

0.4 
0.4 

T 
0.1 
0.0 

T 
2.8 

T 
0.4 
0.0 


X 

t  UJ 

CO  2 

Q  O 


YEAR 


1924 
1925 
1926 
1927 
1928 

1929 
1930 
1931 
1932 
1933 

1934 
1935 
1936 
1937 
1938 

1939 
1940 
1941 
1942 
1943 

1944 
1945 
1946 
1947 
1948 


TEMPERATURE 


47.7 
44.9 
42.9 
51.3 
46.8 

44.6 
47.1 
55.0 
43.8 
45.5 

50.5 
47.3 
42.9 
43.2 
47.9 

43.6 
45.8 
46.0 
49.8 
44.5 

46.5 
48.1 
51.2 
44.2 
49.7 


PERIOI       46.5 


PRECIPITATION 


1.82 
5.13 
3.40 
5.01 
3.93 


4.03 
1.82 
3.52 
2.71 
1.54 

2.85 
3.80 
3.50 
1.63 
3.68 

1.16 
3.70 
2.80 
4.88 
1.33 

2.45 
5.64 
3.45 
2.82 
7.71 

3.46 
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0.1 
2.0 
0.1 
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3.0 
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T 
0.4 
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T 
3.4 
0.6 
3.7 

T 
3.9 
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T 
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0.2 

0.1 
0.0 
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CLIMATOLOGICAL  DATA 


m 


WESTERN  DIVISION 

BEAVER  DAM 
FORDS  FERRY  DAM  50 
GREENVILLE   2  W 
HENDERSON   4  SW 
HOPKINSVILLE   2  E 

LOVELACEVILLE 

MAYFIELD   2  S 

MURRAY 

OWENSBORO 

PADDCAH  NO  5  FIRE  STA 


CENTRAL  DIVISION 
ANCHORAGE 

BOWLING  GREEN  WB  AP 
BURGIN  DIX  DAM 
CAMPBELLSVILLE 
COVINGTON  W  B  AIRPORT 

DANVILLE 
FRANKFORT  LOCK  4 
GREENSBURG 
IRVINGTON 
LEITCHFIELD 

LEXINGTON  WB  AIRPORT 
LOUISVILLE  STAN  W  B  AP 
LOUISVILLE  WB  CITY 
MAMMOTH  CAVE  PARK 
ST  JOHN  BETHLEHEM  ACAD 

SCIENCE  HILL 
SCOTTSVILLE 
SHELBYVILLE   2  W 
WILLIAMSTOWN 
WOLF  CREEK  DAM 


EASTERN  DIVISION 

ASHLAND  DAM  29 

BENHAM 

BEREA  COLLEGE 

CORE IN 

FARMERS 

HEADQUARTERS 
HEIDELBERG  LOCK  14 
HINDMAN  SETTLEMENT  SCH 
MYSVILLE  DAM  33 
MIDDLESBORO 

MOUNT  STERLING 

PIKEVILLE 

RICHMOND  TEACHERS  COL 

WILLIAMSBURG 


50.3 
49.7 
49.3 
48.5 


45.6 

1.0 

49.0 

0.8 

51.3 

3.8 

50.5 

47.4 

50.9 

5.3 

50.7 

4.4 

52.0 

6.2 

49.6 

3.0 

49.2 

2.5 

47.9 

3.1 

49.0 

4.0 

50.0 

3.3 

48.9 

4.8 

53. 4M 

7.8 

51. IM 

5.4 

51.2 

49.4 

4.5 

48.2 

3.0 

49.8 
47.6 
48.8 
51.2 

50.6 
51.9 
49.4 
50.0 


DIVISION 
STATE 


2.4 
0.7 
2.5 


4.8 
2.2 
3.1 

4.4 

3.2 


10.86 
8.89 


6.67 
10.97 
10.88 


9.28 
9.17 
5.79 


5.26 

2.27 

1.05 

8.02 

1.76 

6.56 

3.35 

2.15 

8.09 

1.83 

5.97 

2.97 

1.56 

5.96 

1.63 

6.50 

3.80 

1.73 

6.10 

1.40 

5.29 

2.24 

1.75 

8.36 

4.99 

2.00 

6.10 

2.68 

1.97 

4.84 

2.06 

1.41 

8.03 

4.95 

2.21 

8.40 

5.17 

1.95 

6.68 

3.45 

7.71 

4.25 

7.61 
5.68 


4.42 
4.94 
3.46 


4.52 
3.51 
8.00 
5.75 


1.53 
2.95 
1.65 
4.07 


2.91 
3.54 
1.54 


2.77 
3.64 
2.45 


Snow,  Sleet,  Hail 


il 


See  reference  notes  following  Station  I 


DAILY  PRECIPITATION 


iLPmia 

•IIORAOi: 


IBOURVIIJ.K    HATKR 

IDSTOWN 

IS      3    SI 

mSR    IIARLAN    WATKR    «KS   « 


IKA  COIXKOK 

tEA  WATER  WORKS 

rLlNC  GREEN 

rUNO   GREEN   »B   AP 
SNT  DAU   36 
JWNSVILLK    LOCK   6 
JOIN   DU   DAM 
INSIDE 


ILLE 
RROLLTON    LOCK    1 
KTRAL   CITY      IE 
INTON 
IXEGE   HILL  LOCK   11 

LUUBIA  LW  COLLEGE 

NSTANTINE 

RBIN 

RBIN   WATER   WORKS 

VINGTON   WB  AIRPORT 


NVILLE 
VELLA 
LPHIA 
UA 

NDEE  BARRETTS  FORD  BR  R 

vaoK 

tnlLLE 

iDYVILLE  LOCK  F 
iMONTON 

.IZABBTHTOWN  WATER  WKS 

XMOUTH 

iRMERS 

•EMINGSBURG 

iUINSSBUBC  POST  OFF 

)RD  LOCK  1 
)RDS  FERRY  DAM  50 
[ANKFORT  LOCK  4 
lANKLIN  WATER  WORKS 
iORGETOWN  WATER  WORKS 

iST  LOCK  3 

.ASGOW 

JDMAN  AFBU  FT  KNOX 

lANT  DAM  38 

lAYSON 

M5ENSBURG 

REENSBURG  HI WAY  61  BR 
REENUP  DAM  30 
REENVILLE   2  W 
ALEYS  HILL 

AZARD 

EADQUARTERS 
EIDELBERG  LOCK  14 
ENDERSON   4  SW 
ERNDON 

igh  bridge  lock  7 
indman  settlement  sch 
odgenville  nat  park 
opkinsville  2  e 
:yden 

bvington 

ACKSON 

lENKINS   WATER   WORKS 

IEREMIAH 


intucky  dam 

,ANCASTER    ICE   PLANT 
JIUKA 

j:itchfield 
,exington  wb  airport 

.IBERTY 

,ITTLE  HICKMAN  LOCK  8   Z 

,0CKPORT  LOCK   2 

.OGLICK      IS  R   // 

,ONDON  POST  OFFICE     R 

jOUISA  LOCK  3 
.OUISVILLE  BOWMAN  FLD 
-OUISVILLE  STAN  WB  AP 
jOUISVILLE  UPPER  GAGE 
LOUISVILLE  WB  CITY 

LOVELACEVILLE 
LUCAS 

HADISONVILLE  1  SE 
BAMMOTH  CAVE  PARK 
llAYFIELD   2  S 


HAYSVILLE  dam  33  Z 
MC  KINNEYSBURG  R  // 
MIDDLESBOHO 

MIDDLESBORO  CITY  HALL  R 
MIDWAY   2  S 


MILLERSBURG 

MILLERSTOWN 

MONTICELLO 

MOREHEAD  STA  teach  COL  R 

MOUNT  STERLING 


HUNFORDVILLE 


owensboro  dam  46 
paducah  no  5  fire  sta 
paducah  scs  nursery 
paintsville 


DAILY  PRECIPITATION 


Table  3-Continuod 


PIKEVILLB 
PIKEVILLE 
PLEASUHEVILLE 
PRINCETON 

LOCK   1 


RAimiCK 

RICHUOND  TEACHERS  COL 

RlWSEy  LOCK   2 

RUSSELLVILLE 

SADIEVILLE  WATER  WKS 

ST  JOHIi  BETHLEHEM  ACAD 
SALVISA  LOCK  6 
SALYERSVILLE  R 

SCIENCE  HILL 
SCOTTSVILLE 

SEBREE  WATER  WORKS 
SHELBYVILLE   2  W 
SMITHFIELD   4  S 
SOMERSET  HIWAY  DEPT 
SPRINGFIELD 

STILLWATER 
TATHAll  SPRINGS 
TOMPKINSVILLE 
TOMPKINSVILLE  TEL  OFF 
TYRONE  LOCK  5 

UNIONTOWN  DAM  49 
VALLEY  VIEW  LOCK  9 
VANCEBURG  DAM  32 

WAYNESBURG  6  E 

WEST  LIBERTY  WATER  WKS 

WILLIAMSBURG 
WILLIAMSTOWN 
WILLOW  LOCK  13 
WOLF  CREEK  DAM 
WOODBURY  LOCK  4 


2.03 

2.1(1 

1.48 

2.21 

1.2C 

2.70 

3.08 

.09 

2.45 

.68 

20  21  22  23  24 


TABLE    4 
HOURLY    PRECIPITATION 


KENTUCKY 
NOVEMBER   1948 


STATION 

A.   M.    HOUR   ENDING 

p. 

M. 

HOUR    ENDING 

-J 
< 

o 

1 

2 

3 

4 

5   6 

7   8   9 

10 

II 

12 

' 

2 

3 

4 

5 

6 

7   8 

9 

10 

II 

12 

-1st- 

ADOISON  DAM  <S 

/, 

.01 

.01 
.16 
.02 

BAXTKR  HARLAN  WATER  WKS 

.01 

.05  .or. 

.04 

DKRKA  COLLEGE 

.01 

.01 

CORBIN 

6 

• 

♦ 

• 

♦     •     .05 

.03 
.01 
.06 
.02 

DAVELLA 

.02 

.01 

EDUONTON 

.01 

HAZARD 

// 

.02 

.03 

.01 

HEIDELBERG  LOCK  14 

// 

.01   .01 

JENKINS  WATER  WORKS 

-    -    _ 

-     -     - 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

.01 
.01 
.07 
.01 
.06 
.02 
.09 
.03 
.01 
.11 
.06 
.11 
.04 
.02 
.03 
.02 

LEXINGTON  WB  AIRPORT 

.01 

LITTLE  HICKMAN  LOCK  8 

// 

.01 

LOGLICK   1  S 

// 

.05 

.02 

LONDON  POST  OFFICE 

.01 

LOUISA  LOCK  3 

.02   .01 

.02 

.01 

LOUISVILLE  BOWMAN  FLD 

.02 

MIDDLESBORO  CITY  HALL 

.01 

.02   .03 

.03 

MOREHKAD  STA  TEACH  COL 

.01 

.01 

.01 

OWIENSBORO  DAM  46 

.01 

.11 

PADUCAH  SCS  NURSERY 

PIKSVILLE 

.01 

.02 

.03 

RAYWICK 

.11 

SALYERSVILLE 

// 

.01 

.01 

.01 

.01 

STEARNS 

.01 

.01 

TATHAM  SPRINGS 

.01 

.02 

WOLF  CREEK  DAM 

.02 

-2d- 

ADDISON  DAM  45 
BARBOUSVILLE  WATER  WKS 

BOWLING  GREEN  WB  AP 
CARROLLTON  LOCK  1 
CENTRAL  CITY  1  E 

// 
// 

.01 

.04 
.02   .14   .05 

.03 
.03 

.05 

.01 
.04 

.09 

.06 
.05 

.05 

.23 
.03 

.05 
.17 

.12 
.01 

.11 

.01 

.01 

.02 
.01 
.01 

.01 

.04 

.03 

.08 
.01   .01 

.03 

.08 
.02 

.08 
.01 

.06 
.02 
.01 
.02 

.02 
.01 
.02 
.09 

.01 

.04 

.07 
.14 
.02 
.01 

.76 
.05 
.13 
.94 
.08 
.43 
.92 

CLINTON 

.02 

.24   .31   .17 

.08   .01   .01 

.01 

.03 

.01 

.03 

CONSTANT INK 

CORBIN 

EDMONTON 

6 

" 

" 

" 

. 

. 

.01 

.03 

.03 

.01 

.09 

.01 

.06 

To8 
.14 

.09   .05 

.08 

.12 

.05 

?13 

.77 

FORDS  FERRY  DAM  50 

.02 

.02   .08   .14 

.08   .09   .01 

.15 

.30 

.23 

.07 

.01 

.08 

.26 

.17   .06 

.02 

1.79 

FRANKLIN  WATER  WORKS 

GEST  LOCK  3 

GODUAN  AFBU  FT  KNOX 

6 

.04   .04 

.01 

.02 

.18 
.07 

.12 

.05 

.02 

.01 

, 

.30 

.03 
.01 

, 

.03 

.25 
.01 

.07 
.02 
.26 

.87 
.04 

HALEYS  MILL 

.01 

.04   .05   .06 

.20 

.16 

.08 

.01 

.22   .08 

.05 

.01 

.97 

H/.ZARD 

HEIDELBERG  LOCK  14 

// 
// 

- 

- 

- 

- 

_ 

" 

" 

' 

' 

■ 

' 

' 

' 

Toi  To2 

To2 

.01 

.03 

.01 

.10 
1.51 

HERNDON 

.01 

.06   .07   .36 

.23 

.06 

.03 

.02 

.39 

.25   .03 

HODGENVILLE  NAT  PARK 

.01 

.03 

.01 

.02 

.01 

.13 

.17 

.07   .05 

.01 

.02 

.08 

.05 

.66 

KENTUCKY  DAM 

LEXINGTON  WB  AIRPORT 

LIBERTY 

LITfLE  HICKMAN  LOCK  8 

LOGLICK   1  S 

LONDON  POST  OFFICE 

// 
// 
// 

- 

- 

.03   .20   .21 

.59   .12   .10 

.11 

.07 

.01 

.21 
.01 

.23 

.01 
.01 

.05 
.01 

.01 

.02 
.02 

.06 

.12 

.01   .01 
.02 
.04 

.01 
.01 

.01 

.04 

.01 
.01 
.02 

.01 
.07 
.02 

.02 
.05 
.06 
.02 

2.05 

.17 
.14 
.06 
.17 

LOUISA  LOCK  3 

LOUISVILLE  30WMAN  FLD 

LOUISVILLE  STAN  WB  AP 

LOUISVILLE  WB  CITY 

LUCAS 

MC  KINNEYSBURG 

MIDDLESBORO  CITY  HALL 

// 

.04 

.01 

.03 

.03 
.04 

.03 

.01 
.03 
.11 

.04 
.07 
.07 
.04 

.01 
.01 

.04 

.01 
.02 
.04 
.07 

To3 
.06 
.06 

.03 
.01 

.11   .04 
.11   .09 
.10   .09 

.03 
.01 

.01 

.01 
.06 

.08 
.03 
.02 

To3 
.09 
.05 
.05 
.01 
.07 

To2 
.05 
.07 

.03 
.03 
.06 

.05 
.05 
.06 
.14 
.01 
.06 
.01 

.37 
.60 
.58 
.65 
.09 
.26 
.10 

MILLERSBURG 

.02 

.04 

MOREHEAD  STA  TEACH  COL 

MUNFORDVILLE 
OWENSBORO  DAM  46 

- 

- 

- 

.02   .01 

.03   .01   .03 

.04 

To2 

.96 

.11 

.08 

.01 

■ 

" 

.02 

.18 

To2 

.01 

.65 

1.42 

.41 

PADUCAH  SCS  NURSERY 
RAYWICK 
RUMSEY  LOCK  2 
SADIEVILLE  WATER  WORKS 
SMITHFIELD  4  S 
SOMERSET  HIWAY  DEPT 
STEARNS 

TATHAM  SPRINGS 
TOMPKINSVILLE 
UNIONTOWN  DAM  49 
WOLF  CREEK  DAM 
WOODBURY  LOCK  4 

.01 

.02 

.02   .03   .17 

.21   .44   .08 

.23 

.04 

.04 
.02 

.01 
.03 

.02 

.05 

.06 
.01 

.01 

.01 
.03 

.03,   .04 

.06 

.05 

.08 

.03 

// 

.04 

.03   .22   .17 
.01 

.05   .09 

.06   .14   .05 
.06   .04 

.03 

.01 
.03 

.01 

.03 

.01 
.13 
.04 
.02 

.08 

.01 

.04 
.30 

.11 

.07 

.24 
.01 
.15 

.01 
.05 
.05 
.01 
.09 

.06 

.04 
.01 

.05 
.01 
.04 

.03 

.04 
.02 

.07 

.05 

.01 
.09 

.05 
.04 

.05 
.03   .01 
.02   .08 
.10   .06 

.03 
.01   .17 

.15 
.01 
.02 
.03 
.05 

.24 
.01 

.01 

.01 
.08 
.08 

.11 

.05 
.06 

.01 
.01 
.01 
.13 
.12 
.05 
.06 

.07 
.11 

.03 
.05 
.21 
.07 
.03 
.02 

.22 
.08 

.61 
.09 
.09 
.50 
.44 
.15 
.90 
1.58 
.55 
.94 

-3d- 

ADDISON  DAM  45 

// 

.10 

.04 

.01 

.14   .17   .01 

.01 

.48 
.19 

BARBOURVILLE  WATER  WKS 

.06 

.08 

.05 

BAXTER  HARLAN  WATER  WKS 

.01 

.03 

.04 

.0.1   .07 

.07   .01 

'.4i 

BEREA  COLLEGE 

.16 

.16 

.09 

.03 

!ll 
.48 
.03 

BOWLING  GREEN  WB  AP 

.02 

.01 

.04 

.01       .02 

.01 

CARROLLTON  LOCK  1 

// 

.04 

.06 

.03 

.01   .09   .01 

.05   .04   .03 

.01 

.02 

.03 

.06 

CENTRAL  CITY  1  E 

.01   .01 

.01 

CONSTANTINE 

_ 

_ 

_     _     _ 

_     _     _ 

- 

- 

- 

- 

- 

- 

- 

- 

" 

" 

■" 

" 

CORBIN 

6 

* 

* 

*    *     .31 

.32 

DAVELLA 

.02 

.07   .06   .10 

.04   .01   .02 

!o8 

EDMONTON 

.01 

.07 

.08 

FRANKLIN  WATER  WORKS 

.02 

.01   .05 

.39 

GEST  LOCK  3 

.07 

.06 

.02 

.01   .02 

.03   .09 

.06 

.01 

GODMAN  AFBU  FT  KNOX 

6 

*    *     .01 

* 

* 

* 

* 

* 

.07 
.01 

.04 

-.. 

HALEYS  MILL 

.01 

.02 

.02 

.01 

■^jT 

HEIDELBERG  LOCK  1.4 

// 

.01   .11 

.13 

.01 

.01 

.02 

^20 

HODGENVILLE  NAT  PARK 

.03   .02 

.02   .02 

.01 

.10 

LEXINGTON  WB  AIRPORT 

.1 

.16   .06 

.03   .02 

.02 

.04 

.01 

.OC 

[39 

LIBERTY 

// 

.15   .02   .19 

.03 

.65 

LITTLE  HICKMAN  LOCK  8 

// 

.32   .21   .11 

.01 

LOGLICK   1  S 

// 

.06   .15   .1.5 

.01 

.01   .01 

.25 

LONDON  POST  OFFICE 

.05   .16   .04 

.30 

LOUISVILLE  BOWMAN  FLD 

.07   .01   .05 

.01   .01 

.07   .01 

.07 
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TABLE   4— Continued 
HOURLY    PRECIPITATION 


m 


A. 

M. 

HOUR  ENDING 

P. 

M. 

HOUR  ENDING 

-1 
< 

STATION 

1 

2 

3 

4 

5 

^ 

7 

8 

9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

,2 

LOUISVILLE  STAN  W  B  AP 

.04 

.02 

.07 

.06 

.04 

.01 

.06 

.01 

.31 

LOUISVILLE  WB  CITY 

.07 

.01 

.09 

.03 

.02 

.02 

.02 

.01 

.27 

LUCAS 

.02 

.01 

.01 

.14 

.04 

.22 

MAYSVILLE  D.UI  33 

// 

.11 

.16 

.08 

.01 

.06 

.01 

.43 

MC  KINNEYSBURG 

// 

.01 

.03 

.09 

.16 

.10 

.03 

.02 

.01 

.01 

.04 

.02 

.06 

.58 

MIDDLESBORO  CITY  HALL 

.01 

.09 

.10 

.05 

.17 

.13 

.02 

.01 

.01 

.03 

.02 

.07 

.01 

.72 

MILLERSBURG 

.05 

.18 

.19 

.12 

.03 

.02 

.02 

.61 

MOREHEAD  STA  TEACH  COL 

.01 

.03 

.10 

.12 

.03 

.11 

.10 

.50 

MUNFORDVILLE 

_ 

_ 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

OLIVE  HILL 

.02 

.13 

.15 

.01 

.02 

.33 

OWENSBORO  DAM  46 

.01 

.01 

.01 

.01 

.04 

PIKEVILLE 

.02 

.01 

.01 

.02 

.03 

.02 

.02 

.02 

.01 

.16 

RAYWICK 

.03 

.01 

.03 

.07 

.05 

.06 

.01 

.06 

.32 

RUMSEY  LOCK  2 

.01 

.01 

.02 

SADIEVILLE  WATER  WORKS 

.05 

.16 

.14 

.05 

.03 

.06 

.01 

.02 

.02 

.08 

.62 

SALYERSVILLE 

// 

.02 

.04 

.11 

.05 

.02 

.24 

SMITHFIELD  4  S 

.12 

.06 

.02 

.05 

.02 

.15 

.08 

.05 

.02 

.01 

.58 

SOMERSET  HIWAY  DEPT 

.24 

.19 

.06 

.01 

.50 

STEARNS 

.13 

.03 

.16 

TATHAM  SPRINGS 

.07 

.01 

.01 

.02 

.01 

.03 

.05 

* 

* 

.10 

.30 

TOMPKINSVILLE 

.01 

.02 

.03 

// 

.01 

.01 

.02 

.02 

.06 

WOLF  CREEK  DAM 

.02 

.06 

.01 

.04 

.13 

WOODBURY  LOCK  4 

.02 

.02 

.01 

.05 

-4th- 

FORDS  FERRY  DAM  50 
KENTUCKY  DAM 

.01 

.02 

.01 

.01 
.03 
.02 
.02 

MIDDLESBORO  CITY  HALL 

.01 

.01 

.02 

CNIONTOWN  DAM  49 

// 

-5th- 

ADDISON  DAM  45 
BARBOURVILLE  WATER  WKS 

// 

.67 

.21 

.17 

.42 

.52 

.33 
.01 

.01 

.60 

.10 

.02 

.05 

.03 
.02 

.01 

.10 

.01 
.06 
.02 
.04 
.12 

.04 
.02 
.68 
.02 

.08 
.05 
.03 

.06 
.05 
.17 

3.15 

.37 

.14 

1.89 

3.66 

BAXTER  HARLAN  WATER  WKS 
BEREA  COLLEGE 
BOWLING  GREEN  WB  AP 

.59 

.10 

.53 

.27 

.14 

.02 

.03 

.21 

.19 

.02 
.09 

.04 
.03 

.47 
.11 

.24 
.12 

.13 
.04 

.07 
.07 

CARROLLTON  £OCK  1 

// 

.01 

.47 

.21 

.25 

.41 

.30 

.10 

.16 

.31 

.29 

.10 

.02 

.23 

.08 

.05 

.09 

.13 

3.21 

CENTRAL  CITY  1  E 

.45 

.15 

.13 

.37 

.32 

.26 

.16 

.66 

.13 

.03 

.02 

.02 

.01 

.01 

2.72 
1.80 

CLINTON 

.39 

.09 

.09 

.08 

.44 

.24 

.10 

.22 

.09 

.03 

.01 

CONSTANT INE 

CORBIN 

DAVELLA 

EDMONTON 

FLEMINGSBURG  POST  OFF 

6 

' 

' 

■ 

.01 

.01 
.17 

.01 
.22 

.01 

.02 

.05 

.01 
.20 

.01 
.62 

.07 

.10 
.25 

.04 

.02 

.13 

.10 

.09 

1T39 
.04 

.05 
2.03 

.04 

.19 

.23 

.12 

.10 

.05 

.08 

.48 

.13 

1.42 
1.89 

FORDS  FERRY  DAM  50 

.64 

.20 

.12 

.13 

.10 

.20 

.16 

.18 

.09 

.05 

.01 

.01 

FRANKLIN  WATER  WORKS 

.08 

.72 

.70 

.13 

.20 

.06 

.06 

.02 

.38 

.12 

.05 

.10 

.15 

.01 

.02 

.16 

.04 

3.00 

GEST  LOCK  3 

.10 

.17 

.24 

.20 

.37 

.06 

.08 

.08 

.50 

.20 

.03 

.26 

.10 

.07 

.11 

.16 

.0: 

2.76 

GODUAN  AFBU  FT  KNOX 
HALEYS  MILL 
HEIDELBERG  LOCK  14 

6 

// 

* 

* 

* 

.23 

.26 

.30 
.28 

.95 

.26 

.47 

.26 

.09 

.03 

.95 
.69 

.07 

* 

.01 

.03 

1.37 

.08 

.05 

.07 

.01 
.04 

.12 

.30 
.01 
.39 

2.70 

.75 

3.67 

HERNDON 

HODGENVILLE  NAT  PARK 

.27 

1.01 

.56 

.65 

.33 

.05 

.08 

.03 

.55 

.13 

.01 

.87 

.59 

.71 

.28 

.47 

.06 

.17 

.68 

.73 

.54 

.08 

.10 

.08 

.05 

.05 

.20 

.06 

5.72 
2.45 
2.07 
1.69 

KENTUCKY  DAM 
LEXINGTON  WB  AIRPORT 

// 
// 
// 

.74 

.24 

.20 

.09 

.43 

.10 

138 

.21 
.45 

.10 
.04 

.01 

.04 

.02 

.01 
.11 

.02 
.05 

.06 
.34 

.27 
.08 

.38 
.54 

.04 

.16 

.13 
.08 

.15 
.17 

.12 
.16 

LIBERTY 

LITTLE  HICKMAN  LOCK  8 

.02 

.02 

.06 
.05 

.13 
.35 

.10   .27 
.10   .06 

.14 
.02 

.16 
.40 

.07 
.10 

.23 
.18 

1.20 
1.26 

LOGLICK   1  S 

ni 

C\R 

09 

01 

.03 

.10 

.66 

.28 

1.24 

LONDON  POST  OFFICE 

LOUISVILLE  BOWMAN  FLD 

LOUISVILLE  STAN  W  B  AP 

LOUISVILLE  WB  CITY 

LUCAS 

MAYSVILLE  DAM  33 

MC  KINNEYSBURG 

.27 

.43 
.33 
.01 

.15 
.12 
.1] 
.08 

.30 
.24 
.22 
.01 

.37 
.57 
.2S 

.7f 

.36 
.2S 

!oi 

.09 
.04 
.09 
.12 

.16   .75   .41 
.23   .52   .39 
.12   .18   .57 
.08   .26  1.12 

.26   !06  .11 
.16   .05   .12 
.12   .05   .12 
.22   .01   .12 

.13   .06 
.14   .02 
.16 

.03 

.06 
.08 
.01 
.03 

.18 
.19 
.10 
.20 

.07 
.03 
.01 

3.79 
3.58 
2.77 
3.13 

// 

.01 
.09 

.OS 
.1£ 

.01 

.09   .13   .92 

.01   .06 
.09   .91   .23 

.10   .13 
.23   .16 

.09 
.02 

.08 
.39 

.03 
.16 
.07 

.35 
.05 

:io 

.96 

2.07 

.17 

MIDDLESBORO  CITY  HALL 
MILLERSBURG 

.03   .41 

.15 

.01   .21   .02 

(19 

.14   .17 
.02   0! 

.36 
.03 

.52 
.0] 

.09 
.18 

.16 
.24 

2.27 
.52 

MOREHEAD  STA  TEACH  COL 

MUNFORDVILLE 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

" 

" 

" 

" 

~ 

" 

.01 

.03 

.W 

.02 

.17 

.27 

OLIVE  HILL 
OWENSBORO  DAM  46 

.7'! 

.23 

.3] 

.37   .35 

.07   .28  1.09 

.21   .02   .01 

.02 

3.70 
1  91 

PADUCAH  SCS  NURSERY 
RAYWICK 
RUMSEY  LOCK  2 
SADIEVILLE  WATER  WORKS 
SMITHFIELD  4  S 

.64 

.12   .06   .OS 
.25   .78   .21 

.33   .12   .21 
.75   .53   .44 
.25   .26   .30 
.13 
.03   .22   .23 

.28   .04   .02 
.13   .45   .05 
.18   .93   .55 
.23        .14 
.27   .60   .31 

.05   .09   .25 
.04   .03   .01 
.08   .02   .10 
.19   .16   .58 

.38   .08   .15 

.01 

.03  1.02   .39 

.33   .11   .05 

*     .10   .12 

.15   .17   .06 

.15   .43   .04 
.22   .24   .04 
.08   .12   .68 

.10   .18   .01 

.12   .02   .18 
.10   .17   .01 
.27   .05   .20 

4.02 
3.80 
3.08 
3.86 
1.62 

SOMERSET  HIWAY  DEPT 

.01   .12   .12 

.08   .04   .19 

.42   .14   .22 

1.34 

STEARNS 

TATHAM  SPRINGS 
TOMPKINSVILLE 

.66   .74   .33 

.02   .34   .09 
.20 

.10   .17 
.07   .16   .K 

.43   .06   .32 
.26   .09   .37 

.12   .06   .15 
.08   .04   .11 

.17   .10   .02 
.14   .07   .04 

3.88 
1.73 

UNIONTOWN  DAM  49 

// 

.01   .02   .3: 

.12  .09  .o: 

.08   .03   .11 

.11   .13   .04 

.03 

.10   .30   .22 

.14   .23   .2C 

.03   .24   .18 

i;64 

WOLF  CREEK  DAM 
WOODBURY  LOCK  4 

.01 

.7-! 

.30   .12   .IC 

.38   .05   .02 

.49   .17   .07 

!o5  .07  .o: 

.01   .04 

.03 

.01 

2.69 

-6th- 

BARBOURVILLE  WATER  WKS 

.49   .34   .3 

.38   .25   .0 

1.79 
1.9' 

BAXTER  HARLAN  WATER  WKS 

.20   .38 

.27   .27   .3- 

.31   .16   .0 

.3: 

BEREA  COLLEGE 

.10   .19   .04 

.0' 

.0 

.0: 

CARROLLTON  LOCK  1 

/ 

CORBIN 
DAVELLA 

6 

* 

* 

.18 

•     *      .8 
.07   .10   .1' 

.22   .17   .« 

.03   .01   .01 

.01   .0 

.01 

1.15 
.01 

GEST  LOCK  3 

.01 

.9( 

HEIDELBERG  LOCK  14 

/ 

.34   .30   .2C 

.06 

.01 

ni    n-J 

.0^ 

HODGENVILLE  NAT  PARK 

.0 

n 

.1: 

LEXINGTON  WB  AIRPORT 

.10 

.Oi 

.1; 

LIBERTY 

/ 

.10   .02   .0 

.Ot 

LITTLE  HICKMAM  I^K  8 

/ 

.02   .06 

.37 

LOGLICK   1  S 

/ 

.19   .13   .0 

.9( 

LONDON  POST  OFFICE 

.52   .21   .1 

.04 

.0: 

LUCAS 

.0 

.0; 

MAYSVILLE  DAM  33 

/ 

* 

.05 

SEE  REFERENCE  NOTES  FOLLOWING  STATION  INDEX 
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STATION 

A.  M.  HOUR  ENDING 

P.  M. 

HOUR  E 

MDIK 
8 

G 

-1 
< 
»- 
0 

»- 

1 

e 

3 

T] 

5 

6 

^ 

8 

9 

10 

II   12 

1 

e 

3 

4 

s 

6 

7 

9 

10 

II 

12 

MC  KINNEYSBURO 

// 

.14   .08 

.01 

.32 
1.33 

IIIDDLKSBORO  CITY  HALL 

.03   .28   .30 

.26   .08   .38 

.19 

.03 

.01 

.2« 

UIIXERSBURG 

.17   .05 

.01 

.04 

.02 

.01 

1.07 

IIORKHKAD  STA  TKACH  COL 

.32   .33   .26 

.07   .01 

_   -   - 

" 

_ 

_ 

. 

_ 

MUIirORDVILLK 

_     .     - 

-     -     - 

" 

.03 

.01 

.91 

OLIVE  HILL 
PIKEVILLE 

.11   .29   .28 
.10 

.18   .01 

.10   .11   .12 

.  28   .  25   .  20 

.20 

01 

1.37 
.09 

SADIEVILLE  WATER  WORKS 

.09 

1.21 

SALYBRSVILLE 

// 

.08   .23 

.24   .38   .19 

.09 

.01 

.03 

SMITHriELD  4   S 

.01   .01 

.26 

SOMERSET  HIWAY  DKPT 

.13   .13 

.46 

STEARNS 

.16   .23   .07 

.03 

TATHAM  SPRINGS 

.01   .02 

.02 

TOMPKINSVILLE 

.01        .01 

.16 

WOLF  CREEK  DAM 

.14   .02 

-7th- 

ADDISON  DAM  45 

// 

.02 

_   _   - 

" 

.02 

LOKDON  POST  OFFICE 

-     -     - 

-     -     - 

-     -     - 

" 

.01 

IIORBHEAD  STA  TEACH  COL 

.01 

.06 

PIKEVILLE 

.05   .01 

-8th- 

HAZARD 

// 

- 

- 

. 

' 

-9th- 

ADDISON  DAM  45 

// 

.02   .02 

.01   .02 

.05 

.07 

.10 

.14 

.14 

.02 

.11 

.05 

.11 

.16 

.79 
.23 

BEREA  COLLEGE 

.02 

.16 

.09 

.08 

.06 

.07 

.05 

.53 

BOWLING  GREEN  WB  AP 

.02 

.08 

.07 

.06 

.05 

.28 

CARROLLTON  LOCK  1 

// 

.07 

.06 

.09 

.15 

.15 

.11 

.10 

.07 

.80 

CENTRAL  CITY  1  E 

.11  .11 

.15 

.15 

.12 

.10 

.05 

.09 

.88 

CLINTON 

- 

- 

CONSTANTINE 

-     -     - 

.     _     - 

_     -     - 

~ 

" 

* 

t 

* 

• 

» 

» 

.04 

CORBIN 

6 

.01 

.05 

.04 

.07 

.08 

.05 

.30 

EDMONTON 

.08   .09 

.06 

.08 

.09 

.09 

.06 

.09 

.09 

.05 

.01 

.79 

FORD  FERRY  DAM  50 

.01 

.23 

.10 

.10 

.06 

.12 

.05 

.67 

FRANKLIN  WATER  WORKS 

.07 

.03 

.08 

.07 

.07 

.32 

GEST  LOCK  3 

, 

, 

* 

.04 

GODMAN  AFBU  FT  KNOX 

6 

.01   .01 

.03 

.07 

.12 

.16 

.13 

.11 

.10 

.06 

.80 

HALEYS  MILL 

.01 

.01 

HAZARD 

// 

.01 

.01 

.02 

HEIDELBERG  LOCK  14 

// 

.08 

.07 

.10 

.14 

.13 

.08 

.02 

.03 

.75 

HERNDON 

.10 

.06 

.12 

.07 

.09 

.06 

.50 

HODGENVILLE  NAT  PARK 

.04 

.08   .14   .11 

.06 

.09 

.11 

.12 

.06 

.01 

.82 

KENTUCKY  DAM 

.02 

.10 

.05 

.17 

LEXINGTON  WB  AIRPORT 

.01 

.05 

.06 

.05 

.17 

LIBERTY 

// 

.04 

.06 

.10 

LITTLE  HICKMAN  LOCK  8 

// 

.02 

.11 

.13 

LOGLICK   1  S 

// 

.03 

.04 

.04 

.09 

.07 

.06 

.33 

LOUISVILLE  BOWMAN  FLD 

.07 

.04 

.06 

.07 

.06 

.09 

.42 

LOUISVItLE  STAN  W  B  AP 

.03 

.03   .03 

.02 

.04 

.07 

.07 

.08 

.12 

.46 

LOUISVILLE  WB  CITY 

.14 

.06 

.14 

.07 

.06 

.06 

.53 

LUCAS 

.04 

.08 

.12 

MC  KINNEYSBURG 

// 

.04 

.06 

.10 

MILLERSBURG 

_ 

_ 

_ 

_ 

- 

MUNFORDVILLE 

-     -     - 

-    -     - 

_     _     - 

' 

" 

.02 

.06   .09 

.08 

.18 

.13 

.12 

.09 

.01 

.78 

OWENSBORO  DAM  46 

.01   .03   .07 

.08 

.13   .10 

.07 

.09 

.07 

.03 

.01 

.69 

PADUCAH  SCS  NURSERY 

.09 

.05 

.10 

.09 

.04 

.37 

RAYWICK 

.01 

.09   .10 

.06 

.19 

.13 

.13 

.09 

.04 

.84 

RUMSEY  LOCK  2 

_ 

_ 

_ 

- 

- 

SADIEVILLE  WATER  WORKS 

_     _     - 

-     -     - 

-     -     - 

~ 

~ 

_     _     _ 

.10 

.05 

.07 

.09 

.07 

.38 

SMITHFIELD  4  S 

.07 

.03 

.13 

SOMERSET  HIWAY  DEPT 

.02 

.05 

.07 

STEARNS 

.02 

.07 

.08 

.08 

.08 

.33 

TATHAM  SPRINGS 

.08 

.06 

.03 

.08 

.04 

.29 

TOMPKINSVILLE 

.01   .11 

.04 

.07   .07 

.08 

.06 

.07 

.06 

.03 

.60 

UNIONTOWN  DAM  49 

// 

.11 

.04 

.03 

.18 

WOLF  CREEK  DAM 

.23 

.01 

.05 

.07 

.06 

.09 

.06 

.57 

WOODBURY  LOCK  4 

-10th- 

.09 

ADDISON  DAM  45 

// 

.06   .01   .01 

.01 

_ 

_ 

. 

BARBOURVILLE  WATER  WKS 
BAXTER  HARLAN  WATER  WKS 

.18   .12 

.05   .02   - 

.02   .09 

.05   .09   .19 

.03 

.07   .02 

.56 
.42 

BEREA  COLLEGE 

.03   .02   .01 

.02   .07   .08 

.10   .06   .01 

.01 

.01 

.12 

BOWLING  GREEN  WB  AP 

.06   .04   .02 

.12 

CARROLLTON  LOCK  1 

// 

.05   .04   .03 

.02 

CLINTON 

.01   .01 

_     -     - 

_ 

. 

_ 

_ 

_ 

_ 

- 

- 

- 

CONSTANTINE 

CORBIN 

DAVELLA 

6 

;  ;  ; 

i     »     '42 
.03 

.01   .03   .12 

.09 

*     .41 
.10   .04 

.42 
.27 

EDMONTON 
FLEMINGSBURG  POST  OFF 

.04   .05   .08 
.06   .01   .04 

.06   .04 

.05   .09   .06 

.04   .03 

.06 

.07 

.01   .02 

.54 
.01 

FORDS  FERRY  DAM  50 

.01 

.12 

FRANKI.IN  WATER  WORKS 

.05   .05   .02 

.17 

GEST  LOCK  3 

.03   .05   .04 

.04   .01 

GODMAN  AFBU  FT  KNOX 

6 

»     *     « 

»     •     .01 

.01 

HALEYS  MILL 
HAZARD 

// 

.01 

.01        .03 

.03   .04   .07 

.04   .11   .11 

.06 

.04   .0: 

.55 
.48 

HEIDELBERG  LOCK  14 

// 

.04   .02   .01 

.07   .02   .05 

.13   .07   .05 

.02 

.02 

HERNDON 

.02 

.16 

HODGENVILLE  NAT  PARK 
JENKINS  WATER  WORKS 

.05   .05  .04 

.01   .01 

.07   .0£ 

.10 

.08   .0' 

.05   .03 

.50 
.30 

LEXINGTON  WB  AIRPORT 

.05   .05   .0. 

.05   .06   .04 

.26 

LIBERTY 

// 

.03   .02   .0 

.05   .09   .0. 

.36 

LITTLE  HICKMAN  LOCK  8 

// 

.04   .07   .0( 

.02   .09   .0« 

.02 

.51 

LOGLICK   1  S 

// 

.04   .01   .0 

.06   .11   .1( 

.11   .06 

.15 

LOUISVILLE  BOWMAN  FLD 

.06   .06   .0 

.16 

LOUISVILLE  STAN  WB  AP 

.08   .05   .0 

.10 

LOUISVILLE  WB  CITY 

.04   .05   .0 



! 

SEE  REFERENCE  NOTES  FOLLOWING  STATION  INDEX 


KENTUCKY 
NOVEMBER  1948 


TABLE   4  -Continued 
HOURLY    PRECIPITATION 


A. 

M. 

HOUR  ENDING 

P.  M.  HOUR  ENDING 

-I 
< 

STATION 

1 

1 

^ 

3 

4 

5 

6 

7 

8 

9 

10 

H 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1— 

o 

1- 

LUCAS 

.09 

.09 

.06 

.04 

.28 

MAYSVILLE  DAM  33 

// 

.03 

.01 

.04 

.04 

.08 

.09   .05   .04 

.04 

.42 

SJC  KINNEYSBURG 

// 

.07 

.02 

.02 

.05 

.04 

.04 

.04 

.28 

UIDDLESBORO  CITY  HALL 

.10 

.10 

.02   .13   .15 

.07 

.04   .01 

.03 

MILLERSBURG 

.03 

.03 

.04 

.04 

.05 

.01 

.01   .04   .06 

.31 

HOREHEAD  STA  TEACH  COL 

.07 

.03 

.04 

.05 

.08 

.08 

.09   .10   .02 

.56 

MUNFORDVILLE 

_ 

_ 

-          -          - 

_    _    _ 

OLIVE  HILL 

.02 

.02 

.01 

.04 

.04 

.02 

.05   .12   .05 

.01 

.01   .01 

.02 

.42 

OWENSBORO  DAM  46 

.03 

.04 

.07 

PADUCAH  SCS  NURSERY 

.01 

.01 

PIKEVILLE 

.05   .04   .04 

.10 

.07   .07 

.03   .02 

.42 

R.\YWICK 

.06 

.07 

.06 

.06 

.02 

.27 

RUMSEY  LOCK  2 

.01 

.01 

.01 

.02 

.01 

.06 

SADIEVILLE  WATER  WORKS 

_ 

_ 

_ 

-     _     _ 

_ 

_     _     _ 

-    _    _ 

_     _     _ 

_ 

SALYERSVILLE 

// 

T02 

To3 

.01 

.02   .06   .09 

.09 

.04   .01 

.01   .01 

.39 

SMITHFIELD  4  S 

.02 

.12 

.02 

.01 

.02 

.19 

SOMERSET  HIWAY  DEPT 

.02 

.05 

.06 

.09 

.10 

.07   .03 

.42 

STEARNS 

.13 

.01 

.03 

.06 

.05 

.14 

.10   .16   .02 

.70 

TATHAU  SPRINGS 

.03 

.07 

.05 

.03 

.02 

.02 

.22 

TOMPKINSVILLE 

.06 

.05 

.08 

.06 

.05 

.01 

.31 

WOLF  CREEK  DAM 

.01 

.04 

.04 

.  .07 

.09 

.07 

.32 

WOODBURY  LOCK  4 

.04 

.03 

.07 

-12th- 

BARBOURVILLE  WATER  WKS 

.01 

.01 

BOWLING  GREEN  WB  AP 

.01 

.01 

.01 

.03 

CARHOLLTON  LOCK  1 

// 

.01   .04 

.02 

.01 

.04 

.12 

CLINTON 

.01 

.01 

.05 

.01   .01 

.09 

CORBIN 

6 

* 

«     *     * 

»    t 

.04 

EDMONTON 

.02 

.02 

FORDS  FERRY  DAM  50 

.01 

.02   .03 

.06 

FRANKLIN  WATER  WORKS 

.02 

.02   .02 

.06 

GEST  LOCK  3 

.03 

.03 

.06 

GODMAN  AFBU  FT  KNOX 

6 

* 

*     *     • 

* 

*     .07 

* 

*     *     * 

*     « 

.03 

KENTUCKY  DAM 

.03 

.02 

.05 

LEXINGTON  WB  AIRPORT 

.01 

.01 

.01 

.03 

LIBERTY 

// 

.01 

.01 

LOUISVILLE  BOWMAN  FLD 

.01   .02 

.01 

.02 

.01 

.07 

LOUISVILLE  STAN  W  B  AP 

.03 

.03   .02 

.02 

.01   .02 

.13 

LOUISVILLE  WB  CITY 

.02   .03 

.02 

.03 

.10 

LUCAS 

.03 

.03 

MC  KINNEYSBURG 

// 

.04   .01 

.05 

MOREHEAD  STA  TEACH  COL 

.02   .01 

.02 

.05 

MUNFORDVILLE 

_ 

_ 

_ 

_ 

_ 

_ 

_     _     _ 

_ 

_ 

_    _    . 

_     _     _ 

_ 

OWENSBORO  DAM  46 

_ 

_ 

_ 

_ 

_ 

_ 

_     _     - 

_ 

_ 

_     _     _ 

_    -    _ 

_     _     _ 

. 

PABDCAH  SCS  NURSERY 

.01 

.02   .01   .01 

.05 

PIKEVILLE 

.01 

.01 

.02 

RAYWICK 

.01 

.01 

.02 

RUMSEY  LOCK  2 

.01 

.01 

SADIEVILLE  WATER  WORKS 

_ 

_ 

_ 

_ 

_ 

_     _     . 

_ 

_ 

_     _     _ 

_    -    _ 

_     -     _ 

_ 

_ 

SMITHFIELD  4  S 

.01   .03 

.03     '   .01 

.01 

.04 

.13 

SOMERSET  HIWAY  DEPT 

.01 

.01 

.02 

STEARNS 

.02 

.02 

TATHAM  SPRINGS 

.01. 

.01 

.02 

TOMPKINSVILLE 

.01 

.01 

.02 

WOLF  CREEK  DAM 

.01 

.01 

WOODBURY  LOCK  4 

.01 

.01 

.01 

.01 

.04 

-13th- 

BARBOURVILLE  VaTER  WKS 

.02 

.04 

.01 

.01   .01 

.09 

BAXTER  HARLAN  WATER  WKS 

.03 

.06 

.01        .01 

.11 

BEREA  COLLEGE 

.01 

.05 

.06 

BOWLING  GREEN  WB  AP 

.01 

.01 

CARHOLLTON  LOCK  1 

// 

.02 

.02 

CORBIN 

6 

* 

* 

• 

.08 

DAVELLA 

.03 

.03 

.02 

.08 

EDMONTON 

.04 

.01 

.05 

FLEMINGSBURG  POST  OFF 

.02 

.01 

.03 

GEST  LOCK. 3 

.03 

.01 

.01 

.05 

GODMAN  AFBU  FT  KNOX 

6 

» 

• 

.01 

HAZAKD 

// 

.02 

.01 

.01 

.02 

.06 

// 

.01 

.02 

.03 

JENKINS  WATER  WORKS 

.04 

.02 

.01 

.02 

.09 

LEXINGTON  WB  AIRPORT 

.02 

.02 

LIBERTY 

// 

.03 

.02 

.01 

.01 

.07 

LITTLE  HICKMAN  LOCK  8 

// 

.01 

.01 

.02 

LOUISVILLE  BOWMAN  FLD 

.01 

.01 

.02 

LOUISVILLE  STAN  WB  AP 

.01 

.01 

MAYSVILLE  DAM  33 

// 

.01 

.02 

.03 

MC  KINNEYSBURG 

// 

.01 

.01 

.02 

■%% 

MIDDLESBORO  CITY  HALL 

.05 

.01 

.02 

.01 

MILLERSBURG 

.01 

.01 

.02 

MOREHEAD  STA  TEACH  COL 

.01 

.02 

.02 

.05 

OLIVE  HILL 

.01   .04 

.05 

PIKEVILLE 

.01 

.02 

.03 

RAYWICK 

.03 

.03 

SADIEVILLE  WATER  WORKS 

_ 

_ 

_ 

_ 

_ 

_     _     _ 

_ 

_ 

_     _     _ 

_    _    _ 

-         -         - 

- 

- 

SALYERSVILLE 

// 

.05 

.01 

.01 

.07 

SMITHFIELD  4  S 

.04 

.01 

.05 

SOMERSET  HIWAY  DEPT 

.01 

.01 

.01 

.01 

.04 

STEARNS 

.01 

.01   .01 

.03 

TATHAM  SPRINGS 

.02 

.02 

TOMPKINSVILLE 

.03 

.02 

.05 

UNIONTOWN  DAM  49 

// 

.01 

.01 

.02   .01 

.03 

.08 

WOLF  CREEK  DAM 

.01 

.01 

.01 

.01 

.04 

WOODBURY  LOCK  4 

.01 

-16th- 

.01 

ADDISON  DAM  45 

// 

.15 

.08 

.12   .29 

.17   .09 

.90 

BARBOURVILLE  WATER  WKS 

.03 

.01 

.04 

SEE  REFERENCE  NOTES  FOLLOWING  STATION  INDEX 


STATION 


lAXTKR   HARLAN   WATER   WIS 

lOWLING   GREEN    WB   AP 

■ARROLLTON   LOCK    1 

■KNTRAL   CITY    1    E 

■LINTON 

«NSTANTINE 

:ORBIN 

lAVELLA 

[DMONTON 

"LEIIINGSBURG  POST  OFF 

•ORDS   FERRY   DAM   50 

FRANKLIN   WATER   WORKS 

iEST   LOCK    3 

lODMAN  AFBl)  FT  KNOX 

lALBYS  HILL 

UZARO 

lEIDELBBRG  LOCK  14 

lERNDON 

lODGENVILLE  NAT  PARK 

rENKINS  WATER  WORKS 

CENTUCKY  DAM 

^XINGTON  WB  AIRPORT 

.IBERTY 

-OGLICK   1  S 

.OUISVILLE  BOWMAN  FLD 

.OUISVILLE  STAN  W  B  AP 

.OUISVILLE  WB  CITY 

.UCAS 

lAYSVILLE  BAM   33 

IC   KIOTfEYSBURG 

JIDDLESBORO  CITY  HALL 

ilLLERSBURG 

FOREHEAD   STA  TEACH  COL 

nmFORDVILLE 

JLIVE   HILL 

5WENSB0R0  DAM  46 

'ADUCAH  SCS  NTJHSERY 

?IKEVILLE 

UYWICK 

RUMSEY  LOCK  2 

3ADIEVILLE  WATER  WORKS 

3ALYERSVILLE 

SMITHFIELD  4  S 

SOMERSET  HIWAY  DEPT 

STEARNS 

rATHAM  SPRINGS 

rOMPKINSVILLE 

UNIONTOVra  DAM  49 

WOLF  CREEK  DAM 

WOODBURY  LOCK  4 


BARBOURVILLE  WATER  WKS 

BAXTER  HARLAN  WATER  WKS 

CORBIN 

DAVELLA 

HAZARD 

HEIDELBERG  LOCK  14 

JENKINS  WATER  WORKS 

MIDDLESBORO  CITY  HALL 

PIKEVILLE 

SADIEVILLE  WATER  WORKS 

SOMERSET  HIWAY  DEPT 


ADDISON  DAM  45 

BOWLING  GREEN  WB  AP 

CARROLLTON  LOCK  1 

CENTRAL  CITY  1  E 

CLINTON 

CONSTANTINE 

EDMONTON 

FLEMINGSBURG  POST  OFF 

FORDS  FERRY   DAM  50 

FRANKLIN  WATER  WORKS 

GEST  LOCK  3 

GODMAN  AFBU  FT  KNOX 

HALETS  MILL 

HERNDON 

HODGENVILLE  NAT  PARK 

KENTUCKY  DAM 

LEXINGTON  WB  AIRPORT 

LIBERTY 

LOUISVILLE  BOWHAH  FLD 

LOUISVILLE  STAN  W  B  AP 

LOUISVILLE  WB  CITY 

LUCAS 

MAYSVILLE  DAM  33 

MC  KINNEYSBURG 

MILLERSBURG 

MOREHEAD  STA  TEACH  COL 

MUNFORDVILLE 

OLIVE  HILL 

OWENSBORO  DAM  46 

PABUCAH  SCS  NURSERY 

RAYWICK 

RUMSEY  LOCK  2 

SADIEVILLE  WATER  WORKS 

SMITHFIELD  4  S 

STEARNS 

TATHAM  SPRINGS 


TABLE   4  —Continued 
HOURLY     PRECIPITATION 


KENTUCKY 
NOVEMBER  1048 


A.  M.    HOUR   ENDING 


,01       .12      .14 


.09      .07      .02 


.20      .30      .01 


.07      .08      .03 


.05      .02      .01 


,11      .05      .01 
,27      .03 


.03       .02       .03 


.01       .02       .02 
.06       .03 


.25      .33      .05 


.01      .01      .02 
,05      .12 


.02      .03 
.06      .05 


P.  M.    HOUR    ENDING 
9 


.02      .05      .02 


.01 
.01 

.01 
.03 

.03 

.05 

.02 

.01 
.02 

■17th- 


-18th- 


.25      .22 
.06      .16 


.13      .17      .36 

.01 

.08      .09      .01 


.01 
.01 

.01 
.02 

.02 
.03 

.01 
.04 

.01 

.02 
.02 

.01 

.05 

.01 

.01 

.01 

.01 

.03 
.02 

.04 

.01      .02      .01 


.16       .02       .07 


.20       .39       .27 


^?. 

.74 

.15 

.78 

.7.9 

1.05 

,07 

.02 

.12 

.18 

SEE  HBJEEENCE  NOTES  FOLLOWING  STATION  INDEX 
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TABLE   4 -Continued 
HOURLY    PRECIPITATION 


A. 

M. 

HOUR  ENDING 

P.  M.  HOUR  ENDING 

_l 

O 

1- 

STATION 



2 

3 

4 

5 

6 

7 

8 

9 

10 

" 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

TOHPKINSVILLE 
UNIONTOWN  DAM  49 
WOLF  CREEK  DAM 

// 

.07 

.13 

.15 

.03 
.17   .02   .07 

.01 

.20   .07   .04 

.01 
.05   .06   .04 
.01 
.39   .49   .71 

.05 
1.07 

.01 
2.95 

WOODBURY  LOCK  4 

.11   .16   .18 

.17   .38   .36 

- 

-19th- 

ADDISON  DAM  45 

// 

.40 

.91 

.07 

.02 

.01 

.01 

.01 

1.43 
.82 

1.05 
.68 
.81 
.38 

1.13 
.02 
.85 

BARBOURVILLB  WATER  WKS 

.33 

.10 

.07 

.05 

.04 

.02 

.01 

.06 

.08 

.02 

.04 

BAXTER  HARLAN  WATER  WKS 

.13 

.11 

.17 

.04 

.04 

.09 

.07 

!l8 

.04 

.01        .01 

.16 

BEREA  COLLEGE 

.03 

.11 

.08 

.03 

.02 

.03 

.07 

.06 

.08 

.09 

.05 

.02 

.0] 

BOVtXING  GREEN  WB  AP 

.21 

.20 

.13 

.19 

.07 

.01 

CARROLLTON  LOCK  1 

// 

.03 

.01 

.01 

.03 

.01 

.24   .05 

CENTRAL  CITY  1  E 

.93 

.11 

.06 

.03 

CLINTON 

.02 

CONSTANTINE 

.38 

.27 

.12 

.07 

.01 

CORBIN 

6 

« 

» 

» 

.65 

« 

* 

* 

* 

* 

.34 

* 

* 

* 

*     *     .12 

DAVELLA 

.06 

.04 

.03 

.02 

.30 

01    m 

EDMONTON 

.04 

.12 

.05 

.06 

.12 

.14 

.02 

[55 
.20 
.14 
.88 
.18 

FLEMINGSBtTRG  POST  OFF 

.01 

.02 

.02 

.03 

.05 

.06 

.01 

FORDS  FERRY  DAM  50 

.13 

.01 

FRANKLIN  WATER  WORKS 

.24 

.21 

.15 

.22 

.06 

GEST  LOCK  3 

.01 

.02 

.02 

.12   .01 

GODMAN  AFBU  FT  KNOX 

6 

* 

* 

• 

* 

» 

.51 

HALEYS  MILL 

.39 

.27 

.21 

.14 

.10 

.04 

.03 

.10 

.07 

.01 

.03 

.01 

1.40 

HAZARD 

// 

.16 

.03 

.05 

.06 

.01 

.01 

.06 

.01 

.01 

.01 

.05   .10 

09 

HEIDELBERG  LOCK  14 

// 

.01 

.11 

.17 

.02 

.01 

.04 

.02 

.01 

.06 

.05 

.08 

.01 

.02 

* 

lei 

HERNDON 

.36 

.12 

.06 

.54 
.43 

.52 

HODGENVILLE  NAT  PARK 

.01 

.05 

.11 

.14 

.09 

.01 

.01 

.01 

JENKINS  WATER  WORKS 

.01 

.01 

.17 

.08 

.09 

.05 

.02 

.01 

.02 

.02 

.01 

.03 

LEXINGTON  WB  AIRPORT 

.02 

.05 

.06 

.01 

.03 

.03 

.46 

LIBERTY 

// 

.06 

.06 

.02 

.06 

.15 

.04 

.01 

.02 

.06 

.07 

.04 

.01 

.18   .01 

.79 

LITTLE  HICKMAN  LOCK  8 

// 

.04 

.05 

.08 

.02 

.02 

.07 

.03 

.09 

.01 

.01 

.18 

.01 

.61 

LOGLICK   1  S 

// 

.01 

.03 

.01 

.03 

.02 

.02 

.07 

.02 

.06 

.01 

.28 

LOUISVILLE  BOWMAN  FLD 

.08 

.03 

.08 

.03 

.04 

.02 

.01 

.07 

.05 

.41 

LOUISVILLE  STAN  WB  AP 

.15 

.04 

.10 

.05 

.02 

.15 

.51 

LOUISVILLE  WB  CITY 

.15 

.05 

.12 

.03 

.01 

.02 

.05 

.43 

LUCAS 

.12 

.12 

.13 

.14 

.16 

.01 

.01 

.69 

MAYSVILLE  DAM  33 

// 

.02 

.01 

.01 

.01 

.04   .01 

.06   .03 

.19 

MC  KINKEYSBURG 

// 

.05 

.01 

.01 

.01 

.01 

.01 

.02 

.05 

.28   .06 

.51 

MIDDLESBORO  CITY  HALL 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_     _     _ 

HILLERSBURG 

.01 

.01 

.02 

.01 

.02 

.01 

.10 

.02 

T07 

.16   .01 

.44 

MOREHEAD  STA  TEACH  COL 

.01 

.03 

.01 

.01 

.03 

.03 

.03 

.11 

.26 

MUUFORDVILLE 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

~ 

~ 

~ 

_     _    _ 

.    _    _ 

OLIVE  HILL 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

III 

III 

OWENSBORO  DAM  46 

.40 

.17 

.57 

PADUCAH  SCS  NURSERY 

.01 

.01 

PIKEVILLE 

.04 

.06 

.05 

.04 

.01 

.02 

.01 

.07 

.04 

.34 

RAYWICK 

.03 

.04 

.07 

.10 

.01 

.25 

RUMSEY  LOCK  2 

.37 

.09 

.02 

.01 

.49 

SADIEVILLE  WATER  WORKS 

.05 

.01 

.07   .27 

.40 

SALYERSVILLE 

// 

.19 

.01 

.01 

.02 

.03 

.04 

.03   .01 

.01   .05 

.40 

SMITHFIELD  4  S 

.01 

.01 

.02 

.02 

.01 

.21 

.28 

SOMERSET  HIWAY  DEPT 

.32 

.09 

.05 

.03 

.03 

.10 

.07 

.12 

.10 

.04 

.05 

.01 

1.01 

STEARNS 

.56 

.11 

.09 

.03 

.10 

.06 

.09 

.09 

.03 

.08 

.14 

.02 

1.40 

TATHAM  SPRINGS 

.02 

.01 

.04 

.08 

.05 

.02 

.22 

TOHPKINSVILLE 

.10 

.15 

.06 

.06 

.11 

.20 

.01 

.01 

.01 

.71 

UNIONTOWN  DAM  49 

// 

.20 

.01 

.21 

WOLF  CREEK  DAM 

.31 

.06 

.03 

.03 

.08 

.08 

.09 

.08 

.10 

.09 

.04 

.01 

1.00 

WOODBURY  LOCK 

.40 

.25 

.14 

.06 

.85 

_ 

-21st- 

CLINTON 

.02   .02 

.04 

CORBIN 

6 

* 

*     *     * 

*     *     .02 

HALEYS  MILL 

.01 

.01 

.04 

.06 

HERNDON 

.02 

.02 

KENTUCKY  DAM 

.03 

.03 

LOUISA  LOCK  3 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_     _     _ 

_     _     _ 

MOREHEAD  STATE  TEACH  COL 

.01 

.01 

OLIVE  HILL 

_ 

_ 

_ 

. 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_     _     _ 

_     _     _ 

PADUCAH  SCS  NURSERY 

.07 

.07 

SADIEVILLE  WATER  WORKS 

_ 

_ 

_ 

_ 

_ 

_ 

. 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_     _     _ 

_     _     _ 

STEARNS 

.01   .01 

.02 

- 

-22d- 

BARBOURVILLE  WATER  WKS 

.01 

.02 

.02 

.01 

.01 

.03 

.02 

.07 

.04 

.02 

.02 

.01 

.02 

.30 

.01 

.04 

.01 

.01 

.02 

.04 

.01 

.02 

.01 

.01 

.01 

.19 

BEREA  COLLEGE 

.02 

.05 

.02 

.01 

.10 

.20 

BOWLING  GREEN  WB  AP 

.01 

.01 

CARROLLTON  LOCK  1 

// 

.01 

.01 

CENTRAL  CITY  1  E 

.06 

.02 

.01 

.02 

.11 

CONSTANTINE 

.04 

.04 

CORBIN 

6 

» 

* 

* 

* 

.16 

* 

• 

* 

* 

• 

.19 

DAVELLA 

.01 

.06 

.03 

.01 

.02 

.02 

.03 

.03 

.21 

EDMONTON 

.02 

.02 

.01 

.01 

.06 

FLEHINGSBURG  POST  OFF 

.01 

.02 

.03 

.06 

FORDS  FERRY  DAM  50 

.03 

.03 

.02 

.02 

GEST  LOCK  3 

.01 

.01 

.02 

GODMAN  AFBU  FT  KNOX 

6 

* 

» 

* 

.04 

HALEYS  MILL 

.07 

.03 

.10 

HAZARD 

// 

.02 

.02 

.06 

.05 

.08 

.09 

.04 

.02 

.01 

.02 

.41 

HEIDELBERG  LOCK  14 

// 

.05 

.08 

.08 

.12 

.06 

.01 

.40 

HERNDON 

.08 

.03 

.11 

HODGENVILLE  NAT  PARK 

.06 

.01 

.01 

.08 

JENKINS  WATER  WORKS 

.01 

.05 

.03 

.04 

.03 

.01 

.03 

.01 

.02 

.01 

.02 

.26 

LEXINGTON  WB  AIRPORT 

.02 

.01 

.01 

.01 

.02 

.04 

.01 

.12 

LIBERTY 

// 

.01 

.02 

.01 

.03 

.07 

LITTLE  HICKMAN  LOCK  8 

// 

.03 

.03 

.06 

LOGLICK   1  3 

// 

.01 

.04 

.03 

.05 

.13 

LOUISA  LOCK  3 

.01 

.02 

.02 

.04 

.98 

.02 

.19 

LOUISVILLE  BOWMAN  FLD 

.01 

.02 

.03 

LOUISVILLE  STAN  WB  AP 

.01 

.01 

.01 

1 

.03 

SEE  REFERENCE  NOTES  FOLLOWING  STATION  INDEX 


STATION 


LUCAS 

MAYSVILLK  DAH  33 

Me    KINNKYSBimC 

MIDDLKSDORO  CITY  HALL 

MILLKRSBURG 

MORKHKAD  STA  TRACK  COL 

mJOTORDVILLK 

OLIVK  HILL 

PIKKVILLE 

RAYWICK 

SADIKVILLE  WATKR  WORKS 

SALYERSVILLE 

SMITHFIKLD  4  S 

SOUKRSKT  HIWAY  DKPT 

STEARNS 

TATHAll   SPRINGS 

TOMPKINSVILLK 

UNIONTOWN  DAM  49 

WOLF  CREEK  DAH 

WOODBURY  LOCK  4 


ADDISON  DAM  45 

BARBOURVILLE  WATER  WKS 

BAXTER  HARLAN  WATER  WKS 

BEREA  COLLEGE 

BOWLING  GREEN  WB  AP 

CARROLLTON  LOCK  1 

CENTRAL  CITY  1  E 

CLINTON 

CONSTANTINE 

CORBIN 

DAVELLA 

EDMONTON 

FLEMINGSBURG  POST  OFF 

FORDS  FERRY  DAM  50 

FRANKLIN  WATER  WORKS 

GEST  LOCK  3 

GODMAN  AFBU  FT  KNOX 

HALEYS  MILL 

HAZARD 

HEIDELBERG  LOCK  14 

HERNDON 

HODGENVILLE  NAT  PARK 

JENKINS  WATER  WORKS 

KENTUCKY  DAM 

LEXINGTON  WB  AIRPORT 

LIBERTY 

LITTLE  HICKMAN  LOCK   8 

LOGLICK   1  S 

LOUISA  LOCK  3 

LOUISVILLE  BOWMAN  FLD 

LOUISVILLE  STAN  WB  AP 

LOUISVILLE  WB  CITY 

HAYSVILLE  DAM  33 

MC  KINNEYSBURG 

MIDDLESBORO  CITY  HALL 

MILLERSBURG 

MOREHEAD  STA  TEACH  COL 

MUNFORDVILLE 

OLIVE  HILL 

OWENSBORO  DAM  46 

PADUCAH  SCS  NURSERY 

PIKEVILLE 

RAYWICK 

RHMSEY  LOCK  2 

SADIEVILLE  WATER  WORKS 

SALYERSVILLE 

SMITHFIELD  4  S 

SOMERSET  HIWAY  DEPT 

STEARNS 

TATHAM  SPRINGS 

TOMPKINSVILLE 

UNIONTOWN  DAM  49 

WOLF  CREEK  DAM 

WOODBURY  LOCK  4 


BARBOURVILLE  WATER  WKS 

BAXTER  HARLAN  WATER  WKS 

BEREA  COLLEGE 

CARROLLTON  LOCK  1 

CENTRAL  CITY  1  E 

CLINTON 

CORBIN 

DAVELLA 

EDMONTON 

FLEMINGSBURG  POST  OFF 

HAZARD 

HEIDELBERG  LOCK  14 

JENKINS  WATER  WORKS 

LEXINGTON  WB  AIRPORT 

LIBERTY 

LITTLE  HICKMAN  LOCK  8 

LOGLICK   1  S 

LOUISA  LOCK  3 

LOUISVILLE  BOWMAN  FLD 

LUCAS 

MAYSVILLE   DAM   33 

MIDDLESBORO  CITY  HALL 

MILLERSBURG 

MOREHEAD  STA  TEACH  COL 


TABLE    4  —Continued 
HOURLY     PRECIPITATION 


KENTUCKY 
NOVEMBER  1»48 


A.  M.    HOUR    ENDING 

7 


.oa    .04 

.01      .02 


.03      .05      .07 

.04      .02 

.03      .01      .04 


.04      .01 

.11      .07 


.01      .03      .08 


P.  M.    HOUR    ENDING 

3       4    I    S    I   6       7    I    8  J9       10  I    II       12 


.02     .01 

.04 


-26th- 


.09 

.01 
.21 

.05 

.10 

.01 
.01 

.24 

.16 

.10      .05      .04 


.  •  .53 

.01 
.02 

.09      .01      .01 


15      .07      .01 


.02      .03      .12 


.03      .011 

.03 

.02      .01 


-27th 


.04      .03      .01 


.16      .06      .07 


.10      .03      .10 


.07      .08      .12 


.07      .06      .04 


.09 

.02 

.04 

.15 

.18 

.07 

.01 

.02 

.03 

.03 

.02 

.06 

.03 

.02 

.02 

.02 

.06 

.43 

.97 

.10 

.69 

O.T 

.72 

01 

.88 

.53 

.28 

.0£ 

.64 

.Ol| 

.62 

.14 

.13 

.02 

.01 

.01 

.02 

.02 

.08 

.64 

.30 

.08 

.07 

.19 

.02 

.60 

.09 

.03 

.51 

.01 

.01 

.07 

.06 

.07 

.06 

SEE  REFEBENCE  NOTES  FOLLOWIKG  STATION  INDEX 


^ 


KENTUCKY 
NOVEMBER   1948 


STATION 


OLIVE  HILL 

OWENSBORO  DAM  46 

PIKEVILLE 

RAYWICK 

RUMSEY  LOCK  2 

SADIEVILLE  WATER  WORKS 

SALYERSVILLE 

SMITHFIELD  4  S 

STEARNS 

TATHAM  SPRINGS 

TOMPKINSVILLE 

UNIONTOWN  DAM  49 

WOU  CREEK  DAM 

WOODBURY  LOCK  4 


ADDISON  DAM  45 

BARBOUR V I LLE  WATER  WKS 

BAXTER  HARLAN  WATER  WKS 

BEREA  COLLEGE 

BOWLING  GREEN  WB  AP 

CARP.OLLTON  LOCK  1 

CENTRAL  CITY  1  E 

CLINTON 

CONSTANTINE 

CORBIN 

DAVELLA 

EDMONTON 

FLEMINGSBURG  POST  OFF 

FORDS  FERRY  DAM  50 

FRANKLIN  WATER  WORKS 

GEST  LOCK  3 

GODMAN  AFBU  FT  KNOX 

HALEYS  MILL 

HAZARD 

IDELBERG  LOCK  14 
HERNDON 

HODGENVILLE  NAT  PARK 
JENKINS  WATER  WORKS 
KENTUCKY  DAM 
LEXINGTON  WB  AIRPORT 
LIBERTY 

LITTLE  HICKMAN  LOCK  8 
LOUISA  LOCK  3 
LOUISVILLE  BOWMAN  FLD 
LOUISVILLE  STAN  WB  AP 
LOUISVILLE  WB  CITY 
LUCAS 

MAYSVILLE  DAM  33 
MC  KINNEYSBURG 
MIDDLESBORO  CITY  HALL 
MILLERSBURG 
MOREHEAD  STA  TEACH  COL 
MUNFORDVILLE 
OLIVE  HILL 
OWENSBORO  DAM  46 
PADUCAH  SCS  NURSERY 
PIKEVILLE 
RAYWICK 
RUMSEY  LOCK  2 
SADIEVILLE  WATER  WORKS 
SALYERSVILLE 
SMITHFIELD   4  S 
SOMERSET  HIWAY  DEPT 
STEARNS 

TATHAM  SPRINGS 
TOMPKINSVILLE 
UNIONTOWN  DAM  49 
WOLF  CREEK  DAM 
WOODBURY  LOCK  4 


BARBOURVILLE  WATER  WKS 

BAXTER  HARLAN  WATER  WKS 

BEREA  COLLEGE 

BOWLING  GREEN  WB  AP 

CARROLLTON  LOCK  1 

CENTRAL  CITY   IE 

CLINTON 

CONSTANTINE 

CORBIN 

DAVELLA 

EDMONTON 

FLEMINGSBURG  POST  OFF 

FRANKLIN  WATER  WORKS 

GEST  LOCK  3 

HALEYS  MILL 

HAZARD 

HEIDELBERG  LOCK  14 

HERNDON 

HODGENVILLE  NAT  PARK 

JENKINS  WATER  WORKS 

LEXINGTON  WB  AIRPORT 

LIBERTY 

LITTLE  HICKMAN  LOCK  8 

LOGLICK   1  S 

LOUISA  LOCK  3 

LOUISVILLE  BOWMAN  FLD 

LOUISVILLE  STAN  W  B  AP 

LOUISVILLE  WB  CITY 

LUCAS 

MAYSVILLE  DAM  33 


TABLE    4 -Continued 
HOURLY    PRECIPITATION 


A.   M.    HOUR    ENDING 


.02      .01 
.02      .05 


.05      .13      .03 


.01      .01      .01 


01 

.01 

.03 

.03 

OR 

.0. 

.04 

.04 

02 

01 

02 

.0: 

.02 

.01 

01 

.o; 

.02 

.02 

P.   M.    HOUR    ENDING 


-28th- 


.02 

.02 

.02 

.09 

.01 

.02 

.14 
.0? 

.02 

.05 

.03 

.04 

.02 

.03 
.51 

.09 

.03 
.01 

.05 

.11 

.15 

.04 

.41 
.05 
.08 

.04 

.02 

.07 

.01 

.03 
.05 

.06 

.02 

.07 

.08 
.05 
.01 

C4 

.15 

01 

.03 

04 

.03 
.04 
.09 

14 

.09 
.01 

01 

.10 

15 

.10 

07 

.07 
.03 

03 

.05 

10 

.03 

01 

.06 
.02 

03 

.02 
.02 

10 

.12 
.02 

04 

.07 

.09  .07 
.02  .03 
.10      .10 


.03      .02      .1] 


.14      .13      .04 
.07      .07      .01 


.04      .03      .07 


.02      .06      .03 


-29th- 


.02      .01      .05 


SEB  RBFERBNCK  NOTES  FOLLOWING  STATION    INDEX 


.01      .01      .04 


.02      .03      .03 


.01      .03      .03 


.01      .02      .02 
.01      .01      .01 


.03  .04 

.03  .02 

.02  .12 

.01 

.04  .03      .02 


.03      .13      .09 


.08      .01      .03 


.04      .08      .05 


TABLE   4— Continued 
HOURLY     PRECIPITATION 


KLNtUCKY 
NOVEMBER  1948 


STATION 

A.  M.    HOUR   ENDING 

P. 

M. 

HOUR    ENDING 

^ 
1 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1 

2 

3 

4 

s 

6 

7 

8   9 

10 

II 

12 

HC  KimreYSBUHC 

// 

.01 

.04 

.04   .01 

.10 
.08 

mDDLKSBORO  CITY  HALL 

.11 

.11 

HORXHEAO  STA  TEACH  COL 
MUNFORDVILLE 

.01 
.08 

.04 

.03 

.05        .08 

.01   .03   .01 

.     .    1.50 
.02        .01 

.01 

2.07 
.37 
.14 

RAYWICK 

.04 

.03 

RUHSEY  LOCK  2 

.15 

SALYKRSVILLK 

// 

.01 

.03 

.02 

.05 

SMITHFIKLD   4  S 
SOMERSET  HIWAY  DKPT 

.02 

.02   .03 

.07   .03 

.18 
.16 

.Oi 

.08 

.14 

TATHAM  SPRINGS 

.03 

.07 

.OS 

TOMPKINSVILLE 

.01 

.09 

WOLF  CREEK  DAM 

.02 

.03 

.05 

LONDON  POST  OFFICE 

-30th- 

. 

. 

- 

DAILY 

Tl 

SW 

[PI 

:Ri 

in 

JR 

ES 

T«bleS 

Day  of  month                                                     | 

1 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

IS 

16 

17 

18 

19 

20 

21 

22 

23 

24 

2S 

26 

27 

28 

29 

30 

31 

ANCHORAGE 

MAX 

MIN 

60 
53 

60 
51 

60 
56 

76 
54 

64 
59 

62 
46 

52 
32 

61 
35 

65 
42 

52 
30 

60 
27 

47 
34 

47 
30 

55 
25 

59 
28 

59 
41 

50 
31 

60 
33 

59 
49 

50 
33 

56 
32 

50 
30 

47 
21 

45 
20 

57 
26 

49 
45 

49 
37 

45 
37 

38 
35 

43 
29 

54.6 
36.7 

ASHLAND  DAM  29 

MAX 
MIN 

62 
55 

75 
49 

70 
55 

75 

85 
46 

85 
52 

67 
43 

72 
32 

72 

36 

72 
38 

60 
28 

58 
34 

60 
47 

60 
27 

60 
31 

68 
31 

72 
42 

72 
28 

70 
48 

66 
48 

69 
32 

70 
37 

52 
35 

52 
29 

59 
27 

55 
32 

55 
46 

60 
39 

46 
39 

57 
36 

65.2 
39.3 

BEAVER  DAM 

MAX 
MIN 

64 
52 

63 
50 

63 
52 

76 
51 

72 
55 

60 
42 

64 
30 

70 
33 

67 
45 

54 
29 

65 
25 

50 
36 

55 
37 

24 

71 
27 

59 
43 

64 
29 

70 
35 

65 
44 

53 
36 

62 

57 
31 

49 
22 

48 
18 

63 
26 

56 
45 

55 
34 

49 
34 

42 
29 

55 
25 

60.2 
35.6 

BENHAM 

MAX 
HIN 

65 
50 

65 
43 

70 
55 

69 
55 

73 
53 

80 
53 

65 
38 

65 
32 

73 
32 

71 
37 

47 
25 

58 
25 

60 
34 

60 
28 

61 
27 

65 
29 

69 
32 

71 
32 

74 
44 

70 
41 

65 
37 

68 
30 

52 
42 

45 
39 

55 
26 

59 
36 

62 
46 

59 
37 

53 
39 

41 
29 

65.2 
37.5 

BKRKA  COLLEGE 

MAX 
MIN 

69 
54 

75 
47 

65 

54 

75 
55 

79 
53 

65 
47 

60 
39 

70 
36 

71 
47 

64 
34 

59 
31 

51 
35 

54 
32 

60 
27 

63 
41 

66 
45 

60 
41 

71 
36 

65 
58 

64 
42 

61 
37 

55 
44 

46 
28 

47 
28 

60 
30 

56 
45 

55 
46 

49 
38 

42 
33 

51 
30 

60.9 
40.4 

BOWLING  GREEN  WB  AP 

MAX 
MIN 

70 
56 

63 
57 

63 
58 

74 
57 

72 
53 

57 

46 

62 
37 

67 
36 

66 
40 

52 
35 

61 
30 

50 
40 

55 
32 

61 
30 

66 
36 

58 

44 

62 
35 

73 
35 

68 
46 

53 
35 

64 
31 

50 
32 

48 
28 

48 
25 

60 
28 

55 
47 

55 
45 

48 
34 

41 
32 

51 
30 

59.1 
39.0 

BDRGIN  DIX  DAM 

MAX 

MIN 

69 
53 

71 
54 

64 
54 

74 
59 

77 
63 

70 
48 

63 
40 

70 
37 

69 
43 

66 
36 

60 
30 

52 
35 

54 
47 

62 

64 
30 

65 
39 

62 
38 

69 
32 

50 

65 
46 

63 
33 

61 
44 

48 
29 

48 
27 

60 
31 

52 
46 

56 
47 

50 
40 

48 
38 

54 
33 

61.7 
41.0 

CAMPBKLLSVILLE 

MAX 
MIN 

70 
55 

66 
52 

64 
53 

75 
54 

74 
58 

63 
45 

63 
36 

69 
41 

69 
49 

65 
41 

61 
35 

50 

44 

53 
37 

61 
34 

68 
32 

63 
42 

63 
36 

70 
34 

68 
57 

58 
42 

31 

53 
41 

49 
27 

48 
23 

60 
28 

53 
45 

57 
43 

48 

42 
33 

44 
34 

60.3 
40.7 

CORBIN 

MAX 

MIN 

68 
54 

69 
46 

70 
55 

74 
52 

80 
54 

65 
50 

61 
37 

71 
34 

71 
45 

48 
30 

57 
26 

52 
31 

57 
30 

58 
27 

64 
38 

69 
36 

58 
35 

69 
31 

63 
47 

57 
42 

60 
36 

50 
42 

45 
36 

47 
27 

57 
27 

55 
42 

55 
45 

52 
41 

41 
35 

48 
29 

59.7 
38.7 

COVINGTON  WB  AIRPORT 

MAX 
MIN 

64 
54 

65 
51 

64 
56 

71 
57 

69 
55 

55 
47 

58 
40 

66 
40 

64 
48 

48 
33 

57 
30 

47 
41 

47 
30 

57 
27 

56 
35 

58 
44 

57 

65 
38 

65 
46 

46 
35 

56 
33 

50 
35 

45 
29 

45 
23 

56 
28 

53 
44 

52 
36 

43 

39 
35 

48 
35 

55.5 
39.3 

DANVILLE 

MAX 
MIN 

70 
58 

72 
50 

65 
55 

76 
56 

78 
60 

68 
47 

64 
40 

71 
35 

70 
48 

64 
34 

61 
30 

51 
37 

55 
41 

64 
28 

67 
39 

64 
43 

63 
38 

72 
35 

64 
46 

54 
44 

65 
33 

53 
42 

49 
27 

s 

60 
30 

51 
44 

59 
45 

48 

41 
33 

54 
34 

61.4 
40.5 

FARMERS 

MAX 
HIN 

64 
52 

73 
46 

72 
52 

73 
53 

85 
45 

81 
51 

60 
37 

71 
29 

72 
34 

70 
36 

59 
23 

57 
30 

55 
42 

60 
23 

59 
28 

67 

67 
34 

70 
26 

68 
44 

62 
46 

61 
26 

57 
37 

49 
27 

50 
26 

59 
22 

53 
29 

57 
45 

54 
34 

46 
35 

50 
35 

62.7 
35.8 

FORDS  FERRY  DAM  50 

MAX 
MIN 

64 
51 

65 
57 

64 
53 

78 
59 

74 
60 

63 
48 

61 
37 

67 
40 

66 
43 

53 
33 

63 
34 

55 
45 

54 
40 

64 
33 

70 
36 

62 
50 

60 

63 
42 

62 
44 

51 
39 

62 
34 

56 
37 

45 
28 

51 
26 

64 
38 

60 
50 

52 
36 

48 
35 

46 
32 

53 
30 

59.9 
40.8 

FRANKFORT  LOCK  4 

MAX 
MIN 

68 
57 

69 
49 

65 
57 

75 
58 

73 
63 

67 
49 

63 
40 

69 

70 

40 

68 
34 

59 
27 

58 
34 

56 
47 

65 
27 

64 
30 

62 
34 

62 
38 

29 

67 
53 

66 
45 

60 
29 

57 
43 

48 
27 

49 
26 

60 
25 

57 
42 

57 
42 

54 
39 

45 
35 

53 
36 

61.8 
39.6 

GREENSBURG 

MAX 

MIN 

69 

58 

66 
52 

64 
57 

75 
54 

72 
60 

64 
45 

61 
35 

70 
33 

71 
44 

62 
35 

60 
26 

57 
35 

54 
45 

63 
27 

66 
31 

64 
38 

61 
35 

71 
31 

69 
59 

60 
44 

62 
29 

54 
43 

48 
26 

48 
24 

61 
25 

58 
42 

55 
45 

54 
34 

42 
37 

52 
33 

63.2 
40.8 

GREENVILLE   2  W 

MAX 
MIN 

64 
54 

63 
54 

64 
55 

77 
55 

73 
58 

61 
46 

63 
34 

68 
37 

66 
43 

53 

34 

62 
29 

50 
41 

53 
43 

65 
28 

68 
35 

60 
48 

62 
33 

68 
37 

64 
51 

53 
40 

62 
30 

58 
40 

46 
25 

48 
22 

63 
29 

60 
51 

56 
39 

50 
38 

42 
32 

53 
28 

59.8 

HEADQUARTERS 

MAX 

HIN 

61 
45 

52 
44 

52 
44 

62 
45 

67 
45 

60 
50 

52 
43 

56 
32 

64 
46 

42 
32 

48 
32 

44 
42 

40 

56 
28 

44 
34 

58 
52 

51 
46 

56 
44 

59 
47 

45 
42 

44 
32 

44 
38 

37 

40 
32 

53 
34 

44 
38 

50 
35 

53 
48 

38 
34 

41 
32 

50.4 

HEIDELBERG  LOCK  14 

MAX 
MIN 

69 
55 

73 
49 

65 
54 

75 
52 

82 
46 

80 
52 

60 
39 

72 
30 

72 
35 

65 
40 

56 
24 

52 
30 

56 
43 

59 
25 

63 
29 

68 
31 

62 
41 

69 
27 

64 
47 

61 
46 

60 
28 

50 
42 

50 
32 

49 
28 

59 
25 

56 
29 

58 
46 

49 
37 

48 
37 

51 
35 

61.8 
37.8 

HENDERSON   4  SW 

MAX 

HIN 

62 
52 

63 
55 

64 
55 

76 
56 

72 
59 

63 
47 

62 
37 

66 
38 

64 
38 

52 
32 

62 
31 

56 
42 

53 
38 

65 
29 

68 
32 

61 

46 

62 
34 

64 
40 

62 
47 

51 
39 

60 
33 

54 
39 

45 
26 

47 
23 

62 
33 

55 
50 

55 
33 

46 
38 

48 
33 

30 

59.1 
39.5 

HINDMAN  SETTLEMENT  SCH 

MAX 
MIN 

59 
48 

67 
43 

74 
45 

66 
50 

74 
42 

85 
51 

62 
39 

60 

71 
32 

73 
44 

44 
23 

55 
26 

^^ 

55 
25 

56 
27 

60 
28 

71 
33 

58 
27 

71 
32 

63 
42 

55 
28 

58 
32 

51 
39 

45 
32 

47 
25 

55 
26 

61 
36 

55 
36 

50 
38 

40 
36 

60.0 
35.2 

HOPKINSVILLE   2  E 

MAX 
HIN 

70 
45 

62 
46 

64 
50 

75 
52 

70 

55 

56 
42 

67 
31 

69 
36 

67 
49 

55 
32 

25 

63 
36 

56 
40 

65 
28 

70 
38 

63 
43 

65 
30 

68 
38 

63 
48 

57 
37 

55 
29 

62 
29 

49 
25 

45 
22 

65 
25 

57 

56 
36 

48 
28 

48 
29 

52 
24 

60.8 
36.2 

IRVINGTON 

MAX 

MIN 

68 
58 

61 
55 

64 
58 

75 
56 

72 
58 

58 
47 

65 
39 

68 
36 

65 
50 

52 
33 

62 
30 

49 
39 

55 
37 

63 
29 

67 
33 

58 
49 

61 
35 

68 
41 

66 
49 

49 
40 

61 
35 

54 
34 

47 
25 

48 
23 

61 
31 

55 
50 

54 
35 

48 
38 

40 
34 

54 
31 

58.9 
40.3 

LEITCHFIELD 

MAX 
MIN 

66 
53 

63 
53 

62 
56 

73 
54 

70 
58 

60 
44 

60 
30 

67 
38 

67 
48 

65 
33 

59 
29 

48 
40 

51 
42 

63 
29 

66 
33 

64 
45 

60 
34 

70 
44 

67 
54 

56 
39 

61 
32 

54 
37 

45 
25 

45 
24 

59 
30 

55 
48 

54 
36 

50 
36 

40 
31 

51 
30 

59.0 
39.5 

LEXINGTON  WB  AIRPORT 

MAX 
MIN 

66 
54 

68 
52 

65 
55 

72 
56 

75 
54 

54 
46 

60 
39 

68 
40 

66 
48 

49 
33 

57 
30 

49 
40 

50 
30 

58 
29 

61 
34 

60 
44 

59 
36 

66 
38 

64 
45 

49 
36 

59 
34 

50 
33 

44 
27 

45 
24 

57 
28 

49 
44 

52 
42 

46 
37 

40 
32 

49 
32 

56.8 

SEE  REFERENCE  NOTES  FOLLOWING  STATION  INDEX 


Table  5-Continuod 


DAILY  TEMPERATURES 


KENTUCKY 
NOVEMBER  1948 


flail 

Vilt 


Day  of  month 

1 

station 

1 

2 

3 

4 

T 

6 

7 

8 

9 

10 

a 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

s 

LOniSVILLE  STAN  WB  AP 

MAX 

68 

67 

66 

75 

73 

56 

62 

68 

68 

50 

60 

50 

50 

62 

66 

60 

61 

69 

69 

49 

59 

50 

46 

44 

60 

55 

53 

46 

40 

52 

58.5 

MIN 

56 

52 

57 

57 

56 

48 

41 

39 

40 

32 

30 

42 

32 

28 

36 

46 

40 

39 

45 

35 

34 

32 

27 

25 

30 

49 

34 

35 

32 

39.6 

LOUISVILLE  TO  CITY 

MAX 

65 

65 

65 

75 

73 

55 

61 

67 

68 

50 

59 

51 

49 

62 

64 

60 

60 

68 

68 

48 

58 

52 

44 

44 

60 

56 

54 

47 

40 

50 

57.9 

UIN 

56 

55 

58 

58 

55 

48 

43 

44 

37 

35 

36 

45 

37 

33 

40 

47 

41 

43 

45 

40 

37 

36 

32 

31 

34 

50 

40 

36 

36 

35 

42.1 

LOVELACEVILLE 

MAX 

73 

73 

67 

78 

80 

64 

65 

65 

65 

55 

64 

64 

54 

66 

70 

64 

63 

63 

58 

51 

63 

57 

52 

54 

66 

62 

56 

50 

40 

54 

61.9 

MIN 

51 

59' 

48 

54 

59 

48 

30 

33 

44 

33 

27 

42 

39 

28 

32 

47 

30 

42 

44 

43 

29 

38 

24 

23 

33 

53 

33 

35 

29 

25 

38.5 

MAMMOTH  CAVE  PARK 

MAX 

69 

62 

62 

74 

68 

60 

61 

68 

68 

56 

61 

50 

53 

62 

67 

60 

62 

72 

72 

68 

52 

63 

47 

47 

47 

61 

53 

55 

46 

40 

59.5 

MIN 

53 

55 

57 

56 

58 

45 

33 

35 

46 

34 

25 

37 

44 

25 

32 

44 

32 

34 

53 

31 

28 

45 

20 

26 

39 

42 

38 

28 

38.3 

MAYFIELD   2  S 

MAX 

72 

66 

62 

75 

74 

59 

64 

66 

65 

55 

64 

53 

55 

66 

70 

62 

62 

62 

60 

52 

61 

57 

56 

46 

65 

65 

55 

52 

46 

56 

60.8 

MIN 

48 

56 

48 

53 

55 

42 

34 

34 

43 

29 

31 

40 

38 

31 

36 

49 

33 

42 

41 

34 

31 

35 

24 

23 

33 

49 

33 

27 

26 

37.7 

MAYSVILLE  DAM  33 

MAX 

66 

68 

70 

75 

74 

68 

61 

69 

68 

65 

59 

52 

52 

59 

59 

62 

63 

71 

65 

63 

60 

50 

47 

48 

59 

53 

55 

48 

47 

50 

60.2 

MIN 

57 

47 

47 

58 

47 

50 

42 

29 

39 

33 

27 

34 

42 

26 

32 

31 

39 

29 

45 

42 

28 

40 

28 

27 

23 

36 

40 

32 

37.5 

MIDDLE SBORO 

MAX 

66 

70 

66 

76 

82 

78 

65 

70 

69 

65 

58 

55 

58 

62 

67 

66 

63 

70 

66 

61 

62 

58 

52 

50 

58 

53 

58 

55 

48 

50 

62.6 

MIN 

54 

45 

55 

53 

54 

53 

40 

32 

48 

40 

25 

30 

44 

28 

27 

32 

40 

30 

57 

43 

29 

44 

41 

34 

25 

32 

44 

44 

37 

39.8 

MOUNT  STERLING 

MAX 

67 

72 

69 

72 

80 

70 

60 

69 

70 

67 

54 

54 

53 

57 

59 

64 

63 

69 

63 

63 

60 

53 

49 

49 

58 

52 

57 

49 

46 

49 

60.6 

MIN 

56 

51 

55 

56 

56 

49 

41 

39 

44 

34 

30 

36 

44 

29 

35 

36 

39 

34 

54 

44 

44 

30 

28 

29 

44 

45 

39 

34 

28 

40.6 

MURRAY 

MAX 

72 

71 

63 

75 

74 

60 

66 

70 

67 

54 

65 

54 

58 

67 

73 

64 

65 

65 

61 

54 

62 

56 

49 

52 

66 

60 

57 

51 

46 

56 

61.8 

MIN 

MAX 

53 
67 

49 

62 

52 

56 
75 

49 
70 

46 
62 

34 

61 

35 
62 

37 
65 

33 
50 

61 

45 
50 

50 

32 

63 

67 

47 
58 

34 
62 

43 

42 

39 

51 

32 

60 

38 
55 

27 
50 

25 
46 

34 
61 

42 
55 

40 

51 

38 
49 

33 
48 

30 
54 

38.7 
58.6 

OWENSBORO 

MIN 

52 

53 

56 

55 

58 

46 

35 

38 

45 

31 

30 

40 

39 

28 

31 

45 

33 

40 

48 

39 

30 

39 

24 

22 

30 

49 

33 

40 

32 

29 

39.0 

PADUCAH  NO  5  FIRE  STA 

MAX 

MIN 

68 

66 

64 

78 

63 

57 

64 

67 

66 

53 

60 

55 

50 

66 

72 

61 

64 

62 

55 

52 

62 

50 

47 

54 

66 

61 

54 

45 

48 

59.9 

PIKEVILLE 

MAX 

68 

76 

69 

77 

87 

78 

68 

78 

76 

69 

62 

61 

62 

65 

68 

74 

67 

77 

68 

61 

67 

53 

49 

51 

61 

63 

58 

50 

47 

52 

65.4 

MIN 

51 

50 

57 

51 

49 

56 

37 

34 

40 

32 

31 

32 

32 

29 

30 

31 

33 

30 

59 

35 

32 

42 

42 

33 

30 

30 

40 

39 

35 

32 

38.5 

PRINCETON 

MAX 

65 

67 

62 

78 

74 

62 

68 

63 

50 

64 

53 

56 

66 

72 

62 

63 

61 

62 

53 

60 

57 

49 

51 

64 

60 

56 

50 

48 

55 

60.4 

MIN 

52 

58 

53 

55 

60 

32 

45 

32 

26 

40 

42 

27 

30 

39 

30 

38 

47 

39 

27 

37 

25 

21 

26 

50 

37 

37 

33 

25 

37.8 

RICHMOND  TEACHERS  COL 

MAX 

68 

70 

65 

74 

79 

67 

58 

68 

69 

63 

57 

51 

53 

60 

62 

64 

60 

69 

64 

63 

59 

53 

45 

45 

59 

52 

54 

47 

45 

50 

59.8 

MIN 

55 

49 

54 

55 

55 

47 

37 

34 

42 

33 

31 

34 

43 

25 

34 

37 

37 

31 

54 

42 

34 

42 

28 

23 

34 

41 

45 

37 

32 

29 

39.1 

RUSSELLVILLE 

MAX 

65 

66 

65 

61 

71 

71 

65 

60 

67 

67 

52 

60 

61 

55 

62 

65 

60 

60 

70 

65 

53 

69 

70 

45 

47 

60 

52 

55 

46 

40 

60.2 

MIN 

56 

58 

56 

56 

57 

47 

38 

38 

44 

37 

31 

35 

45 

32 

36 

38 

35 

35 

52 

41 

33 

35 

30 

25 

25 

37 

45 

42 

37 

31 

40.2 

ST  JOHN  BETHLEHEM  ACAD 

MAX 

67 

66 

63 

75 

72 

65 

61 

67 

67 

69 

60 

59 

55 

65 

65 

65 

66 

74 

71 

56 

61 

56 

50 

49 

60 

57 

53 

62.7 

MIN 

60 

57 

60 

58 

61 

50 

39 

42 

48 

40 

33 

42 

49 

34 

37 

45 

32 

44 

40 

47 

37 

48 

34 

31 

34 

42 

46 

44.1 

SCIENCE  HILL 

MAX 

70 

66 

64 

73 

77 

66 

63 

68 

68 

64 

58 

51 

55 

59 

65 

63 

61 

70 

50 

47 

51 

62.3 

MIN 

55 

49 

55 

54 

59 

47 

35 

37 

49 

34 

25 

33 

44 

25 

33 

37 

38 

30 

38 

34 

29 

40.0 

SCOTTSVILLE 

MAX 

72 

65 

65 

74 

73 

62 

62 

71 

69 

67 

61 

58 

56 

63 

69 

62 

62 

73 

70 

62 

65 

59 

48 

47 

62 

58 

54 

51 

41 

52 

61.8 

MIN 

59 

56 

58 

56 

61 

45 

35 

50 

35 

29 

39 

32 

29 

34 

46 

35 

36 

58 

34 

36 

42 

26 

23 

29 

48 

46 

40 

33 

29 

40.6 

SHELBYVILLE   2  W 

MAX 

77 

65 

64 

75 

71 

64 

63 

68 

66 

65 

59 

52 

51 

62 

61 

59 

59 

68 

66 

61 

61 

56 

45 

46 

59 

54 

55 

49 

41 

53 

59.8 

MIN 

56 

52 

56 

54 

59 

46 

36 

36 

44 

32 

27 

39 

43 

26 

31 

41 

35 

36 

53 

41 

30 

41 

25 

22 

26 

43 

37 

37 

35 

31 

39.0 

WEST  LIBERTY  WATER  WKS 

MAX 
MIN 

60 
34 

54 
49 

60 
40 

50 
45 

49 
41 

53 
42 

WILLIAMSBURG 

MAX 

67 

70 

66 

75 

83 

78 

63 

71 

68 

65 

58 

53 

58 

61 

66 

66 

61 

69 

65 

65 

63 

59 

52 

47 

57 

55 

56 

55 

52 

50 

62.5 

MIN 

51 

45 

53 

45 

52 

50 

35 

31 

38 

36 

24 

28 

42 

27 

27 

33 

32 

28 

54 

45 

39 

40 

38 

28 

25 

32 

40 

45 

31 

32 

37.5 

WILLIAMSTOWN 

MAX 

64 

68 

67 

72 

70 

61 

58 

69 

65 

65 

54 

55 

48 

58 

55 

59 

55 

66 

64 

63 

54 

54 

46 

44 

51 

51 

50 

49 

39 

49 

57.4 

MIN 

55 

51 

54 

56 

45 

36 

36 

45 

33 

30 

39 

41 

29 

33 

38 

36 

35 

50 

41 

34 

40 

29 

25 

28 

42 

31 

36 

34 

33 

39.1 

WOLF  CREEK  DAM 

MAX 

74 

64 

68 

78 

80 

59 

66 

74 

72 

55 

63 

53 

59 

64 

70 

66 

66 

72 

70 

57 

66 

52 

46 

50 

62 

56 

58 

50 

44 

56 

62.3 

MIN 

52 

49 

53 

54 

55 

48 

34 

42 

31 

27 

34 

31 

28 

30 

37 

34 

31 

50 

35 

31 

41 

30 

28 

46 

42 

43 

36 

31 

38.2 

S««  reference  notei  follovrlna  Station  1 
-    122   - 


EVAPORATION  AND  WIND  MOVEMENT 


KENTUCKY 
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Table  6 





1 

Day  of  month 

1 

ill 

StaHon 

1 

2 

E 

4 

5 

6 

7 

8 

9 

10 

" 

12 

13 

14 

IS 

16 

17 

18 

19 

20 

^ 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

tUMIII  Dll  MM 
■our  OBIK   DAM 

KVAP 
WIIID 

•  IND 

.OOR 

: 

.033 
SO 

.020 

.0«0 
8 

.034 

...,> 

31 

.07« 

.090 

.om 

«( 

11 

.074 

.0S4 
13 

.03« 
30 

.07« 
33 

.0.4 

.0S3 
9 

.030 
38 

.041 

.074 
» 

.one 

.074 

.0H8 

.041 

ai 

.  ina 

lOS 

J 

.OHA 

.07« 

•-?! 

.010 

1 

.030 

.031 

3: 
.00  a 

21 

.01)3 

.07« 
34 

30 
.004 

.01! 
30 

'«B4 

I.«»7 
MO 

TABLE    7 
DAILY    RIVER    STAGES    (FEET) 


3 

DAY    OF    MONl 

PH 

i 

5 

\ 

2 

i-. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

13 

14 

15 

16 

17 

IB 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

LKVISA  FORK 
PIKKVILLE 
PMNTSVILLE 

BIG   SANDY 
LOUISA   LOCK    3 

SOUTH   FORK 
CYNTHIANA 

LICKING 
FARMERS 
FALMOUTH 

NORTH   FORK 
HAZARD 
JACKSON 

KENTUCKY 
HEIDELBERG   LOCK    14 
FORD   LOCK    1 
HIGH  BRIDGE    LOCK   7 
FRANKFORT   LOCK   4 

BARREN 
BOWLING   GREEN 

ROUGH 
DUNDEE   BARRETTS  FORD  BR 

MUNFORDVILLE 
BROWNSVILLE   LOCK   6 
WOODBURY    LOCK   4 
RUMSEY   LOCK   2 

CUMBERLAND 
WILLIAMSBURG 
BURNS  IDE 

TENNESSEE 
KENTUCKY   DAM 
CILBERTSVILLE 

OHIO 
ASHLAND   DAM    29 
ASHLAND   DAM    29      LG 

MAYSVILLE   DAM    33      LG 
ONEONTA   DAM   35 
ONBONTA   DAM    35         LG 
GRANT   DAM    38 
GRANT   DAM   38         LG 
LOUISVILLE   LOWER   GAGE 
LOUISVILLE    UPPER   GAGE 
ADDISON   DAM   45 

OWENSBORO  DAM   46 

UNIONTOWM   DAM   49 
UNIONTOWN   DAM   49      LG 
FORDS   FERRY  DAM   50 
FORDS   FERRY   DAM   50   LG 
PADUCAH   JEFFERSON 

36 
45 

25 
28 

20 
29 

30 
30 
30 
31 

25 

28 
28 
33 

50 

50 
48 

37 

2.1 
0.5 

8.0 
9.4 
9.2 

3.8 

2:0 

15.2 
11.3 
15.8 
09.8 

091? 

09!  6 
18.9 
09.8 
18.6 

J1 

1.2 

2.4 
2.1 

8.2 
9.4 
9.2 

3.6 

7.6 
6.0 

"2!2 

15.0 
10.1 
15.7 

109  is 

lis  if 
isif 

1.3 

2.5 
2.2 

lis 

8.3 
9.5 

6'.2 

-0.5 
2.1 

15.2 
10.5 
115.7 

109^7 
1O8.S 

li7:o 

lis. 2 
ilO.l 
1I8.7 
no.  2 

iJ^;? 

2.5 
2.3 

1.0 

6.0 
6.7 

7.6 
7.9 
6.7 

2!3 

20.1 
17.2 

15.7 
10.2 
115.7 

115  il 

2.5 

0.7 

1.0 

8.5 
9.5 

5.1 

7.5 
7.8 
7.1 

0.2 
1619 

lo9ie 

,09.5 
1I6.9 

i9;< 

10.6 
115.1 

3.6 

3.1 

2.5 
3.3 

1.0 

lois 

8.3 

13.5 
22.2 
24.5 
16.4 

20.5 
17.2 

lisia 

lisiz 
112.8 

1219 
116.4 

2.3 

3.7 
3.9 

2.8 
3.0 

2.6 

9.0 
7^9 

11.0 
21.6 
29.8 
24.5 

e'.i 

20.8 
16.2 

\l5A 

as'.f 

,15.0 

18'.( 
18.5 
14.3 
115.8 

2^5 

4.5 

2.8 
2.5 

9.1 
10.2 
9.3 

23.7 

6.5 
17.4 
26.8 
27.2 

7!2 

20.7 
14.6 

iisis 

■  13.0 
115.6 

li5:s 

li9!: 
'isio 

18.8 
12.9 

2.3 
3.6 

2.6 

3.3 

9.8 
10.1 
9.6 

21.8 
1211 

sis 

15.3 

il4:s 
112. 7 
114.8 
,11.4 
115.6 

lisls 

118.0 
115.1 

igii 

1.8 

4.5 

2!8 

9.5 
10.5 

7.0 
16.2 

1.8 
4.5 

15.3 
13.4 
115.2 
,12.5 

a7;7 

113.1 
18.5 

1.8 

1.0 
2.8 

9.3 
10.5 
9.6 
7   4 

1.6 
2.2 

15.1 
12.4 
,15.0 

I12:; 
,17.2 

li2;t 

■  18. 4 

1.9 

4.5 

2.5 
1.7 

1.6 
2.7 

9!6 
7.2 

9.6 
12.1 
17.0 

2.0 

21.2 
15.8 

15.8 

Il7:5 
117.3 
112.2 

isil 

13.3 

1.8 
4.8 

1.2 
3.0 

10.0 
9.5 
7.0 

6.8 

9;c 
11.; 

21.2 

14.4 

n5.8 

ai'.5 
116.0 

Ii2;< 

ll7:5 
112. 9 

17!5 
13.8 
12.9 

1.8 

2.5 

4.7 

4.4 

2.4 
1.6 

10.0 
9.2 
7.0 

4.0 
8.7 
10.4 
12.0 

21.4 
15.8 

il 

,10.8 
115.4 
112. 3 
1I2.4 

15!2 
17.5 
14.0 
115.2 

4.6 

2.4 
1.5 

1.0 

9.2 
9.9 
9.6 
6.9 

6.7 

3.8 
8.5 
9.8 
10.5 

21.4 
17.7 

iis:^ 

,12.2 
115.4 

no.  8 

115.7 
1I2.9 
111. 9 

■i 
1415 
17.7 
13.6 

.15.6 

1.6 
2.4 

2.3 
1.4 

1.0 

9.1 
9.9 
9.6 

6.2 
3.6 

3!6 
21.4 

lis!; 
lio!- 

as'.t 
\s'.5 

13.5 
18.4 
12.4 
.15.7 

1.6 
2.2 

1.0 
2.2 

9.1 
9.8 

5.7 

0.8 
3.3 

15.6 
12.2 
.15.8 
,10.8 
.15.4 
■  10.2 

119.4 
111. 4 
19.0 

2!2 

1.0 
2.1 

9.0 
9.8 

5.6 
7.3 

0.8 
3.2 

15.1 
12.0 
115.6 
111. 2 

!l7!2 
lll.O 
1I8.9 
1IO.4 
19.3 

4.3 

1.0 
2.1 

9.0 
9.5 

6.0 

leis 

0.8 
3.0 

22.2 

18.2 

15.9 
11.4 

\n'.: 

118.5 

115.1 
119.6 

4.2 

2.3 
1.7 

1.0 
2.0 

9.1 

7!o 
10.3 

26!7 
28.0 

3.2 
5.2 

17!6 
15.3 

[l3!( 
117.3 
1I6.5 

1.7 

4.4 

2.2 

.1.6 

1.0 
2.1 

9.9 
9.5 
7.1 

8.6 

2l!c 
30.3 

ll!4 

23.8 
20.4 

;l 

lisle 

115.0 

113.4 

117.3 
115.1 

16.9 

2.3 
2.3 

4.1 

2.3 

1.8 

1.0 

10.0 
9.6 
7.1 

9.0 

3.7 
9.1 

16.0 
30.3 

23.6 
21.3 

lis!: 
lis'.- 

.14.3 
113.7 

18.1 

2.3 
2.8 

4.5 

2.3 
1.1 

2.8 

9!7 
7.0 

27.0 

3.6 

12:8 
28.2 

23.7 

13.2 
114.9 
113.3 

'is! 
19.2 
18.3 

17.. 

2.4 

3.0 

2.3 

1.1 

9.5 
10.1 
9.6 
7.0 

6.7 

25.3 

3.6 

iiie 

24.6 

23.9 
20.4 

14.4 
14.4 
12.8 
115.0 

a2;s 

17.6 
18.7 

16.6 

2.4 
3.1 

1.0 
3.0 

9.5 
10.3 
9.8 
7.0 

20.1 

3.5 
10.6 

1.9 

5.5 

23.9 

15.4 
15.3 

[li'.l 
,11.3 

lie!' 

114.2 

ll2:2 
16.9 
18.0 

2.2 

3.1 
4.4 

1.0 
2.8 

9.5 
10.2 
9.7 

14.3 

4!9 
14.8 

iislo 

116.9 
117.2 
114.5 
1I8.5 
,12.6 

2.2 

4.B 
4.6 

1.0 
2.7 

9.4 
10.7 

7.0 
13.2 

3.4 

10.8 

1.8 
4.7 

15.2 
14.3 
.14.8 

lis!: 

1I6.9 
1I6.9 
113.0 
1I8.I 

5.0 
5.1 

1.0 
2.8 

6.2 

16.4 

i7;< 
4.2 

2612 
15.1 

115.7 
117.1 
,17. 

le! 

18. 

7.6 
5.8 

7;e 

5.0 

9!4 
i3.4 
20.4 

leis 
20.4 

14.7 
27.8 

21.5 
29.3 

20.1 

13.4 

,16. 6 

16. 
117. 

.14. 

16! 
19. 

10. e 

12.1 

7.9 

8.0 
7.0 

4.0 
12.1 

13.6 

14.8 
10.3 

19.8 

14.9 
19.2 
27.2 
24.3 

17.6 

22.2 
30.8 

27.8 
20.9 
16.4 
.18.9 

.16  ;i 

'17;-; 
18.8 
17.5 

21.7 

3.30 
2.2! 

2.1( 

8.00 
7.80 

13.60 
15.10 
4.90 
0.30 

22.20 
29.85 
30.50 

37'.10 

23.90 
10.80 

27.80 
20.90 
16.40 
18.90 

19.60 
19.40 

0 

JO 

30 

30 
20 

29 
30 

30 
30 
30 
30 

30 

6 
21 

30 
29 

24h 
30 

1 

30 

1.2 
1.7 

2.4 
2.1 

lis 

8.0 
9.4 
9.2 

3.6 

e.o 
-01.  c 

2.0 

15.0 
14.0 

leis 

15.1 
15.7 

12.9 

H 

n 

2 

U 

n 

2 

4 
2 

3 

I3< 
21 
2 

28 
12 

Obstructed  by  rough  ice. 
Frozen  but  open  at  gage. 
Upper  surface  of  smooth 
Ice  gorge  above  gage. 
Ice  gorge  below  gage. 


Dry  at  gage. 


KENTUCKY 
NOVEMBER  1948 


STATION     INDEX 


d 

UJ 

H 
> 

TIME  OF 

1  YEARS  OF 

STATION 

COUNTY 

DRAINAGE 

1- 
< 

Z 

o 

observation]  record 

OBSERVER 

REFE 

TO 

R 

q; 

Q.' 

Q. 

2 

a: 

Q.' 
UJ 

Q 

z 

o  t 

_l 
o  t 

UJ 

_l 
LlI 

2 
O 

1- 

O 
UJ 

O 

.1 

TABLES 

ADDISON  DAM  45 
ADDISON  DAM  45   LG 
ADOLPHDS   1  N 
AIXEN 

0031 
0036 
0043 
0095 

BRECKINRIDGE 
BRECKINRIDGE 
ALLEN 
FLOYD 

OHIO 
OHIO 
GREEN 
BIG  SANDY 

37  55 
37  55 

36  39 

37  35 

86  34 
86  34 
86  16 
82  43 

380 
380 
600 
650 

CST 
CST 
CST 
EST 

6A 

7A 
8A 

21 

9 
g 

CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 
IDELL  M  DEARING 
NANNIE  AUXIER 
C  E  BARRET 

3  4 

3  4 

3 

2  3    5 

7 

ANCHORAGE 

0155 

JEFFERSON 

OHIO 

38  16 

85  33 

700 

CST 

7P 

7P 

50 

51 

ASHCAMP 

ASHLAND  DAM  29 
ASHLAND  DAM  29   LG 
BARBOimVILLE  WATER  WORKS 
BARDSTOWN 

0246 
0254 
0259 
0381 
0389 

PIKE 
BOYD 
BOYD 
KNOX 
NELSON 

BIG  SANDY 

OHIO 

OHIO 

CUMBERLAND 

SALT 

37  16 

38  27 
38  27 

36  52 

37  48 

82  26 
82  36 

82  36 

83  53 
85  28 

1100 
534 

1000 
637 

EST 
EST 
EST 
CST 
CST 

7P 

8A 
7A 

7A 

7A 

35 

9 
36 

3 
9 

MARY  S  RATLIFF 
CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 
JOHN  R  WHARTON 
MRS  POPE  SISCO 

3 
2  3   5 

3  4 
3 

7 

7 

BASS   3  SW 

BAXTER  HARLAN  WATER  WORKS 

0438 
0450 

TAYLOR 

HARLAN 

GREEN 
CUMBERLAND 

37  19 
36  51 

85  10 
83  20 

CST 

EST 

It. 

8 

CLAUDE  CAVE  &  R  KILBY 

CYRUS  S  LAYSON 

E  G  YOUNG 

C  C  WHITEAKER 

NANCY  C  MORSE 

3 

3  4 
2  3    5 
2  3    5 

3  4 

BEAVER  DAM 

0490 

OHIO 

GREEN 

37  25 

86  52 

441 

CST 

6P 

6P 

41 

41 

BENHAM 

0595 

HARLAN 

CUMBERLAND 

36  58 

82  57 

1580 

EST 

8A 

8A 

3 

3 

BENTON   1  SW 

0611 

MARSHALL 

TENNESSEE 

36  51 

88  22 

380 

CST 

8A 

BEREA  COLLEGE 

0619 

MADISON 

KENTUCKY 

37  34 

84  18 

1070 

CST 

6P 

6P 

47 

47 

JAMES  A  GROSSMAN 
MRS  LAURA  B  GAFFARD 
JAMES  R  EDWARDS 
US  WEATHER  BUREAU 
CORPS  OF  ENGINEERS 

2  3  4  5 

3 

3 
2  3  4  5 

3 

BEREA  WATER  WORKS 
BOWLING  GREEN 
BOWLING  GREEN  WB  AP 
BRENT  DAM  36 

0624 
0904 
0909 
0978 

MADISON 
WARREN 
WARREN 
CAMPBELL 

KENTUCKY 
GREEN 

OHIO 

37  34 
37  00 
36  58 
39  03 

84  16 
86  26 
86  26 
84  25 

1100 
536 
535 
489 

CST 
CST 
CST 
EST 

lA 

7A 
7A 
lA 
7A 

67 

2 
24 
67 
24 

7 

BROWNSVILLE  LOCK  6 

1046 

EDMONSON 

GREEN 

37  12 

86  16 

410 

CST 

7A 

32 

CORPS  OF  ENGINEERS 
C  W  WILLIAMS 
SARAH  E  LEWIS 
ALVA  MC  KINLEY 
CORPS  OF  ENGINEERS 

3 
2  3   5 

3 
2  3    5 

3  4 

7 
6 
7 

BURGIN  DIX  DAM 

1127 

MERCER 

KENTUCKY 

37  48 

84  43 

770 

CST 

4P 

8A 

BURNS IDE 

1156 

PULASKI 

CUMBERLAND 

36  59 

84  37 

705 

CST 

7A 

64 

CAMPBELLSVILLE 

1256 

TAYLOR 

GREEN 

37  20 

85  21 

777 

CST 

6P 

6P 

4 

4 

CARROLLTON  LOCK  1 

1345 

CARROLL 

KENTUCKY 

38  41 

85  11 

480 

CST 

7A 

45 

CENTRAL  CITY   1  E 

1439 

MUHLENBERG 

GREEN 

37  18 

87  06 

440 

CST 

UID 

MARION  STAPLES 
BERNHEIM  FOUNDATION 
WOODSON  D  FRANKLIN 
FRANK  STUMP 
CORPS  OF  ENGINEERS 

3  4 

CLERMONT  BERNHIEM  FOUND 

1611 

BULLITT 

SALT 

37  56 

85  40 

474 

CST 

5P 

5P 

9 

13 

CLINTON 

COLEMAN  POST  OFFICE 

1631 
1691 

HICKMAN 
PIKE 

MISSISSIPPI 
BIG  SANDY 

36  41 

37  30 

89  00 
82  13 

CST 
EST 

MID 

7A 

3  4 
3 

COLLEGE  HILL  LOCK  11 

1704 

MADISON 

KENTUCKY 

37  47 

84  06 

CST 

8A 

40 

COLUMBIA  LW  COLLEGE 

1722 

ADAIR 

GREEN 

37  06 

85  17 

CST 

7A 

9 

JAMES  E  NANRIVELL 
MRS  GLENNIE  L  SHARP 
US  WEATHER  BUREAU 
G  F  HAUSMAN 
US  WEATHER  BUREAU 

3 

3  4 
2  3  4  5 

3 
2  3   5 

CONSTANTINE 

1763 

BRECKINRIDGE 

GREEN 

37  40 

86  14 

800 

CST 

MID 

8 

CORE IN 

1801 

WHITLEY 

CUMBERLAND 

36  57 

84  06 

1178 

EST 

HID 

MID 

5 

5 

CORBIN  WATEh  WORKS 

1806 

WHITLEY 

CUMBERLAOT) 

36  57 

84  06 

1070 

EST 

7A 

9 
2 

COVINGTON  WB  AIRPORT 

1855 

KENTON 

OHIO 

39  04 

84  40 

869 

EST 

MID 

MID 

2 

CYNTHIANA 

1998 

HARRISON 

LICKING 

38  23 

84  18 

684 

CST 

7A 

32 

MARSHALL  HILL 

3'. 
2  3    5 
3  4 
3 
3 

7 

DANVILLE 

2040 

BOYLE 

KENTUCKY 

37  39 

84  46 

955 

CST 

6P 

7A 

16 

40 

R  P  COLD IRON 

DAVELLA 

2053 

MARTIN 

BIG  SANDY 

37  48 

82  32 

EST 

MID 

BERTHA  DE  LONG 

DELPHIA 

2131 

PERRY 

KENTUCKY 

37  02 

83  07 

1200 

EST 

8A 

9 

FARIS  CRESS 

DEMA 

2139 

KNOTT 

BIG  SANDY 

37  25 

82  48 

850 

EST 

8A 

9 

HATTIE  B  BARNEY 

DUNDEE  BARRETTS  FORD  BR 

2358 

OHIO 

GREEN 

37  33 

86  43 

430 

CST 

7A 

8 

J  L  HUFF 

3  4 

DUNMOR 

2366 

MUHLENBERG 

GREEN 

37  05 

87  00 

610 

CST 

7A 

9 

N  D  GIVENS 

EARLINGTON 

2407 

HOPKINS 

OHIO 

37  16 

87  31 

420 

CST 

5P 

7A 

59 

60 

BRICK  SOUTHWOKTH 

EDDYVILLE  LOCK  F 

2445 

LYON 

CUMBERLAND 

37  03 

88  05 

420 

CST 

7A 

THOMAS  SMITH 

3 
3  4 

7 

EDMONTON 

2469 

METCALFE 

GREEN 

37  00 

85  37 

CST 

7A 

6 

JOHN  E  MORAN 

FALLS  OF  ROUGH 

2767 

GRAYSON 

GREEN 

37  35 

86  34 

500 

CST 

4A 

8 

ROBERT  HARL 

3 
3 

FALMOUTH 

2775 

PENDLETON 

LICKING 

38  40 

84  20 

600 

EST 

8A 

62 

JESSIE  OLDHAM 

7 

FARMERS 

2791 

ROWAN 

LICKING 

38  09 

83  33 

668 

CST 

4P 

7A 

43 

44 

MRS  CORDA  C  STAMPER 

2  3    5 

7 

FLEMINGSBURG 

2903 

FLEMING 

LICKING 

38  25 

83  43 

870 

CST 

7A 

25 

BYRON  F  FLEMING 

3 
3  4 

FLEMINGSBURG  POST  OFFICE 

2908 

FLEMING 

LICKING 

38  25 

83  44 

750 

CST 

5 

MAURICE  0  CARPENTER 

FORD  LOCK  10 

2953 

CLARK 

KENTUCKY 

37  53 

84  15 

593 

CST 

7A 

35 

CORPS  OF  ENGINEERS 

3 

7 
7 

FORDS  FERRY  DAM  50 

2961 

CRITTENDEN 

OHIO 

37  28 

88  06 

356 

CST 

4P 

6A 

2 

21 

CORPS  OF  ENGINEERS 

2  3  4  5 

FORDS  FERRY  DAM  50   LG 

2966 

CRITTENDEN 

OHIO 

37  28 

88  06 

356 

CST 

CORPS  OF  ENGINEERS 

7 
7 

FRANKLfflRT  LOCK  4 

3028 

FRANKLIN 

KENTUCKY 

38  13 

84  52 

504 

CST 

4P 

6A 

65 

67 

CORPS  OF  ENGINEERS 

2  3    5 
3  4 

FRANKLIN  WATER  WORKS 

3036 

SIMPSON 

GREEN 

36  43 

86  34 

691 

CST 

7A 

HERMAN  D  NEAL 

FRENCHBURG  1  SW 

3052 

MENIFEE 

LICKING 

37  57 

83  39 

8A 

C  JEROME  HIERONYMUS 

3 

GEORGETOWN  WATER  WORKS 

3194 

SCOTT 

KENTUCKY 

38  12 

84  33 

880 

CST 

8A 

7 

JOE  W  ATKINS 

GEST  LOCK  3 

3203 

HENRY 

KENTUCKY 

38  25 

84  53 

490 

CST 

7A 

40 

CORPS  OF  ENGINEERS 

3  4 

GLASGOW 

3241 

BARREN 

GREEN 

37  00 

85  40 

780 

CST 

7A 

17 

20 

OS A  L  FOLLIS 

3 
3  4 

GODMAN  AFBU  FT  KNOX 

3280 

HARDIN 

37  54 

85  58 

MID 

US  AIR  FORCE 

GRANT  DAM  38 

3358 

BOONE 

OHIO 

38  59 

84  49 

506 

CST 

6A 

24 

CORPS  OF  ENGINEERS 

3 

7 

GRANT  DAM  38   LG 

3363 

BOONE 

OHIO 

38  59 

84  49 

506 

CST 

CORPS  OF  ENGINEERS 

7 

GRAYSON 

3391 

CARTER 

OHIO 

38  19 

82  57 

589 

EST 

8A 

17 

SHIRLEY  I  STATEN 

3 

GREENSBURG 

3430 

GREEN 

GREEN 

37  16 

85  30 

581 

CST 

5P 

7A 

56 

62 

MRS  MELL  M  L INGLE 

2  3   5 

GREENSBURG  HIWAY  61  BR 

3435 

GREEN 

GREEN 

37  15 

85  30 

CST 

7A 

KENNETH  STOTTS 

3 

GREENUP  DAM  30 

3443 

GREENUP 

OHIO 

38  37 

82  51 

540 

EST 

7A 

30 

CORPS  OF  ENGINEERS 

3 

GREENVILLE   2  W 

3451 

MUHLENBERG 

GREEN 

37  12 

87  12 

519 

CST 

5P 

5P 

33 

33 

C  R  LOVELL 

2  3    5 

HALEYS  MILL 

3539 

CHRISTIAN 

GREEN 

37  03 

87  20 

740 

CST 

MID 

7 

CLEATUS  E  BRINKLEY 

3  4 

HARTFORD   6  N 

3652 

OHIO 

GREEN 

37  32 

86  54 

540 

CST 

6P 

11 

W  R  CARSON  SR 

3 

HAZARD 

3709 

PERRY 

KENTUCKY 

37  15 

83  12 

869 

CST 

7A 

27 

H  A  BAILEY 

3  4 

7 

HEADQUARTERS 

3722 

NICHOLAS 

LICKING 

38  24 

84  07 

800 

CST 

7A 

4 

8 

L  M  GAFFIN 

3 

HEIDELBERG  LOCK  14 

3741 

LEE 

KENTUCKY 

37  33 

83  46 

663 

CST 

4P 

6A 

16 

34 

CORPS  OF  ENGINEERS 

2  3  4  5 

7 

HENDERSON   4  SW 

3762 

HENDERSON 

OHIO 

37  47 

87  37 

382 

CST 

6P 

6P 

27 

35 

FRANK  STREET 

2  3    5 

HERNDON 

3798 

CHRISTIAN 

CUMBERLAND 

36  44 

87  34 

CST 

MID 

C  W  KEATTS 

3  4 

HIGH  BRIDGE  LOCK  7 

3837 

JESSAMINE 

KENTUCKY 

37  49 

84  43 

CST 

6A 

47 

CORPS  OF  ENGINEERS 

3 

7 

HINDMAN  SETTLEMENT  SCHOOL 

3899 

KNOTT 

KENTUCKY 

37  20 

82  59 

CST 

8A 

SA 

ELIZABETH  WATTS 

2  3    5 

HODGENVILLE  NAT  PARK 

3929 

LARUE 

GREEN 

37  32 

85  44 

CST 

MID 

5 

C  C  SELF 

3  4 

HOPKINSVILLE   2  E 

3994 

CHRISTIAN 

CUMBERLAND 

36  52 

87  27 

524 

CST 

7P 

8A 

53 

53 

W  K  MORRIS 

2  3    5 

HYDEN 

4093 

LESLIE 

KENTUCKY 

37  10 

83  22 

850 

CST 

6P 

9 

MRS  FOREST  F  CAMPBELL 

3 

IRVINGTON 

4165 

BRECKENRIDGE 

GREEN 

37  53 

86  17 

646 

CST 

7P 

7P 

52 

52 

FLOYD  G  ROBBINS 

2  3    5 

JACKSON 

4196 

BREATHITT 

KENTUCKY 

37  33 

83  23 

776 

CST 

7A 

31 

ROBERT  ROBERTSON 

3 

7 

JENKINS  WATER  WORKS 

4241 

LETCHER 

BIG  SANDY 

37  10 

82  38 

1600 

EST 

MID 

5 

KENTUCKY  WATER  CO 

3  4 

JEREMIAH 

4255 

LETCHER 

KENTUCKY 

37  10 

82  56 

1150 

CST 

7A 

9 

MRS  SUSAN  F  I SON 

3  - 

KEENE   2  N 

4369 

JESSAMINE 

KENTUCKY 

37  58 

84  38 

950 

CST 

7A 

8 

MARION  W  MAHIN 

KENTUCKY  DAM 

4414 

LIVINGSTON 

TENNESSEE 

37  01 

88  16 

362 

CST 
_ 

7A 

11 

TENN  VALLEY  AUTHORITY 

3  4 

7 

STATION    INDEX  -Continued 


KtNTUCKY 
NOVEMBEH   194H 


STATION 


KCASTKH    ICE   PLANT 

iniA 

ITCHFIBLD 

XINGTON  WB  AIRPORT 

BKRTY 

rn.K  HICKMAN  lock  8 

CKPORT  LOCK  2 
CLICK    1  S 
NDON  POST  OFFICE 
UISA  LOCK  3 

UISVILLE  BOWMAN  FIELD 
UISVILLE  LOWER  GAGE 
UISVILLE  STAN  WB  AP 
UISVILLE  UPPER  GAGE 
UISVILLE  WB  CITY 

VELACEVILLE 
CAS 

DISONVILLE 
DISONVILLE   1  SE 
M^;OTH  CAVE  PARK 

YFIELD   2  S 
YSVILLE  DAM  33 
YSVILLE  DAM  33   LG 

KIOTJEYSBURG 
DDLESBORO 

DDLESBORO   CITY    HALL 
DWAY       2    S 
LLERSBURG 
LLERSTOWN 
iNTICELLO 

iREHEAD   STA   TEACH  COL 

lUNT    STERLING 

NFORDVILLE 

IRRAY 

,IVE  HILL 

,NEY 

[EONTA  DAM  35 

rEONTA  DAM  35    LG 

rENSBORO 

FENSBORO  DAM  46 

rENSBORO  DAM  46   LG 
lDUCAH  JEFFERSON  ST 
iDUCAH  NO  5  FIRE  STATION 
IDUCAH  SCS  NURSERY 
IINTSVILLE 

[KEVILLE 
[NEVILLE 

.EASUREVILLE   2  S 
tINCETON 
JICKSAND 

IVENNA  LOCK  12 

lYWICK 

[CHMOND   TEACHERS   COLLEGE 

JMSEY   LOCK    2 

JSSELLVILLE 

IDIEVILLE   WATER   WORKS 

r   JOHK  BETHLEHEM   ACADEMY 

U.VISA    LOCK   6 

iVLYERSVILLE 

:IENCE   HILL 

:OTTSVILLE 
EBREE  WATER  WORKS 
HELBYVILLE   2  W 
I  BERT 
UITHFIELD   4  S 

Oi!T?RSET  HIWAY  DEPT 

PRINGFIELD 

TEARNS 

TILL WATER 

ATHAM  SPRINGS 

OMPKINSVILLE 
OMPKINSVILLE  TKL  OFF 
YRONE  LOCK  5 
UIONTOWN  DAM  49 
T^IONTOWN  DAM  49   LG 

ALLEY  VIEW  LOCK  9 

ANCEBURG  DAM  32 

'AYNESBURG   6  E 

lEST  LIBERTY  WATER  WORKS 

IILLIAMSBURG 

fILLIAMSTOWN 
(ILLOW  LOCK  13 
lOLF  CREEK  DAM 
(OODBDRY  LOCK,  4 


iILBERTSVILLE 
lADIZ  LOCKE 
lANCHESTER 


4620 
4642 
4703 
4746 
4755 

4825 
4857 
4882 
4893 
4943 

4951 
4953 
4954 
4955 
4956 

4967 
5002 
5062 
5067 
5097 

5232 
5243 
5248 
5301 
5389 

5394 
5407 
5430 
5438 
5524 

5555 
5640 
5684 
5694 
6012 

6020 
6033 
6038 
6091 
6096 


6353 
6384 
6435 

6575 
6624 

6679 
6691 
6805 
7039 
7049 

7074 
7091 
7121 
7129 
7202 

7215 
7234 
7324 
7369 
7473 

7507 
7604 
7677 
7711 
7924 


8065 
8179 
8197 
8202 

8246 
8259 
8486 
8551 
8706 

8714 
8724 
8807 
8824 


COUNTY 


GARRARD 
MARTIN 
GRAYSON 
FAYETTE 
CASEY 

JESSAMINE 

HENRY 

CLARK 

LAUREL 

LAWRENCE 

JEFFERSON 
JEFFERSON 
JEFFERSON 
JEFFERSON 
JEFFERSON 

BALLARD 
BARREN 
HOPKINS 
HOPKINS 
EDMONSON 

GRAVES 
MASON 
MASON 
PENDELTON 


BELL 

WOODFORD 
BOURBON 
GRAYSON 

WAYNE 

ROWAN 

MONTGOMERY 

HART 

CALLOWAY 

CARTER 

HOPKINS 
CAMPBELL 
CAMPBELL 
DAVIESS 
DAVIESS 

DAVIESS 
MC  CRACKEN 
MC  CRACKEN 
MC  CRACKEN 
JOHNSON 

PIKE 

BELL 

SHELBY 

CALDWELL 

BREATHITT 

ESTILL 
MARION 
MADISON 
MC  LEAN 
LOGAN 

SCOTT 

HARDIN 

MERCER 

MAGOFFIN 

PULASKI 

ALLEN 

WEBSTER 

SHELBY 

CLAY 

HENRY 

PULASKI 
WASHINGTON 
MC  CREARY 
WOLFE 
WASHINGTON 

MONROE 

MONROE 

ANDERSON 

UNION 

UNION 

CLAY 

LEWIS 

LINCOLN 

MORGAN 

WHITLEY 

GRANT 
LEE 

RUSSELL 
BUTLER 


DRAINAGE 


3218   MARSHALL 
1206   TRIGG 
5110   CLAY 


KENTUCKY 
niC  SANDY 
GREEN 
KENTUCKY 
GREEN 

KENTUCKY 
KENTUCKY 
KENTUCKY 
CUMBERLAND 
BIG  SANDY 

OHIO 
OHIO 
OHIO 
OHIO 
OHIO 

MISSISSIPPI 

GREEN 

GREEN 

GREEN 

GREEN 

MISSISSIPPI 

OHIO 

OHIO 

LICKING 

CUMBERLAND 

CUMBERLAND 

KENTUCKY 

LICKING 

GREEN 

CUMBERLAND 

LICKING 

LICKING 

GREEN 

TENNESSEE 

OHIO 

OHIO 
OHIO 
OHIO 
OHIO 
OHIO 

OHIO 
OHIO 
OHIO 
OHIO 
BIG  SANDY 

BIG  SANDY 

CUMBERLAND 

KENTUCKY 

CUMBERLAND 

KENTUCKY 

KENTUCKY 

SALT 

KENTUCKY 

GREEN 

GREEN 

KENTUCKY 

SALT 

KENTUCKY 

LICKING 

CUMBERLAND 

GREEN 

GREEN 

SALT 

KENTUCKY 

SALT 

CUMBERLAND 

SALT 

CUMBERLAND 

KENTUCKY 

SALT 

GREEN 

GREEN 

KENTUCKY 

OHIO 

OHIO 

KENTUCKY 

OHIO 

CUMBERLAND 

LICKING 

CUMBERLAND 

LICKING 
KENTUCKY 
CUMBERLAND 
GREEN 


TENNESSEE 
CUMBERLAND 
KENTUCKY 


38  26 
37  51 

37  08 

38  07 


36  58 

36  53 

37  20 
37  19 


36  42 
38  38 
38  38 
38  36 


38  07 
38  18 
37  27 
36  50 


37  13 

38  58 
38  58 


37  05 
37  05 
37  04 
37  49 


37  42 
37  56 
37  45 
37  11 

36  45 

37  36 

38  13 

37  07 

38  20 

37  07 
37  41 

36  42 

37  45 
37  52 


37  51 

38  38 
37  22 


84  35 
84  58 
84  02 

84  05 
82  37 

85  40 
85  48 
85  44 
85  48 


88  38 
83  42 

83  42 

84  16 
83  43 

83  44 


83  26 
83  57 
85  53 
88  20 

83  11 

87  47 

84  18 

84  18 
87  09 
87  08 

87  08 

88  36 
88  37 
88  35 
82  48 

82  31 

83  42 

85  07 
87  53 
83  21 


37  36 

36  53 

37  11 
NEW  STATIONS 


37  01 

36  46 

37  09 


84  32 

85  59 
84  49 

83  04 

84  39 

86  12 

87  32 

85  16 
83  48 
85  16 


85  09 

85  41 
85  41 
84  51 
87  57 
87  57 

84  26 

83  21 

84  34 

83  15 

84  10 

84  34 
83  50 

85  08 

86  38 


88  17 
87  58 
83  46 


TIME   OF 
OBSERVATION 


CST 
CST 
CST 
620      EST 


83  57 
85  26 

84  18   1000 
87  16   384 

590 


890 


YEARS  OF 
RECORD 


)    4 


OBSERVER 


2    3 
2    i    4 
3    4 


3   4 

2    3    4    5 


KENTUCKY   UTILITIES   CO 
JAKES    A    FIELD 
GEORGE    D   LITSEY 
US    WEATHER    BUREAU 
PALLIA    L   tlANKLA 

CORPS    OF   ENGINEERS 
CORPS   OF   ENGINEERS 

H  BURGlOvR 
K  W  MC  NASSER 
RUSSELL    T    WHEELER 

US    WEATIIKR    BUREAU 
US    ENGINEERS 
US    WEATHER   BUREAU 
US   ENGINEERS 

WEATHER   BUREAU 

BLAINE    MALONE 
CECIL    H   BRITT 
BRASHER    C    BACON 
J    W    MC    COY 
GRANVILLE   B   LILES 

MRS    JOE    PAYNE 
CORPS    OF    ENGINEERS 
CORPS    OF    ENGINEERS 
AMANDA    A    AULICK 
HUGH    ALLEN 

CITY    OF    MIDDLESBORO 
JOHN    B    NUGENT 
MRS    AMY   L    POTTS 
MRS    0    M    LAWLER 
E   0  COOPER 

H  C  HAGGAN 

FRED  CARTMILL 

FOWLER    S   CHAIN 

RALPH   8    WEAR 

MRS  WALDO  F  FULTZ  JR 

ART  D  WILLIAMS 
CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 
VIRGIL  P  CLARK 
CORPS  OF  ENGINEERS 

CORPS  OF  ENGINEERS 
BILLY  JOE  MANLEY 
CAPTAIN  F  F  WILLIAMS 
SOIL  CONSERVATION  SER 
JESSE  FAIRCHILD 

US  WEATHER  BUREAU 
F  PART IN 
E  B  MORGAN 
ALTON  M  HARRILL 
JONES 


CORPS  OF  ENGINEERS 

J  H  EDELEN  3  4 

EASTERN  TEACHERS  COL 

CORPS  OF  ENGINEERS    I    3  4 

DR  SAMUEL  S  MCREYNOLD  i  2 


REFER 

TO 
TABLES 


E  W  MULBERRY 
SISTER  S  MARIE  uSELL 
CORPS  OF  ENGINEERS 
J  M  MAY 
WILLIAM  H  DOBBS 

NOBLt  ALIJiN 
SEBREE  WATER  WORKS 
WILLA  S  A  RATTA 
CARL  G  >;OUNG 
F  W  SIMPSON 

I  LR  .SUTHERL^.NT) 
]  J  iHN  P  PLDER 
I  r    E   CH1T».)0D 

MRS   BESSIE    E    HOLLAND 

R   C    DEDilAN 

JAMES   TURNER   PUILPOTT 
MRS   ALICE    H  HALE 
CORPS   OF   ENGINEERS 
CORPS   OF   ENGINEERS 
CORPS    OF    ENGINEERS 

CORPS  OF  ENGINEERS 
CORPS  OF  ENulNtF.RS 
FRANK    H01i:L  i 

JOHN    W    T'  1^  ihR  j 

CHARLEP    L-    WtST 

MISS    i  'CTTIF    B    SIMPSON 
CORPS    or     ENGINEERS 
FRANK    L    IjLOODWORTH 
CORP^    ■>-     ENGINEERS 


rhMN  Valley  authy 

CORPb  OF  ENGINEERS 
«'■  EA..L  HOWARD 


3  4 


2   3 
2  3 


KENTUCKY 
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REFERENCE    NOTES 


( 


The  four 
Index  ar 
within  a 


digit  identification  numbers  in  the  index  number  column  of  the  Station 
!  assigned  on  a  State  basis.  There  will  be  no  duplication  of  numbers 


Indicate  the  distance  in  miles  and 


1  only  in  the  June  and  December  issues 

irs  ending  at  time  of  observation. 

feral  days,  only  the  first  and  last 

When  hourly  precipitation  is  accumulated  over  a  period  of  3  or  more  calendar  days 
with  unknown  hourly  or  daily  distribution,  the  first  and  last  days  are  shown  in 

Unless  otherwise  indicated,  dimensional  units  used  in  this  bulletin  are • 
Temperature  in  °F . ,  precipitation  and  evaporation  in  inches,  river  stages  in  feet 
and  wind  movement  in  miles.   Evaporation  is  measured  in  the  standard  Weather 
Bureau  type  pan  of  4  foot  diameter  unless  otherwise  shown  by  footnote  following 


Time  distrlbu- 
t  6-hourly 


No  record. 

And  also  on  later  dates. 

Amount  Included  in  following  measurement. 

tion  unknown. 

Gage  Is  equipped  with  wind  shield. 

No  recording  gage,  precipitation  measured 

intervals. 

Adjusted  to  a  full  month. 

Water  -  equivalent  of  snowfall  wholly  or  partially 

estimated,  using  a  ratio  of  1  inch  water  equivalent  to 

every  10  Inches  of  new  snowfall. 

One  or  more  days  of  record  missing.   See  Table  5  for 

detailed  daily  record. 

Station  equipped  with  recording  gage  only.   All  amounts 

in  Table  3  are  for  the  non- recording  gages,  except  for 

stations  with  this  reference. 

This  entry  in  time  of  observation  column  in  Station 

Index  means  sunset. 

Trace,  an  amount  too  small  to  measure. 

Includes  total  for  previous  month. 

Observation  time  is  1:30  A.  U.  EST  of  the  following  day 

Hourly  amounts  from  recording  gage  at  the  same  site  nay 


be  found 


Table  4. 


Table  4  data  were  formerly  published  in  Hydrologic  Bulletins  for  Upper  Mississ- 
ippi and  Missouri  District.  Amounts  in  this  table  are  from  recording  gages. 

Subscription  Price:  15^  per  copy;  $1.50  a  year.  (Yearly  subscription  Includes 
Annual  Summary.  Correspondence  regarding  subscriptions  should  be  addressed  to 
the  Weather  Records  Processing  Center,  1300  U.  S.  Court  House,  Chicago  4 


U.  S.  Department  of  Commerce 
WEATHER  BUREAU 
OfficUl 


Penalty  for  private  use  to  avoid 
payment  of  pottage,  $300 


Permit  No.  1024 


URBANA,     ILL. 


r/.  0^ 

b3 


fr'.v-X  .•    •••■•' 


JUuL  ^<^-<-^ 


U.  S.  DEPARTMENT  OF  COMMERCE 

CHAKI.KS  SAWYER,  Secretary 
WEATHER  BUREAU 

K   W    REICHELDERFEH,  Chl«i« 
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CUMATOLOGICAL  DATA 


KENTUCKY 


DECEMBER  1948 
Volume  XLIII    No.  12 


Hisr. 


CHICAGO:  1949 


GENERAL  SUMMARY 


I 


The  average  temperature  for  December  was  somewhat  above  normal.  Daily  mean  temperatures 
were  generally  higher  than  the  average  except  for  short  periods  from  the  8th  to  11th  and 
from  the  24th  to  31st.  A  period  of  unusually  warm  weather  for  the  season  prevailed  from 
the  12th  to  16th  during  which  daily  mean  temperatures  ranged  from  12°  to  31°  above  the 
corresponding  daily  normals. 

Heavy  to  excessive  rains  over  the  extreme  southwestern  counties  on  the  15th  and  16th 
carried  the  monthly  precipitation  average  for  the  State  as  a  whole  somewhat  above  normal, 
With  the  exception  of  this  area  however,  monthly  amounts  were  generally  near  or  slightly 
below  normal,  and  in  a  few  north  central  counties  near  the  Ohio  River,  considerably  be- 
low normal.  Daily  amounts  were  generally  light  except  on  the  15th,  16th  and  24th.  Pre- 
cipitation on  the  24th  was  mostly  in  the  form  of  snow  which  reached  a  depth  of  over  six 
inches  in  some  of  the  northeastern  and  northcentral  counties. 


These  conditions  were  generally  unfavorable  for  outdoor  farm  work  except  during  short 
intervals  between  rainy  periods.  There  was  still  a  little  scattered  corn  gathering 
where  fields  were  dry  enough.  Some  corn  in  shock  was  lost  in  southwestern  bottom  lands 
due  to  flooding  of  streams  and  creeks.  Considerable  tobacco  was  stripped  and  marketed 
during  the  month  and  in  most  counties  all  tobacco  had  been  sold  before  the  month  closed. 

Small  grains  and  grasses  made  a  little  growth  during  the  warm  periods,  but  all  vegeta- 
tion became  dormant  with  the  advent  of  temperatures  well  below  freezing  during  the  last 
week  or  ten  days  of  the  month.  Plants  had  about  attained  normal  size  and  all  grains 
were  in  fairly  good  condition  to  withstand  subsequent  freezes.  Stock  feeding  was  most- 
ly heavy  or  becoming  heavy.  There  was  some  scattered  butchering  of  hogs  but  tempera- 
tures were  generally  too  high  for  curing  the  meat. 

The  Ohio  River  rose  rather  rapidly  for  a  few  days  following  heavy  rains  over  the  water- 
shed near  the  middle  of  the  month,  but  the  rise  was  not  sustained  and  stages  gradually 
declined  until  the  last  day  or  two  of  the  month,  when  additional  rains  upstream  caused 
another  rise. 

TEMPERATURE 

The  mean  temperature  for  the  state  was  40.5°,  which  is  2.7°  above  normal  for  the  month. 
The  monthly  mean  temperatures  ranged  from  43.8°  at  Murray  to  37.0°  at  Covington  Airport. 
The  highest  temperature  recorded  in  the  state  was  74°  at  Corbin,  on  the  14th  and  the 
lowest  -6°  at  Farmers  on  the  26th. 

PRECIPITATION 

The  average  precipitation  for  the  state  was  4.49  inches,  which  is  0.72  inch  above  normal 
for  December.  The  total  amounts  recorded  at  various  stations  ranged  from  8.51  inches  at 
Clinton  to  2.33  inches  at  Anchorage.  The  heaviest  rainfall  reported  in  any  one  day  was 
4.67  inches  at  Mayfield  on  the  15th.  The  monthly  average  of  snowfall  was  1.6  inches  or 
1.2  inches  less  than  normal.  The  greatest  monthly  amount  was  6.3  inches  at  Farmers; 
the  least  a  trace  at  several  stations.  The  greatest  depth  on  the  ground  was  5  inches  at 
Farmers  on  the  24th. 
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In  addition  to  the  clinatologlcal  data  from  some  6,  000  Weather  Bureau  and 
cooperative  weather  stations,  this  bulletin  series  contains  records  from  Hy- 
droclimatic  Network  Stations  which  were  formerly  reproduced  in  the  Hydrologic 
Bulletin  Series.  The  Hydrocllmatlc  Network  is  a  nationwide  net  of  rain 
gages  —  mostly  of  the  recording  type  which  produce  continuous  records  of  pre- 
cipitation. It  was  established  in  1939  at  the  request  of  the  Corps  of  Engi- 
neers, Department  of  the  Army,  to  supplement  existing  precipitation  stations 
in  order  to  provide  records  of  rainfall  intensity  which  were  essential  to  the 
planning  of  flood  control  and  related  works  by  the  Corps  of  Engineers.  This 
Network,  now  numbering  about  2,000  recording,  and  1,000  non-recording  rain 
gages,  has  been  maintained  by  the  Weather  Bureau  through  working  funds  trans- 
ferred annually  to  the  Weather  Bureau  by  the  Corps  of  Engineers.  These  trans- 
fers :.veraged  about  $250,000  per  year  between  1940  and  1944,  and  nearly 
$375,000  since  that  date.  For  the  years  1940-42,  the  Department  of  Agricul- 
ture transferred  about  $100,000  per  year  to  provide  data  required  in  its  work, 
and  since  1947  the  Bureau  of  Reclamation  has  transferred  about  $25,000  per 
year   to  meet  the  Increasing   needs  of  their   program   in   the  Western  States. 


Previous  to  the  introduction  of  this  bulletin  Series,  data  from  Hydrocllmatlc 
Network  stations  were  presented  In  bulletins  (Hydrologic  Bulletins)  which  were 
issued  monthly  for  each  of  8  drainage  areas  embracing  the  eatire  United 
States,  but  since  the  Network  was  established  to  meet  the  Internal  require- 
ments of  the  Federal  agencies  referred  to  above,  no  provision  was  made  for 
public  dissemination  of  the  data,  distribution  being  limited  to  cooperating 
agencies  and  to  certain  public  repositories.  A  list  of  locations  where  refer- 
ence copies  of  the  Hydrologic  Bulletin  Series  are  available  for  inspection  may 
be  obtained  upon  application  to  Chief,  U.S.  Weather  Bureau,  Washington  25,  D.C. 

Many  other  records  published  In  this  bulletin  have  been  made  available 
through  the  cooperation  of  various  public  offices,  private  agencies,  and  in- 
dividuals as  listed  in  the  Station  Index. 
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CmTHIAMA 
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GREENVILLE   2  W 
HALEYS  MILL 
HAZARD 
HEADQUARTERS 


.2£   T 
.2]   .0! 


BODGEVILLE  NAT  PARK     1 

HOPKINSVILLE   2  E 

HYDEN 

IRVINGTON 

JACKSON 

JENKINS  WATER  WORKS     1 

JEREMIAH 

KEENE   2  N 

KENTUCKY  DAM  ; 

LANCASTER  ICE  PLANT 

LAURA 

LEITCHFIELD 

LEXINGTON  WB  AIRPORT 

LIBERTY 

LITTLE  HICKMAN  LOCK  8 

LOCKPORT  LOCK  2 
LOGLICK   IS         R  / 
LOUISA  LOCK  3 
LOUISVILLE  BOWMAN  FLD 
LOUISVILLE  STAN  W  B  AP 

LOUISVILLE  UPPER  GAGE 

LOUISVILLE  WB  CITY 

LOVELACEVILLE 

LUCAS 

MADISONVILLE   1  SE 

MAMMOTH  CAVE  PARK 
MAVFIELD   2  S 
HAYSVILLE  DAM  33 


4.73 

3.79 

.12  4.32 


5.80 
5.64 
3.18 


.81 


MIDDLESBORO  CITY  HALL   R 
MIDWAY   2  S 

HILLERSBURG  R  / 

MILLER  TOWN 
MONTICELLO 

MORE HEAD  STA  TEACH  COL 

MOUNT  STERLING 

MURRAY 

OLIVE  HILL 

OLNEY 

ONEONTA  DAM  35 
OWENSBORO 
OWENSBORO  DAM  46 
PADUCAH  NO  5  FIRE  STA 
PADUCAH  SCS  NURSERY 


.02   .03   .91 
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DAILY  PRECIPITATION 


KINTDCKY 
1948 


Station 

Day  of  month 

i 

1   2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

^ 

13 

14 

15 

16 

17 

18 

19 

20 

21 

ii 

23 

24 

[25_ 

26 

27 

28 

29 

30 

31 

PAINTSVILLE 

1 

.83 

1.57 

T 

T 

T 

1.88 

.60 

.44 

.41 

T 

T 

.49 

.03 

T 

6.78 
3.35 
4.62 

PIKEVILLE 

Z 

.11|1.42 

.04 

.18 

T 

T 

.02 

.59 

.02 

.16 

!2S 

.10 

T 

PINKVILLK 

.50 

.28 

.27 

T 

.01 

.95 

.13 

T 

.28 

.13 

.02 

.70 

T 

.02 

PLKASBHEVILLE   2  S 

2.20 

.20 

.60 
.19 

PRI!iCETON 

.67 

.02 

1.79 

Io2 

T79 

.13 

1.02 

4.63 

RAVENNA  lOCt   12 

.17 

.20 

T 

.03 

.97 

.88 

.23 

. 

, 

.24 

RAY¥ICK 

B 

.01 

.01 

.25 

.51 

1.96 

.67 

.14 

.03 

.12 

.10 

.56 

.02 
.03 

4.38 
4.39 
3.92 

RICHMOND  TEACHERS  COL 

.20 

.03 

.12 

T 

T 

.17 

1.08 

1.17 

.57 

.37 

T 

.10 

.20 

T 

RUKSEY  LOCK  2 

Z 

.50 

.70 

1.30 

.04 

.24 

!96 

RUSSELLVILLE 

.32 

.42 

T 

1.10 

3.70 

.25 

.75 

.70 

7.24 

SADIKVILLE  WATER  WKS 

R 

.01 

.07 

_ 

_ 

_ 

_ 

ST  JOHN  BETHLBHEll  ACAD 

- 

.30 

T 

T 

.09 

2.00 

.81 

T36 

T 

T 

"05 

58 

T 

SALVISA  LOCK  6 

.10 

.02 

.02 

.06 

1.98 

1.04 

.14 

.01 

.21 

.10 

■ 

!s8 

.02 

.03 

4.39 

SALYERSVILLE        R 

// 

.27 

1.28 

.07 

.19 

1.21 

.38 

.09 

.20 

.29 

.37 
.20 

SCIENCE  HILL 

.20 

.07 

.18 

T 

1.10 

.16 

.24 

T 

.04 

.04 

s'.o* 

SCOTTSVILLE 

.51 

.56 

.04 

3.07 

1.45 

.15 

.08 

.74 

.72 

.68 

.03 

8.03 
3.91 
3.48 

.50 

.05 

1.36 

.35 

.25 

.33 

SHELB^-VILLE   2  W 

j 

.01 

.02 

.08 

.02 

.02 

1.75 

.34 

.04 

.22 

.44 

■ 

!so 

.02 

.02 

SKITHFIELD  i    S 

R) 

.10 

.03 

.01 

.01 

.12 

.05 

.42 

.50 

3.18 

SOMERSET  HISAY  DEPT 

R 

.03 

.19 

.31 

.04 

.20 

1.66 

.42 

.05 

.13 

.14 

.42 

.26 

.34 

4:11 

SPRINGFIELD 

STEARNS 

R 

.63 

.08 
.47 

.42 

.22 

.02 

.01 

.13 
.03 

1.75 
1.30 

1.05 
.52 

.14 

15 

!04 

.08 

.02 

.12 

.13 
.86 

.07 

01 

.51 
.55 

T 

4.47 
5.15 

STILLWATER 

.02 

.01 

.03 

TATHAB  SPRINGS 

R 

To2 

.02 

.08 

.71 

.60 

.27 

.05 

.09 

.12 

.60 

TOMPKINSVILLE 

R 

.38 

.20 

2.08 

.22 

.13 

.10 

.06 

.96 

.28 

.37 

4!78 

TOMPKINSVILLE  TEL  OFF 

.40 

.23 

2.15 

.37 

.07 

.06 

1.74 

.30 

.04 

5.36 

TYRONE  LOCK  5 

.08 

T 

.05 

T 

.06 

1.50 

.45 

.20 

.42 

.04 

.20 

T 

.58 

T 

3.56 

.04 

.31 

.02 

.62 

.58 

.15 

T 

.01 

1.07 

3.05 

VALLEY  VIEW  LOCK  9 

.10 

.02 

.04 

1.76 

1.23 

.30 

.36 

!l2 

.11 

.37 

.06 

T 

VANrEBURG  DAM  32 

.05 

.02 

.05 

T 

T 

T 

1.98 

.74 

.12 

.35 

.02 

T 

.12 

.42 

3'.97 

WAYNESBURG   6  K 

.10 

.06 

.30 

.72 

1.18 

.07 

.16 

.05 

.07 

.10 

.12 

.68 

.05 

T 

3.66 

WEST  LIBERTY  WATER  WKS 

1.03 

.17 

.09 

T 

.02 

T 

1.25 

.55 

.54 

.42 

.45 

.27 

.24 

.77 

.14 

T 

5.94 

WILLIAMSBURG 

.93 

.09 

.32 

.05 

1.16 

.25 

.05 

.07 

.10 

.70 

.38 

.13 

.03 

2.57 

.06 

!l7 

.17 

3!  46 

WILLOW  LOCK  13 

.14 

.18 

.88 

l!lO 

.12 

.25 

.12 

.18 

.21 

!l8 

.14 

T 

4.46 

WOLF  CREBK  DAM 

Z 

.08 

.03 

.47 

.24 

3.06 

.08 

,. 

.11 

.11 

.77 

.37 

.04 

5.50 

WOODBURY  LOCK  4 

z 

_J 

.04 

L 

.20 

1.08 

2.61 

!o9 

.12 

.43 

.50 



AUGUST  1948 

BARBOUHVILLE  WATER  WKS  R 
CENTRAL  CITT   1  E      B 
CONSTANTINE            R 
DUNVILLE 
FORD  LOCK  10 
GODMAN  AFBU  FT  KNOX 
RICHMOND  TEACHERS  COL 

.02 

T 

.53 

T 
.92 

.02 

.20 

.44 
.21 
.36 

' 

1.30 

- 

.62 

To9 
.25 

!l2 
1.60 

1.67 
1.90 
.49 

.01 
.60 

- 

.05 

.21 

T 

.07 
.24 

.07 

.06 
.02 

T 
T 

.90 

T 
T 
.05 

.05 

1.68 
1.08 

2.44 
2.37 
2.18 

SEPTEMBER  1948 

1 

I 

BENTON   1  SW            R 
CONSTANTINE            R 
FORD  LOCK  10 

JACKSON 

KENTUCKY  DAM           Z 
LOUISVILLE  BOWMAN  FLD  R 
MADISON\ILLE           R 
TYRONE  LOCK  5 

1 

i 

1 

.05 

- 

T 
T 

.55 
.30 

1.78 
.49 
.05 
.97 
.06 

.41 
.59 
.53 

1.46 

.43 

.86 

.16 
.03 
^07 
1.18 
1:" 

.04 
.22 

.16 

.03 

T 

.05 
.07 

T 

.58 
.21 

- 

.80 

T 
.29 

T34 

T 

T 

- 

- 

- 

T 

.25 
T 

.17 
.16 

;o5 

.18 
.15 

T 
T 

7  21 

.02 
.18 

3 

1 
1 

3 

2 

08 
30 
50 
67 
20 
75 
53 

OCTOBER  1848 

BENTON   1  SW            R 
COLUMBIA  LW  COLLEGE 
CONSTANTINE            R 
SADIKVILLE  WATER  WORKS  R 

.13 

.52 

.27 
.26 

.12 

T02 

.95 
!48 

.85 

1.26 
.88 

• 

.08 

7os 

.33 

.20 
.63 

.70 
.40 

•- 
.24 

3.05 
3.39 

1.90 

NOVEMBER  1948 

1 

BENTON   I  SW          B 
FRENCHBURG   1  SW 
1(ADIS0N\'ILLE             R 

STE\n;is            R 

.08:2.44 

1.30 

.02!  .44 

.12 

.16 

2.91 

tT34 

1.62 
.46 

_ 

.07 

.12 

.04 

.03 

.54 
.02 

.10 

1.71 

1.49 
.01 

.03 
.20 
.37 
1.40 

.03 

.02 
.02 

.02 
.31 

.11 

.23 
.72 

.02 
.03 

.67 

.74 
2.15 

.02 
2.64 
.03 
.16 

9.60 
6.06 

8.06 

Sm  r«Ui«iic«  aotmt  loUowing  Station  L 
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HOURLY  PRECIPITATION 

DIM  mllBIt 

11.4H 

A.M.Hoai«D<Ung 

P.  M.  Horn  Mainq 

■J. 

1 

Station 

1  1  a 

3 

4 

8 

6 

7 

e 

9 

10 

11 

12 

1 

2 

3 

4    B 

6 

7 

a 

9  j  10 

n 

•= 

"^    -^ 

dF 

.02 

.04   .05 

.03 

.01 

.01 

.16 

BARBOURVII.LE  WATER  WKS 

.01   .05 

.06 

DAXTKK  llARLAN  WATER  WKS 

.01 

.01 

DENTON   1  SW 

.01 

.02 

.05 

.OB 

BEREA  COULKOE 

.01 

.01 

.01 

.03 

CLiirroN 

«    , 

.    •     .02 

• 

• 

• 

.60 

CORBIN 

6 

01 

.06 

.18 

.12 

.37 

DAVELLA 

» 

•     • 

• 

• 

• 

« 

FI.EMINGSBURG  POST  OFF 

j    , 

*     «     • 

«     » 

• 

• 

• 

• 

HAZARD 

// 

.01 

.11 

.07 

.06 

.21 

.46 

HEIPFLBERC  LOCK  14 

'/ 

.01 

.07 

.08 

IIERNDON 

.10 

.02 

.02 

.14 

JENKINS  WATER  WORKS 

.02 

.02 

KENTUCKY  BAH 

.06 

.03 

.03 

.12 

LEXINGTON  WB  AIRPORT 

.06 

.05 

.03 

.14 

LIBERTY 

// 

.02 

.02 

.05 

.03 

.12 

LITTLE  HICKMAN  LOCK  8 

// 

.01 

.04 

.05 

LOG  LICK   1  S 

.01   .01 

.01 

.07 

.08 

.26 

LOl'lSA  LOCK  3 

.02 

.02 

MAYSVILLE  DAM  33 

// 

.04 

.02 

.06 

MC  KINNEYSBURG 

// 

.02 

.02 

MIDDLESBORO  CITY  HALL 

.03 

.04 

.01 

.08 

UILLERSBURG 

.03 

.03 

.16 

.22 

UOREHEAD  STA  TEACH  COL 

.06 

.02 

.08 

OLIVE  HILL 

.02 

.05 

.01 

.01 

.01 

.10 

PIKEVILLE 

.01 

.01 

RAYWICK 

.09 

.13 

.05 

.27 

SALYERSVILLE 

.02 

.01 

.03 

SOMERSET  UIWAY  DEPT 

.02 

.05   .13 

.08 

.12 

.23 

.63 

STEARNS 

.02 

.02 

TATHAM  SPRINGS 

.03 

.01 

.04 

WOLF  CREEK  DAM 

—3 

i- 

,UX)LPHIIS   1  N 
BARBOURVILLE  WATER  WKS 
BAXTER  HARL.\N  WATER  WKS 

// 

:i2 

.23 

.10 
.04 

.04 
.07 

T07   Toi 
.03   .04 

.02 

.02 
.03 

.02 

.02   .06 
.03   .05   .05 

'02   .05 
.12   .13 

.09 
.10 

.03 

.04   .01 

- 

- 

.01 

.02 

.89 
.78 
.06 

BENTON   1  SW 
BEREA  COLLEGE 
BOWLING  GREEN  WB  AP 

.01 
.02 

.01 
.01 

.01 

.01 
.02 

.02 
.03   .03 

.01 
.02 

.01 
.03 

.02 
.02 

.01 

.01   .03 

.08 
.19 
.10 

CENTRAL  CITY   IE 

.02 

.06 

.02 

.02   .03 
•     .24 
.04   .03 

.11 

CLINTON 
C0R3IN 
DAVELL.\ 

6 

.06 
.07 

.07 

.20 

.09 

.01 

.11 

.07 

*     .12 
.04   .07   .04 

.11   .11 

.07 

♦     *     .08 
.01 

.01 

.25 
.01 

EDMONTON 

.01 

.25 

.25 

FLEMINGSBURG  POST  OFF 

» 

• 

* 

•     ♦ 

• 

* 

.48 

FRANKLIN  WATER  WORKS 

.01 

.06 

.09 

.11   .04 

.07 

.08 

.01   .01 

_ 

_ 

_ 

_ 

_ 

HALEYS  MILL 

HAZARD 

HEIDELBERG  LOCK  14 

// 
// 

.29 

.07 

.05 

.OC 

.08 

.25 

.05 

To5 
.06 

.05   .03   .19 
.03        .02 

'21   .17 
.02 

.03 
.01 

.01   .01 

"1.05 
.69 
.25 

HERNDON 

JENKINS  WATER  WORKS 

.04 
.06 

.0- 

.09 
.06 

.04 
.09 

.01 

.04   .03 

.03 

.02 

.02 

.04   .11   .15 

.23   .20 

.09 

.05   .01 

.02   .01 

.01 

.01 

.01 

1.29 
.02 

LEXINGTON  WB  AIRPORT 

.02 

.04 

LIBERTY 

// 

.03 

.01 

.02 

LITTLE  HICKMAN  LOCK  8 

LOG  LICK   IS 

LOUISA  LOCK  3 

LUCAS 

SWYSVILLE  DAM  33 

// 
// 

// 

.01 
.09 
.04 

.01 

.01 

.07   .13 

.05   .01 
.02 

.01 

.06 
.10 

.07 
.16 
.11 
.05 

.02   .02   .01 
.11   .10   .11 
.11   .05   .01 
.01   .01 

.01 
.16   .02 

.01        .02 

.17 

.22 
1.05 
.38 
.11 
.03 

MC  KINNEYSBURG 
MIDDLESBORO  CITY  HALL 

// 

.04 

.02   .01 
.09   .09 

.07   .05   .03 

.02 

.02 

.02 

.03   .03 

.05   .04 

.01 

.04   .01 

.64 
.03 

MILLERSBURG 

.01 

.02 

.16 

MOREHEAD  STA  TEACH  COL 

.05 

.02   .01 

.01   .02 

.01 

.01 

.02 

.01 

.36 

OLIVE  HILL 
PIKEVILLE 

.08 
.02 

.08   .02 
.14   .04 

.02   .05   .07 
.13   .03   .01 

.  05 

.01 
.05 

.02 
.02 

.01 

.01   .08   .18 

.25   .14 

.08 

.05   .02 

.02   .03 

1.35 
.01 

RAYWICK 
SALYERSVILLE 
SOMERSET  HIWAY  DEPT 
STEARNS 

// 

.01 
.15 
.02 
.11 

.08   .10 
.13   .05 

.05   .02   .08 
.08 

.10 
.01 

.17 
.02 
.02 

.16   .13   .09 
.06   .04   .02 
.02   .02   .01 

.05   .07 

.02 

.01   .02 

.02 

.01 

1.28 
.19 
.47 
.02 

TATHAM  SPRINGS 

.01 

.01 

.01 

.02 

WOLF  CREEK  DAM 

.01 

.06 

WOODBURY  LOCK  4 

.02 

.02   .02 

-4 

th- 

CORBIN 

JENKINS  WATER  WORKS 

6 

.01 

.0 

1 

* 

*     .03 

-5 

il- 

.02 

ADDISON  DAM  45 

// 

.07 

.06   .11   .03 

.03 

.01 

.04 

.35 

ADOLPHUS   1  N 

// 

- 

- 

- 

- 

" 

" 

" 

_     -     - 

.05 

T06 

.01 

.09 

.21 

BARBOURVILLE  WATER  WKS 

.05 

.01 

.01 

.07 

BAXTER  HARLAN  WATER  WKS 
BENTON   1  SW 

.91   .03 

.03 

.23 

.15 

.02   .07   .02 

.01 

.01 

.03 

.02 

.01   .02 

.05 

.57 
.14 

BEREA  COLLEGE 

09    14 

.01 

.02   .01 

.27 

BOWLING  GREEN  WB  AP 

;03   .04 
18   .01   .02 

.07 

CARROLLTON  LOCK  1 

// 

.06 

.01 

.02 

.30 

CENTRAL  CITY   IE 
CLINTON 

.01   .14 

.1 

1   .01   .03 

.08 

.07 

!o6 
.05 

.04   .02 

.19   .02   .04 

.02 

.57 
.32 

CONSTANT I NE 

»     »     .25 

.12 

CORBIN 

6 

.01 

.03 

.03 

.08 

DAVELLA 

DUNDEE  BARRETTS  FORD  BR 

.03 

.12   .17 

.22   .03 

.02 

.02 

.04   .01   .03 

.04 

.34 
.39 

EDMONTON 

. 

_ 

- 

- 

- 

FLEMINGSBURG  POST  OFF 

.05   .01 

.13   .22 

.61 

FORDS  &  FERRY  DAM  50 

.02 

.01   .08   .02 

.11 

.13 

.18 

.03 

.03 

.02   .03   .01 

.47 

FRANKLIN  WATER  TORKS 

]02 

.01 

.03 

GEST  LOCK  3 

* 

, 

•     »     .07 

GODMAN  AFBU  FT  KNOX 

6 

* 

* 

* 

• 

*     * 

* 

.07 

.21   .03   !o! 

.06   .04 

.02 

.48 

HALEYS  MILL 

.08 

.02   .01 

.02 

.06 

.19 

HAZARD 

.01 

.04        .03 

.01 

.01 

.12 

.02 

.01 

.25 

HEIDELBERG  LOCK  14 
HERNDON 

// 

.01 

.02 

.32   .03   .03 
.03 

.02   .02 
.01 

.05 

.01   .06 

.50 
.17 

HODGENVILLE  NAT  PARK 

.02 

.02 

.04 

JENKINS  WATER  WORKS 
KENTUCKY  DAM 

.05   .04 

.09 

.22 

.06 

.01   .01 

.o: 

.02 

.01   .03 

.51 
.09 

LEXINGTON  WB  AIRPORT 

.02   .11 

.02   .02 

.02   .01 

.20 

LIBERTY 

// 

.01 

.0 

.02 

.05 

LITTLE  HICKMAN  LOCK  8 

// 

.01   .01 

.01 

.03 

LOG  LICK   1  S 

/ 

.02 

.0 

.06 

LOUISA  LOCK  3 

00     14     0 

.01 

.20 

LOUISVILLE  BOWMAN  FLD 

S««  relerence  note*  following  Station  Index. 


HOURLY  PRECIPITATION 


i 


Table  4-Contiiiued 

«_»  XI 

JLX  X 

iV^X 

^ 

DECEMBER  1948 

A.  M.  Hour  ending 

P. 

M.  Hour  ending 

Station 

1 

1  1  2 

1 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

LOUISVILLE  STAN  W  B  AP 

.04 

.15   .02 

.01 

.01 

.02 

.25 

LOUISVILLE  WB  CITY 

.01 

.03 

.13   .04 

.01 

.02 

LUCAS 

.18 

.06 

.04 

.04 

.03 

.02 

.01 

.38 

MAYSVILLE  DAK  33 

// 

.01 
.07 
.24 

lie  KINNEYSBURG 

// 

.01 

.06 

■ 

MIDDLESBORO  CITY  HALL 

.10 

.03 

.05 

.01 

.05 

MILLERS3URG 

.03 

.03 
.02 

MOREHEAD  STA  TEACH  COL 

.02 

MUNFORDVILLE 

.12 

.02 

.08 

.05 

.06 

.33 

OLIVE  HILL 

.02 

.02 

OWENSBORO  DAM  46 

.02   .15 

.21 

.04   .02 

.01 

.04 

.03 

.52 

PADUCAH  SCS  NURSERY 

.23 

.05 

.02 

.05 

.17 

.12 

.05 

.01 

.70 

PIKEVILLE 

.01 

.01 

.01 

RAYWICK 

.06 

.01 

.01 

.02 

.03 

.02 

.06 

.04 

!25 

RUMSEY  LOCK  2 

.08 

.09 

.08   .01 

.01 

.03 

.40 

SADIEVILLE  WATER  WORKS 

.01 

.01 

SALYERSVILLE 

// 

.05 

.02 

.07 

SMITHFIELD   4  S 

.01 

.02   .07 

.10 

SOMERSET  HIWAY  DEPT 

.01   .01 

.02 

.07 

.05 

.02 

.03 

.09 

.01 

.31 

STEARNS 

.15 

.14 

.02 

.01 

.02 

.05 

.03 

.42 

TATHAM  SPRINGS 

.01 

.01 

.01 

.01 

.04 

.08 

TOMPKINSVILLE 

.14 

.06 

.05 

.01 

.01 

.03 

.08 

.38 

UNIONTOlfN  DAM  49 

// 

.01   .03   .03 

.03   .08   .17 

.03 

.01   .01 

.40 

WOLF  CREEK  DAM 

.10 

.08 

.01 

.01 

.02 

.18 

.40 

WOODBURY  LOCK  4 

.04 

.17 

.21 

-6th- 

.07 

.07 

BAXTER  HAKLAN  WATER  WKS 

.06 

.11   .01 

.18 

DAVELLA 

.02 

.02 

.04 

HAZARD 

// 

.04 

.02 

.06 

JENKINS  WATER  WORKS 

.09   .07 

.02   .01 

.19 

LOUISA  LOCK  3 

.01 

.01 

.02 

MIDDLESBORO  CITY  HALL 

.10 

.02 

.12 

PIKEVILLE 

.07 

.10 

.17 

SOMERSET  HIWAY  DKPT 

.02 

.02 

-10th- 

.04 

CARROLLTON  LOCK  1 

// 

.06 

.06 

GEST  LOCK  3 

.03 

.03 

MAYSVILLE  DAM  33 

// 

.02 

.02 

SADIEVILLE  WATER  WORKS 

.01 

.04   .02 

.07 

SMITHFIELD   4  S 

.01 

.02 

-12th- 

.03 

DAVELLA 

.02 

.01 

.03 

FLEMINGSBDBG  POST  OFF 

.02 

.02 

MOREHEAD  STA  TEACH  COL 

.01 

.01 

.02 

SMITHFIELD   4  S 

-13th- 

.91 

.01 

ADDISON  DAM  45 

// 

.01 

.01 

COHBIN 

6 

* 

•     • 

•     *     .01 

SMITHFIELD   4  S 

.01 

-14th- 

.01 

ADDISON  DAM  45 

// 

.01 

.01   .01 

.01 

.21 

.06 

.01 

.04 

.03 

.13 

.03 

.04 

.08 

.67 

ADOLPHUS   1  K 

// 

.11 

.09 

.20 

BAEBOURVILLE  WATER  WIB 

.01 

.01 

BAXTER  HARLAN  WATEH  WKS 

.02 

.02 

BENTON   1  SW 

.03 

.06 

.05 

.33 

.51 

.21 

.18 

1.37 

BEREA  COLLEGE 

.02 

.02 

.14 

.15 

.33 

BOWLING  GREEN  WB  AP 

.01 

.11 

.21 

.22 

.55 

CARROLLTON  LOCK  1 

.01 

.02 

.01 

.03 

.02 

.46 

.50 

.36 

.24 

.22 

.09 

.22 

2.18 

CENTRAL  CITY   1  B 

.02 

.03 

.13 

.06 

.11 

.50 

.15 

1.00 

CLINTON 

.01 

.18 

.08 

.16 

.41 

.30 

.05 

.02 

1.21 

CONSTANTINE 

_ 

_ 

-    _    - 

_    _    _ 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

CORBIN 

6 

* 

* 

* 

* 

* 

.01 

DAVELLA 

.02   .06 

.01 

.02 

.01 

.12 

DUNDEE  BAHRETT8  POED  BR 

.02   .02 

.01 

.02 

.15 

.10 

.13 

.08 

.33 

.86 

EDMONTON 

.01 

.01 

.01 

.01 

.03 

.20 

.27 

FLEMINGSBUBG  POST  OFF 

.23 

.05 

.23 

.02 

.12 

.24 

.30 

.13 

1.32 

FORD  b  FEBHT  DAH  50 

.01 

.13 

.21 

.01 

.08 

.24 

.13 

.81 

FRANKLIN  WATER  WORKS 

.01 

.18 

.21 

.40 

GEST  LOCK  3 

.01 

.02 

.07 

.17 

.14 

.11 

.16 

.05 

.11 

.03 

.87 

GODMAN  AFBU  FT  EHOZ 

6 

* 

•    * 

•     *     .05 

* 

* 

» 

* 

» 

.04 

» 

* 

* 

* 

.40 

HALE7S  HILL 

.05 

.01 

.05 

.53 

.07 

.19 

.36 

.21 

1.47 

HAZARD 

// 

.04 

.04 

HEIDELBERG  LOCK  14 

// 

.01 

.02 

.06 

.05 

.14 

HERNDOB 

.04 

.09 

.03 

.38 

.35 

.07 

.96 

HODGENVILLE  NAT  PARK 

.04 

.01 

.11 

.27 

.10 

.32 

.85 

KENTUCKY  DAM 

.10 

.20 

.02 

.18 

.28 

.06 

.15 

.99 

LEXINGTON  WB  AIRPORT 

.11 

.01 

.47 

.01 

.14 

.14 

.26 

.09 

.32 

1.55 

LIBERTY 

// 

.01 

.01 

.16 

.02 

.18 

.38 

LITTLE  HICKMAN  LOCK  8 

// 

.06   .14 

.06 

.04 

.08 

.05 

.05 

.78 

LOG  LICK   1  8 

// 

.01 

.06       .01 

.01 

.06 

.09 

.05 

.07 

.46 

LOUISA  LOCK  3 

.01 

.02 

.04 

.02 

.19 

LOUISVILLE  BOWMAB  FLD 

.01 

.01 

.01 

.01 

.15 

.01 

.06 

.02 

.28 

LOUISVILLE  STAN  W  B  AP 

.01 

.16 

.09 

.02 

.04 

.09 

.08 

.03 

.03 

.55 

LOUISVILLE  WB  CITY 

.01 

.01 

.02 

.16 

.06 

.02 

.03 

.06 

.05 

.04 

.05 

.51 

LUCAS 

.01 

.01 

.04 

.20 

.26 

MAYSVILLE  DAM  33 

// 

.11 

.05 

.15 

.20 

.28 

.39 

1.18 

MC  KINNEY8BUEG 

// 

.01 

.23 

.12 

.18 

.12 

.29 

.19 

.13 

.08 

1.35 

MILLERSBDRG 

.03 

.17 

.03 

.02 

.07 

.42 

.26 

.26 

.11 

1.37 

MOREHEAD  STA  TEACH  COL 

.02 

.17 

.10 

.01 

.18 

.32 

.29 

1.09 

MUNFOHDVILLE 

.10 

.01 

.10 

.25 

.46 

OLIVE  HILL 

.02 

.13 

.10 

.01 

.03 

.15 

.20 

.28 

.92 

OWENSBORO  DAM  46 

.05 

.02 

.10 

.01 

.01 

.02 

.03 

.14 

.01 

.05 

.20 

.64 

PADUCAH  SCS  NURSERY 

.04 

.37 

.08 

.07 

.23 

.12 

.10 

1.01 
.01 

PIKEVILLE 

.01 

RAYWICK 

.01 

.06 

.17 

.09 

.18 

.51 

RUMSEY  LOCK  2 

.02 

.01 

.01 

.01 

.09 

.06 

.03 

.06 

.10 

.39 

SADIEVILLE  WATEH  WORKS 

_ 

_ 

_    -    - 

-    -    - 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

SAL'ERSVILLE 

// 

.01 

.10 

.01   .01 

.06 

.19 

SMITHFIELD   4  S 

* 

* 

* 

» 

* 

» 

• 

* 

• 

* 

♦ 

* 

• 

SOMERSET  HIWAY  DKPT 

.02 

.01 

.17 

.20 
.03 

STEARNS 

.02 

.01 

TATHAM  SPRINGS 

.01 

.02 

.01 

.01 

.04 

.10 

.30 

.11 
.05 

.10 
.15 

.71 
.20 

TOMPKINSVIIJLE 

UNIONTOWH  DAM  49 

// 

.01   .01   .01 

.01 

.01 

.01 

.01 

.04 

.10 

.06 

.02 

.03 

.07 

.08 

.47 

WOLF  CREEK  DAM 

.01 

.06 

.07 

WOODBURY  LOCK  4 

.01 

.03 

.17 

.05 

.21 

.23 

.70 
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HOURLY  PRECIPITATION 


ULUTWitr 
UtCEMBU    194M 


A.  M.  Houi  aodliia 


ADDIBOM  DAH  43 

ADOLPHUS   1  N 

BARBOURVILLB  WATER  W«B 

BAXTBR  HARLAN  WATER  WXB 

BKNTON  \    SW 

BKR£A  COLLEGE 

BOWLING  GREEN  WB  AP 

CARHOLLTON  LOCE  1 

CENTRAL   CITY      IE 

CLINTON 

CORBIN 

DAVKU.A 

DUNDEE  BARRETTS  FORD  BR 

EDMONTON 

FLKMINGSBUKG  POST  OFF 

F0RE6&   FERRY   DAM    50 

FRANKLIN  WATER  WORKS 

GEST  LOCK  3 

GODMAN  ATBU  FT  KNOX 

HA1.EVS  MILL 

HA?.ARD 

HEIDELBERG  LOCK  14 

HERNDON 

HODGENVILLE  NAT  PARK 

JENKINS  WATER  WORKS 

KENTUCKY   DAM 

LEXINGTON  WB  AIRPORT 

LIBERTY 

LITTLE  HICKMAN  LOCK  8 

LOG  LICK   1  S 

LOUISA  LOCK  3 

LOUISVILLE  BOWMAN  FLD 

LOUISVILLE  STAN  WB  AP 

LOUISVILLE  WB  CITY 

LUCAS 

MAYSVILLE  DAM  33 

MC  KINNEYSBURG 

MIDDLKSBORO  CITY  HALL 

MILLSRSBURG 

MOREHEAD  STA  TEACH  COL 

MUNFORDVILLE 

OLIVE  HILL 

OWENSBORO  DAM  46 

PADUCAH  SCS  NURSERY 

PIKEVILLE 

RATWICK 

RUMSEY  LOCK  2 

SALYERSVILLE 

SMITHFIELD   4  S 

SOMERSET  HIWAY  DEPT 

STEARNS 

TATHAM  SPRINGS 

TOMPKINSVILLE 

UNIONTOWN  DAM  49 

WOLF  CREEK  DAM 

WOODBURY  LOCK  4 


ADDISON  DAM  45 

ATOLPHUS   1  N 

BARBOURVILLE  WATER  WKS 

BAXTER  HARLAN  WATER  WKS 

BENTON   1  SW 

BEREA  COLLEGE 

BOWLING  GREEN  WB  AP 

CENTRAL  CITY   IE 

CLINTON 

CORBIN 

DAVELLA 

DUNDEE  BARRETTS  FORD  BR 

EDMONTON 

FLEMINGSBURG  POST  OFF 

FORDS  &  FERRY  DAM  50 

FRANKLIN  WATER  WORKS 

GEST  LOCK  3 

GODMAN  ATBU  FT  KNOX 

HALEYS  MILL 

HAZARD 

HEIDELBERG  LOCK  14 

HERNDON 

HODGENVILLE  NAT  PARK 

JENKINS  WATER  WORKS 

KENTUCKY  DAM 

LEXINGTON  WB  AIRPORT 

LIBERTY 

LITTLE  HICKMAN  LOCK  8 

LOG  LICK   1  S 

LOUISA  LOCK  3 

LOUISVILLE  BOWMAN  FLD 

LOUISVILLE  STAN  W  B  AP 

LUCAS 

MILLERSBURG 

MOREHEAD  STA  TEACH  COL 

MUNFORDVILLE 

OLIVE  HILL 

OWENSBORO  DAM  46 

PADUCAH  SCS  NURSERY 

PIKEVILLE 

RAYWICK 

RUMSEY  LOCK  2 

SALYERSVILLE 

SMITHFIELD   4  S 

SOMERSET  HIWAT  DEPT 

STEARNS 

TATHAM  SPRINGS 

TOMPKINSVILLE 

UNIONTOWN  DAM  49 

WOLF  CREEK  DAM 

WOODBURY  LOCK  4 


.03      .02      .01 


P.  M.  Hour  anaing 


-15th- 


.26       .OB       .32 


.03      .04:     .04      .33 


.08      .17      .07 


.11       .10      .13 


.08      .08      .05 


.04      .02      .081      .49 
.05      .01      .05      .21 


.45      .17      .12 


.16      .08      .10 


.12       .16       .02 


.06 

.12      .05      .01 

.12      .03 


.17      .20      .041 


.12      .02      .18 


.10      .22      .16      .01 


01 

2.50 

OR 

.14 

.12 

.90 

02 

.09 

.11 

.65 
2.40 

07, 

.05 

.01 

1.56 

02 

.02 

3.06 

.28      .05      .11 


01 

.04 

.10 

02 

.02 

.01 

05 

10 

.32 

.05 
.01 

.03 

.07 

.10       .01       .07       .13; 


.11      .01      .02      .03 


.04      .04      .011 


.101 

.48 

.17 

.1-^ 

08 

■A 

.05 

.03 

.04 

* 

» 

* 

03 

.01 

.Oil 
.0^ 

05 

.13 

.03 

.21 

.it, 

04 

.H 

.02 

.03 

.o:i 

1 

.03 

.40 

.17] 

.20 

.2^ 

.35 

.25 

.02, 

.11 

.10 

.13 

.02 

.02 

.03 

.04, 

.01 

.28 

.24 

.03 

.07 

.03i 

.04 

.0' 

• 

,04 

.02 

.02 

.02| 

.05 

.0! 

.01 

.01 

.oi 

.09 

.12 

.03 

.10 

.14 

.06 

.03 

.01 

03 

.24 

.12 

.19 

.22 

.02 

.01 

.05 

.03 

•"i 

.01 

.06 

.o: 

.01 

.10 

.11 

.33 

.03 

.27 
.07 

.24 

.71 

.2^ 

.07 

.23 

.06 

.05 

-1( 

5th- 

.04;      .05 
.04      .01 


.57      .20|      .05      .18 


.01      .03      .01 


1.13 

1.74 

2.97 

1.52 

* 

• 

.45 

.02 

.02 

.57 
1.96 
1.18 

.01 

,02 

1.21 

.03 

1.66 

.02 

.01 

1.30 
1.71 

.01 

.01 

2.08 

.02 

.01       .Oil 

.02      .17 


01 

.06 

.02 

01 

.0- 

.03 

.lb 

.02 

.04 

//      .01 

.02 
1      .23 

//I      .01 

//      .01 


.01 

.01 

.01 

.04 

.01 

.01 

.01 

.01 

.01 

.10 

.03 

.02 

.01 

.04 

.04 

.01      .25      .07 


.05      .01      .01 


.05      .01      .01 


.iq      .10      .04 
.07      .02      .05 


.40 

.38 

1.94 


Sm  reierencs  aotM  ioUowlng  Station  ladn. 
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Table  4-Cootiiiue(l 


HOURLY  PRECIPITATION 


DECEHBER   1948 


« 


A.  M.  Houi  ending 

P.  M.  Houi  ending 

SUhon 

I 

1 

^ 

3 

4 

S 

6 

7 

8 

9 

10 

11 

12 

1 

2 

3 

4 

5 

6 

'1 

1 

8 

9 

10 

U 

12 

-18 

Jth- 

ADDISON  DAM  45 

// 

.01 

.07 

.07 

.m 

.01 

.27 

ADOLPHUS   1  N 

// 

.03   .01   .02 

.03 

.01 

.01 

.01 

.12 

BARBOUnVILLE  WATER  WKS 

.01 

.07 

.01 

.09 

BAXTER  HARLAN  WATER  WKS 

.01 

.03 

.01 

.03 

.08 

BENTON   1  SW 

.01 

.01 

.01 

.05 

.08 

BEREA  COLLEGE 

.02 

.02 

.01 

.05 

BOWLING  GREEN  WB  AP 

.03 

.04 

.01 

.05 

.13 

CARROLLTON  LOCK  1 

// 

.05 

.03 

.08 

CENTRAL  CITY   IE 

.02        .01 

.02 

.02 

.10 

.01 

.18 

CLINTON 

.02 

.01 

.01 

.01 

.10 

.01 

.16 

CORBIN 

6 

* 

.02 

DAVELLA 

.02 

.02 

DUNDEE  BARRETTS  FORD  BR 

.01   .02   .04 

.11 

.04 

.11 

.04 

.02 

.39 

EDMONTON 

.07 

.07 

FLEVINGSBURG  POST  OFF 

- 

- 

- 

- 

- 

- 

_    _    _ 

_     _     _ 

_    _    _ 

•     _     _ 

_ 

_ 

_ 

_ 

FORDS  &  FERRY  DAM  50 

.01 

.01 

.06 

.08 

FRANKLIN  WATER  WORKS 

.03   .03   .04 

.02 

.01 

.04 

.17 

GEST  LOCK  3 

.04 

.06 

.10 

GODiUN  AFBU  FT  KNOX 

6 

•     *     • 

*     •     .05 

* 

» 

* 

.13 

HALEYS  MILL 

.01 

.01 

.05 

.07 

HAZARD 

// 

.01 

.01 

.01 

.03 

HEIDELBERG  LOCK  14 

// 

.01 

.01 

.02 

HERNDON 

.02 

.01 

.02 

.05 

HODGENVILLE  NAT  PARK 

.04 

.01 

.02 

.01 

.06 

.14 

JENKINS  WATER  WORKS 

.02 

.04 

.01 

.07 

KENTUCKY  DAM 

.01 

.01 

.08 

.10 

LEXINGTON  WB  AIRPORT 

.02 

.06 

.06 

.05 

.09 

.05 

.33 

LIBERTY 

.05 

.05 

LITTLE  HICKMAN  LOCK  8 

// 

.01 

.03 

.07 

.02 

.02 

.15 

LOO  LICK   IS 

// 

.03 

.11 

.04 

.02 

.01 

.21 

LOUISA  LOCK  3 

- 

- 

- 

- 

- 

- 

_     _     _ 

_     _     _ 

_    _    _ 

_     _     _ 

_ 

LOUISVILLE  BOWMAN  FLD 

.01 

.07 

.04 

.12 

LOUISVILLE  STAN  W  B  AP 

.02 

.01 

.02 

.02 

.07 

.04 

.18 

LOUISVILLE  WB  CITY 

.02 

.03 

.06 

.01 

.12 

LUCAS 

.01 

.01 

.03 

.06 

MILLERSBURG 

.01 

.09 

.10 

MOREHEAD  STA  TEACH  COL 

.01 

.13 

.03 

.02 

.04 

.23 

MUNFORDVILLE 

- 

- 

- 

- 

- 

- 

_     _    _ 

_     _     _ 

_    _    _ 

_     _     _ 

_ 

- 

OLIVE  HILL 

.01 

.01 

OWENSBORO  DAM  46 

.05 

.08 

.02 

.15 

PADUCAH  SCS  NURSERY 

.01 

.01 

.02 

PIKEVILLE 

.01 

.01 

.02 

RAYWICK 

.01   .01 

.03 

.02 

.03 

.04 

.14 

RUMSEY  LOCK  2 

.01 

.01 

.03 

.04 

.06 

.15 

SALYERSVILLE 

// 

■ 

.06 

.03 

.09 

SMITHFIELD   4  S 

.02 

.03 

.07 

.12 

SOMERSET  HIWAY  DEPT 

.01 

.04 

.05 

STEARNS 

.02 

.01   .01 

.08 

.02 

.01 

.15 

TATHAM  SPRINGS 

.03 

.06 

.01 

.04 

.01 

.08 

.04 

.27 

TOMPKINSVILLE 

.01   .01 

.01 

.05 

.01 

.04 

.13 

UNIONTOWN  DAM  49 

// 

.01 

.07 

.02 

.01 

.11 

WOLF  CREEK  DAM 

.01 

.01 

WOODBURY  LOCK  4 

-19 

hh- 

.01 

.01 

.01 

.01 

.02 

.04 

.10 

ADDISON  DAM  45 

// 

.01 

.01 

ADOLPHUS   1  N 

// 

.02 

.02 

BARBOUR V I LLE  WATER  WKS 

.02 

.01 

.02 

.02 

.07 

BAXTER  HARLAN  WATER  WKS 

.01 

.05 

.02 

.01 

.01   .01   .04 

.01 

.16 

BENTON   1  SW 

.01 

.01 

.02 

BEREA  COLLEGE 

.09 

.01 

.01 

.01 

.01 

.13 

BO-.fLING  GREEN  WB  AP 

.02 

.01 

.03 

CARROLLTON  LOCK  1 

// 

.02 

.01        .02 

.02   .03   .02 

.12 

CLINTON 

.01 

.01 

CORBIN 

6 

* 

* 

* 

* 

.14 

»     *     * 

*     *     .01 

DAVELLA 

.01 

.01 

.06 

.01 

.02 

.02   .01 

.01 

.01 

.01 

.01 

.01 

.19 

DUNDEE  BARRETTS  FORD  BR 

.01 

.01 

.02 

EDMONTON 

.06 

.02 

.01 

.01 

.10 

FLEMINGSBURG  POST  OFF 

_ 

_ 

_ 

_ 

_ 

_     _     _ 

_     _     _ 

_     _     _ 

_    _    _ 

- 

- 

- 

- 

- 

- 

- 

FORDS  8c  FERRY  DAM  50 

.01 

.05 

.06 

GEST  LOCK  3 

.03 

.04 

.01 

.01 

.01 

.10 

GODMAN  AFBU  FT  KNOX 

6 

* 

• 

* 

» 

.03 

HAI.EYS  MILL 

.01 

.01 

HAZARD 

// 

.01 

.09 

.01 

.01 

.04 

.03   .04   .03 

.03    .02 

.01 

.32 

HEIDELBERG  LOCK  14 

// 

.05 

.08 

.04 

.02 

.02 

.21 

HODGENVILLE  NAT  PARK 

.01 

.01   .01 

.01 

.04 

.reNKINS  WATER  WORKS 

.01 

.04 

.05 

.01 

.01 

.01 

.02   .02   .01 

.02        .02 

.02   .01 

.25 

LEXINGTON  WB  AIRPORT 

.04 

.02 

.02 

.01 

.01 

.10 

LIBERTY 

// 

.05 

.01 

.01 

.01 

.02 

.10 

LITTLE  HICKMAN  LOCK  8 

// 

.06 

.03 

.01 

.10 

LOG  LICK   1  S 

// 

.09 

.01 

.03 

.03 

.16 

LOUISA  LOCK  3 

- 

- 

- 

- 

- 

_     _     - 

_     _     _ 

-    -    - 

-     -     - 

- 

- 

- 

- 

- 

.05 
.03 
.04 

LOUISVILLE  BOWMAN  FLD 

.02 

.03 

LOUISVILLE  WB  CITY 

.02 

.01 

LUCAS 

.02 

.02 

MAYSVILLE  DAM  33 

// 

.01 

.07 

.05 

.07 

.03 

.02 

.25 

MC  KINNEYSBURG 

// 

.10 

.05 

.04 

.02 

.02 

.23 

MIDDLESBORO  CITY  HALL 

- 

- 

- 

- 

.     _     _ 

_     _     _ 

-     -     - 

-     -     - 

- 

- 

- 

- 

- 

- 

.19 
.35 

MILLERSBURG 

.04 

.09 

.03 

To3 

MOREHEAD  STA  TEACH  COL 

.16 

.07 

.04 

.01 

.01 

.02 

.02   .01 

.01 

OLIVE  HILL 

.14 

.07 

.04 

.04 

.03 

.03 

.01   .02   .02 

.02   .01   .01 

.44 
.03 
.02 
.03 
.05 

OWENSBORO  DAM  46 

.01 

.02 

PADUCAH  SCS  NURSERY 

.01 

.01 

RAYWICK 

.03 

RUMSEY  LOCK  2 

.05 

SALYERSVILLE 

// 

.01 

.02 

.10 

.02 

.02   .01 

.01   .01 

.20 
.05 
.13 
.04 
.05 
.10 
.02 
.11 
.02 

SMITHFIELD   4  S 

.03 

.02 

SOMERSET  HIWAY  DEPT 

.05 

.03 

.02 

.03 

STEARNS 

.01 

.02 

.01 

TATHAM  SPRINGS 

.03 

.02 

TOMPKINSVILLE 

.05 

.01 

.01 

.02 

.01 

UNIONTOWN  DAM  49 

// 

.01 

.01 

WOLF  CREEK  DAM 

.06 

.02 

.01 

.02 

WOODBURY  LOCK  4 

.01 

.01 

-2 

St- 

ADOLPHUS   1  N 

// 

.02 

.01 

.16 

.03 

CORBIN 

C 

* 

* 

• 

* 

* 

EDMONTON 

.07 

.02 

.09 

HAZARD 

// 

.01 

.02 

.03 

JENKINS  WATER  WORKS 

.01 

.01 

.02 

LIBERTY 

// 

.01 

.04 

.05 

See  reference  notes  foUowino  Station  Index. 
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A.  M.  Houi  •ndlog 

P.  M.  Hour  •odlog 

1 

Station 

^— n 

1 

a 

3 

4 

8 

e 

7 

B 

9 

10 

" 

12 

J 

2 

3 

4 

6 

e 

7 

e 

B 

10 

U 

12 

.01 

.02 

.03 

LUCAS 

.06 

.05 

.03 

.14 

SOMERSKT  HIWAY  DKPT 

.02 

.06 

.08 

STKARNS 

.02 

.04 

.06 

nXIMPKINSVlLLK 

.09 

WOLF  CWSSK  BAM 

-22d- 

ADOLPmiS   1  N 

// 

.01 

.01 
.11 

BAKBOURVILLK  WATER  WKS 

.10 

.01 

.07 

BAXTER  HARLAN  WATER  WKS 

.01 

.04 

.01 

.01 

EDMONTON 

.01 

.04 

HAZARD 

// 

.04 

.20 

JENKINS  WATER  WORKS 

.06 

.09 

.02 

.03 

.01 

LUCAS 

.01 

.05 

MIDDLESBORO  CITY  HALL 

.05 

• 

* 

.10 

.10 

OLIVE  HILL 

• 

• 

♦ 

* 

•     • 

• 

• 

• 

.02 

STEARNS 

.02 

.01 

WOLF  CREEK  DAU 

.01 

-2A 

th- 

ADDISON  DAM  45 
ADOLPHUS   1  N 

// 
// 

.01   .01 

.04 

.04 

.04 

.08 

.15 

.12 

.08 

.05 

.24 

.16 

.11 

.10 

.13 
.01 

.02 
.04 

.01 
.01 
.05 

.02 
.01 
.04 

.03 
1.40 
.14 

BARBOURVILLE  WATER  WKS 
BAXTER  HARLAN  WATER  WKS 
BENTON   1  SW 
BEREA  COLLEGE 
BOWLING  GREEN  WB  AP 

.08 

.01 

.02 
.03 
.04 

.01 
.06 
09 

.03 
.04 
.02 
.01 

.02 
.06 

.04 

.03 
.13 
.01 
.04 

.02 
.22 

.04 

.03 
.12 

.02 

.03 
.05 
.01 
.03 

.01 
.10 

.04 

.15 
.03 

.02 
.03 

.06 

.01 
.02 

.02 
.07 

.02 

.01 
.02 

.05 

.03 
.04 

.02 
.01 

.03 
.02 

.04 

.03 
.04 

.32 

1.18 
.24 
.63 
.07 
.25 

1.70 

.05 
.20 
.51 

CARROLLTON  LOCK  1 

CENTRAL  CITY   IE 

CLINTON 

CORBIN 

DAV-ELLA 

DUNDEE  BARRETTS  FORD  BR 

EDMONTON 

// 
6 

♦ 

.01 

• 

.01 

.02   .14 
•     .01 

.01   .03 
.07   .04 

19 
.03 

.01 
.04 

.09 

.02 
.04 

.07 
.02 
.16 

.01 
.05 

.03 
.31 

.02 
.05 

.02 
.09 
.22 

.02 

.02 
.08 

.03 

.02 

.03 
.24 

.02 

.01 

.01 
.10 

.01 

.06 
.06 

.01 

.01 
.07 

.01 
.05 

.03 
.02 
.06 

.01 
.01 

.02 
.08 

.04 

.02 
.03 

.03 

• 

.01 
.01 

.14 

.02 
.01 

FLEMINGSBURG  POST  OFF 
FORDS  &  FERRY  DAM  50 
FRANKLIN  WATER  WORKS 

" 

■ 

.03 
.05 

.02 
.03 

'02 
.01 

.10 

.01 
.06 

.05 

.01 
.07 

.02 
.12 

"oi 

.19 

.02 
.05 

.05 
.09 

.04 
.11 

.16 

.01 
.08 

.01 
.08 

.08 

.07 

.01 

.01 

.27 
1.40 
.40 

GEST  LOCK  3 

.08 

.10 

.07   .03 

.02 

.02 

.02 

.04 

.01 

.01 

GODMAN  .AFBU  FT  KNOX 

HALEYS  MILL 

HAZARD 

HEIDELBERG  LOCK  14 

HERNDON 

6 

// 
// 

.02 

.02 

.03 
.01 

.01 

.05 
.01 

.04 

.  07 
.05 

.05 

.05 
.09 

.04 

.01 
.04 

.10 

.01 
.09 

.04 

.01 
.25 

.10 
.12 

.21 

.07 
.06 

.03 
.10 

.03 
.13 

.09 

.11 

.05 

.05 

.02 
.06 

.05 
.09 

.01 

toi 

.04 

.04 

.03 

.02 
.03 

.76 

.28 
1.45 
.15 
.28 
.92 
.13 
.24 
.25 
02 

HODGENVILLE  NAT 'PARK 

.03 

.03 

.02 

.01 

.  01 

.01 

.01 

.01 

JENKINS  WATER  WORKS 
KENTUCKY  DAM 

.07 

.03 

.03 
.02 

.05 
.07 

.10 
.11 

.03 
.09 

.02 
.19 

.01 
.06 

.01 
.06 

.01 

.10 

.01 

.03 

.06 

.01 

LEXINGTON  TO  AIRPORT 

LIBERTY 

LITTLE  HICKMAN  LOCK  8 

// 
// 

.03   .04 
.02   .03 

.04 

.13 
.  08 

.02 
.02 
.01 

.01 

.01 

.01 
.  01 

.01 

.01 

.01 
.01 

.01 

.01 

.04 

.01 
.02 

.01 
.02 

LOG  LICK   1  S 
LOUISA  LOCK  3 

// 

.01 

.01 

.04 

.01 

.01 

.01 

.01 

.01 

;o9 

LOUISVILLE  BOWMAN  FLD 

.01 

.02 

.01 

.08   .08 

.01 

.02 

.01 

".36 
.30 

LOUISVILLE  STAN  W  B  AP 

.01 

.03 

.05 

.08 

.03   .04 

.01 

.03 

.05 

.01 

.01 

LOUISVILLE  WB  CITY 

LUCAS 

BAYSVILLE  DAM  33 

// 

.01 

.05 

.06 

.03 

.05   .03 

.01 

.05 

.01 

.01 

.01 

.02 
.01 

.04 
.03 

.02 
.01 

.04 

.05 

.02 

.03 

.05 

.04 

.01 

.01 

!35 
.05 
.06 

MC  KINNKYSBURG 
MIDDLESBORO  CITY  HALL 

// 

.01 

.08 

.06 

.01 
.01 

.01 
.02 

.02 
.05 

.01 
.01 

.01 

.02 
.01 

.01 

.01 

.01 

.03 

.07 

.10 

.08 

.08 

.04 

!68 
.02 

MILLERSBURG 

.52 

MOREHEAD  STA  TEACH  COL 
OLIVE  HILL 
OWENSBORO  DAM  46 
PADUCAH  SCS  NURSERY 
RAYWICK 

.01 

.03 
.03 

.10 

.08   .06 
.02   .06 

.04 

.07 
.04 

.04 

.01 
.02 
.02 

.10 

.01 
.11 
.01 

.04 
.03 

.07 

.18 

.02 
.01 

.05 

.04 

.04 

.09 

.01 
.02 

.01 
.02 

.06 

.02 
.02 

.03 

!05 
.05 
.88 
.12 
.04 

RUMSEY  LOCK  2 
SALYERSVILLE 

// 

.01   .02 

.  06 

.03 

.04 

.03 

.04 
.02 

.01 

.01 

.01 

.01 

.04 

.29 
42 

SMITHFIELD   4  S 
SOMERSET  HIWAY  DBPT 

.01 

.03 

.07 

.10 

.07   .03 
.01   .01 

.03 
.12 

.03 
.06 

.05 
.03 

.03 
.02 

.02 

.01 

.01 

.01 

.02 

.01 

.02 
.03 

.03 

.02 
.08 

.05 
.04 

.01 

.01 

.42 

STEARNS 

TATHAM  SPRINGS 
TOMPKINSVILLE 

.01   .01 

.  02 

.06 

.03 

.05 

.04 

.02 
.04 

.03 
.05 

.02 
.05 

.02 
.05 

.02 

.11 

.15 

.09 

.08 

.08 

.02 

.09 
.96 

UWIONTOWN  DAM  49 
WOLF  CREEK  DAM 
WOODBURY  LOCK  4 

// 

.02 

Toi   .05 
.04 

.02 
.03 

.02 
.02 

.04 
.05 

To4 

.03 

.03 
.03 

.06 
.04 

-2£ 

.03 
.01 

.01 
.03 

Toi 

.01 

.01 
.05 

.01 

.02 

.09 
.01 

'05 
.02 

.03 
.02 

.07 
.01 

.04 

.01 

.63 
.44 

ADDISON  DAM  45 

// 

.01 

.04 

.01 
.07 

ADOLPHUS   1  N 

// 

.01 

.02 

.05 

.01 

.01 

.12 

BARBOURVILLE  WATER  WKS 

.02 

.01 

.02 

.  19 

BAXTER  HARLAN  WATER  WKS 

.02 

.01 

.04 

.01 

.02   .03 

.02 

.02 

.02 

.03 

BENTON   1  SW 

.03 

.03 

.01 

.  17 

BEREA  COLLEGE 
CENTRAL  CITY   IE 

.05 
.03 

.04 

.02 

.01 

.03   .01 

.01 

.11 

.08 

.02   .02 

.24 
.02 

CLINTON 

.03 

.03 

CORBIN 
DAVELLA 

6 

* 

* 

•     .17 

* 

* 

• 

* 

*     .04 
.02   .01 

.04 

.05   .06 

.19 

.37 
.05 

DUNDEE  BARRETTS  FORD  BR 

.01   .0^   .ui 

.0 

.  14 

EDMONTON 

.03 

.01   .01 

.OJ 

!03 

.01 

.03 

FRANKLIN  WATER  WORKS 

.10 

HALEYS  MILL 

.10 

.50 

HAZARD 

// 

• 

* 

• 

* 

»     .50 

.  15 

HEIDELBERG  LOCK  14 

// 

.05   .03   .02 

.02   .02   .01 

.09 

HODGENVILLE  NAT  PARK 

.03 

.01 

.01 

.02 

.Oz 

.20 

JENKINS  WATER  WORKS 

.05   .03   .02 

.01   .01   .01 

.02   .03   .01 

.Oi 

.12 

LIBERTY 

// 

.02   .02   .02 

.02   .04 

.05 

LITTLE  HICKMAN  LOCK  8 

// 

.03   .02 

.07 

LOG  LICK   1  S 

// 

.04    .UVi 

.01 

_ 

_ 

_ 

LOUISA  LOCK  3 
LUCAS 

.01 

- 

" 

" 

" 

.01   .01 

" 

" 

.02 

.05 

.03 

.13 
.20 

MIDDLESBORO  CITY  HALL 
OLIVE  HILL 

.01 

.01 

.01   .02   .02 

.03   .07 

.01 

.04   .03 

.02 
.04 

.03 

.14 
.02 

PADUCAH  SCS  NURSERY 

.02 

.  10 

RAYWICK 
RUMSEY  LOCK  2 

.04   .01 

.01   .01 

ioi   !o5   .03 

.08 

.02 

.19 
.10 

SALYERSVILLE 

// 

.02   .03   .03 

.02 

.26 

SOMERSET  HIWAY  DKPT 

.02   .02   .01 

.  02 

.01   .04 

.02 

.12 

.86 

STEARNS 

• 

* 

* 

* 

»     .03 

* 

• 

* 

* 

* 

' 

* 

.6j 

.12 

TATHAM  SPRINGS 

.Oj.   .J.J. 

.09 
.01 

.28 

TOMPKINSVILLE 

.05   .02 

.Oj 

•"=> 

.21 

WOLF  CREEK  DAM 

.06   .04   .03 

.02   .01 

.04 

.06 

WOODBURY  LOCK  4 

.Ob 

See  reference  note«  foUowino  Station  Index. 
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A.  M.  Hour  ending 

P.  M.  Hour  ending 

Station 

1 

I 

2 

= 

4 

5 

6 

7 

8 

9 

10 

11 

12 

1 

2 

3 

4 

5 

6 

7 

• 

9 

■0 

11 

12 

-26th- 

BARBOURVILLE  WATER  WKS 

•02   .07   .02   .01 

.02   .03   .01 

.18 

EDMONTON 

.01 

.02 

.02   .01 

.06 

STEARNS 

.01 

.01   .01   .02   .02 

-28th- 

.07 

ADDISON  DAK  45 

// 

.07   .02 

.19 

.17 

.45 

BENTON   1  SW 

* 

* 

* 

* 

• 

* 

• 

* 

• 

• 

t 

* 

*    *    * 

*    • 

* 

« 

* 

BOWLING  GREEN  WB  AP 

.01 

,02 

.02 

.05 

C.\RROLLT0N  LOCK  1 

// 

.02   .01 

.02 

.05 

CENTK^L  CITT   IB 

.01 

.03 

.03 

.15 

.10 

.32 

CLIN-rOK 

.03 

.02 

.02 

.02 

.01 

.02 

.02   .01 

.15 

.42 

.25 

.22 

.09 

1.28 

DITNDEE  BARRETTS  FORD.  BR 

.03 

.08 

.13 

.24 

FORDS  &  FERRY  DAM  50 

.03 

.03 

.02 

.03 

.01   .01 

.12 

.25 

.23 

.19 

.17 

1.09 

GEST  LOCK  3 

.01 

.01 

.01 

.03 

GODMAN  AFBU  FT  KNOX 

6 

1  •    *    * 

•     *     .06 

* 

» 

.15 

HALEYS  MILL 

.02 

.01 

.02 

.02 

.03 

.01 

.17 

.14 

.42 

HERNDON 

.03 

.01 

.02 

.01 

.01   .01 

.02 

.15 

.10 

.36 

KENTUCrr  DAM 

.05 

.05 

.02 

.  03 

.04 

.12   .20 

.18 

.24 

.08 

.12 

1.13 

LOOISVILLE  BOWMAN  FLD 

.08 

.08 

LOUISVILLE  STAN  W  B  AP 

.01 

.01 

.09 

.11 

LOUISVILLE  WB  CITY 

.03 

.02 

.03 

.08 

OWENSBORO  DAM  46 

.03   .06 

.01 

.07 

.29 

.15 

.61 

PADUCAH  SOS  NURSERY 

.01 

.05 

.01 

.01 

.02 

.01 

.04   .02   .01 

.01   .92 

.01   .06 

_ 

RUMSEY  LOCK  2 

.01 

.04   .01 

.04 

.21 

.14 

.45 

SMITHFIELD   4  S 

t 

*     « 

, 

* 

STEARNS 

j 

.01 

.01 

UNIONTOWN  DAM  49 

// 

.01  ]  .01 

.04 

.03 

.02 

.02  i  .04   .02 

.03   .18 

.17 

.12 

.16 

.09 

.94 

WOODBURY  LOCK  4 

.01 

.01 

-29th- 

.02 

ADDISON  DAM  45 

// 

.13 

.14 

.09 

.02 

.01 

.39 

ADOLPHUS   1  N 

// 

.18 

.17 

.15 

i 

.50 

BARBOURVILLE  WATER  WKS 

1  .01 

.30 

.11 

.06 

.03 

.04 

.01 

.56 

BAXTER  HARLAN  WATER  WKS 

1 

.03 

.23 

.13 

.13 

.08 

.02 

.02 

.05 

.69 

BENTON   1  SW 

* 

* 

* 

* 

* 

*   i  * 

1.17 

1.17 

BEREA  COLLEGE 

.10   .12 

.02 

.03 

.27 

BOWLING  GREEN  WB  AP 

.16 

.23 

.16 

.02 

.01 

.58 

CARROLLTON  LOCK  1 

// 

.11 

.11 

.10 

.10 

.03 

.02 

.02 

.49 

CENTRAL  CITY   IE 

.14 

.15 

.06 

.01 

.36 

CLINTON 

.07 

.02 

.09 

CONSTANTINE 

_ 

_ 

_ 

_ 

_ 

-    _    _ 

_    _    _ 

_ 

_ 

_ 

_ 

_ 

CORBIN 

6 

* 

• 

« 

♦ 

» 

.19   • 

• 

* 

* 

* 

.43 

*     •     *     *     *     .02 

DAVELLA 

.13 

.06 

.06 

.06 

.04 

.01                 .01   .03 

.40 

DUNDEE  BARRETTS  FORD  BR 

.16 

.13 

.10 

.02 

.01 

.01  1 

.43 

EDMONTON 

.01 

.18 

.15 

.10 

.03 

.01 

.01 

.49 

FLEMINGSBURG  POST  OFF 

.01 

.01 

.12 

.21   .10 

.01 

.01 

1 

.47 

FORDS  &  FERRY  DAM  50 

.12 

.04 

1 

.16 

FRANKLIN  WATER  WORKS 

.24 

.32 

.13 

.04 

.73 

GEST  LOCK  3 

.02 

.02 

.05 

.13 

.07 

.01 

.03 

.33 

GODMAN  AFBU  FT  KNOX 

6 

• 

.51   » 

« 

» 

.02 

H.ALEYS  MILL 

.18 

.14 

.07 

.39 

HAZARD 

// 

.14 

.22 

.09 

.05 

.05 

.02 

.01   .04 

.62 

HEIDELBERG  LOCK  14 

// 

.02 

.16   .08 

.11 

.04 

.03 

.44 

HERNDON 

.28 

.12 

.08 

.48 

HODGENVILLE  NAT  PARK 

.05 

.29 

.17 

.05 

1 

.06 

.62 

JENKINS  WATER  WORKS 

.05 

.08 

.10 

.09 

.03 

.01   .11 

.06 

.03 

.05 

.05 

.66 

LEXINGTON  WB  AIRPORT 

.25 

.25 

.05  I  .02 

.04 

.06 

.67 

LIBERTY 

// 

.29 

.14  1  .04 

.47 

LITTLE  HICKMAN  LOCK  8 

// 

.03 

.16 

.15 

.05 

.39 

LOG  LICK   IS 

// 

.07   .07 

.03 

.01 

.18 

LOUISA  LOCK  3 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_     _     _ 

_     _    _ 

_ 

_ 

_ 

_ 

_ 

LOUISVILLE  BOWMAN  FLD 

.09 

.11 

.12 

.06 

.01   .03 

.42 

LOUISVILLE  STAN  W  B  AP 

.10 

.10 

.12 

.06 

.01   .03 

.42 

LOUISVILLE  WB  CITY 

.05 

.19 

.18 

.  07 

.02 

.51 

LUCAS 

.20 

.25 

.10 

.55 

MAYSVILLE  DAM  33 

// 

.01 

.01 

.01 

.07 

.26  '  - 

_ 

_ 

_ 

_ 

_ 

_ 

- 

MC  KINNEYSBURG 

// 

.04 

.02 

.04 

.09 

.12   .03 

.01 

.02 

.01 

.06 

.01   .01 

^  .46 

MIDDLESBORO  CITY  HALL 

* 

. 

«••*** 

*     * 

* 

* 

• 

.60 

.60 

MILLERSBURG 

* 

» 

* 

* 

* 

*    11.15 

.01 

.05 

.03 

1.24 

MOREHEAD  STA  TEACH  COL 

.17  1  .06 

.04 

.02 

.01   .01 

.31 

WUNFORDVILLE 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_    _     _ 

_ 

_ 

_ 

_ 

_ 

OLIVE  HILL 

.01 

.01 

.04   .09 

.05 

.03 

.02 

.02 

.27 

OWENSBORO  DAM  46 

.13 

.11 

.07 

.02 

.33 

PADUCAH  SCS  NURSERY 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_    _    _ 

_     _     _ 

_ 

_ 

_ 

_ 

_ 

PIEEVILLE 

.13 

.06 

.05 

.08 

.06   .02 

.01 

.42 

RAYWICK 

.16 

.24 

.09 

.02 

.02 

.03 

.56 

RUMSEY  LOCK  2 

.19 

.15 

.06 

.01 

.41 

SADIEVILLE  WATER  WORKS 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_     _    _ 

_     _    _ 

_ 

_ 

_ 

_ 

. 

_ 

SALYERSVILLE 

// 

.12 

.06 

.07 

.04 

.05 

.03 

.37 

SMITHFIELD   4  S 

• 

* 

• 

• 

* 

* 

* 

* 

* 

* 

* 

.50 

.50 

SOMERSET  HI WAY  DEPT 

.13 

.14 

.07 

.34 

STEARNS 

.01 

.05 

.30 

.10 

.03 

.05 

.01 

.55 

TATHAM  SPRINGS 

.18 

.26 

.11 

.05 

.60 

TOMPKINSVILLE 

.11 

.14 

.09 

.01 

.02 

.37 

UNIONTOWN  DAM  49 

// 

.09 

.03 

.03 

.02 

.17 

WOLF  CREEK  DAM 

.20 

.11 

.05 

.36 

WOODBURY  LOCK  4 

.06 

.27 

.10 

.07 

-30 

th- 

.50 

ADOLPHUS   1  » 

// 

.01 

.02 

.03 

CORBIN 

6 

* 

* 

• 

• 

.02 

*          *          t 

•     *     .04 

EDMONTON 

.01 

.01 

.02 

JENKINS  WATER  WORKS 

.01 

.01 

.01 

.01   .02 

.01   .01 

.08 

LEXINGTON  WB  AIRPORT 

.01 

.01 

.02 

LOUISVILLE  BOWMAN  FLD 

.01 

.01 

.02 

LOUISVILLE  STAN  W  B  AP 

.01 

.01 

LOUISVILLE  WB  CITY 

.01 

.01 

.02 

MOREHEAD  STA  TEACH  COL 

.01 

.01 

.02 

PIKEVILLE 

.01 

.01 

RAYWICK 

.02 

-31 

st- 

.02 

GODMAN  AFBU  FT  KNOX 

6 

1.46 

.70 

.22 

.68 

HOURLY  PRECIPITATION 

T»bl.  4-Contlnu.d 

A.  M.  Houi  Mdlna                                       DILAYID  DATA 

p.  M.  Houi  aDaina 

2 

1 

2 

3 

4 

S 

e 

7      a 

9 

10 

11 

13 

1 

a 

3 

4 

B 

e 

7 

e 

9 

10 

11 

12 

-3d- 

AOOOTT   IMS 

BAXBOUnVILLS   fATKR   VORXS 

.01      .04      .03 

.13      .08      .06      .06      .06 

-4th- 

.07                   .02 
.02 

.58 

.03 

BARBOmiVlLLK   ¥AT«R   WOMB 
WNBTANTIire 

.04 

.06      .10              1 

.          . 

.31 

.ao 

OODUAM   MW   FT   DlOX                            « 

-10th- 

.55 

07 

.62 

CKNTRAL  CITT      1   « 

1 

.04 

CMDHAJ)   AFBU   FT   DlOX                            6 

.21 

1 

-11th- 

CENTRAL  CITY      1   B 

.01                  .05 

.08 
.01 

.03                  .01      .06 
.01                  .03      .01 

•           •        1.60 

.18 
.13 
1.60 

CONSTANTINE 

•          •           •           .46 

GODMAN   AFBU  FT   KNOX                            « 

»          » 

»           •          • 

.01      •          • 

-12th- 

CONSTANTINK 

-         -          - 

_          -          - 

_          -          _ 

- 

-             -             - 

_          _          _ 

-          _          - 

OODEAM  AFBU  FT  OCX                            6 

.43      •          • 

*          *          • 

.01 

-14th- 

BARBOURVILLK   WATER   WORKS 

.02                 .01 

.01      .01         .05 

CENTRAL  CITT      IE 

.02 

.14      .03 

.02 

_          _          _ 

■ 

CONSTANT  I*™ 

_          _          - 

-          -          - 

-          -          - 

" 

_          _          _ 

CENTRAL  CITT      1   E 

.03 

.04 

-18th- 

.07 

CONSTANT INE 

. 

-29th-„, 

.01 

.01 

.06 

CENTRAL  CITT 

.02 

CONSTANT INE 

-30th- 

.86      .04 

.00 

BARBOUR  VILLE 

SEPTBKBER   1948 

-1st- 

MTOFORDVILLE 

- 

- 

- 

-3d- 

" 

'          "          ' 

. 

. 

BENTON      1   SW 

j                .02 

.03 

.05 

HADISONTILLS 

_         _         - 

-         -         - 

-          -          - 

-       1   - 

_          _          -          - 

_          _          _ 

-4th- 

.01 

.01 

.02 

BENTON      1   SW 

.30 

.30 

LOUISVILLE   BOWMAN  FIELD 

-5th- 

BENTON      1    SW 
CONSTANT  INE 

.03      .12      .05 

.10    .    13      .40 
.04    .    10 

.60      .18      .03 

.03      .01      .01 
.03      .01 

.02      .01 
.02 

* 

.01  1               .01      .04 
.06      .07      .02      .12 

.50      *          * 

1.78 
.49 

GODUAN  AFBU  FT  ENOZ                            o 

*          * 

♦          *          • 

.05 

*       1   *          ^          ^ 

*          •          • 

« 

LOUISVILLE  BOWMAN  FIBLT 

.06      .03 

.02 

.01 

.04      .01 

.01 

MATISONVILLE 

_          _          - 

-          -          - 

_          _          - 

1 

-6th- 

:;; 

BENTON      1   S» 
CONSTANT  INE 

.01 

.01 

.03 

.04      .04 

.01      .01 
.02      .05      .02 

,17      .01                 .01      .01 

•          *           .45 

.03 

»          •          » 

*           *           .05 

GODMAN  AJBU  FT  KNOX'                           6 

•         *         * 

*          *           .03 

»          *          » 

.43 

MADISONVILLE 

.01 

.11    .   01      .03 

.02      .14      .11 

-7th- 

BENTON      1  SW 

.06                 .09      .01 

.16 

GODMAN  AJFBU  FT  KNOX                          6 

.05 

1.18 

LOUISVILLE  BOWMAN  FIELD 

»          •          • 

»          *        1.08 

.12 

.12 

MADISONVILLE 

-9th- 

BENTON      1  SW 

.05 

.01 

.09      .01 

.16 
.07 

MADISONVILLE 

.05      .01      .01 

-17th- 

MADISONVILLE 

_          _          - 

_          _          - 

. 

-22d- 

MUNFORDVILLS 

_          _          - 

. 

- 

'  -28tii- 

BENTON      1   SW 

.01      .06 

.03      .09 

.38      .02      .01 

.02      .01 
.OJ         11 

.02 

.08      .02      .03 

.65 
.25 

CONSTANTINE 

GODMAN  AJBU  FT  KNOX                          6 

.05 

.05 

LOUISVILLE  BOWMAN  FIELD 

.06      .02 

.05      .05 

.18 

MUNFOBDVILLE 

-29th- 

.08 

.05      .04      .01 

.18 

BENTON      1   SW 

.14      .01 

.15 

CONSTANTINE 

GODMAN  APBU  FT  KNOX                          6 

.17 

.02 

MUNFORDVLLLE 

.01      .01 

-3pth- 

.02 

BEKTON      1   SW 

.01                 .01 

MADISONVILLE 

_          _          . 

_          _          - 

_ 

OCTOBER  1948 

-4 

th- 

SADIEVILLE  WATER  WORKS 

1                .03      .08 

.02 

.13 

-6th- 

.05 

.05 

KENTUCKY  DAM 

-7ih- 

.27 

BENTON      1   8W 

.14      .13 

_ 
_          _          - 

_          _          _ 

COHSTANTINE 

_          -          - 

_          -          - 

-          -          - 

-         -         - 

" 

~ 

_          -          - 

.42 

DUNDEE  BARRETTS  FORD  BR 

.OJ 

.29      .05 

.32 

KENTUCKY  DAM 

.02      .19      .01 

.12 

SADIEVILLE 

.01 

.08      .02 

.01 

Sm  r«iMr«io»  note*  foUawino  Slatioa  ladax. 
-    1»   ^ 


Table  4-Contmued 


HOURLY  PRECIPITATION 


I 


A.M.Hour«ieUng 

DKLAYTO  DATA 

P.  M.  Hour  ending 

Statioo 

1 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

1 

2 

3 

4 

5 

6 

7 

° 

9 

10 

11 

12 

OCTOBBH  1948  COHTUiraD 

-Uth- 

COHSTAFTim 

. 

- 

- 

- 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

DTODHB  BARRBTTS  TORD  BS 

.02 

.01 

.03 

SATIBVILLB  WATBB  WORKS 

.02 

-16th- 

.02 

BENTON   1  8W 

.09 

.50   .19 

.16   .01 

.95 

coNSTAjrriire 

.01   .09 

.02 

.03 

.05   .04 

.24 

DTODnS  BARRETTS  FORD  BS 

.01 

.04   .07 

.07 

.09 

.07   .01 

.01 

.37 

EBNTDCKT  DAM 

.10 

.30 

.16   .04 

.03   .06 

.69 

SADIETILLE  WATER  WORIB 

.18 

.07 

.03 

.12   .06 

.01 

.01 

.48 

-17th- 

BENTON   1  SW 

.01 

.06 

.12 

.14 

.15   .05 

.15   .09 

.04 

.02 

.02 

.85 

CONSTANT  Uffi 

.01 

.13 

.13   .10 

.19   .19 

.16 

.09 

.11   .08 

.05   .02 

1.26 

DUNDEE  BARRETTS  FORD  BR 

.09 

.20 

.15   .13 

.15   .13 

.11 

.08 

.07   .04 

.01 

1.16 

KENTDCrr  DAH 

.26 

.04 

.12 

.11 

.10   .08 

.05   .07 

.83 

SADIEYILLE  WATER  WORKS 

.03 

.05 

.06   .03 

.06 

.12 

.10   .09 

.15   .05 

.08 

.05 

.02 

.88 

-21st- 

BENTON   1  SW 

-22d- 

* 

' 

* 

' 

* 

* 

BENTON   1  SW 

* 

.08 

.08 

CONSTANTINE 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_  _ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

DUNDEE  BARRETTS  FORD  BR 

.02 

1 

.02 

KENTUCrr  DAM 

1 

.04 

.01 

.02 

.07 

SADIEVILLE  WATER  WORKS 

.01 

.02 

-23d- 

.03 

KENTUCKY  DAM 

.03 

1 
-30th- 

.03 

BENTON   1  SW 

.08 

.04 

.08 

.20 

CONSTANT  INE 

- 

- 

_ 

- 

_ 

_ 

_ 

- 

_     _     _     _ 

_ 

_ 

_ 

_ 

_ 

DUNDEE  BARRETTS  FORD  BR 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_     _     _     _ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

KENTUCKY  DAM 

-31st- 

.08 

.04 

.08 

.15 

.35 

BENTOK   1  SW 

.17 

.18 

.05 

.05 

.01   .05 

.06  .  01 

.09 

.02 

.01 

.70 

CONSTANTINE 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

DUNDEE  BARRETTS  FORD  BR 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

. 

_ 

_ 

_ 

_ 

_ 

KENTUCKY  DAM 

.24 

.31 

.02 

.07   .01 

.02   .03 

.03 

.01 

.74 

SADIEVILLE  WATER  WORKS 

.01 

.01 

.02   .09 

.02   .02 

.05 

.01 

.01 

.24 

NOVEMBER  1948 

BENTON   1  SW 

-Ist- 

.08 

.08 

STEARNS 

.01 

.01 

1 
-2d- 

.02 

BENTON   1  SW 

.01 

.01 

.01 

.05   .20 

.34   .36 

.05 

.14 

.11 

1.09 

.07 

2.44 

MADISCNVILLE 

_ 

_ 

- 

_ 

_ 

. 

_ 

STEARNS 

-3d- 

.05 

.02 

.05 

.05 

.08 

.12 

.07 

.44 

BENTON   1  SW 

.01 

.02 

.05   .01        .03 

.12 

MADISONVILLE 

_ 

_ 

_ 

_ 

_ 

. 

_     _ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

STEARNS 

.13 

.03 

-5th- 

.16 

BENTON   1  SW 

.95 

.42   .23 

.10   .39 

.22 

.35 

.15   .09   .01 

2.91 

MADISONVILLE 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

- 

_    -     _     _ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

STEARNS 

-6th- 

.01 

.12   .12 

.08   .04 

.19 

.42 

.14 

.22 

1.34 

STEARNS 

.16 

.23 

.07 

-9th- 

.46 

BENTON   1  SW 

.05 

.10 

.12   .13 

.08   .12 

.07 

.06 

.01 

.74 

MADISONVILLE 

_ 

_ 

_ 

- 

_ 

_ 

_ 

- 

_     _     _     _ 

- 

- 

- 

- 

STEARNS 

-10th- 

.02 

.05 

.07 

BENTON   1  SW 

.03 

.03 

.03 

.02 

.01 

.12 

MADISONVILLE 

_ 

_ 

_ 

. 

_ 

_ 

- 

_  _  _  - 

- 

- 

- 

- 

- 

- 

- 

- 

- 

STEARNS 

.13 

.01 

.03 

.06 

.05   .14 

..10   .16 

.02 

-12th- 

.70 

BENTON   1  SW 

.02 

.01   .01 

.94 

STEARNS 

-13th- 

.02 

.02 

STEARNS 

.01 

.01 

.01 

-16th- 

.03 

BENTON   1  SW 

.01 

.05 

.06   .01 

.01   .07 

.25 

.06 

1 

.02 

.54 

MADISONVILLE 

- 

- 

- 

- 

- 

- 

- 

_     _ 

- 

- 

- 

- 

- 

- 

- 

- 

- 

STEARNS 

-18th- 

.02 

.02 

BENTON   1  SW 

.07   .18   .16 

.10 

.11 

.09   .09 

.04   .10 

.09 

.19 

.25 

.24 

1.71 

MADISONVILLE 

.01 

.17 

.07 

.07   .09 

.22   .14 

.14 

.09 

.11 

.38 

1.49 

STEARNS 

-19th- 

.01 

.01 

BENTON   1  SW 

.01 

.01   .01 

.03 

MADISONVILLE 

.28 

.08 

.01 

.37 

STEARNS 

.56 

.11 

.09   .03 

.10   .06 

.09 

.09 

.03   .08   .14   .02 

-21st- 

1.40 

BENTON   1  SW 

1 

.01 

.01 

.01 

.03 

MADISONVILLE 

1 

.01 

.01 

.02 

STEARNS 

-22d- 

.01 

.01 

.02 

BENTON   1  SW 

.01 

.01 

.02 

STEARNS 

.01 

.01 

.02 

.03 

.05   .07 

.02   .08 

.02 

-26th- 

.31 

BENTON   1  aw 

.06   .01 

.01 

.01 

.01 

.01 

.11 

MADISONVILLE 

.02 

.01 

.08 

.02 

.06   .02 

.01   .01 

.23 

STEARNS 

.04 

.08 

.06 

02 

.01 

.01 

.01 

.01 

.05 

.15 

.18 

.07 

.03 

.72 

HOURLY  PRECIPITATION 


TubU  4-CoDtinu»<l 


NOVSHBSR  1948  CONTINUED 


BENTON  I  SW 
MADI  SONY  ILLS 
STEARNS 


BENTON  1  SW 
MAO I SONY ILLS 
STEARNS 


A.  M.  Hoiu  udlng 


DIUYBD  DATA 


P.  M.  Hour  aiuUDa 


Ll± 


-27th 

I 
-28th- 


.03      .04      .03      .03 
.03      .02      .09      .13      .05      .04 
.05  .02      .01      .08      .09 


.03  .02  .05  .03  .04 
.05  .03 
.03      .13 


-29th- 


See  laference  i 


I  following  Station  Index 


{ 


Tables 

-1 

DAILY  TEMPERATURES 

KENTUCKY 
DECEMBER  1948 

Station 

1 

Day  of  month 

& 

1  1  2 
1 

!3 

4 

5 

6 

7 

8 

9 

10 

U   12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

!  ■   1  ■ 
26  1  27 

28 

29 

30 

31 

1 

ANCBORAGE 

MAX 
MIK 

1  50   53 

22   28 

60 
37 

42 
37 

57 
40 

54 
30 

50 
29 

45 
18 

45 
20 

28 
20 

SO   65 
20   43 

58 
46 

64 
51 

64 
63 

64 
35 

37 
26 

40 
26 

11 

47 
30 

56 
37 

37 
30 

45 
25 

35 
27 

30 
13 

26 
-02 

35 
03 

41 
18 

55 
35 

35 
20 

36 
15 

46.4 
28.2 

ASHLAND  DAM  29 

MAX   52   56 
MIH   29   25 

54 
45 

53 
44 

63 
38 

65 
39 

62 
28 

60 
31 

43 
23 

39 
26 

48  ;  63 
19   33 

70 
48 

68 
48 

69 
51 

67 
47 

51 
32 

41 
28 

41 
33 

46 
32 

59 
40 

47 
36 

41 

41 
29 

35 
18 

21 
10 

39 
10 

48 
19 

48 
40 

59 
3S 

37 
25 

51.2 
31.9 

BEAVER  DAM 

MAX  54   58 

MIN   21   31 

\^ 

52 
33 

57 
40 

57 
28 

60 
33 

45 
18 

47 
25 

37 
19 

49   68 
16   41 

63 
43 

66 
50 

66 
59 

65 
37 

48 
27 

44 
27 

40 
30 

51 
26 

58 
36 

47 
28 

41 
26 

40 
26 

35 
23 

31 
8 

43 
12 

44 
24 

53 
32 

38 
26 

38 
18 

50.2 
29.1 

BENHAU 

MAX 

HIN 

27 

55 
27 

65 
31 

50 
36 

62 
34 

62 
33 

66 
28 

58 
23 

48 
28 

|46 
25 

46   56 
18   45 

59 
47 

65 
47 

68 
SO 

69 
57 

63 
38 

62 
26 

49 
31 

i  43 
32 

45 
31 

11 

51 
29 

45 
28 

32 
26 

29 

1 

21 

7 

40 

7 

57 
20 

56 
32 

33 
24 

51.9 
29.9 

BEREA  COLLEGE 

MAX 
HIH 

S3 
27 

56 
27 

54 
45 

49 
38 

58 
38 

55 
35 

59 
33 

52 
24 

43 
22 

37 
25 

50 
19 

61 
43 

65 
53 

71 
57 

68 
62 

64 
46 

46 
28 

41 
28 

45 
32 

45 
31 

57 
39 

47 
33 

42 
27 

37 
27 

29 
19 

28 
-02 

41 
13 

45 
28 

56 
39 

40 
28 

31 
18 

49.2 
31.7 

MAX  !  54 
HIN   25 

57 
29 

53 
37 

57 
35 

57 
44 

51 
32 

58 
33 

43 
25 

46 
27 

35 
22 

52   64 
20   47 

63 
45 

67 
51 

67 

61 

62 
39 

48 
32 

45 
32 

42 
34 

50 
30 

56 
39 

48 
32 

42 
30 

38 
31 

34 
17 

30 
13 

42 
18 

54 
29 

55 
33 

34 
26 

38 
21 

49.7 
31.9 

BURGIK  DIX  DAM 

MAX   53   56 
HIN  j  28  1  29 

155 
48 

53 
39 

57 
39 

55 
34 

60 
30 

53 
24 

44 
23 

44 
23 

53   64 
21  ,46 

62 
49 

69 
50 

69 
SO 

65 
46 

48 
31 

i  42 
29 

40 
35 

48 
32 

58 
32 

56 
33 

43 
30 

40 
29 

32 
27 

29 
4 

43 
12 

43 
22 

54 
41 

48 
30 

34 
19 

50.6 
31.8 

CAMPBELLSVILLE 

MAX 
HIN 

SB   53 

25   31 

57 
44 

53 
42 

52 
40 

54 
32 

59 
34 

52 
23 

46 
24 

39 
24 

51   67 
20   43 

62 
49 

67 
55 

66 
61 

64 
45 

49 
30 

46 
28 

41 
32 

47 
30 

56 
38 

50 
33 

41  I  39 
27   28 

32 
24 

32 
5 

40 

16 

1 
43 
25 

54 
34 

40 
27 

34 
IS 

49.7 
31.7 

CORE IN 

MAX 
MIN 

52   62 
26   27 

49 
38 

57 
38 

59 
36 

52 
30 

61 
29 

45 
29 

45 
28 

35 
22 

49   64 
19  l39 

68 
51 

74 
52 

66 
60 

61 
40 

46 
28 

47 
27 

45 
33 

46 
31 

57 
34 

48 

30 

42 
28 

31 
28 

29 
11 

23 
5 

40 
10 

51 

|22 

54 
35 

36 
25 

31 
22 

49.2 
30.1 

COVINGTON  W  B  AIRPORT 

MAX 

HIN 

49   51 

27   32 

58 
39 

3^ 

56 
42 

47 
33 

52 
33 

34 
23 

41 
23 

30 
21 

45 
20 

\n 

60 
46 

58 
51 

65 
52 

64 
34 

41 
29 

34 
27 

32 
29 

42 
30 

52 
38 

i 

[41 
27 

38 
24 

33 
27 

27 
13 

24 
8 

36 
10 

S 

54 
34 

34 
22 

35 
16 

44.7 
29.4 

DANVILLE 

MAX 
MIN 

56 
27 

57 
30 

l« 

48 
37 

11 

54 
34 

60 
34 

47 
24 

48 
26 

11 

52 
20 

60 
42 

63 
52 

69 
56 

65 
61 

65 
44 

48 
32 

41 
29 

41 
32 

46 
30 

57   50 
38   33 

44 
27 

38 
28 

32 
20 

31 
5 

42 
13 

42 
25 

55 
38 

38 
28 

34 
17 

I  49.3 
!  31.8 

FARMERS 

MAX 
HIN 

51 
22 

56 
23 

55 
45 

49 
36 

59 
38 

60 
36 

59 
24 

54 
23 

44 
19 

40 
25 

49 
17 

62 
35 

66 
48 

64 
44 

68 
55 

67 
47 

49 
32 

43 
24 

39 
32 

46 
32 

56   54 
32   29 

42 
25 

41 
27 

31 
22 

25 
-06 

40 
.02 

47 
14 

57 
40 

SO 
30 

34 
20 

50.2 
28.6 

FORDS  FERRY  DAM  5 

MAX 
HIN 

54   59 
31   36 

61 
44 

64 
43 

62 
51 

54 
33 

53 
39 

41 
24 

44 
31 

38 
25 

49 
23 

68 
48 

63 
43 

66 
48 

69 
65 

67 
40 

42 
34 

40 
33 

39 
35 

51 
31 

56   48 
'40   33 

40 
31 

11 

34 
27 

32 

13 

43 
19 

46 
30 

S3 
35 

37 
29 

42 
22 

50.1 
34.4 

MAX 
HIN 

52 
26 

57 
26 

59 
44 

55 
36 

61 
41 

58 
35 

54 
29 

57 
24 

44 
22 

42 
27 

51 
20 

65 
43 

62 
40 

62 
50 

69 
58 

68 
47 

51 
31 

45 
29 

40 
34 

48   61  i  56   42   41 
31   42   32   28   29 

34 
27 

29 

1 

42 
4 

43 
20 

57 
40 

52 
29 

38   51.5 
19   31.1 

GREENSBURG 

HAX 
HIN 

54 
25 

55 
26 

56 
46 

54 
40 

56 
38 

54 
31 

60 
30 

52 
23 

46 
25 

41 
25 

51 
18 

63 
40 

63 
45 

67 
54 

66 
62 

64 
48 

50 
32 

46 
30 

45 
34 

49   58   52   42  :  40 
30   38   36  1  29   30 

34 
25 

29 
8 

40 
13 

42 
24 

55 
40 

42 
29 

35  1  50.4 
17   32.0 

GREENVILLE   2  W 

MAX 
MIN 

54 
26 

58 
32 

59 
43 

57 
40 

58 
47 

54 
32 

58 
39 

50 
21 

46 
28 

41 
22 

51 
20 

tl 

64 
44 

66 
55 

68 
63 

65 
43 

44 
32 

43 

31 

40 
35 

50  ;  57   50 
30   40   32 

40   38 
30   31 

33 
26 

31 
14 

41 

15 

43 
27 

54 
36 

38 
31 

41 
22 

50.3 
33.3 

HEIDELBERG  LOCK  14 

MAX 
MIN 

52 
24 

56 
22 

50 
45 

50 
34 

57 
35 

54 
40 

58 
23 

51 
33 

45 
21 

42 
26 

49 
15 

62 
34 

63 
40 

69 
43 

65 
54 

65 
50 

SO 
32 

48 
25 

42 
35 

45   57   52 
34   30   40 

44   42 
27   30 

32 
23 

25 

1 

40 
4 

45 
16 

55 
32 

51 
30 

32 
25 

49.9 
29.8 

HENDERSON   4  SW 

MAX 
MIH 

53 
27 

57 
35 

62 
45 

61 
45 

61 
50 

52 
33 

53 
39 

41 
23 

44 
26 

38 
22 

47 
23 

67 
45 

61 
47 

65 
52 

68 
64 

64 
36 

42 
32 

40 
32 

40 
33 

48   56 
30   40 

s 

40 
28 

37 
28 

32 
26 

30 
12 

41 
16 

40 
2? 

52 
34 

36 
29 

40 
24 

48.9 
33.4 

HINDMAN  SETTLEMENT  SCH 

MAX 
MIN 

45 
24 

50 
22 

60 
25 

50 
42 

54 
34 

55 
40 

48 
23 

57 
25 

43 

43 
24 

36 
15 

59 
23 

41 

67 
43 

70 
49 

65 
56 

64 
34 

45 
23 

66 
28 

38   46 
32   26 

55 
36 

51 
26 

43 
28 

33 
26 

30 
0 

24 

1 

37 
4 

56 
22 

57 
32 

35 
24 

49.8 
27.6 

HOPKINSVILLE   2  E 

HAX 
MIN 

55 
23 

57 
44 

57 
36 

58 
35 

56 
37 

58 
30 

59 
27 

54 
19 

46 
28 

46 
22 

45 
22 

l^ 

68 
33 

66 
38 

65 
50 

SO 
38 

50 
28 

43 
30 

38 
32 

sol  58 
25   30 

48 
30 

3^? 

35 
28 

34 
25 

28 
10 

42 
12 

55 
25 

48 
32 

37 
27 

40 

18 

49.8 
28.8 

IRVINGTON 

HAX 
HIN 

51 
25 

51 
32 

63 
40 

49 
41 

56 
44 

54 
33 

58 
38 

42 
22 

44 
26 

36 
21 

48 
22 

66 
46 

62 
49 

65 
56 

66 

65 
40 

50 
28 

41 
31 

37 
33 

48  1  56 
29,40 

44 
29 

43 
27 

37 
28 

33 
21 

32 
9 

42 
17 

44 
28 

52 
35 

35 
29 

38 
18 

48.6 
32.3 

LEITCHFIELD 

MAX 
HIN 

53 
28 

55 
33 

59 
43 

53 
37 

55 
41 

55 
30 

57 
35 

50 
21 

45 
26 

38 
20 

48 
20 

63 
42 

62 
45 

64 
55 

65 
61 

65 
44 

48 
30 

47 
30 

39 
33 

48 
28 

58 
37 

50 
31 

41 
27 

39 
28 

32 
24 

31 
10 

39 
15 

43 
27 

52 
36 

38 
28 

34 
18 

49.2 
31.7 

LEXINGTON  WB  AIRPORT 

MAX 
HIN 

48 
28 

53 
32 

53 
37 

47 
38 

55 
40 

48 
32 

56 
34 

38 
23 

41 
26 

32 
22 

48 
21 

60 
48 

61 
49 

66 

55 

65 
61 

61 
35 

44 
30 

40 
29 

35 
32 

45 
30 

53 
38 

43 
28 

39 
26 

32 
27 

29 

6 

-01 

It 

46 
25 

52 
34 

34 
24 

32 
18 

45.6 
30.3 

LOOISVILLE  STAN  W  B  AP 

HAX 
MIN 

51 
30 

56 
32 

60 
40 

50 
39 

57 
42 

52 
36 

56 
33 

38 
25 

42 
28 

35 
24 

50 
23 

s 

63 
44 

66 
57 

68 
64 

64 
38 

48 
33 

41 
32 

37 
34 

46 
31 

It 

42 
31 

41 
29 

35 
28 

30 
IS 

6 

41 
10 

48 
26 

55 
34 

34 
23 

38 
17 

48.1 
32.1 

LOUISVILLE  TO  CITY 

MAX 
HIN 

51 
34 

It 

59 
44 

50 
43 

56 
42 

50 
36 

54 
33 

38 
29 

41 
29 

34 
23 

51 
24 

64 
51 

62 
47 

67 
58 

68 
64 

64 
40 

45 
35 

41 
34 

36 
34 

47 
32 

55 
43 

43 
31 

42 
30 

32 
29 

31 
16 

26 
12 

40 
15 

49 
30 

55 
35 

35 
23 

37 
18 

47.7 
33.8 

LOVELACEVILLE 

MAX 
MIN 

56 
25 

58 
33 

63 
46 

64 
42 

61 
51 

56 
31 

54 
36 

44 
19 

48 
33 

47 
19 

51 
22 

70 
47 

69 

45 

70 
56 

70 
63 

65 
42 

48 

44 
33 

42 
35 

50 
26 

60 
39 

SO 
33 

49 
31 

40 
31 

36 
28 

32 

IS 

42 
18 

44 
26 

44 
34 

11 

44 
20 

51.9 
33.7 

MADISOKVILLE   1  SE 

MAX 
HIN 

59 
44 

59 
43 

55 
34 

55 
39 

50 
21 

46 
28 

42 
22 

50 
18 

66 
47 

63 
42 

66 
50 

66 
63 

li 

44 
25 

43 
29 

39 
27 

50 
31 

58 
43 

51 
32 

40 
30 

40 
31 

35 
27 

14 

42 
16 

43 
26 

53 
36 

37 
31 

38 
24 

49.6 
32.7 

MAMMOTH  CAVE  PARK 

HAX 
HIN 

51 
22 

53 
29 

56 
43 

56 
36 

54 
40 

57 
31 

51 
33 

59 
19 

42 
25 

45 
22 

35 
17 

55 
32 

62 
50 

63 
56 

66 
61 

64 
55 

57 
32 

47 

46 

36 

44 

57 

45 
29 

40 

33 
25 

31 
4 

28 
11 

40 
25 

55 
35 

53 
32 

32 
16 

48.8 
31.1 

MAYFIELD   2  S 

MAX 
HIN 

56 
27 

58 
34 

62 
43 

61 
37 

60 
46 

54 
27 

56 
33 

44 
20 

46 
28 

44 
19 

51 
22 

68 
42 

68 
47 

67 
58 

67 
58 

65 
39 

45 
28 

43 
30 

41 
32 

51 
24 

61 
37 

55 
30 

42 
28 

39 
27 

33 
21 

31 
12 

41 
19 

47 
27 

52 
30 

36 
25 

44 
17 

51.0 
31.2 

HAYSVILLE  DAM  33 

HAX 
HIN 

50 
26 

54 
25 

50 
45 

48 
35 

60 
35 

59 
35 

56 
27 

43 
25 

40 
20 

39 
24 

48 
19 

62 
35 

66 
50 

61 
51 

65 
53 

65 
47 

47 
31 

40 
26 

38 
34 

44 
33 

55 
40 

46 
30 

40 
28 

39 
30 

33 
22 

27 
17 

37 
10 

45 
20 

54 
43 

44 
30 

36 
20 

48.1 
31.2 

MIDDLESBORO 

UAX 

MIN 

55 
29 

57 
26 

60 
45 

55 
29 

51 
33 

SO 
27 

45 
25 

47 
22 

56 
36 

64 
51 

68 
52 

65 

61 

64 
58 

60 
38 

48 
27 

46 
35 

45 
34 

56 
37 

53 
44 

47 
32 

43 

31 

35 
27 

'2 

40 
13 

40 

55 
36 

54 
32 

35 
25 

50.9 
33.5 

MOUUT  STERLING 

MAX 
HIN 

51 
28 

55 
32 

53 
44 

50 
34 

57 
38 

57 
34 

57 
30 

52 
25 

43 
2S 

38 
24 

48 
20 

60 
44 

65 
49 

62 
52 

64 
57 

64 
47 

4a 

31 

45 
28 

39 
32 

45 
31 

55 
32 

51 
33 

43 
28 

38 
27 

31 
22 

27 
3 

8 

43 
19 

55 
40 

47 
29 

32 
19 

48.8 
31.1 

MURRAY 

HAX 

HIN 

58 
25 

58 
33 

68 

47 

64 
37 

58 
49 

63 
33 

59 
34 

43 
22 

49 
31 

50 
22 

53 
26 

68 
50 

68 
45 

67 
58 

67 
63 

67 
42 

49 
33 

44 
35 

42 
35 

S3 
29 

62 
41 

54 
36 

43 
31 

40 
31 

43 
28 

35 

15 

43 
23 

SO 
29 

55 
23 

30 

46 
21 

53.5 
34.1 

OWENSBORO 

HAX 
HIN 

56 
25 

58 
34 

62 
43 

55 
37 

59 
44 

53 
31 

54 
34 

45 
21 

48 
26 

39 
22 

46 
21 

67 
42 

61 
44 

65 
50 

67 
50 

65 
43 

46 
29 

43 
30 

40 
33 

49 
28 

56 
38 

SO 
29 

41 
28 

40 
28 

32 
26 

12 

41 
16 

38 
26 

49 
37 

29 

37 
23 

49.5 
31.5 

PADUCAH  NO  5  FIRE  STA 

HAX 

HIN 

56 

51 

60 

64 

63 

62 

55 

53 

42 

48 

39 

59 

72 

66 

67 

67 

47 

46 

48 

39 

52 

60 

45 

41 

35 

35 

32 

42 

53 

42 

32 

50.7 

PIKEVILLB 

MAX 
HIN 

56 
30 

62 
27 

51 
47 

62 

41  1 

60 
38 

59 
30 

59 
28 

49 
33 

49 
28 

40 
21 

55 
19 

65 
35 

71 
45 

68 
46 

69 
57 

68 
48 

52 
29 

49 
27 

45 
35 

49 
35 

61 
29 

53 
32 

48 
30 

39 
30 

33 
14 

32 
6 

45 
7 

49 
18 

58 
40 

37 
29 

36 
27 

52.5 
31.0 

HAX 

HIN 

57 
25 

60 
28 

60 

61 
34 

58 
39 

55 
25 

58 
29 

47 
19 

49 
23 

50 
30 

69 
46 

64 
38 

67 
38 

67 

65 
40 

45 
31 

42 
31 

53 
28 

59 
38 

49 
31 

49 
32 

49 
27 

33 
13 

45 
17 

43 
24 

S3 
35 

41 
30 

43 
19 

53.3 
30.9 

RICHJIOIU)  TBACHBBfl  COL 

HAX 
HIN 

50 
26 

53 
26 

52 
43 

48 
38 

56 
33 

51 
31 

57 
31 

48 
21 

41 
23 

36 
24 

50 
18 

60 
39 

64 
45 

69 
S3 

66 
58 

63 
46 

47 
30 

39 
27 

37 
32 

45 
29 

56 
37 

46 
32 

41 
27 

36 
27 

30 
17 

23 
2 

40 
10 

43 
22 

55 
37 

37 
28 

31 
17 

47.4 

RUSSELLVILLE 

HAX 

MIH 

49 
24 

53 
27 

57 
42 

56 

40, 

55 
40 

61 
34 

50 
34 

58 
26 

42 
27 

49 
25 

35 
25 

50 
30 

63 
SO 

62 
54 

66 
61 

66 
55 

55 
35 

47 
35 

44 
36 

40 
31 

50 
32 

56 
36 

48 
31 

42 
30 

51 
22 

34 
12 

28 
12 

41 
25 

52 
35 

60 
32 

38 
25 

50.3 

I  loUowing  Station  Index. 


nbl*  S-Conlinuad 

DAILY  TEMPERATURES 

iKCKMIIKK 

194N 

D.y  ol  montJi 

\ 

SUUon 

1 

2 

3 

4 

B 

6 

7 

B 

9 

10 

U 

13 

13 

14 

18 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

20 

30 

31 

I 

ST  JOHN  BKTIILBIIEM  ACAD 

HAX 
HIN 

55 
40 

57 
30 

52 

ao 

44 

26 

41 
21 

47 
20 

64 
42 

62 
41 

64 
55 

66 
63 

64 
45 

48 
30 

41 
30 

40 
33 

48 
29 

55 
39 

52 
31 

40 
23 

39 
28 

36 
2B 

31 
9 

40 
12 

41 

23 

53 
38 

39 
28 

36 
17 

48. 3 
30.7 

SCIKNCK  HILL 

HAX 

HIN 

55 
24 

58 
28 

53 
45 

55 
35 

58 
35 

54 
34 

58 
25 

52 
24 

44 

28 

39 
25 

50 
18 

60 
42 

64 
49 

69 
51 

85 
61 

63 
47 

48 
30 

47 
29 

46 
32 

46 
30 

57 
35 

58 
36 

41 

28 

40 
28 

32 
21 

29 
6 

39 

42 
25 

56 
38 

44 

28 

32 
18 

50.) 
31.1 

SCOTTSVILI* 

WAX 

HIN 

56 

58 
32 

56 
47 

59 
36 

58 
45 

56 
33 

60 
30 

54 
22 

49 
27 

44 

23 

53 
19 

62 
46 

64 
54 

68 
59 

66 
63 

63 
47 

50 
32 

46 
34 

47 
35 

50 
30 

59 
41 

57 
38 

43 
30 

41 
31 

34 
27 

29 
12 

42 
17 

47 
29 

56 
38 

38 
30 

38 
19 

51.6 
33.9 

SireLBYVILLE   2  W 

HAX 
HIN 

55 
29 

58 
41 

51 
32 

57 
39 

55 
32 

56 
30 

49 
20 

44 

23 

39 
22 

48 
20 

63 
40 

62 
44 

63 

53 

66 
61 

64 
44 

46 
28 

40 
28 

38 
32 

44 
29 

55 
39 

50 
28 

41 
25 

39 
26 

31 
21 

25 
03 

39 
2 

40 
21 

56 
37 

39 
26 

35 
16 

48.4 
29.3 

WILLIAMSBURG 

HAX 

HIN 

59 
24 

54 
40 

61 

59 
34 

55 
33 

59 
29 

55 
27 

53 
22 

43 
22 

50 

15 

51 
42 

70 
28 

72 
45 

70 
54 

65 
52 

57 
33 

47 
23 

49 
32 

49 
28 

60 
38 

56 
42 

47 
27 

44 
27 

35 
24 

29 
5 

40 
13 

41 

24 

97 
35 

55 
28 

44 

21 

52.9 
29.8 

WILLIAMSTOWN 

MAX 

HIN 

53 
29 

55 
43 

54 
32 

57 
40 

57 
31 

54 
33 

46 

21 

38 

25 

38 
20 

46 
18 

61 
40 

GO 
49 

60 
54 

65 
55 

64 
44 

47 

28 

40 

27 

36 
30 

43 
29 

51 
37 

51 
27 

37 
25 

36 
24 

33 
22 

25 

6 

35 
9 

40 
21 

52 
36 

42 
26 

33 

15 

47. r! 
29.9 

WOLF  CREEK  DAM 

HAX 

MIN 

28 

58 
27 

58 
47 

60 
38 

61 
38 

61 
35 

54 
26 

60 
26 

50 
26 

50 
25 

40 
19 

54 
43 

63 
48 

64 
51 

72 
59 

68 
61 

62 
34 

54 
30 

50 

37 
33 

48 
33 

60 
42 

44 

32 

33 
30 

35 
10 

32 
14 

_ 

45 

15 

60 
29 

58 
34 

35 
22 

52.7 
33.0 

DELAYED  DATA 
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REFERENCE  NOTES 

The  lour  digit  identification  numbers  in  the  index  numbe 
Index  are  assigned  on  a  State  basis.  There  will  be  no  d 
within  a  State. 

Stations  appearing  in  the  Index,  but  for  which  data  are 
are  either  missing  or  received  too  late  for  inclusion  in 

tions  will  be  carried  only  in  the 


jf  the  Station 


listed  in  the  table 
5  issue. 

3  and  December 


;t  and  last 


When  hourly  precipitation  is  accumulated  over  a 
days,  with  unknown  hourly  or  daily  distribution, 
shown  in  Table  4. 

Unless  otherwise  indicated,  dimensional  units  us 
Temperature  in  °F.,  precipitation  and  evaporatio 
feet  and  wind  movement  in  miles. 


following  raeasuremen 


Gage  is  equ 

pped  with  wind  sh 

No  recording  gage, 

precipitat 

6-hourly  in 

lervals 

Adjusted  to 

a  full 

month. 

Water  -  equ 

valent 

of  snowfal 

estimated. 

ising  a 

ratio  of  1 

to  every  10 

inches 

of  new  sno 

One  or  more 

days  o 

E  record  mi 

detailed  da 

ly  rec 

Drd. 

Station  equ 

ipped  w 

ith  recordl 

amounts  in  Table  3 

are  for  th 

of-  observation 


See  Table  5 


ng  gages, 
n  Station 


may  be  found 


jnt  too  small  to  measure, 
3  from  recording  gage  at  the 
in  Table  4. 
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CORRECTIONS 
MONTH:   JUNE,  1948 
TABLE  2  -  Addison  Dam  45  LG ,  delete  data 

Louisa  Lock  14,  delete  greatest  day  and  dat 


EVAPORATION  AND  WIND  MOVEMENT 


Tables 

DBCKKBI 

R    1948 

Station 

Day  of  month 

1 

1     1 

1 

2 

' 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

h] 

BORCIH  DIX  DAM 
lOU  CRESI  DAH 

KT*P 

wim 

BVAP 

.030 
8 

.026 
10 

.082 

.098 
6 

.008 

.014 
12 

.008 
17 

.019 
9 

.018 
53 

.011 

li 
.oia 

23 

■   3( 

.091 
44 

.032 

.050 
24 

.028 

.048 

.084 
75 

.053 
53 

.022 
32 

.012 
30 

.01« 
9 

.002 

3( 

.001 
57 

11^ 

3e 

.039 
.038 

at 

.020 
38 

.024 
30 

4! 

.oie 

48 

.050 
48 

.083 
81 

3! 

.040 
19 

.030 
13 

.048 
S9 

Lj 

21 

.018 
48 

^ 

i: 

a 

6< 

.022 

s: 

.748B 
.779B 

DAILY  RIVER  STAGES 


River  and  Station 

1 
1 

Day  oi  month 

1 

1 

1 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

■3 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

1 

LEV  ISA   PORK 
PIKEVILLE 

PAINTSVILLE 

BIG    SAKDY 
LOUISA    LOCK    3 

CTHTHIAIIA 

LICKING 
FARKEHS 
FALMOUTH 

NORTH  FORK 
aAZAKD 
JACKSON 

KKNTOCKY 
HEIDELBERG   LOCK    14 

FRANKFORT   LOCK    4 

BARREN 
BOWLING  GREEN 

BOUGB 
DtlNDEE   BARRETTS   FORD  BR 

WOODBURY   LOCK    4 
BUIISET    LOCK    2 

CUMBERLAND 
WILLIAMSBURG 
BURRS  IDE 

TENNESSEE 
DNTUCKY    DAM 
OILBERTSYILLE 

OHIO 

MATSVILLE   DAM   33 
ONEONTA   DAM   35 

GRANT    DAM    38 
GRANT   DAM   38               LG 
LOUISVILLE   LOWER   GAGE 
LOUISVILLE   UPPER   GAGE 
ADDISON  DAM   45 
ADDISON   DAM    45           LG 
OWENSBORO    DAM    46 
OWENSSORO    DAM    46 

FORDS    FERRY   DAM    5 
PADOCAB    JEFFERSON 

36 
40 

45 

20 

25 
28 

20 
29 

30 

28 

25 

28 
33 

19 
50 

40 

28 
47 
41 

39 

5.1 
11.1 

14.9 

z'.' 

3.0 

16.4 
22.6 

13.4 
23.3 

22.0 
34.3 

3!8 
21.5 
16.5 
19.2 

16.1 

3.9 
6.S 

16.1 

sis 

2.4 
5.0 

11. 5^ 
13.3 

11.7 
21.7 

7.5 
15.8 

22.1 
35.4 

30.6 
26.9 

28.0 
5.3 
25.6 
17.1 
21.1 

3.4 
6.5 

8.3 

3.S 
4.0 

2.0 
4.9 

11.2 

a'.'t 

9.8 
18.9 

2816 

5.0 
11.0 

22.2 
34.7 

28.5 

29.7 
1.7 
28.9 
16.6 
24.5 

19.6 
26^9 

21.0 
11.2 

12.9 

3!i 

6.0 
13.2 

8.': 

9.2 
11.8 

26!  6 

6.8 
14.1 

21.8 
37.8 

28.1 
-1.6 
29.2 
16.7 
26.6 

22.1 
28!< 

11.0 
19.9 

20.6 

5.9 
11.5 

9.0 
9.3 

9.8 

21.6 
39.0 

25.7 
-2.4 
27.1 
17.1 
26.4 

22.9 
28 !( 

12!9 
21.0 

4!o 

3.5 
6.9 

io!o 

9.0 
10.0 

8.4 
13.7 

21.0 
39.0 

23.5 
-2.2 
25.3 
16.8 
25.1 

22.4 

24.5 

3l!2 

4.9 

7.9 

13.0 

sli 

2.4 
5.6 

9.! 
11.1 
10.3 

.1:1 

20.8 
38.0 

24.6 
21.5 

4.5 
6.8 

9.8 

2.0 
5.0 

s'.'- 

10.4 
9.3 

ll!i 

20.0 
37.6 

26.2 
1.3 
25.7 
16.7 
23.2 

20.3 

24!l 
30.5 

4.0 
6.1 

8.7 

3!o 

2.0 
4.5 

8!2 
9.2 
8.3 

14!o 
5.1 

19.6 
34.8 

25.0 
-1.2 
25.8 
16.9 
23.7 

20.1 

22.0 
23.5 
28.8 

3.6 
5.4 

4.5 

1.8 
4.0 

8.4 

7.6 

19.1 
31.3 

22.7 
-2.3 
24.0 
16.6 
23.6 

21.7 
22.7 
26.6 

3.6 

1.6 
3.6 

I'.t 
7.8 
7.0 

4.: 

11.! 
3.4 

19.3 
28.0 

17;2 

20.6 
-2.1 
21.4 
16.7 
22.1 

22:2 
24.0 

2.9 
6.4 

213 

1.4 
3.4 

7!6 
7.3 
6.7 

2.7 

6.2 

19.4 
24.2 

isii 

18.6 
-2.0 
19.1 
17.1 
20.1 
20.7 

21.0 
21.6 
21.4 

6.1 
4.4 

si: 

7!4 
7.0 

6.S 

2.4 

5.6 

18.9 
23.3 

'll!2 
16.2 
-2.4 
18.4 
16.7 

19.9 
20.5 
20.3 

5.8 
4.4 

1,0 
3.1 

7!4 
6.8 
6.4 

2.2 
5.2 

16.0 

21.0 

1419 

Ilia 

15.0 
13.4 
13.6 

1513 

18.5 
18.9 
18.4 

2.5 
3.8 

6.! 

5.4 

3!o 

6.8 
13.8 

4.0 

10.3 

2.0 
4.9 

19.2 
19.7 

15.6 
15.6 

18.6 
3.6 
17. ( 

13!7 
17.3 
17.7 
16.9 

14.5 
19,1 

12.0 

20.0 
24.! 

25!4 

nil 

19.7 
20.5 

23'o 

29.3 
10.7 
29.2 

16.9 
17.5 
17.9 

13.4 
11.9 

1.0 
5.3 

12.5 
16. ( 

31.4 
27.0 

30!^ 

8.7 
20.5 

19.3 

27.6 

32!" 

't:l 
lt:l 

29.4 

20.1 
19.1 
21.7 

16.4 
9.0 

15:9 

2.0 
5.1 

11.8 

11.5 

31.5 

27.4 

28.0 
32.4 
40.4 

9.1 
19.4 

19.2 
30.7 

39!2 

40.1 
5.4 
38.9 

25.6 
25.1 
25.3 

16.7 
6.8 
9.2 

2.0 
4.8 

11.3 
3.8 
14.3 

28.0 

27.4 

24.2 
31.7 

5.8 
15.1 

19.1 
33.0 

43.5 
3.4 
42.6 
17.2 

29.2 
29.4 
28.8 

15.4 

8.7 

4!< 

11.0 
13.2 
13.4 

18.1 

26.9 

13.8 
26.8 

41.1 

5.5 
12.4 

19.4 
34.7 

46.7 

116 
45.3 
19.9 
40.2 

31.8 
32.3 
31.1 

6.6 
6.4 

10.8 
2.8 
12,7 

13.4 
26.0 

18.4 

4.5 
10.1 

19.0 
36.3 

43!2 

45.3 
0.2 
46.7 
20.9 

33.6 
34.5 
32.9 

3.8 
5.7 

9.2 

5.9 

5.4 
6.5 

10.6 
2,2 
12.1 

8.8 
11.5 
23.6 

12.8 
33.: 

a'.'; 

18.4 
36.5 

41.5 
40.6 

46!i 
21.0 

36.4 

34.6 
35.7 
33.7 

3.5 

5.3 

5.4 

4.7 
5.0 

10.4 
11.8 
11.6 

18.4 

11.5 
27.6 
38.5 

3.5 

7.6 

18.3 
35.0 

40.6 
-3.4 
45.2 
19.4 

35.6 
36.8 
33.6 

3.3 
4.9 

5.2 

4.3 

6.1 

10.2 
11.5 
11.3 

8.4 

13.6 

10.7 
22.5 
38.8 

3.2 
7.0 

18.4 
34.3 

35.5 
-5.1 
41.2 
17.2 
41.2 

36.6 

36.2 
37.6 
32.9 

3.2 
4.6 

5.1 

t:l 
1.0 

10.1 
11.4 
11.2 
8.0 

10.7 
10.2 

19.5 
38.8 

18.4 
34.4 

25:4 

30.5 
-5.0 
35.9 

35.2 

36.5 
38.0 
32.9 

3.2 
4.4 

3.8 
3.2 

10.0 
11.2 
10. a 
7.9 

9.1 
10.0 

19.8 
38.1 

5.4 

18.1 
36.5 

22!l 

26.6 
-3.9 
30.1 
16.6 

32.6 

36.2 
38.0 
34.0 

'i.Vl-.l  1:1  t:l\l^ll^t 

6.3      5.9      5.7      7.3    11.121.00   6 

4.7      4.7      5.0      8.5             14.5016 

3.5      3.3      3.4      5,9      6,420,2617 
3,0      2.8      2.7      6.6      6.818.8016 

1.0      1.0      1,0      5.0      3.5   6.00   4 

3.5  3.2      3.3      7.2      9.913.20    4 

lllo    lois    10:7    12!l   13!616;0017 

10.3  10.3    10.2    11.8   12.617.8017 

7.7  7.8      7.6      8.5      8.814.4017 

17.4  13.4    11.6    13.6   13.931.5018 
8.2      7.6      8.8    14.2   14.327.3518 

9.8  9.5     9.8   11.2  12.4)2.4018 

20.5  17.7    15.6    17.8    18.841.5019 

37.1  35.6    33.7   31.2   28.438.8024 

4.6  3.9      3.6      7.5    11.013.40    1 
13.0      9.6      8.5    11.2    15.423.30    1 

16.0  18.2    18.6    18.2    18.5  !2. 20   3 
36.9   36.4   35.8   35.0   33.7  18.96    5 

19. el  isis    isle   14.1   15.316.7020 
19. 5|  16.0U5.0   13.6   13.413.8020 

11.7 
23.3   20.7    16.7   15.6    17.815.3021 
-3.3   -2.6   -4.0   -1.1      2.213.40E4 

26.2  22.3    19.2    17.1   17.316.8022 
16.7    16.7    16.9    16.8   16.821.0022 

29.1  25.1    21.9   20.1    17I816.9023 

35.0   32.8   30.1   27.4   25.436.5025 

37.5  35.8   33.4   30.9   28.4  18.0025+ 

34.6  34.3   33.5   32.4   30.634.6027 

2.2  28 

3.6  29 

4.4    12+ 
2.9    14 

3!o    15" 

7:*   13+ 
6.8    14 

8.3  13 

9.7  14 
9.6    14 

4^9    15 

18.0  27 
19.7    15 

14.1  30 
13.4   31 

15.0  14 
0.2    21 

16!2    15+ 

18.1  13+ 

14.9    16 
16.9    16 

Stages  -  PrlDCipal  Rl- 


*ubj«ct  to  correction.   Fluil  and  corrected  stages  will 


Dpper  surface  of  smooth 
Ice  gorge  above  gage. 
Ice  gorge  belov  gage. 


Pool  stage. 
Dry  at  gage. 


STATION     INDEX 


KENTUCKY 
DECEMBER  VHH 




^ 

TIME  OF 

YEARS  OF 

d 

H 

DBSERVATION 

RECORD 

REFER 

STATION 

2 
X 

COUNTY 

DRAINAGE 

h- 

z 

> 

UJ 

_l 

UJ 

OBSERVER 

TO 

a; 

a.' 

a 

Q 

Z 

< 

_l 

o  r 

o 

_l 

O   f 

z 
o 

M 

o 

UJ 

2 

Q. 

Z 

UJ 

UJ 

a.' 

UJ 

TABLES 

ADDISON  DAM  45 
ADDISON  DAM  45   LG 
.MXlLiniU.   1  N 
ALLEN 
ANCHORAGE 

0031 
0036 
0043 
0095 

015:; 

BRECKINRIDCK 

BRECKINRIDGE 

ALLEN 

FLOYD 

JEFFERSON 

OHIO 
OHIO 
GREEN 
BIG  SANDY 
OHIO 

37  55 
37  55 

36  39 

37  35 

38  16 

86  34 
86  34 
86  16 
82  43 
85  33 

380 
380  < 
600   < 
050 
700 

'ST 
•ST 

'ST 

:sT 

-ST 

7P 

6A 

7A 
HA 
7P 

50 

21 

9 
9 
51 

JORPS  OF  ENGINEKR8 
CORPS  OK  ENGINEERS 
IDELL  U  DEAR  I  NO 
NANNIE  AUXIEK 
C  E  BARRET 

3  4 

3  4 

3 

2  3    5 

7 
7 

ASIICAMP 

ASHLAND  DAM  29 
ASHLAND  DAM  29   LG 
BARBOURVILLE  WATER  WORKS 
BARDSTOWN 

025-1 
0259 
03S1 
0389 

•IKK 
UOYD 
DOYD 
KNOX 
NELSON 

BIG  SANDY 

OHIO 

OHIO 

CUMBERLAND 

SALT 

37  16 

38  27 
38  27 

36  52 

37  48 

82  26 
82  36 

82  36 

83  53 
85  28 

1100 
534 

1000 
637 

JST 
JST 

:sT 

:sT 
:ST 

7P 

8A 
7A 

7A 

7A 

35 

9 
36 

3 
9 

MARY  8  RATLIFF 
CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 
JOHN  H  WHARTON 
MBS  POPE  SISCO 

3 
2  3    5 

3  4 
3 

7 

BASS   3  SW 

BAXTER  HARLAN  WATER  WORKS 

BEAVER  DAM 

BENHAM 

BENTON   1  SW 

0438 
0450 
0490 
0595 
0611 

TAYLOR 

HARLAN 

OHIO 

HARLAN 

MARSHALL 

GREEN 

CUMBERLAND 

GREEN 

CUMBERLAND 

TENNESSEE 

37  19 

36  51 

37  25 
36  58 
36  51 

85  10 
83  20 

86  52 
82  57 
88  22 

441 
1580 
380 

:sT 

EST 

:sT 

EST 

:sT 

6P 
8A 

7A 

tiiu 

6P 
8A 
8A 

41 
3 

8 

41 
3 

CLAUDE  CAVE  t>  R  KILBY 

CYRUS  S  LAYSON 

E  G  YOUNG 

C  C  WHITEAKER 

NANCY  C  MORSE 

3 

3  4 
2  3    5 
2  3    5 

3  4 

BEREA  COLLEGE 
BEREA  WATER  WORKS 
BOWLING  GREEN 
BOWLING  GREEN  WB  AP 
BRENT  DAM  36 

0619 
0624 
0904 
0909 
0978 

MADISON 
MADISON 
WARREN 
WARREN 
CAMPBELL 

KENTUCKY 

KENTUCKY 

GREEN 

GREEN 

OHIO 

37  34 
37  34 
37  GO 
36  58 
39  03 

84  18 

84  16 
86  26 
86  26 
84  25 

1070 
1100 
536 
535 
489 

:sT 
:ST 
:sT 

CST 
EST 

6P 
lA 

6P 
7A 
7A 

7A 

47 

67 

47 
2 
24 
67 
24 

JAMES  A  GROSSMAN 
MRS  LAURA  B  GAFFARD 
JAMES  R  EDWARDS 
US  WEATHER  BUREAU 
CORPS  OF  ENGINEERS 

2  3  4  5 

3 

3 
2  3  4  5 

3 

7 

3R0WNSVIL1,E  LOCK  6 
BURGIN  DIX  DAM 
BURNS  IDE 
CAKPBELLSVILLE 
CARROLLTON  LOCK  1 

1016 
1127 
1156 
1256 
1345 

EDMONSON 

MERCER 

PULASKI 

TAYLOR 

CARROLL 

GREEN 

KENTUCKY 

CUMBERLAND 

GREEN 

KENTUCKY 

37  12 
37  48 

36  59 

37  20 

38  41 

86  16 
84  43 

84  37 

85  21 
85  11 

410 
770 
705 
777 
480 

CST 
CST 
CST 
CST 
CST 

4P 

6P 

7A 
8A 
7A 
6P 
7A 

4 

32 

64 
4 

45 

CORPS  OF  ENGINEERS 
C  W  WILLIAMS 
SARAH  E  LEWIS 
ALVA  MC  KINLEY 
CORPS  OF  ENGINEERS 

3 
2  3   5  6 

3 
2  3   5 

3  4 

7 

CENTRAL  CITY   1  E 

CLERMONT  BERNHIEM  FOUND 

CLINTON 

COLEMAN  POST  OFFICE 

COLLEGE  HILL  LOCK  11 

1439 

1611 
1631 
1691 
1704 

MUHLENBERG 

BULLITT 

HICKMAN 

PIKE 

MADISON 

GREEN 
SALT 

MISSISSIPPI 
BIG  SANDY 
KENTUCKY' 

37  18 
37  56 

36  41 

37  30 
37  47 

87  06 
85  40 
89  00 
82  13 
84  06 

440 
474 

CST 
CST 
CST 
EST 
CST 

5P 

MID 
5P 

MID 
7A 
8A 

9 

13 

40 

MARION  STAPLES 
BERNIIEIM  FOUNDATION 
WOODSON  D  FRANKLIN 
FRANK  STUMP 
CORPS  OF  ENGINEERS 

3  4 

3  4 

3 

3 

COLUMBIA  LW  COLLEGE 

CONSTANTINE 

CORBIN 

CORBIK  WATEt!  WORKS 

COVINGTON  WB  AIRPORT 

1722 
1763 
1801 
ISOC 
1855 

ADAIR 

BRECKINRIDGE 

WHITLEY 

WHITLEY 

KENTON 

GREEN 

GREEN 

CUMBERLAND 

CUtnSERLAND 

OHIO 

37  06 
37  40 
36  57 
3-  57 
39  04 

85  17 

86  14 
84  06 
81  06 
84  40 

800 
1178 
1070 

869 

CST 

CST 
EST 

MID 
MID 

7A 
MID 
MID 
7A 
MID 

5 
2 

9 

5 
9 
2 

JAMES  E  NANRIVELL 
MRS  GLENNIE  L  SHARP 
US  WEATHER  BUREAU 
CORBIN  WATER  WORKS 
US  WEATHER  BUREAU 

3 

3  4 
2  3  4  5 
3 

2  3    5 

CYNTHIANA 

DANVILLE 

DAVELL/\ 

DELPHIA 

DEMA 

1998 
2040 
2053 
2131 
2139 

HARRISON 

BOYLE 

MARTIN 

PERRY 

KNOTT 

LICKING 
KENTUCKY 
BIG  SANDY 
KENTUCKY 
BIG  SANDY 

38  23 
37  39 
37  48 
37  02 
37  25 

84  '18 
84  46 

82  32 

83  07 
82  48 

684 
955 

1200 
850 

CST 
CST 
EST 
EST 
EST 

6P 

7A 
7A 
MID 

8A 

16 

40 

8 

9 

MARSHALL  HILL 
R  P  COLD  IRON 
BERTHA  DE  LONG 
FARIS  CRESS 
HATTIE  B  BARNEY 

3 
2  3    5 
3  4 
3 
3 

7 

DUNDEE  BARRETTS  FORD  BR 

DUNMOR 

EARLINGTON 

EDDYVILLE  LOCK  F 

EDMONTON 

2358 
2366 
2407 
2445 
2469 

OHIO 

MUHLENBERG 

HOPKINS 

LYON 

METCALFE 

GREEN 

GREEN 

OHIO 

CUMBERLAND 

GREEN 

37  33 
37  05 
37  IC 
37  03 
37  00 

86  43 

87  00 

87  31 

88  05 
85  37 

430 
610 
420 
420 

CST 
CST 
CST 
CST 
CST 

5P 

7A 
7A 
7A 
7A 

7A 

59 

9 

60 

6 

J  L  HUFF 
N  D  GIVENS 
BRICK  SOUTHWOETH 
THOMAS  SMITH 
JOHN  E  MORAN 

3  4 
3 

3 
3  4 

■> 

FALLS  OF  ROUGH 

FALMOUTH 

FARMERS 

FLEMINGSBLIRG 

FLEMINGSBURG  POST  OFFICE 

2767 
2775 
2791 
2903 
2908 

GRAYSON 

PENDLETON 

ROWAN 

FLEMING 

FLEMING 

GREEN 

LICKING 

LICKING 

LICKING 

LICKING 

37  35 

38  40 
38  09 
38  25 
38  25 

86  34 
84  20 
83  33 
83  43 
83  44 

500 
600 
668 
870 
750 

CST 
EST 
CST 
CST 
CST 

4P 

4A 
8A 
7A 
7A 

43 

62 
44 
25 
5 

ROBERT  a\RL 
JESSIE  OLDHAM 
MRS  CORDA  C  STAMPER 
BYRON  F  FLEMING 
MAURICE  0  CARPENTER 

3 
3 
2  3   5 
3 
3  4 

7 
7 

FORD  LOCK  10 
FORDS  FERRY  DAM  50 
FORDS  FERRY  DAM  50   LG 
FRANKLCRT  LOCK  4 
FRANKLIN  WATER  WORKS 

2953 
2961 
2966 
3028 
3036 

CLARK 

CRITTENDEN 

CRITTENDEN 

FRANKLIN 

SIMPSON 

KENTUCKY 

OHIO 

OHIO 

KENTUCKY 

GREEN 

37  53 
37  28 

37  28 

38  13 
36  43 

84  15 
88  06 
88  06 
84  52 
86  34 

593 
356 
356 
504 
691 

CST 
CST 
CST 
CST 
CST 

4P 
4P 

7A 
6A 

6A 
7A 

2 
65 

35 
21 

67 

CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 
HERMN  D  NEAL 

3 

2  3  4  5 

2  3    5 
3  4 

7 

7 
7 
7 

FRENCHBURG   1  SW 

GEORGETOWN  WATER  WORKS 

GEST  LOCK  3 

GLASGOW 

GODMAN  AFBU  FT  KNOX 

3052 
3194 
3203 
3241 
3280 

MENIFEE 

SCOTT 

HENRY 

BARREN 

HARDIN 

LICKING 
KENTUCKY 
KENTUCKY 
GREEN 

37  57 

38  12 
38  25 
37  00 
37  54 

83  39 

84  33 

84  53 

85  40 
85  58 

880 
490 
780 

CST 
CST 
CST 

8A 
8A 
7A 
7A 
MID 

17 

7 
40 
20 

C  JEROME  HIERONYMUS 
JOE  W  ATKINS 
CORPS  OF  ENGINEERS 
OSA  L  FOLLIS 
US  AIR  FORCE 

3 
3 

3  4 
3 
3  4 

GRANT  DAM  38 

GRANT  DAM  38   LG 

GRAYSON 

GREENSBURG 

GREENSBURG  HIWAY  61  BR 

3358 
3363 
3391 
3430 
3435 

DOONE 
BOONE 
CARTER 
GREEN 
GREEN 

OHIO 
OHIO 
OHIO 
GREEN 
GREEN 

38  59 
38  59 
38  19 
37  16 
37  15 

84  49 

84  49 
82  57 

85  30 
85  30 

506 
506 
589 
581 

CST 
CST 
EST 
CST 
CST 

5P 

6A 

8A 
7A 
7A 

56 

24 

17 

62 

CORPS  OF  ENGINEERS 
CORPS  OF  ENGINEERS 
SHIRLEY  I  STATEN 
MRS  MELL  M  L INGLE 
KENNETH  STOTTS 

3 

2  3    5 

3 

7 

7 

GREENUP  DAM-  30 
GREENVILLE   2  W 
IIALEYS  MILL 
HARTFORD   6  N 
HAZARD 

3443 
3451 
3539 
3652 
3709 

GREENUP 

MUHLENBERG 

CHRISTIAN 

OHIO 

PERRY 

OHIO 
GREEN 
GREEN 
GREEN 
KENTUCKY 

38  37 
37  12 
37  03 
37  32 
37  15 

82  51 
87  12 
87  20 
86  54 

83  12 

540 
519 
740 
540 
869 

EST 
CST 
CST 
CST 
CST 

5P 

7A 
5P 
MID 
6P 
7A 

33 

30 
33 
7 
11 
27 

CORPS  OF  ENGINEERS 
C  R  LOVELL 
CLEATUS  E  BRINKLEY 
W  R  CARSON  SR 
H  A  BAILEY 

3 
2  3    5 
3  4 
3 
3  4 

7 

HEADQUARTERS 

HEIDELBERG  LOCK  14 

HENDERSON   4  SW 

HERNDON 

HIGH  BRIDGE  LOCK  7 

3722 
3741 
3762 
3798 
3837 

NICHOLAS 

LEE 

HENDERSON 

CHRISTIAN 

JESSAMINE 

LICKING 

KENTUCKY 

OHIO 

CUMBERLAND 

KENTUCKY 

38  24 
37  33 
37  47 

36  44 

37  49 

84  07 

83  46 
87  37 
87  34 

84  43 

800 
663 
382 

CST 
CST 
CST 
CST 
CST 

4P 
6P 

7A 
6A 
6P 
MID 
6A 

4 
16 
27 

8 
34 
35 

47 

L  M  GAFFIN 

CORPS  OF  ENGINEERS 

FRANK  STREET 

C  W  KEATTS 

CORPS  OF  ENGINEERS 

3 
2  3  4  5 
2  3    5 

3  4 

3 

7 
7 

HINDMAN  SETTLEMENT  SCHOOL 

HODGENVILLE  NAT  PARK 

HOPKINSVILLE   2  E 

HYDEN 

IRVINGTON 

3899 
3929 
3994 
4093 
4165 

KNOTT 

LARUE 

CHRISTIAN 

LESLIE 

BRECKENRIDGE 

KENTUCKY 

GREEN 

CUMBERLAND 

KENTUCKY 

GREEN 

37  20 
37  32 

36  52 

37  10 
37  53 

82  59 

85  44 
87  27 

83  22 

86  17 

524 
850 
646 

CST 
CST 
CST 
CST 
CST 

8A 
7P 
7P 

8A 
MIU 
8A 
6P 
7P 

53 
52 

5 
53 

9 
52 

ELIZABETH  WATTS 

C  C  SELF 

W  K  MORRIS 

MRS  FOREST  F  CAMPBELL 

FLOYD  G  ROBBINS 

2  3    5 

3  4 
2  3    5 

2  3   5 

JACKSON 

JENKINS  WATER  WORKS 

JEREMIAH 

KEENE   2  N 

KENTUCKY  DAM 

4196 
4241 
4255 
4369 
4414 

BREATHITT 

LETCHER 

LETCHER 

JESSAMINE 

LIVINGSTON 

KENTUCKY 
BIG  SANDY 
KENTUCKY 
KENTUCKY 
TENNESSEE 

37  33 
37  10 
37  10 
37  58 
37  01 

83  23 
82  38 
82  56 

84  38 
88  16 

776 
1600 
1150 
950 
362 

CST 
EST 
CST 
CST 
CST 

7A 
HU 
7A 
7A 
7A 

31 

5 
9 

ROBERT  ROBERTSON 
KENTUCKY  WATER  CO 
MRS  SUSAN  F  ISON 
MARION  W  MAHIN 
TENN  VALLEY  AUTHORITY 

3 

3  4 
3 
3 
3  4 

7 
7 
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LANCASTER  ICE  PLANT 

4620 

GARRARD 

KENTUCKY 

37  37 

84  35 

1032 

CSl 

8A 

24 

KENTUCKY  UTILITIES  CO 

3 

3 
2  3    5 
2  3  4  5 

3  4 

LAUR.^ 

4G42 

MARTIN 

BIG  SANDY 

37  45 

82  26 

EST 

8A 

9 

JAMES  A  FIELD 

LEITCIIFIELD 

4703 

GRAYSON 

GREEN 

37  29 

86  18 

fi35 

CSl 

8A 

54 

54 

GEORGE  D  LITSEY 

LEXINGTON  WB  AIRPORT 

4746 

FAYETTE 

KENTUCKY 

38  02 

84  36 

979 

CSl 

MID 

MID 

70 

US  WEATHER  BUREAU 

LIBERTY 

4755 

CASEY 

GREEN 

37  21 

84  55 

CST 

7A 

8 

PALLIA  L  HANKLA 

LITfLE  HICIOWN  LOCK  8 

4825 

JESSAMINE 

KENTUCKY 

37  45 

84  35 

560 

CST 

7A 

39 

CORPS  OF  ENGINEERS 

3  4 

LOCKPORT  LOCK  2 

4857 

HENRY 

KENTUCKY 

38  26 

84  58 

485 

CST 

6A 

39 

CORPS  OF  ENGINEERS 

3 

I.CGMCK    1  S 

4882 

CLARK 

KENTUCKY 

37  51 

84  02 

CST 

8A 

7 

MRS  H  BURGHER 

LONDOi;  POST  OFFICE 

4893 

LAUREL 

CUMBERLAND 

37  08 

84  05 

1250 

CST 

8A 

7 

K  W  MC  NASSER 

3  4 

3  4      7 

LOUISA  LOCK  3 

4943 

LAWRENCE 

BIG  SANDY 

38  07 

82  37 

584 

EST 

7A 

45 

RUSSELL  T  WHEELER 

LOUISVILLE  BOWMAN  FIELD 

4951 

JEFFERSON 

OHIO 

38  13 

85  40 

558 

CST 

MID 

15 

US  WEATHER  BUREAU 

3  4 

LOUISVILLE  LOWER  GAGE 

4953 

JEFFERSON 

OHIO 

38  17 

85  48 

374 

CST 

6A 

US  ENGINEERS 

2  3  4  5 

3        7 

LOUISVILLE  STAN  WB  AP 

4954 

JEFFERSON 

OHIO 

38  11 

85  44 

485 

CST 

MID 

MID 

15 

15 

US  WEATHER  BUREAU 

LOUISVILLE  UPPER  GAGE 

4955 

JEFFERSON 

OHIO 

38  17 

85  48 

403 

CST 

6A 

US  ENGINEERS 

LOUISVILLE  WB  CITY 

4956 

JEFFERSON 

OHIO 

38  15 

85  45 

457 

CST 

7A 

7A 

75 

76 

US  WEATHER  BUREAU 

2  3  4  5 

LOVELACEVILLE 

4967 

BALLARD 

MISSISSIPPI 

36  58 

88  50 

479 

CST 

fiP 

6P 

21 

23 

BLAINE  MALONE 

2  3    5 

LUCAS 

5002 

BARREN 

GREEN 

36  53 

86  02 

CST 

8A 

7 

CECIL  H  BRITT 

3  4 
3  4 

IL4DIS0NVILLE 

5062 

HOPKINS 

GREEN 

37  20 

87  30 

400 

CST 

8A 

8 

BRASHER  C  BACON 

UADISONVILLE   1  SE 

5067 

HOPKINS 

GREEN 

37  19 

87  29 

435 

CST 

7A 

J  W  MC  COY 

3 

HUM  OTI!  CAVE  PARK 

5097 

EDMONSON 

GREEN 

37  11 

86  06 

800 

CST 

8A 

8A 

14 

14 

GRANVILLE  B  LILES 

2  3    5 

lUYFIELD   2  S 

5232 

GRAVES 

MISSISSIPPI 

36  42 

88  38 

364 

CST 

5P 

5P 

35 

36 

MRS  JOE  PAYNE 

2  3    5 

MAVSVILLE  DAM  33 

5243 

MASON 

OHIO 

38  38 

83  42 

524 

EST 

6P 

6A 

53 

52 

CORPS  OF  ENGINEERS 

2  3  4  5    7 

UAYSVILLE  DAK  33   LG 

5248 

MASON 

OHIO 

38  38 

83  42 

EST 

CORPS  OF  ENGINEERS 

7 

MC  KIKNEYSBURG 

5301 

PENDELTON 

LICKING 

38  36 

84  16 

610 

CST 

7A 

8 

AMANDA  A  AULICK 

3  4 

IIIDDLESBORO 

5389 

BELL 

CUMBERLAND 

36  37 

83  43 

1128 

EST 

5P 

5P 

52 

57 

HUGH  ALLEN 

2  3    5 

MIDDLESBORO  CITY  HALL 

5394 

BELL 

CUMBERLAND 

36  36 

83  44 

1150 

EST 

MID 

5 

CITY  OF  MIDDLESBORO 

3  4 

MIDWAY   2  S 

5407 

WOODFORD 

KENTUCKY 

38  07 

84  42 

805 

CST 

8A 

7 

JOHN  B  NUGENT 

3 

MILLERSBURG 

5430 

BOURBON 

LICKING 

38  18 

84  09 

CST 

8A 

8 

MRS  AMY  L  POTTS 

3  4 

MILLERSTOWN 

5438 

GRAYSON 

GREEN 

37  27 

86  03 

580 

CST 

8A 

MRS  0  M  LAWLER 

3 

MONTICELLO 

5524 

WAYNE 

CUMBERLAND 

36  50 

84  51 

910 

CST 

7A 

12 

E  0  COOPER 

3 

MOREHEAD  STA  TEACH  COL 

5555 

ROWAN 

LICKING 

38  11 

83  26 

770 

CST 

8A 

6 

H  C  HAGGAN 

3  4 

MOUNT  STERLING 

5640 

MONTGOMERY 

LICKING 

38  03 

83  57 

930 

CST 

5P 

5P 

56 

59 

FRED  CARTMILL 

2  3    5 

HUNFORDVILLE 

5684 

HART 

GREEN 

37  16 

85  53 

600 

CST 

7A 

21 

ARTHUR  B  RIFE 

3  4      7 

MURRAY 

5694 

CALLOWAY 

TENNESSEE 

36  37 

88  20 

412 

CST 

6P 

6P 

23 

23 

RALPH  B  WEAR 

2  3    5 

OLIVE  HILL 

6012 

CARTER 

OHIO 

38  18 

83  11 

752 

8A 

4 

MRS  WALDO  F  FULTZ  JR 

3  4 

OLNZY 

6020 

HOPKINS 

OHIO 

37  13 

87  47 

380 

CST 

8A 

7 

ART  D  WILLIAMS 

3 

ONEONTA  DAM  35 

6033 

CAMPBELL 

OHIO 

38  58 

84  18 

497 

EST 

7A 

27 

CORPS  OF  ENGINEERS 

3        7 

ONEONTA  DAM  35    LG 

6038 

CAMPBELL 

OHIO 

38  58 

84  18 

497 

EST 

CORPS  OF  ENGINEERS 

OWENSBORO 

6091 

DAVIESS 

OHIO 

37  46 

87  09 

420 

CST 

5P 

7A 

53 

52 

VIRGIL  P  CLARK 

2  3    5 

OWESSBORO  DAM  46 

6096 

DAVIESS 

OHIO 

37  47 

87  08 

404 

CST 

7A 

20 

CORPS  OF  ENGINEERS 

3  4      7 

OWENSBORO  DAM  46   LG 
PADOCAH  JEFFERSON  ST 

6101 
6113 

DAVIESS 
MC  CRACKEN 

OHIO 
OHIO 

37  47 
37  05 

87  08 

88  36 

CST 

CORPS  OF  ENGINEERS 
BILLY  JOE  MANLEY 

2  3    5 

PADUCAH  NO  5  FIRE  STATION 
PADUCAH  SCS  NURSERY 
PAINTSVILLE 

6115 

MC  CRACKEN 

OHIO 

37  05 

88  37 

CST 

6A 

CAPTAIN  F  F  WILLIAMS 

6117 

MC  CRACKEN 

OHIO 

37  04 

88  35 

CST 

7P 

7A 

SOIL  CONSERVATION  SER 

3  4 

6136 

JOHNSON 

BIG  SANDY 

37  49 

82  48 

620 

EST 

7A 

16 

JESSE  FAIRCHILD 

3        7 

PIKEVILLE 

6353 

PIKE 

BIG  SANDY 

37  29 

82  31 

686 

EST 

2A 

2A 

13 

44 

US  WEATHER  BUREAU 

2  3  4  5    7 

PINEVILLE 

6384 

BELL 

CUMBERLAND 

36  45 

83  42 

999 

EST 

7A 

8 

F  PARTIN 

3 

PLEASUREVILLE   2  S 

6435 

SHELBY 

KENTUCKY 

38  20 

85  07 

882 

CST 

6A 

7 

E  B  MORGAN 

3 

PRINCETON 

6575 

CALDWELL 

CUMBERLAND 

37  06 

87  53 

529 

CST 

5P 

5P 

46 

50 

ALTON  M  HARRILL 

2  3    5 

QUICKSAND 

6624 

BREATHITT 

KENTUCKY 

37  32 

83  21 

732 

CST 

7A 

23 

23 

R  W  JONES 

RAVENNA  LOCK  12 

6679 

ESTILL 

KENTUCKY 

37  40 

83  57 

631 

CST 

7A 

32 

CORPS  OF  ENGINEERS 

3 

RAYWICK 

6691 

MARION 

SALT 

37  33 

85  26 

CST 

7A 

7 

J  H  EDELEN 

3  4 

RICHMOND  TEACHERS  COLLEGE 

6805 

MADISON 

KENTUCKY 

37  44 

84  18 

1000 

CST 

7A 

7A 

57 

61 

EASTERN  TEACHERS  COL 

2  3    5 

RUMSEY  LOCK  2 

7039 

MC  LEAN 

GREEN 

37  32 

87  16 

384 

CST 

6A 

31 

CORPS  OF  ENGINEERS 

3  4      7 

RUSSELLVILLE 

7049 

LOGAN 

GREEN 

36  51 

86  53 

590 

CST 

7A 

7A 

37 

40 

DR  SAMUEL  S  MCREYNOLD 

3  2  3    5 

SADIEVILLE  WATER  WORKS 

7074 

SCOTT 

KENTUCKY 

38  23 

84  32 

890 

CST 

7A 

5 

E  W  MULBERRY 

3  4 

ST  JOHN  BETHLEHEM  ACADEMY 

7091 

HARDIN 

SALT 

37  42 

85  59 

777 

CST 

4P 

7A 

52 

52 

SISTER  S  MARIE  GSELL 

2  3    5 

SALVISA  LOCK  6 

7121 

MERCER 

KENTUCKY 

37  56 

84  49 

520 

CST 

7A 

36 

CORPS  OF  ENGINEERS 

3 

SALYERSVILLE 

7129 

MAGOFFIN 

LICKING 

37  45 

83  04 

900 

EST 

7A 

10 

J  M  MAY 

3  4 

SCIENCE  HILL 

7202 

PULASKI 

CUMBERLAND 

37  11 

84  39 

1065 

CST 

6P 

6P 

5 

5 

WILLIAM  H  DOBBS 

2  3   5 

SCOTTSVILLE 

7215 

ALLEN 

GREEN 

36  45 

86  12 

770 

CST 

6P 

6P 

2 

2 

NOBLE  ALLEN 

2  3   5 

SEBREE  WATER  WORKS 

7234 

WEBSTER 

GREEN 

37  36 

87  32 

360 

CST 

5P 

8 

SEBREE  WATER  WORKS 

3 

SHELBYVILLE   2  W 

7324 

SHELBY 

SALT 

38  13 

85  16 

825 

CST 

6P 

5A 

58 

60 

WILLA  S  A  RATTA 

2  3    5 

SIBERT 

7369 

CLAY 

KENTUCKY 

37  07 

83  48 

930 

CST 

7A 

CARL  G  YOUNG 

SMITHFIELD   4  S 

7473 

HENRY 

SALT 

38  20 

85  16 

862 

CST 

7A 

6 

F  W  SIMPSON 

3  4 

SOMERSET  HIWAY  DEPT 

7507 

PULASKI 

CUMBERLAND 

37  07 

84  35 

873 

CST 

7A 

7 

LR  SUTHERLAND 

3  4 

SPRINGFIELD 

7604 

WASHINGTON 

SALT 

37  41 

85  14 

738 

CST 

8A 

7 

JOHN  P  PLDER 

3 

STEARNS 

7677 

MC  CREARY 

CUMBERLAND 

36  42 

84  29 

1420 

CST 

8A 

8 

C  E  CHITWOOD 

3  4 

STILLWATER 

7711 

WOLFE 

KENTUCKY 

37  45 

83  29 

1000 

CST 

8A 

7 

MRS  BESSIE  E  HOLLAND 

3 

TATHAM  SPRINGS 

7924 

WASHINGTON 

SALT 

37  52 

85  09 

CST 

7A 

6 

R  C  DEDMAN 

3  4 

TOMPKINSVILLE 

8060 

MONROE 

GREEN 

36  42 

85  41 

899 

CST 

MID 

JAMES  TURNER  PHILPOTT 

3  4 

TOMPKINSVILLE  TEL  OFF 

8065 

MONROE 

GREEN 

36  42 

85  41 

899 

CST 

7A 

7 

MRS  ALICE  H  HALE 

3 

TYRONE  LOCK  5 

8179 

ANDERSON 

KENTUCKY 

38  02 

84  51 

524 

CST 

7A 

31 

CORPS  OF  ENGINEERS 

3 

UNIONTOWH  DAM  49 

8197 

UNION 

OHIO 

37  46 

87  57 

357 

CST 

6A 

20 

CORPS  OF  ENGINEERS 

3  4      7 

UNIONTOWN  DAM  49   LG 

8202 

UNION 

OHIO 

37  46 

87  57 

CST 

CORPS  OF  ENGINEERS 

7 

VALLEY  VIEW  LOCK  9 

8246 

CLAY 

KENTUCKY 

37  51 

84  26 

571 

CST 

7A 

36 

CORPS  OF  ENGINEERS 

3 

VANCEBIJRG  DAM  32 

8259 

LEWIS 

OHIO 

38  38 

83  21 

525 

EST 

7A 

35 

CORPS  OF  ENGINEERS 

3 

WAYNESBURG   6  E 

8486 

LINCOLN 

CUMBERLAND 

37  22 

84  34 

1215 

CST 

7A 

FRANK  HOECK 

3 

WEST  LIBERTY  WATER  WORKS 

8551 

MORGAN 

LICKING 

37  55 

83  15 

CST 

7A 

JOHN  W  TURNER 

3 

WILLIAMSBURG 

8706 

WHITLEY 

CUMBERLAND 

36  44 

84  10 

939 

EST 

6P 

7A 

52 

61 

CHARLES  B  WEST 

2  3    5    7 

WILLIAMSTOWN 

8714 

GRANT 

LICKING 

38  38 

84  34 

943 

CSl 

6P 

7A 

46 

46 

MISS  NETTIE  B  SIMPSON 

2  3    5 

WILLOW  LOCK  13 

8724 

LEE 

KENTUCKY 

37  36 

83  50 

646 

CST 

7A 

30 

CORPS  OF  ENGINEERS 

3 

WOLF  CREEK  DAM 

8807 

RUSSELL 

CUMBERLAND 

36  53 

85  08 

610 

CST 

MID 

8A 

1 

1 

FRANK  L  BLOODWORTH 

2  3  4  5  6 

WOODBURY  IXXXu  4 

8824 

BUTLER 

GREEN 

37  11 

86  38 

504 

CST 

7A 

52J 

CORPS  OF  ENGINEERS 

3  4      7 

NEW 

STATIONS 

GILBERTSVILLE 

3218 

MARSHALL 

TENNESSEE 

37  01 

88  17 

CST 

TENN  VALLEY  AUTHY 

, 

CADIZ  LOCKE 

1206 

TRIGG 

CUMBERLAND 

36  46 

87  58 

424 

CST 

7A 

CORPS  OF  ENGINEERS 

3 

MANCHESTER 

5110 

CLAY 

KENTUCKY 

37  09 

83  46 

450 

CST 

7A 

7A 

MR  EARL  HOWARD 

2  3    5 

BOSTON   2  SW 

0874 

IhXLSON 

SALT 

37  46 

85  42 

430 

CST 

7A 

MRS  PAULENE  COY 

3 

SHEPHBRDSVILLE 

7334 

BULLITT 

SALT 

37  59 

85  44 

450 

CST 

7A 

CONRAD  MARAMAN 

3 

TAYLORSVILLE 

7948 

SPENCER 

SALT 

38  02 

85  21 

489 

CST 

7A 

MRS  KATHRYN  B  CARR 

3 

ELIZABETHTOWN  WATER  WORKS 

2510 

HARDIN 

GREEN 

37  42 

85  54 

CST 

7A 

BUD  H  JONES 

3 

DUNVILLE 

2374 

CASEY 

GREEN 

37  13 

85  58 

CST 

7A 

9 

LINNIE  D  TARTER 

3 

A^-v^' 
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WASHINGTON;  1949 


KENTUCKY,  1948 
E.  Unger,  Section  Director  -  Louisville 

GENERAL  SUMMARY 


The  weather  during  1948  was  average  in  temperature  and 
above  average  in  precipitation,  and  was  marked  by  sev- 
eral severe  storms.  The  monthly  mean  temperatures  for 
January  and  October  were  near  the  lowest  on  record,  with 
that  of  January  being  surpassed  but  four  times  since  the 
beginning  of  record.  On  the  other  hand,  the  April  aver- 
age was  one  of  the  highest  ever  reported.  Precipitation 
during  February  was  considerably  above  normal  with  much 
more  than  the  average  amount  of  snow.  November  was  one 
of  the  wettest  months  on  record  with  4.25  inches  above 
normal,  with  the  average  having  been  exceeded  but  twice 
since  1889.  Snowfall  during  January  and  February  was 
unusually  heavy  and  the  average  was  considerably  above 
normal  for  both  months.  During  January  and  February 
most  of  the  farm  work  was  restricted  to  taking  care  of 
stock.  Wheat  grains  were  protected  by  a  snow  cover  dur- 
ing these  months.  Winter  crops  and  small  grains  grew 
rapidly  during  the  early  part  of  March  but  freezing  tem- 
peratures caused  considerable  damage  in  the  southeastern 
counties.  April,  with  a  flood  in  the  Ohio  River  and  a 
number  of  severe  wind  and  hail  storms,  contributed  to 
heavy  property  damages.  However,  small  grains  made  good 
progress,  some  rye  was  beginning  to  head  with  tobacco  in 
beds  ranging  from  fair  to  good  at  the  end  of  the  month. 
Winter  wheat  was  heading  and  beginning  to  ripen  in  ad- 
vanced fields  during  the  month  of  May.  Transplanting  of 
tobacco  was  becoming  general  as  the  month  advanced.  The 
development  of  crops,  in  June,  reflected  sectional  mois- 
ture conditions.  In  the  extreme  western  counties,  crops 
made  better  than  average  growth,  but  in  other  sections, 
too  little  rainfall  had  a  retarding  effect.  The  arrival 
of  rains  in  July  affected  renewed  growth.  Early  corn 
made  progress  in  the  western  and  central  counties.  The 
condition  of  tobacco  was  rather  spotted.  All  crops  made 
about  seasonal  progress  during  August  and  September. 
Tobacco  cutting  and  housing  were  practically  finished 
before  the  month  ended,  with  some  of  the  early  crop  cut 
ready  for  stripping.  Cutting  and  shocking  of  early  corn 
was  finished  in  October,  with  the  harvest  reported  to  be 
one  of  the  best  and  largest  on  record.  The  frequent 
rains  of  November  kept  the  soil  too  wet  for  plowing  and 
most  outdoor  work  was  suspended.  Considerable  tobacco 
was  stripped  and  marketed  and  in  most  counties  all 
tobacco  had  been  sold  before  December  closed.  Minor 
crops  were  on  a  whole  fair  to  good,  potatoes  generally 
only  fair,  fruit  good.  The  rains  of  October  were  bene- 
ficial in  stimulating  germination  of  seeds  already  sown. 
Pastures  were  in  fairly  good  condition  but  were  becoming 
dry  in  August. 

During  the  year  several  tornadoes  and  high  winds  were 
reported.  In  January,  Pendleton  County  was  struck  by  a 
tornado  which  inflicted  large  losses.  In  March,  Bracken 
County  suffered  severe  damage.  A  tornado  caused  property 
losses  and  one  life  near  Lexington  in  April.  In  the  same 
month,  Richmond,  Henry  County,  Mt.  Sterling,  Lancaster, 
and  Paris,  all  received  losses  due  to  various  severe 
storms.  A  tornado  crossed  Wayne  and  Clinton  Counties  in 
May  with  the  resulting  damages.  A  small  squall  hit 
Louisville  in  July  with  losses  of  $10,000  reported. 
Tornadoes  hit  near  Cecelia  and  Rochester  in  November. 


WEATHER  BY  MONTHS  -  1948 
JANUARY  -   Moderately  warm  during  first  part  of  month, 


followed  by  severe  and  unremitting  cold.  Precipitation 
below  average.  Winter  grains  made  some  growth  during 
warm  period.   Little  plowing. 

FEBRUARY  -  Thermal  conditions  varied  widely  with  alter- 
nating periods  of  decidedly  cold  and  unseasonable  warm 
weather.  Precipitation  above  normal,  with  more  than 
average  amount  of  snow.  Crops  remained  dormant,  with  a 
few  tobacco  beds  sown. 

MARCH  -  Temperatures  and  precipitation  above  normal. 
Seeding  of  tobacco  beds  became  general  with  plowing  in 
most  sections  delayed  by  wet  soil.  Freezing  tempera- 
tures on  the  28th  and  29th  caused  considerable  damage  in 
southeastern  counties. 

APRIL  -  This  month  was  noted  principally  for  a  major 
flood  in  the  Ohio  River  and  its  tributaries  and  the  num- 
ber of  severe  wind  and  hail  storms.  Soil  generally  was 
too  wet  for  field  work. 

MAY  -  Weather  conditions  were  favorable  during  the  first 
half  for  rapid  growth  of  all  vegetation.  During  the  last 
half,  lack  of  rain  made  the  soil  dry  and  unfavorable  for 
best  growth  in  all  sections. 

JUNE  -  The  development  of  crops  reflected  sectional  wea- 
ther conditions.  Wheat  harvest  became  general.  Corn 
maintained  generally  good  condition  with  a  little 
tobacco  being  transplanted. 

JULY  -  Conditions  were  favorable  for  all  staple  crops. 
Early  corn  had  about  reached  the  milk  stage  at  the  close 
of  the  month.  Condition  of  tobacco  was  rather  spotted, 
ranging  from  very  good  to  occasionally  poor. 

AUGUST  -  All  crops  made  seasonal  progress  under  the 
variable  weather  conditions.  Early  corn  was  matured  at 
the  close  of  the  period.  Cutting  and  housing  of  tobacco 
was  well  under  way. 

SEPTEMBER  -  Cutting  and  shocking  of  early  corn  was  in 
full  swing  throughout  the  State.  The  warm,  dry  weather 
was  favorable  for  drying  corn  in  shock  and  much  of  it 
was  cribbed.  Tobacco  cutting  and  housing  were  practi- 
cally finished.  Pastures  were  dry  in  all  but  the  extreme 
western  sections. 

OCTOBER  -  Weather  conditions  were  favorable  for  maturing 
all  crops  and  especially  for  hardening  corn  in  shock  and 
for  curing  tobacco  in  barns.  Soil  was  too  dry  for  plow- 
ing at  the  beginning  but  rains  in  the  latter  part  of  the 
month  improved  conditions. 

NOVEMBER  -Frequent  rains  kept  the  soil  too  wet  for  plow- 
ing. The  gathering  of  late  corn  continued.  Tobacco 
stripping  was  rushed  in  anticipation  of  the  early  open- 
ing of  markets.  Pastures  revived  under  the  warm  moist 
weather. 

DECEMBER  -  Excessive  rains  were  generally  unfavorable 
for  outdoor  farm  work.  Some  corn  in  shock  was  lost  in 
southwestern  bottom  lands  due  to  flooding.  In  most  coun- 
ties, tobacco  had  been  sold  before  the  month  closed.  All 
vegetation  became  dormant  with  the  advent  of  tempera- 
tures below  freezing  during  the  last  ten  days  of  the 
month. 


AVERAGE  TEMPERATURES   AND    DEPARTURES  FROM  NORMAL 
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ANCHORAGE 
ASHLAND  DAM  39 
BKAVKR  DAM 
BENHAM 

BOWLING  OREKN  WB  AP 
BURGIN  DIX  DAM 
CAMPBELLSVILLK 
CLERMONT  BERNBIEM  FOUND 
CORBIN 

COVINGTON  WB  AIRPORT 

DANVILLE 

EARLINCTON 

FARMERS 

FORDS  FERRY  DAM  50 

FRANKFORT  LOCK  4 
GREENSBURG 
GREENVILLE  2  W 

HEIDELBERG  LOCK  14 

HENDERSON  4  SW 
HINDMAN  SETTLEMENT  SCH 
HOPKINSVILLE  2  E 

LEITCHFIELD 

LEXINGTON  WB  AIRPORT 
LOUISVILLE  STAN  WB  AP 

MAD I SONY I LLE  1  SE 

MAMMOTH  CAVE  PARK 
MAYFIELD  2  S 
MAYSVILLE  DAM  33 

MOUNT  STERLING 

MURRAY 

OWENSBORO 

PADUCAH  NO  5  FIRE  STA 

PADUCAH  USE  RESERVATION 

PIKEVILLE 

PRINCETON 

QUICKSAND 

RICHMOND  TEACHERS  COL 

RUSSELLVILLE 

ST  JOHM  BETHLEHEM  ACAD 

SCOTTSVILLE 
SHELBYVILLE  2  W 
WILLIAMSBURG 
WILLIAMSTOWN 
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27.8 
26.6 
26.7 
27.4 

2S.4 
27.7 
27.1 
25.6 
27.2 

22.7 
26.9 
27.4 
24.8 
28.6 

27.8 
27.6 
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22.9 
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26.6 
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23.4 
25. S 
26.8 
28.1 
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30.0 

27.5 
29.4 

27.8 
25.6 
27.0 
25.4 
26.0 

27.6 
28.4 
25.2 
31.2 

28.0 
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40.1 
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37.6 
38.0 

35.8 
37.2 
37.0 
38.4 

38.4 
38.1 
36.4 
43.9 
39.8 

36.8 
41.8 

38.6 
38.6 
39.6 
37.7 
37.9 

40.5 
41.3 
37.4 

36!8 

41.8 
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3.6 
0.3 

-0.3 
0.8 

3.6 
0.9 
1.8 

2.8 
3.6 

2.4 

:::: 
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1.2 

0.4 
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5.2 
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3.3 
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-0.1 
2.6 
-0.5 

3.9 
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3.7 
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50.8 
48.6 
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50.4 
50.5 
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l):t 
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47.6 
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49.6 
49.8 

47.6 
48.8 
48.8 
49.3 
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4S.9 
48.2 
53.8 
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::: 
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48.6 
49.7 
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51.0 
53.0 
49.4 
52.9 
47.8 
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2.9 
4.7 

a. a 
1.2 

4.1 

4.2 
2.6 
4.2 

4.9 

5.3 
3.7 

4.2 

0.9 
2.7 
3.2 

3.9 

3.4 
0.3 

2.1 
0.2 
3.4 
5.4 
6.3 

3.0 
1.7 

-1.2 
3.0 

2.4 

1.5 
3.7 
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4.8 
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3.4 

87.8 
60.4 
88.9 
60.2 
60.0 
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60.5 
58.8 
60.6 

56.4 
60.6 
61.5 
59.4 
61.8 

60.8 
61.8 
62.0 

61.0 

59.4 

60.6 
60.2 
59.4 

57.8 

59;9 
62.0 

59.3 
61.3 
58.6 
63.0 
60.4 

63.8 
60.0 

62.0 

60.8 

59T6 
61.6 
59.9 

60.7 
62.4 
59.2 
61.2 
59.2 
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3.7 
5.0 
1.9 

1.8 
3.5 

5.7 
3.6 

5.2 
6.4 

5.7 
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3.5 

li 

3.7 
3.0 
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5.6 
4.1 

3.3 

5.1 

3.0 
3T5 
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5.7 

4.8 
4.5 
5.2 

82.1 
•3.7 
83.1 
83.0 
63.2 

64.5 
64.6 
63.8 
62.6 

61.6 
64.0 
64.8 

65;9 

65.0 
65.3 
65.0 

63.0 

64.7 
62.6 
63.8 
64.4 
64.1 

62.3 
65.1 
65.1 
65.8 

65!o 
62.0 
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67.6 
65.6 

66.9 
64.7 

64.2 

65!7 
64.0 

63.8 
65.8 
63.1 
63.0 
63.0 

-1.8 
-1.3 
-3.1 

-2'o 

-3.3 

-0.4 
-2.3 

-0.1 
0.3 

-1.5 

-2.6 

-3.2 
-1.4 
-1.3 

o!o 

-1.5 
-1.4 

-2!l 
-2.4 
0.8 
0.2 

8:? 

-214 
-2.6 

-oil 

-0.4 

-0.2 

-1.3 
-2.9 
-1.3 

71.8 
74.4 
71.4 
71.3 
73.0 

75.6 
73.4 
73.1 
71.9 
72.8 

72.4 
73.9 
74.7 
71. 2H 
74.9 

74.2 
74.5 

71.4 

75.6 
69.8 
72.8 
74.3 
74.2 

73.6 
75.2 
75.2 
76.2 
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72.4 
73.4 

76.4 
76.0 

76.1 
74.0 

73.1 
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74.1 

72.9 
75.8 
73.3 
72.2 
74.1 

-0.4 
0.1 
-3.1 
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-1.3 
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0.4 
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-0.5 
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76.2 
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78.1 
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78.2 
78.0 
78. 8M 

76.3 

77.8 
75.4 
76.0 
76.9 
76.7 

76.6 
78.0 
78.3 
78.8 

75.4 
77.0 
76.3 
77.3 

78^6 

79.3 
77.6 

77.2 

79!6 
76.9 

7815 
75.9 
74. 9M 

-4.8 
1.3 
-1.5 

-o"2 

-1.5 
-1.0 

Kl 
-0.9 

1.0 

lio 

0.1 

-3.1 
-0.8 
-0.6 

0.7 
0.4 
-0.3 
-0.8 

-0.8 
-2.1 
-0.6 
1.8 

-. 
0.7 

oio 

-1.4 

-0.9 
1.4 
0.3 

-1.0 
-2.2 

73.9 
78.8 
73.8 
71.9 
72.8 
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-1T72 

-1.25 
-1.90 

-1.85 

-2:71 

-liss 

-2.19 

-  .84 

-1.40 
-2.43 

-2T08 

-2.50 
-1.03 

-  .13 
-1.95 

-  .64 

-1.41 

2.70 
2.34 
2.17 
1.02 
3.74 

o!57 
1.29 
1.78 

3.38 
3.35 
3.08 
0.86 
0.76 

o.'s- 

2,06 

1.26 
1.74 

2;7< 

o.'s< 

3.59 
1.30 

0.65 
0.62 
1.69 

ligs 

2.57 
1.20 

1.42 
2.19 
2.14 

2.56 

0.42 

o!67 
0.83 
1.50 

3.36 
1.43 

o!s9 

1.67 

1.42 
3.49 
1.57 
0.68 
1.28 

2.32 
1.26 
1.92 
3.04 
2.53 

o!44 
2.05 
0.46 
3.43 

2.29 
0.93 
2.02 
2.96 

1^22 
1.20 
3.65 
1.78 

3)75 
1.40 
1.27 
2.29 

2.06 
1.62 

1.54 
0.81 

1.50 

i.53 
1.47 
1.27 

1.27 
3.27 
3.08 

3.12 

2.89 
4.18 

l!76 

-1.81 

.66 
-1.78 

.61 
-2.06 

.40 

-liie 
-2.10 

-2.09 
-1.91 

-2.11 

-i!io 

-  T33 
-1.43 

-2.08 
-2;35 

-  .17 
-1.42 

-  .73 

-1.61 
-2.25 

-  .82 

-  .71 
.06 

-2^55 
-2.61 

-2.10 

-i:63 

-1.92 
1.00 

-1.57 
-1.01 

-  .59 
-1.31 

-1.51 

-  .31 

-  .75 
1.11 

-1.80 

1.58 
1.65 
1.71 
2.8: 

1.89 
2.03 

s'.u 

1.48 
2.77 

s'.oa 

2.S6 
2.19 

1.39 
2.96 
2,41 
2.31 
3.26 

2.37 

2.81 
2.35 
2.50 

2.07 
3T39 

2.13 
0.81 

1.81 

2!65 

1.67 

1.97 
2.24 
2.97 

2.42 
1.'74 

ilso 

1.62 

2.68 
3.93 

2119 
1.79 

1.94 

2106 
1.25 
1.84 

2.38 
1.87 
1.94 
2.65 

2.29 
1.79 

lies 

3.14 
3.04 
2.07 
3.64 
2.35 

1.98 
2.02 
2.18 

1.91 

3.00 
2.69 

1.78 
2.45 

3.29 
2.52 
2.64 

2!44 

2.47 

2."22 
2.19 
2.48 

2139 
2.25 

2.89 
2.55 
1.87 
1.54 
1,50 

-1.0 

-  .59 

.01 
.10 

.22 
.07 

!67 

-  .34 

-  .19 

-  .52 
.29 

-  .97 

-l!08 
-1.01 

.08 

-  .89 

-  .09 

-1.05 

-  .37 

-  .68 

-l"05 

-2.87 

-  .03 

.39 

-  T49 

-  .77 

-  '.71 

-  T06 

-  .53 

-  .46 

.50 
-1.14 

.29 

-  .43 

-  .65 

-  .99 

10.34 
9.10 
5.3S 

4!29 

5.26 

9.1a 

7T16 

10.90 
8.02 
9.60 
6.56 
7.26 

10.22 
8.77 
5.40 

e'.i: 

8.87 

6.40 
7.15 
9.17 

7.04 
6.94 

8.09 
8.27 
6.09 
5.92 
5.90 

4.33 
6.10 
6.37 
11.20 
12.02 

5.26 

8.68 
7.52 

5197 
5.92 
4.31 

7.39 
7.14 

e'.Oi 
5.94 

6.30 

7;o4 

7.60 
5.45 

6.67 
5.95 
4.18 
9.57 

5T07 
5.96 
6.50 
8.60 

6!27 
6.10 
10.39 
10.31 

5.57 
10.97 
5.57 

6.19 

7.13 

8.77 
6.79 
5.22 
10.88 

7;46 
6.49 
8.40 
5.24 

5:98 
7.56 

j'.h 

7.12 
8;26 
10T14 

8.93 
5.29 
5.84 
8.36 

7.3 

4.4 

2.27 
5.77 

7.66 

sTss 

4^94 
2.40 
5.84 
3.46 

5.44 
4T28 

sTgs 

2.87 
2.58 

4.08 

2197 
2.59 

4.24 
4.00 
7.58 

3.15 
4.87 

3.10 

1T20 
6.13 

iTgg 

3.80 
5.13 

3.20 

eTso 

7.84 

2.55 

7.09 

2.85 

3.31 
5.53 

3.10 
4T52 

35.10 
3.02 

8.00 
5.20 
2.24 

4T99 

3.2! 

4;oi 

2.33 
3.64 

s'.bI 

3.17 

4.29 
4. S3 
7.08 
3.33 
3.39 

6.67 

3!7< 
4.31 
4.78 

4.39 
8.15 
3.73 
4.7( 

8.51 
3!l3 

4.49 
4.87 
4.07 
3.77 
3.77 

4.36 

3^70 

5132 

4.53 

5.12 
4.76 
4.57 

5;4f 
4.54 

4.19 
4.20 
8.05 
3.06 
3.84 

2.89 

s'.oe 

4.36 
4.62 

4.95 
3.78 
4.60 
5.61 

3^20 

4.18 
3.59 

3125 
4.61 
7.82 

2.77 
4.18 
3.89 
3.67 

3.59 
5.37 
3.81 
4.81 
4.93 

4.73 
3.79 
4.32 
3.72 
3.27 

5.03 
2.36 
3.05 
2.73 

2.73 
5.80 
5.64 

3. If 

4.00 
8.3! 

3.31 

-1.3C 

i.oe 

-1.2- 

.64 

-  .79 

1.64 
1.23 
.15 
1.37 

.13 

.12 

T50 

-  .30 

.02 

1.01 
1.74 
1.29 

1.20 

T83 
3.72 

-  .59 
2.01 

1.53 
1.88 

-  T55 

.32 

-  .22 

3^46 

-  .90 
.21 
.71 

T35 
.54 
.96 

!21 

1.81 

-  T69 

-1.01 
2.18 

.3( 
4.40 

49.0. 
49.2, 
39.6 

53.13 

58^45 
43.57 
56.23 
50.49 

46.13 

40.96 
48.42 

42.30 
51.15 
45.46 

47.37 

49.00 
58.51 

45.54 

45.22 
50.21 

43.26 

48.00 
49.93 

57.48 
49.49 

47.85 

57.86 
51.34 

48.92 

45.27 

45.60 
48.20 

61.6: 
56.8! 
46.6; 

6.04 
2.84 
9.86 

9.68 
7.08 
6.22 
6.84 

6.38 

7.93 
1.63 

0.80 
5.11 
0.48 

3.35 

6.34 
15.49 

2.04 

5.02 
3.33 

2.03 

1.01 
6.39 

6.35 

10.13 
7.99 

2.01 

oiss 

11.26 
4.95 

See  lefereoce  notes  following  Station  Index . 


Tkbl*  2-ContsnuKl 


TOTAL  PRECIPITATION  AND  DEPARTURES  FROM  NORMAL 


J«»u«y    1    FdMu^ry 

Much 

»p^ 

M*y 

,™ 

Jul,       1     Auflu- 

s«^ 

o«^ 

»^u. 

rw.... 

Station 

1 

1 

1 

1 

1 

1 

1 

i 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

HIDDLESBORO  CITY  MIX 
MIDWAY  a  S 
■ILLIRSBUKG 
mLLXRSTOWN 
KONTlrlLLO 

KOUKT   STKRIINO 

mmRAY 

OLIVB   HILL 

OLMJV 

OKIONTA    DAM    39 

OWKSaORO 

0»SNSBOR0   DAM   46 

PADUCAH   NO    5   FIRK   STA 

PADUCAH   USE   RISERV 
PAINTSVILLK 
PIKEVILLK 
PINKVILLE 

PLSASURKVILLE   2  S 

(jniCKSAOT) 
RAVKKNA   LOCK    12 
RAYKICK 

RICHMOKD   TEACHERS   COL 
RUMSEY   LOCK    2 
RUSSELLVILLE 
SADIEVILLE  WATER  WORKS 
ST   JOHN   BETHLEHEM   ACAD 

SALVISA   LOCK   6 
SALYERSVILLE 
SCIENCE    HILL 
SCOTTSVILLE 
SEBREE    WATER   WORKS 

SHELBYVILLE    2   W 
SIBERT 

SMITHFIELD   4    S 
SOMERSET   HIWAY  DEPT 
SPRINGFIELD 

STEARNS 

STILLWATER 

TATHAM   SPRINGS 

TOMPKINSVILLE 

TOMPKINSVILLE   TEL   OFF 

TYRONE  LOCK   5 
UKIONTOWN  DAM  49 
VALLEY  VIEW  LOCK  9 
VANCEBURC  DAM   32 
WAYHESBUHG   6   E 

WEST   LIBERTY   WATER    WK£ 
WILLIAMSBURG 

WILLOW   LOCK    13 
WOLF   CREEK   DAM 

WOODBURY   LOCK   4 

3.7« 
3.31 

a. OS 
a. 57 
a.6» 

3.99 
a'74 

a. 44 

3^85 

3.89 
a. 74 
2.87 

2.78 

2.96 

4.92 
5.48 

2.98 
2.87 

5.10 

l-M 

3.16 
2.91 
4.73 

3.65 
2.55 

t:ll 

2.63 

-1.08 
-1.04 

-sTaa 

-1.29 
-1.78 
-1.51 

-1.38 

-  .89 

-a. 09 

-  T08 

-  .43 
-1.55 
-1.99 

-1.96 

-1.95 

.67 

-1.40 

-  .94 

-1.78 

-l!3! 

-  .98 

-  .65 
-1.33 

.27 

-2.36 

5.59 

a. 98 
bTi4 

3.58 
3.75 
4.53 

3.31 
5.00 
4.93 

3.58 
8.01 
5.15 

5.78 
4.82 
7.37 

4.85 

6.51 

6.27 
7.31 

5.73 
6.05 

6.90 

5.66 
3.31 

4;i: 
5.45 

6.05 
5.63 
5.78 
7.29 

5.23 

.88 

-  .88 
1.15 

.87 
.90 
1.48 

-  .41 
1.71 
1.53 

.33 
2.59 
1.96 

3.44 
1.72 
3.91 

1.37 

3.39 

2.61 

3.19 

2.47 
.55 

2.13 
.73 

2.17 
2;5: 

6.81 

8.03 
8.64 

4.95 
7.40 
7.89 

7.90 
3.97 
4.98 

6.96 
4.91 
4.82 

5.17 
6.80 
8.25 

6.94 

7.66 

5.43 
7.90 

7.33 
7.58 

6.95 
4.36 
5.90 
5.03 
5.94 

6.27 
7.26 

e'.o 

7.85 

3.17 

.88 
3T09 

.78 
2.58 
3.98 

3.97 

-1.00 

.66 

3.00 

-  .12 
.48 

.58 
1.68 
3.30 

2.05 

3.38 

.67 

2.50 

3.13 

2.71 

-  .21 
1.51 

1.44 
2.8C 

2. 78 

3.11 

10.93 
5.93 
3.07 

5.97 
5.14 
9.13 

1.90 
8.67 
6.76 

1.99 
7.43 
5.46 

5.07 
4.28 
3.54 

3.99 

6.57 

8.63 
3.08 

9.04 
4.37 

1.65 

5!07 
5.22 
8.22 
6.2c 

1.44 
7.10 

3:" 

J 

-  .58 

8.81 
1.86 
-3.34 

2.18 
1.18 
1.37 

-3.64 
5.08 
3.16 

-2.24 
3.70 
1.80 

1.44 

.11 

-  .23 

2.65 
4.77 

5.08 

.57 

2.09 
.43 
1.90 
4.36 

-2.66 
3. 25 
2.0< 

1.94 

3. 53 
3.99 
3.7» 

3.98 
3.39 
3.48 

6.04 
5.77 
3.45 

5.60 
4.08 
2.91 

4.75 
2.93 
3.28 

4.00 

3.92 

i;7: 

3.23 

0.94 

4.20 

4!22 
2.09 
3.59 

5.39 
3.28 
3.25 
1.51 

3.62 

-1.38 

'.51 

-  .37 

-.39 

2.14 
2.17 
-1.33 

1.46 

-  .14 

-  .99 

1.06 
-1.54 

-  .67 

.24 

-  .76 
.65 

.64 

-  .73 

-lis; 

-  [4 

-  .36 

..„ 

4.33 
4.43 

3.43 
1.98 
3.14 

3.09 
2.75 
5.55 

2.00 

4;05 
4.36 

3.25 
2.19 
1.60 

2.34 

3.33 

3.70 
3.18 

3.96 
2.98 

4.26 
2.57 

3.35 
4.91 

2.42 
3.53 

3.63 
1.57 

.98 

-  .41 

-1.78 
-2;04 

-  .97 
-1.27 

1.21 

T62 

-  !04 

-  .99 

-liss 

.    .86 

-  .41 

-  .32 
-1.27 

-l!2 

-  T54 

-  Tss 

-1.36 
-1.2. 

-2.6C 

3.13 
3.82 
6. 58 

4.39 
4!59 

6.55 
4.94 

3.04 
5.18 
3.47 
4.73 

5.99 
12.09 
4.78 

4.59 

6.36 
4.28 

2.88 
5.04 

3!9; 

3.74 
2.66 
10.81 

5.93 
4.53 
6.27 
4.23 

7.36 

-  .39 

1.83 
'l4 

.38 
1.39 

1.66 
.34 

1.71 
-1.86 

-  .22 

1.66 
9.09 
.50 

.96 

-1.03 

2.25 

-1.10 

1.25 

'.sl 

-  .92 
-1.71 

-  .51 
2.49 

-  .27 

3.73 

U90 
3.94 
5.33 
1.89 

3.36 
1.06 

0^83 
1.81 

4.87 
2.47 
0.78 

o!88 

1.10 

2.04 
0.91 
3.85 

2.40 
1.24 
1.76 
2.51 

2.18 
2.11 

l!52 
3.02 

2.56 
0.66 
1.24 
2.81 
2.76 

2.23 

2.66 

3.42 

4!i: 
2.11 

1.S8 

s'.e. 

2.16 
2.97 

1.28 
5.15 
2.46 
3.06 

2.n 

1.63 

-2'.n 

-2.40 
-2' 50 

-1.10 
-2.54 
-2.59 
-2.58 

-2.22 
-3.28 

-2.27 
-2.48 
-2.26 

-1.68 
-1.60 
-1.47 

-  .66 
-1.30 
-2.86 

-1.29 

'51 

-1.95 
-1.00 

-  .39 
-1.86 

-1.25 

-  .9- 

-2.3 

l'.7t 
1.80 
1.82 
2.53 

1.29 
0.83 
3.30 
4.70 
1.38 

3.08 
0.88 
3.63 

l:tl 

2.91 

1.58 
0.55 

1T24 

0.97 
2.79 
1.92 

2!6« 

1.23 
1.84 
2.63 
2.39 
3.78 

1.54 

1.55 
0.83 
1.40 

1.38 

1T22 
2.25 

2.51 
3.09 
1.59 
2.03 
1.22 

0.82 
0.70 
0.27 

1.39 

2.65 

-  .33 

-3^20 

-  .41 
1.33 

-3T10 
.45 
.24 

-1.42 
-1.64 

-1.89 

-  .38 
-1.15 

-  T32 
-1.98 

-  T56 

-1.14 
-1.15 

-  .44 

-  .63 
-1.91 

-  .56 

-2T34 
-2.6« 

-  .3 

3' 04 
3.02 
3.34 
1.83 

3.98 

3.81 
3.43 

3.43 
2.39 
1.59 
1.59 
2.27 

2.20 

1.18 
1.74 
2.15 

1.15 
3.04 

2^68 

1.82 
1.23 
2.59 
1.90 
2.77 

i.'oi 

3.66 
2.41 

1.93 

2.72 

1.95 

3.16 
3.04 

3.26 
2.65 

iTss 

3.38 

1.98 
1.95 
2.44 

2.8C 

-  '57 
.81 

-1155 

-  .90 

-  .80 

-  .95 

T25 

-  .88 

-  '.Oi 

-  Tl5 

.73 
.97 

-  .79 
.89 

.53 
.19 

-lTo9 

-  .72 

-  .33 

-  .26 

8.98 
9.83 
9.89 
8.43 

9.50 
6.10 

9'4B 

J9.39 
6.03 
9.99 
8.79 
6.36 

7... 

lis 

5.05 
8.24 

5.78 
7.81 

8.03 
9.71 
10.86 

9.14 

6.83 
4.81 

9.28 
9.03 

9.17 

8.01 
7.0: 

8.06 

6!7( 
7.67 

7.20 

7!5! 
4.73 
8.55 

s!* 

5.79 
7.5< 
7.88 

2%! 

3^68 
8.14 

sTll 
6.28 
5.86 

2.93 
2.06 

4.57 
2.58 

4.95 
6.27 

5.75 
3.75 

5.81 
4^92 

4.18 
3.07 

114; 

5T17 

4;i' 

6.6C 

4.41 
4.20 

9.71 

8^30 
4.41 

3*03 
3.28 
3.32 
9.04 

6.78 
3.39 
4.62 

4.83 

4^38 

4.39 
3.92 
7.24 

4.39 
4.45 

sio; 

3.91 

3.48 

3.18 
4.19 
4.47 

5.15 

4T27 
4.71 

3.56 
3.05 
4.61 
3.8? 
3.66 

5.94 
4.28 
3.46 

5  is 

5.0- 

: 

4.91      96.49        9.07 

"09     41.00        0.89 

-  .12      47.73        4.32 
.80      48.09        8.92 

•  3.79 

-  .12      44.42        0.75 

.19 

.58      91.291       6.85 
.56      55.61      11.01 
3.57      55.97      10.91 

.52      52.40        7.09 

-  ^82 

57.94 

-  .37      53.50        8.33 
1T27      53.14      13.02 

-  .10      52.12        7.82 
.29      42.40        0.06 
.93 

.57      42.69        0.84 
61.41 

T47      51.3^         3.08 
.09      49. 0(         6.89 

.65 

53.59 

1.37      54.17        7.55 

REFERENCE  NOTES 


Unless  otherwis 
precipitation  a 
ed  in  the  standard  Weather  Bur 
note  following  Table  4. 

The  four  digit   ideqidf icatlo 


lletln  are:   Temperature  in  °F; 
miles.   Evaporation  is  measur- 
diameter  unless  otherwise  shown  by  foot 


the  Index  are 


re    Is   equip 

ped  »lth 

a  »lndshl 

partially 

=  ry    10    inc: 

es  of    new 

:o    10    days' 

Qthly   Clima 
lied   dally 

tologlcal 

Data    tor 

Weather  Records  Pro 


etln  is  15  cents  per  copy  or  $1.50  a  year  (Yearly  sub- 
y) .  Correspondence  regarding  subscriptions  should  be 
ing  Center,  1300  U.  S.  Court  House,  Chicago  4,  Illinois). 


TEMPERATURE  EXTREMES  AND  FREEZE  DATA 


KENTUCKY 
1948 


1 

Date 

LowMi 

D.to 

Lu 

First  faU  minimum 

of 

No.  ol  days 
between  date. 

SUtiOQ 

24°  or 

28°  or 

32°  or 

32°  or 

28°  or 

24°  or 

24°  ot 

below 

below 

below 

below 

below 

below 

below 

below 

ANCHORAGE 

ASHLAND   DAJJ   29 

BEAVER   DAM 

BENHAJI 

BOWLING  GREEN   WB   AP 

99 
102 

99 
103 

99 

8-26 
8-28 
7-   4+ 
7-   5 
8-25 

-13 

-  5 
-12 

-  4 
-11 

1-28 
1-23 
1-26 
1-26 
1-18 

3-14    (23°) 
3-13    (16°) 
3-13    (13°) 
3-14    (20°) 
3-14    (24°) 

4-   3    (27°) 
3-29    (28°) 
3-29    (28°) 
3-29    (26°) 
3-14    (24°) 

4-   3    (27°) 
4-   4    (32°) 
4-    4    (31°) 
4-    4    (31°) 
4-    3    (32°) 

10-18    (20°) 
10-18    (30°) 
10-18    (19°) 
10-18    (30°) 
10-17    (29°) 

10-18    (20°) 
10-19    (28°) 
10-18    (19°) 
10-19    (25°) 
10-18    (27°) 

10-18  (20°) 
12-11  (19°) 
10-18  (19°) 
12-  8  (23°) 
12-10    (22°) 

218 
273 
219 
269 
271 

198 
204 
203 
204 
218 

198 
197 
197 
197 
197 

BDHGIN   DIX   DAM 
CLERMONT 

100 
99 

8-26+ 
8-27 

-   4 
-15 

1-18 
1-26 

3-14    (24°) 
3-29    (24°) 

3-28    (27°) 
4-   3    (28°) 

4-    3    (29°) 
4-    3    (28°) 

10-18    (25°) 

10-18    (25°) 

12-   8    (24°) 

269 

204 

198 

COVINGTON   WB    AIRPORT 
DANVILLE 

99 
95 

7-    5 
8-27 
8-26+ 

-  8 

-  6 

-  7 

1-26 
1-28 
1-28 

3-14    (24°) 
3-13    (17°) 
3-13    (18°) 

3-29    (27°) 
3-28    (25°) 
3-28    (26°) 

4-   3    (31°) 
4-   3    (31°) 
4-    3    (30°) 

10-18    (25°) 
10-17    (31°) 
10-18    (25°) 

10-18    (25°) 
10-18    (26°) 
10-18    (25°) 

10-19  (24°) 
12-  8  (23°) 
12-   8    (24°) 

219 
270 
270 

203 
204 
204 

198 
197 
198 

EARLINGTON 

99 

8-24 

-    5 

1-23 

3-14    (24°) 

FORDS    FERRY  DAM   50 
FRANKFORT   LOCK   4 

98 
97 
102 

8-27 
8-24+ 
8-25 

-19 

+  1 
-10 

1-25 
1-28 
1-25 

3-29    (21°) 
3-13    (21°) 
3-14    (22°) 

4-   3    (26°) 
3-13    (21°) 
3-28    (27°) 

4-   4    (30°) 
3-13    (21°) 
4-   3    (29°) 

10-12    (32°) 
10-18    (28°) 
10-18    (25°) 

10-13    (28°) 
10-18    (28°) 
10-18    (25°) 

10-18  (20°) 
12-   8    (24°) 

203 
270 

192 
219 

191 
219 

-12 

1-18 

3-14    (24°) 

3-29    (28°) 

4-   3    (30°) 

10-18    (23°) 

10-18    (23°) 

10-18    (23°) 

218 

203 

198 

GREENVILLE      2    W 
HEIDELBERG   LOCK   14 
HENDERSON      4    SW 
HOPKINSVILLE      2    E 
IRVINGTON 

98 
97 
98 
96 
98 

8-27 
7-   4+ 
8-29 
8-23+ 
8-25 

-  5 
-14 

-  5 

-  3 

-  7 

1-26 
1-25+ 
1-26 
1-26 
1-26 

3-13    (13°) 
3-14    (19°) 
3-13    (20°) 
3-13    (21°) 
3-13    (17°) 

3-14    (27°) 
3-14    (19°) 
3-29    (28°) 
3-14    (27°) 
4-   3    (28°) 

4-   3    (30°) 
4-   4    (30°) 
4-   3    (31°) 
3-28    (29°) 
4-   3    (28°) 

10-18    (24°) 
10-18    (26°) 
10-17    (30°) 
10-18    (22°) 
10-17    (32°) 

10-18    (24°) 
10-18    (26°) 
10-18    (26°) 
10-18    (22°) 
10-18    (23°) 

10-18  (24°) 
10-19  (22°) 
12-  8  (23°) 
10-18  (22°) 
10-18    (23°) 

219 
219 
270 
219 
219 

218 
218 
203 
218 
198 

198 
197 
197 
204 
197 

LEITCHFIELD 
LEXINGTON   WB   AIRPORT 
LOUISVILLE   STAN   WB   AP 
LOUISVILLE   WB   CITY 
LOVELACEVILLE 

96 
99 
100 
98 
99 

7-   4 
8-26 
8-25+ 
8-25+ 
8-23+ 

-  4 

-  3 

-  6 

-  1 

1-18+ 
1-18+ 
1-26 
1-28 
1-28 

3-13    (18°) 
3-13    (16°) 
3-13    (19°) 
3-13    (22°) 
3-14    (24°) 

3-14    (27°) 
3-28    (25°) 
3-28    (28°) 
3-13    (22°) 
3-28    (27°) 

4-   3    (29°) 
3-29    (30°) 
4-   3    (31°) 
3-28    (29°) 
4-   2    (29°) 

10-18    (25°) 
10-17    (29°) 
10-17    (32°) 
10-18    (30°) 
10-18    (24°) 

10-18    (25°) 
10-18    (24°) 
10-18    (25°) 
12-10    (23°) 
10-18    (24°) 

12-10  (20°) 
10-18  (24°) 
12-10  (24°) 
12-10  (23°) 
10-18    (24°) 

272 
219 
273 
273 
218 

218 
204 
204 
273 
204 

198 
202 
197 
204 
199 

MADISONVILLE 

MAMMOTH   CAVE   PARK 
MAYFIELD      2    S 
MAYSVILLE   DAM   33 
MIDDLESBORO 

99 
102 
98 

8-23+ 
8-27 
8-28+ 

-  8 

-  4 
-10 

-  7 

1-26 
1-28 
1-25 
1-25 

3-14    (23°) 
3-29    (24°) 
3-14    (21°) 
3-29    (23°) 

3-29    (25°) 
3-29    (24°) 
3-29    (27°) 
3-29    (23°) 

4-   3    (24°) 
4-   2    (31°) 
4-    4    (32°) 
4-   4    (32°) 

10-15    (32°) 
10-18    (24°) 
10-18    (27°) 
10-18    (28°) 

10-18    (21°) 
10-18    (24°) 
10-18    (24°) 
10-18    (28°) 

10-18  (21°) 
10-18  (24°) 
12-  9  (20°) 
10-19    (24°) 

218 
203 
271 
204 

203 
203 
203 
203 

195 
199 
197 
197 

•MOUNT    STERLING 

100 

8-28 

-   5 

1-19+ 

3-12    (17°) 

3-28    (27°) 

4-    2    (30°) 

10-18    (26°) 

199 

3 

1-28+ 

3-13    (17°) 

3-13    (17°) 

4-   2    (31°) 

10-18    (25°) 

10-18    (25°) 

12-    8    (22°) 

271 

270 

3-12    (26°) 

3-12    (20°) 

4-    2    (31°) 

10-18    (25°) 

3-14    (23°) 

3-29    (26°) 

4-   4    (31°) 

10-18    (29°) 

197 
198 

1-26 

3-14    (22°) 

4-   2    (27°) 

4-   3    (32°) 

10-18    (24°) 

10-18    (24°) 

10-18    (24°) 

218 

199 

QUICKSAND 

. 

_ 

_ 

_ 

3-14    (16°) 

4-   3    (28°) 

RUSSELLVILLE 

ST    JOHN   BETHLEHEM   ACAD 

96 
101 
100 

7-   5+ 
8-25 
8-26 

-  5 

-  7 
-11 

1-26 
1-18 
1-25 

3-13    (15°) 
3-14    (19°) 
3-14    (22°) 

3-28    (26°) 
3-14    (19°) 
4-    3    (28°) 

4-   3    (32°) 
4-   3    (31°) 
4-   3    (28°) 

10-18    (23°) 
10-18    (23°) 

10-18    (23°) 
10-18    (23°) 

10-18  (23°) 
10-18    (23°) 

219 
218 

204 
218 

198 
198 

-11 

1-26 

3-13    (15°) 

4-   3    (28°) 

4-   3    (28°) 

10-18    (23°) 

10-18    (23°) 

10-18    (23°) 

219 

198 

198 

SCOTTSVILLE 
SHELBYVILLE      2    W 

100 
101 

8-28 
8-25+ 

-14 
-10 

1-18 
1-25+ 

3-12    (18°) 
3-14    (24°) 

3-14    (27°) 
4-   3    (28°) 

4-   3    (30°) 
4-   3    (28°) 

10-18    (22°) 
10-18    (23°) 

10-18    (22°) 
10-18    (23°) 

10-18  (22°) 
10-18    (23°) 

220 
218 

218 
198 

198 

1-26 

3-14    (23°) 

3-28    (25°) 

4-   3    (30°) 

10-18    (25°) 

1-25 

3-28    (24°) 

3-27    (24°) 

4-   3    (32°) 

10-18    (25°) 

10-18    (25°) 

12-   8    (21°) 

255 

205 

198 

3-13    (17°) 

3-28    (24°) 

4-   3    (30°) 

10-17    (30°) 

10-17    (24°) 

10-17    (24°) 

218 

203 

197 

TOTAL  EVAPORATION  AND  WIND  MOVEMENT 


Table  4 

Station 

Ian. 

Feb. 

Mar. 

Apr. 

May 

June 

My 

Aug. 

Sept. 

Oct 

Nov. 

Dec. 

Annual 

Departure 

BURGIN  DIX  DAM 
WOLF  CREEK  DAM 

EVAP 
WIND 

EVAP 
WIND 

5.765 
192 

4.956 

5.157B 
5.125 

6.158 
7.240B 

6.543B 
6.986B 

5.470 
5.229 

4.404 
191 

4.316B 
571 

2.376 
187 

2.435 
544 

1.951B 
654 

1 . 838B 

See  reference  notes  following  Station  Index. 


STATION  INDEX 


)DISON   DAH   4S 
)0LPHIIS    1    N 

ICHORAGE 
iHCABP 


Format  •Utiun  nam* 


iHLAND   DAH   29 

IRBOURVILLK    WATER   WORKS 

LRDSTOWN 

LSS    3    SW 

IXTER   HARLAN    WATER   WORKS 

UVER   DAH 
SNBAH 

SNTON    1    SW 
SRKA    COLLEGE 
5REA    WATER  WORKS 

JWLIHG  GREEK 
3WLING   GREEN   WB   AP 
lENT  DAH  36 
lOWNSVILLE    LOCK   6 
JRGIN    DIX    DAH 

[IRKS  IDE 
IDIZ    LOCKE 
(HPBELLSVILLE 
^RSOLLTON   LOCK    1 
ENTRAL   CITY    1    E 

LERMONT   BERNHIEH    FOUND 

LINTON 

OLLKGE   HILL   LOCK    11 

OLUMBLA    LW  COLLEGE 

ONSTANTINE 

ORB  IN 

ORB IN  WATER  WORKS 

OVINGTON  WB  AIRPORT 

yNTHIANA 

ANVILLE 


UNVILLE 

ARLINGTON 

DDYVILLE  LOCK  F 

DHONTON 

LIZABETHTOWN  WATER  WORKS 

ALHOUTH 

ARMERS 

LEHINGSBURG 

LEHINGSBURG  POST  OFFICE 

ORD  LOCK  10 

'ORDS   FERRY   DAH    50 
'RANKFORT  LOCK  4 
■RAHKLIN   WATER   WORKS 
■RENCHBURG    1    SW 
iEORGETOWK   WATER   WORKS 

lEST   LOCK   3 

ILASGOW 

WDMAN  AFBU   FT   KNOX 

iRANT   DAM   38 

iRAYSON 


ADOLPHUS    (NR) 


BARBOURVILLE 


BOWLING  GREEN  HZ 
(CD BOWLING  GREEN 
BRENT 

DIX  DAM,    BURGIN 


CENTRAL  CITY  (NR) 
CLERMONT 


(H)6-C0RBIN 
CORBIN 
ERLANGER(GTR  CIN  AIRPORT) 


0031 
0043 
0095 
0155 
0246 

0254 
0381 
0389 
0438 
0450 

0490 


097E 
1046 
1127 

1156 
1206 
1256 
1345 
1439 

1611 
1631 
1704 
1722 
1763 

1801 
1806 
1855 
1998 
2040 


IREENSBUHG   HIWAY  61    BR 
iREENOT   DAM   30 
JREENVILLE    2    W 
lALEYS   MILL 

lARTFORD   6    N 
lAZARD 

lEADQUARTERS 
lEIDELBBRG   LOCK    14 
KNDERSON   4    SW 

lERNDON 

JIGH  BRIDGE  LOCK  7 
IINDMAN  SETTLEMENT  SCHOOL 
aODGENVILLE  NAT  PARK 
aOPKINSVILLE  2  E 

BYDEN 

IRVINGTON 

JACKSON 

JENKINS  WATER  WORKS 

JEREMIAH 

KEENE    2    N 
KENTUCKY   DAM 


LEITCHFIELD 

LEXINGTON   WB  AIRPORT 

LIBERTY 

LITTLE  HICKMAN  LOCK  8 

LOCKPORT  LOCK  2 


FLEMINGSBURG  X 


FRANKLIN  (NR) 
FRENCHBURG  (NR) 
GEORGETOWN 


6 -FT  KNOX 


GREENVILLE   2    MI    S 


HENDERSON   4    MI    S 


HODGENVILLE    (  NR  ) 


(C)GILBERTSVILLE 
(H)KE»TUCKY   DAM    (TVA    379) 
LANCASTER 


(C)LEXINGTON 


2131 
2139 
2358 
2366 

2374 
2407 
2445 
2469 
2510 

2775 
2791 
2903 
2908 
2953 

1 2961 
3028 
3036 
3052 
3194 

3203 
3241 
3280 
3358 
3391 

3430 
3435 
3443 
3451 
3539 

3652 
3709 
3722 
3741 
3762 

3798 
3837 
3899 
3929 
3994 


4165 
4196 
4241 
4255 


4703 
4746 
4755 
4825 
4857 


BRECKINRIDGE 

ALLEN 

FLOYD 

JEFFERSON 

PIKE 

BOYD 

KNOX 

NELSON 

TAYLOR 

HARLAN 

OHIO 

HARLAN 

MARSHALL 

MADISON 

MADISON 

WARREN 

WARREN 

CAMPBELL 

EDMONDSON 

MERCER 

PULASKI 

TRIGG 

TAYLOR 

CARROLL 

MUHLENBERG 

BULLITT 

HICKMAN 

MADISON 

ADAIR 

BRECKINRIDGE 

WHITLEY 

WHITLEY 

KENTON 

HARRISON 

BOYLE 

MARTIN 
PERRY 
KNOTT 
OHIO 


CASEY 

HOPKINS 

LYON 

METCALFE 

HARDIN 

PENDLETON 

ROWAN 

FLEMING 

FLEMING 

CLARK 

CRITTENDEN 

FRANKLIN 

SIMPSON 

MENIFEE 

SCOTT 

HENRY 
BARREN 
HARDIN 
BOONE 

CARTER 

GREEN 

GREEN 

GREENUP 

MUHLENBERG 

CHRISTIAN 

OHIO 

PERRY 

NICHOLAS 

LEE 

HENDERSON 

CHRISTUN 

JESSAMINE 

KNOTT 

LARUK 

CHRISTIAN 

LESLIE 

BRECKENRIDGE 

BREATHITT 

LETCHER 

LETCHER 


GRAYSON 

FAYETTE 

CASEY 

JESSAMINE 

HENHY 


OHIO 

GREEN 

BIG    SANDY 

OHIO 

BIG    SANDY 

OHIO 

CUMBERLAND 

SALT 

GREEN 

CUMBERLAND 

GREEN 
CUMBERLAND 
TENlfESSEE 
j  KENTUCKY 
KENTUCKY 

GREEN 
GREEN 
OHIO 
GREEN 
KENTUCKY 

CUMBERLAND 

CUMBERLAND 

GREEN 

KENTUCKY 

GREEN 

SALT 

MISSISSIPPI 

KENTUCKY 

GREEN 

GREEN 

CUMBERLAND 
CUMBERLAND 
OHIO 

LICKING 
KENTUCKY 

BIG    SANDY 
KENTUCKY 
BIG    SANDY 
GREEN 
GREEN 

GREEN 
OHIO 

CUMBERLAND 
GREEN 
1  GREEN 

LICKING 

Clicking 
i  licking 
licking 

kentucky 

OHIO 

1  KENTUCKY 
]  GREEN 

licking 
[kentucky 


GREEN 
GREEN 
OHIO 

GREEN 
GREEN 

GREEN 

KENTUCKY 

LICKING 

KENTUCKY 

OHIO 

CUMBERLAND 

KENTUCKY 

KENTUCKY 

GREEN 

CUMBERLAND 

KENTUCKY 
GREEN 
KENTUCKY 
BIG  SANDY 
KENTUCKY 


GREEN 

KENTUCKY 

GREEN 

KENTUCKY 

KENTUCKY 


37  58 

36  39 

37  35 

38  16 

37  16 

38  27 

36  52 

37  48 
37  19 

36  51 

37  26 
36  58 

36  51 

37  34 
37  34 

37  00 

36  58 

39  03 

37  12 
37  48 

36  59 

36  46 

37  20 

38  41 
37  18 

37  56 

36  41 

37  47 
37  06 

37  40 

36  57 

36  57 

39  04 

38  23 

37  39 

37  48 
37  02 
37  25 
37  33 
37  05 

37  13 
37  16 
37  03 
37  00 

37  42 

38  40 
38  09 
38  25 
38  25 
37  53 

37  28 

38  13 

36  43 

37  57 

38  12 

38  25 


38  19 

37  16 

37  15 

38  37 
37  12 
37  03 

37  32 

37  15 

38  24 
37  33 
37  47 

36  44 

37  49 
37  20 
37  32 

36  52 

37  10 
37  53 
37  33 
37  10 
37  10 


37  29 

38  02 
37  21 

37  45 

38  26 


86  34 
86  16 
82  43 
8S  33 
82  26 

82  36 

83  S3 
85  28 

85  10 

83  20 

86  52 
82  57 
88  22 

84  18 
84  16 

86  26 

86  26 

84  25 

86  16 
84  43 

84  37 

87  58 

85  21 
85  11 
87  06 


82  32 

83  07 

82  48 

86  43 

87  00 

85  58 

87  31 

88  05 
85  37 

85  54 

84  20 

83  33 
83  43 

83  44 

84  15 

88  06 
84  52 

86  34 

83  39 

84  33 


82  51 
87  12 
87  20 


83  12 

84  07 

83  46 
87  37 

87  34 

84  43 

82  59 

85  44 
87  27 

83  22 

86  17 

83  23 
82  38 
82  56 

84  38 


86  18 
84  36 
84  55 
84  35 
84  58 


380 
600 
660 
700 
1100 

534 
1000 
637 


441 
1680 

380 
1070 
1100 


1178 
1070 
869 
684 


1200 
850 
430 
610 


TsAn  of    isoord 


during  f»u 


524 

850 
646 
776 
1600 
1150 


362 
1032 


II 


2 

2 

12   3 

2 


12   3 

2 
12   3 


12   3 

12  3 

2 


STATION  INDEX 


• 

Years  of     record 

Opened 

^== 

Former  station  name 

1 

<::ounty 

Drainage 

« 
1 

J^ 

II 
Jfl 

or  closed 

i 
1 

1 

j 

during  year        ^^ 

Station 

LOGLIck   1   S 
LONDON  POST   OFFICE 
LOUISA    LOCK   3 
LOUISVILLE   BOWMAN  FIELD 
LOUISVILLE    STAN   WB  AP 

LOGLICK   (NR) 

LONDON 

LOUISA 

488a 
4893 
4943 
4951 
4954 

CLARK 

LAUREL 

LAWRENCE 

JEFFERSON 

JEFFERSON 

KENTUCKY 
CUMBERLAND 
BIG    SANDY 
OHIO 
OHIO 

37  51 

37  08 

38  07 
38   13 

84    02 

84  05 
82   37 

85  40 
85   44 

1250 
584 
558 
485 

15 

7 
7 
45 
15 
15 

2 
2 
2 
2 
12   3 

LOUISVILLE    UPPER   GAGE 

LOUISVILLE    WB   CITY 

LOVELACEVILLE 

LUCAS 

MADISONVILLE 

(C)LOUISVILLE 

4955 
4956 
4967 
5002 
5062 

JEFFERSON 

JEFFERSON 

BALLARD 

BARREN 

HOPKINS 

OHIO 

OHIO 

MISSISSIPPI 

GREEN 

GREEN 

38   17 

36   58 

36  53 

37  20 

85  48 

85  45 
88   50 

86  02 

87  30 

403 
457 
479 

400 

75 
21 

76 
23 

7 
8 

2 
12   3 
12   3 

2 

2 

HADISONVILLE    1    SE 

MAYFIELD   2    S 
MATSVILLE    DAM   33 
MC    KINNEYSBURG 

MAMMOTH  CAVE 
MAYFIELD 

5067 
5097 
5232 
5243 
5301 

HOPKINS 

EDMONSON 

GRAVES 

MASON 

PENDELTON 

GREEN 

GREEN 

MISSISSIPPI 

OHIO 

LICKING 

37   19 

37  11 
36   42 

38  38 
38  36 

87  29 
86   06 

88  38 

83  42 

84  16 

435 
800 
364 
524 
610 

14 
35 
53 

14 
36 
52 

1 

12   3 

12   3 

12   3 

2 

MIDDLESBORO 
MIDDLESBORO   C ITT  HALL 
MIDWAY   2    S 
MILLERSBUHG 
MILLERSTOWN 

(H)MIDDLESBORO 
MIDWAY 

5389 
5394 
5407 
5430 
5438 

BELL 

BELL 

WOODFORD 

BOURBON 

GRAYSON 

CUMBERLAND 

CUMBERLAND 

KENTUCKY 

LICKING 

GREEN 

36   37 

36  36 
38   07 
38   18 

37  27 

83  43 

83  44 

84  42 
84   09 
86   03 

1128 
1150 
805 

580 

52 

57 
5 

7 
8 
8 

12   3 
2 
2 
2 
2 

MONTICELLO 

MOREHEAD   STA    TEACH  COL 

MOUNT   STERLING 

MUNFORDVILLE 

MURRAY 

MOREHEAD 

5524 
5555 
5640 
5684 
5694 

WAYNE 

ROWAN 

MONTGOMERY 

HART 

CALLOWAY 

CUMBERLAND 

LICKING 

LICKING 

GREEN 

TENNESSEE 

36  50 
38   11 
38   03 

37  16 
36  37 

84  51 
83   26 
83   57 

85  53 
88  20 

910 
770 
930 
600 
412 

56 
23 

12 

59 
21 
23 

2 

2 
12   3 

2 
1   2   3 

OLIVE   HILL 

OLNEY 

ONEONTA    DAM   35 

OWENSBORO 

OWENSBORO   DAM   46 

6012 

CARTER 

OHIO 

38    18 

83    11 

752 

4 

2 
2 
2 
12   3 
2 

OWENSBORO    1.5   MI    W 

6020 
6033 
6091 
6096 

HOPKINS 
CAMPBELL 
DAVIESS 
DAVIESS 

OHIO 
OHIO 
OHIO 
OHIO 

37  13 

38  58 
37  46 
37  47 

87  47 
84   18 
87  09 
87  08 

380 
497 
420 
404 

53 

7 
27 
52 
20 

PADUCAB   NO    5   FIRE   STATION 
PADUCAH   SCS    NURSERY 

PADUCAH   (NR) 

6115 
6117 

MC   CRACKEN 
MC   CRACKEN 

OHIO 
OHIO 

37  05 
37  04 

88  37 
88  35 

AUG 

1   2 

PADUCAH   USE    RES 

PAINTSVILLE 

PIKEVILLE 

PADUCAH 

6122 
6136 
6353 

MC  CRACKEN 

JOHNSON 

PIKE 

OHIO 

BIG    SANDY 

BIG  SANDY 

37  04 
37  49 
37   29 

88   35 
82   48 
82   31 

620 
686 

29 
13 

66 
16 
44 

JULl 

2 

1   2 

a 

12   3 

PINEVILLE 
PLEASUREVILLE    2    S 
PRINCETON 

PLEASUREVILLE 

6384 
6435 

BELL 
SHELBY 

CUMBERLAND 
KENTUCKY 

36   45 
38   20 

83   42 
85  07 

882 

8 

7 

2 

QUICKSAND 

6575 

CALDWELL 

CUMBERLAND 

37   06 

87   53 

529 

46 

50 

12   3 

RAVENNA    LOCK    12 

6624 
6679 

BREATHITT 
ESTILL 

KENTUCKY 
KENTUCKY 

37  32 
37  40 

83   21 
83    57 

732 
631 

23 

23 
32 

AUG 

12   3 
2 

RAYWICK 

RICHMOND  TEACHERS   COLLEGE 

RDMSEY  LOCK   2 

RUSSELLVILLE 

SADIEVILLE    WATER   WORKS 

RICHMOND 
SADIEVILLE 

6691 
6805 
7039 
7049 
7074 

MARION 
MADISON 
MC    LEAN 
LOGAN 
SCOTT 

SALT 

KENTUCKY 

GREEN 

GREEN 

KENTUCKY 

37  33 
37  44 

37  32 
36    51 

38  23 

85  26 
84   18 
87   16 

86  53 
84   32 

1000 
384 
590 
890 

57 
37 

7 
61 
31 
40 

5 

2 
12   3 

2 
1   2   3 

2 

ST   JOHN   BETHLEHEM   ACADEMY 
SALVISA    LOCK   6 
SALYERSVILLE 
SCIENCE    HILL 
SCOTTSVILLE 

ST  JOHN  3   MI   SW 

7091 
7121 
7129 
7202 
7215 

HARDIN 

MERCER 

MAGOFFIN 

PULASKI 

ALLEN 

SALT 

KENTUCKY 

LICKING 

CUMBERLAND 

GREEN 

37  42 
37  56 
37  45 
37   11 
36   45 

85  59 
84  49 

83  04 

84  39 

86  12 

777 
520 
900 
1065 
770 

52 

5 
2 

52 
36 
10 
5 
2 

12   3 

2 

2 
12   3 
12   3 

SEBREE   WATER    WORKS 

SEBREE    (NR) 

7234 

WEBSTER   GREEN 

GREEN 

37  36 

87  32 

360 

8 
60 

SHELBYVILLE   2    W 
SIBERT 
SMITHFIELD   4    S 

SHELBYVILLE    2.5    W 

7324 

SHELBY 

SALT 

38   13 

85   16 

825 

58 

12   3 

SMITHFIELD    (NR) 

7369 
7473 

CLAY 
HENRY 

KENTUCKY 
SALT 

37  07 

38  20 

83   48 

930 
862 
873 

2 
6 
7 

JUNE 

SOMERSET   HIWAY   DEPT 

SOMERSET    (NR) 

7507 

PULASKI 

CUMBERLAND 

37  07 

84  35 

2 

2 

SPRINGFIELD 
STEARNS 
STILLWATER 
TATHAM  SPRINGS 
TOMPKINSVILLE 

7604 

WASHINGTON 

SALT 

37  41 

85   14 

738 

7 

2 
2 
2 
2 
2 

7677 
7711 
7924 
8060 

MC   CREARY 
WOLFE 

WASHINGTON 
MONROE 

CUMBERLAND 

SALT 
GREEN 

36  42 

37  45 
37   52 
36  42 

84  29 
83   29 

85  09 
85  41 

1420 
1000 

899 

8 

7 
6 

TOMPKINSVILLE  TEL  OFF 

(C)TOMPKINSVILLE 

8065 

MONROE 

GREEN 

36   42 

85  41 

899 

2 
2 
2 
2 
2 

TYRONE    LOCK   5 
UNIONTOWN   DAM   49 
VALLEY   VIEW    LOCK   9 
VANCEBURG   DAM    32 

8179 
8197 
8246 
8259 

ANDERSON 
UNION 
CLAY 
LEWIS 

KENTUCKY 
OHIO 
KENTUCKY 
OHIO 

38   02 
37  46 

37  51 

38  38 

84    51 
87   57 
84   26 
83   21 

524 
357 
571 
525 

31 
20 
36 
35 

wayhesburg  6  e 

WAYNE SBURG 

8486 

LINCOLN 

CUMBERLAND 

37  22 

84   34 

1215 

2 

2 
1   2   3 
12   3 

WEST   LIBERTY   WATER   WORKS 
WILLIAMSBURG 
WILLIAMSTOWK 
WILLOW   LOCK   13 

WEST  LIBERTY 

8551 

MORGAN 

LICKING 

37   55 

83   15 

8706 
8714 

WHITLEY 
GRANT 

CUMBERLAND 
LICKING 

36  44 
38  38 

84   10 
84  34 

939 
943 

52 
46 

61 
46 

8724 

LEE 

KENTUCKY 

37  36 

83   50 

646 

30 

2 

WOLF   CREEK   DAM 
WOODBURY    LOCK  4 

8807 
8824 

RUSSELL 
BUTLER 

CUMBERLAND 
GREEN 

36  53 

37  11 

85  08 

86  38 

610 
504 

1 

1 
52 

^. 

. 

12   3    4 
2 

(C)      Former   name  used   In  Cllma 

tological   Data. 

1 0^^ ^ ^ 

H)      Former   name   used   in  Hydro 

ogic   t 

Sulletin. 

■»•-** 

.following  Table  2. 
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